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163 TM. 


JINR-6-9622 
ABE, H. 


Anomalous Effect of Small Collisions on the Non- 
linear Interaction in a Small Cold Beam and a Warm 
Plasma System. 


78-23 4A PC A03/MF A01 
13B PC A0S/MF A01 


78-14 20G MF A01 
78-09 20H MF A01 
78-24 6E Not Available NTIS 


78-14 9A PC A05S/MF A01 


PA-2 





N77-34003/2GI 78-04 201 PC A02/MF A01 


Particle Simulation on the Propagation and Plasma 
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Theory of Transport Coefficients. |. General Theory 
and Electrical Conductivity of Electron-Phonon 
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in Aqueous Solutions of Acetate and Glycine. 
Progress Report, September 1, 1976--July 1, 1977. 
CO0-3221-43 78-05 7E PC A02/MF A01 
ABRAMOWICZ, H. 
Inclusive pi exp 0 Production in pi exp + p Interac- 
tions at 16 GeV/C. 
BONN-HE-76-19 


ABRAMOWITZ, JOSEPH 
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ADAIR, R. T. 


Reprint: RF instrumentation Based on Supercon- 
ducting Quantum Interference. 
PB-283 845/6GI 78-23 14B Not available NTIS 


ADAIR, ROB 
Injection Laser Diodes for Fiber Optic Communica- 


tions. 
AD-A051 792/0G! 
ADAIR, ROBERT T. 


RF Attenuation Measurement 
SQUID, 
AD-A046 831/4GI 


ADAIR, SAMUEL E. 


All-Aluminum Transverse Platelet Injector. 
PAT-APPL-872 193/GI 


78-12 21H PC A02/MF A0O1 


78-13 9A PC A03/MF A01 


System Using a 


78-03 14B PC A08/MF A01 


ADAM, ESTHER 


Costs of Homemaker - Home Health Aide and Alter- 
native Forms of Service. A Survey of the Literature. 
HRP-0012824/9GI 78-04 6E Not Available NTIS 


ADAM, EVERETT E. 


Forecasting Patient Tray Census for Hospital Food 
Service. 
HRP-0013458/5G! 


ADAM, I. 


Excited States of exp 161 ER Deformed Nucleus in 
the exp 161 TM Decay. 
JINR-6-8658 78-08 20H MF A0O1 


Excited States of exp 163 ER in the Decay of exp 
163 TM. 
JINR-6-9622 


ADAM, J. 


Eigenmode Field Structure of the Fast Mag- 
netosonic Wave in a Tokamak and Loading Im- 
pedance of Coupling Structures. 

EUR-CEA-FC-886 78-16 


ADAM, J. A. 


A Classification System for Radioactive Waste 
Disposal - What Waste Goes Where. 
PB-284 234/2GI 78-21 18G PC A19/MF A01 


ADAM, N. 


Research Activities of the Dfvir Department of Avia- 
tion Psychology Concerning the Consultancy Con- 
tract of the Deutsche Lufthansa Ag Jahresbericht 
1975 der Abt. Luftfahrtpsychologie Zum Beratung- 
sauftrag der Deutschen Lufthansa Ag. 

N78-13741/1GI 78-08 51 PC A02/MF A01 

ADAM, WALDEMAR 

Reprint: Synthesis of Alpha-Peroxylactones by 
Direct Oxygenation of Ketenes. Evidence for an In- 


termediate. 
AD-A053 908/0G! 


78-01 6E Not Available NTIS 


78-09 20H MF A01 


18A MF AO1 


78-16 7C PC A02/MF A01 





ADAMCHUK, YU. V. 


Collimation of Neutron Beam in Experiments on 
Measuring of Partial Cross Sections with Isotope 
Microamounts. 

\AE-2470 78-20 18D MF A01 


Production of Mecanical Vibrations of Speciment of 
Mass 0.1-1 Kg at a Speed of 100-200 M/S. 

\AE-2626 78-20 14B MF AO1 
Study of Neutron Cross-Sections and Quantum 
Characteristics of Nuclear Levels on the Basis of 
Excited-Nucleus Radiation-Multiplicity Spec- 


trometry. 
1AE-2634 78-09 20H MF A01 
ADAMCZYK, A. A. 


Terminal Energy Distribution of Blast Waves from 
Bursting Spheres. 
N77-32329/3GI 78-02 


ADAMENKO, V. 
The Phenomena of Cutaneous Electricity--Transla- 


19A PC A03/MF A01 


tion. 
AD-A045 433/0GI 
ADAMIK, V. 


SASLAS - Computer Code Manual for Complex 
Analysis of Fast Reactor Initiating Accidents. 
CS-INIS-21 78-01 181 


ADAMO, MIKE 


Monolithic Surface Wave Transversal Filter. 
AD-A049 938/4GI 78-10 9E PC AOS/MF A0i 


ADAMOV, I. YU. 


Study on Spatial Distribution of Plasma Oscillation 
Intensity in the Induced Electrodeless Discharge. 
KFTI-76-24 78-03 20! MF A01 


ADAMOV, M. N. 


Interaction Energy of a Charged Particle with the 
Hydrogen Molecule. 
LA-tr-77-33 78-02 7D PC A02/MF A01 


New Aspects in the Symmetry Theory of Polyatomic 
Molecules. 
LA-tr-77-32 


ADAMOWICZ, R. F. 


Model for the Reversible Washout of Sulfur Dioxide, 
Ammonia and Carbon Dioxide from a Polluted At- 
mosphere and the Production of Sulfates in Rain- 
drops. 

BNL-22576 


ADAMS, A. T. 


Electromagnetic Properties and Effects of Advanced 
Composite Materials: Measurement and my 7 
AD-A058 041/5GI 78-24 11D PC A09/MF A01 


ADAMS, ALAN L. 


A Study of Forecast Errors in a Barotropic Opera- 
tional Model for Predicting Paths of Tropical 
Storms. 

AD-A050 173/4GI 


ADAMS, ALICE E. 


Continuing Education in State Universities. 
HRP-0019625/3Gi 78-13 5! Not Available NTIS 


ADAMS, &. 8. 


Manufacturing Methods and Technology (MM and 
T) Measure for Fabrication of Silicon Transcalent 
Thyristor. 

AD-A048 845/2GI 78-08 9A PC A04/MF A01 


Manufacturing Methods and Technology (MM and 
T) Measure for Fabrication of Silicon Transcalent 
Thyristor. 

AD-A053 089/9GI 78-15 9A PC A03/MF A01 


Manufacturing Methods and Technology (MM and 
T) Measure for Fabrication of Silicon Transcalent 
Thyristor. 

AD-A055 499/8GI 


ADAMS, B. MICHAEL 
Economic Effect on Agricultural Production of Al- 


ternative Energy Input Prices: Texas High Plains. 

PB-279 039/2GI 78-14 2B PC A07/MF A01 
ADAMS, C. N. 

Radiative Transfer in Spherical Shell Atmospheres. 

2: Asymmetric Phase Functions. 

N77-33443/1GI 78-04 3B PC A03/MF A01 
ADAMS, CALVIN K. 

Respiratory Stress, Visual Function and Moderation 

by Chemotherapy. 

AD-A052 493/4GI 


ADAMS, CARL E. 


Three Views: Patient Assessment. 1. Its Potential 

and Use. 2. As a Management Tool. 3. Its Use in 

Long Term Care Facilities. 

HRP-0017418/5Gi 78-02 6E Not Available NTIS 
ADAMS, D. E. 


investigation of Safety Standards for Energy Saving 
Devices for Gas-Fired Appliances. 
PB-283 790/4GI 


78-01 6P PC A02/MF A01 


MF AO1 


78-02 7D PC A03/MF A01 


78-13 4A PC A04/MF A0O1 


78-10 4B PC A03/MF A01 


78-20 9A PC A03/MF A01 


78-14 6S PC A03/MF A01 


78-22 13A PC A04/MF A01 


Safety Investigation of Gas Appliance Energy Sav- 
ing Devices and Automatic Vent Dampers for Oil 


Furnaces. 
PB-283 788/8GI 78-23 13A PC A12/MF A01 


ADAMS, DAVID K. 


Active Responsive Filters. 
AD-911 807/6GI 78-01 


ADAMS, DEE DEE 
A Classification Scheme for Textbook Collections in 


Teaching Materials Centers, 

ED-140 813 78-14 5B Not available NTIS 
ADAMS, DONALD F. 

Reprint: Hygrothermal 

Unidirectional Composite 


Material Behavior. 
AD-A058 074/6GI 78-24 


ADAMS, EDWARD F. 


A Multivariate Study of Subordinate Perceptions 
and Attitudes of Minority and Majority Managers. 
AD-A057 078/8GI 78-22 5i PC A04/MF A01 


ADAMS, ELIZABETH B. 


Critical Issues in Scientific and Technical Commu- 
nication: Perceptions of Users, Providers and Pol- 
icymakers. 

PB-279 382/6GI 


ADAMS, EVERETT E. JR. 


Measuring the Quality Dimension of Service 
Productivity, 
PB-282 243/5GI 


ADAMS, G. 
Effects of Atmospheric ‘urbulence on SAR Per- 


formance. 
AD-A057 980/5GI 


ADAMS, G. W. 


Photodissociation Rates for Minor Species in the 
Earth's Atmosphere. 
PB-285 162/4GI 


ADAMS, G. W. JR.. 
Solid Propellant Rocket Motor Internal Ballistics 
Performance Variation Analysis, Phase 3. 
N78-19199/6GI 78-14 21H PC A05/MF A01 
ADAMS, GEORGE F. 


Assessments of Recent Models for Pressure and 
Volume Effects on Reactions of Ballistic Materials. 
AD-A054 640/8GI 78-17 19A PC A03/MF A01 


ADAMS, GEORGE M. 
Vertical Excursions Breathing Air from Nitrogen-Ox- 
ygen or Air Saturation Exposures, 
PB-275 374/7GI 78-06 6S PC A06/MF A01 
ADAMS, GERALD H. 
Dial-A-Ride (A Bibliography with Abstracts). 
NTIS/PS-77/0921/5GI 
78-01 13B PC NO1/MF NO1 
Ghetto Sociodynamics (A Bibliography with Ab- 


stracts). 
NTIS/PS-77/0920/7GI 


ADAMS, J. ALAN 


Heat Transfer Analysis of the NAHBE Piston Cap, 
AD-A051 738/3GI 78-13 21G PC A04/MF A01 


ADAMS, J. C. JR. 


The Calculation of Compressible Transitional, Tur- 
bulent, and Relaminarizational Boundary Layers 
over Smooth and Rough Surfaces Using an Ex- 
tended Mixing-Length Hypothesis. 

AD-A050 755/8G! 78-11 20D PC A06/MF A01 


ADAMS, J. J. 


Pilot-Model Analysis and Simulation Study of Effect 
ot Control Task Desired Control Response. 
N78-20143/1GI 78-15 1C PC A03/MF A01 


Study of the Use of a Nonlinear, Rate-Limited Filter 

on Pilot Control Signals. 

N78-20142/3GI 78-15 
apa J.R. 

Radia ion » ardened Field Oxide. 

SAND-77-1044c 78-05 20 PC A03/MF A01 
ADAMS, J. W. 


Effect of Handling Procedures on Sample Quality. 
PB-279 910/4GI 78-16 7D PC A04/MF AO1 


Electromagnetic Interference (EM!) Measurements 
for Automotive Applications. 
PB-274 509/9GI 78-04 13F Not available NTIS 


Near-Field Electric Field Strength Levels of EM En- 

vironments Applicable to Automotive Systems. 

PB-275 615/3GI 78-09 13F Not available NTIS 
ADAMS, JACK A. 

NATO International Conference on Experimental 


and Behavioral Approaches to Alcoholism, 
AD-A050 329/2GI 78-10 5J PC A02/MF A01 


17D PC A03/MF AO1 


Microstresses in a 
Exhibiting Inelastic 


11D PC A02/MF A01 


78-15 5B PC A07/MF AO1 


78-19 5A PC A10/MF A01 


78-24 171 


PC AO5S/MF A01 


78-23 4A PC A03/MF A01 


78-01 5K PC NO1/MF NO1 


1C PC A03/MF A01 


ADAMS, R. O. 


ADAMS, JAMES C. 


Reprint: Effects of Cage Culture on Growth, 
Abundance, and Survival of Resident Largemouth 
Bass (‘Micropterus salmoides’), 

PB-283 799/5G! 78-20 6C PC A02 


Macrobenthos Population Changes in Crystal Lake, 
Arkansas, Subsequent to Cage Culture of Fish, 
PB-279 575/5GI 78-14 6C PC A02 


ADAMS, JEANNE E. 
Health Perspectives in Rhode Island -- A Sample 


Survey. 
HRP-0024307/1Gi_ 78-13 6E Not Available NTIS 


Inclusion of the Medically Underserved in the 
Planning Process for the Development of the Rhode 
Island State Health System Pian Under P.L. 93-641. 
HRP-0023798/2G! 78-26 6E PC A07/MF A01 
ADAMS, K. G. 

Considerations in the Evaluation of the Human Ele- 
ment of a Safeguards System. 

SAND-77-1083C 78-09 18! PC A02/MF A01 


Tentative Job Analysis for a High-Level, Fixed-Site, 
Nuclear Security Officer. 
SAND-77-1400 78-13 51 PC A03/MF AQ1 


ADAMS, L. G. 


Coupling Agents - HME Resin System. 
AD-A0SS 394/2GI 78-17 11D PC A02/MF A01 


ADAMS, LEON M. 


Evaluation of Dirt Films, Lamps and Procedures for 
Headlamp Washer Tests. 
PB-283 036/2GI 78- 13F PC AQ3/MF AOt 


Testing of an Improved FMVSS No. 104 Windshield 
Washer Procedure and Spray. 
PB-283 456/2G! 78-22 


ADAMS, LOIS H. 


Telecommunications for Vocational Rehabilitation: 
Systems Survey. 
PB-282 686/5G! 


ADAMS, N. 
Studies on Transonic Turbine with Film-Cooled 


13F PC A04/MF A01 
78-20 5K PC A06/MF A01 


Blades. 
AD-A052 423/1G! 
ADAMS, N. J. 


Associative Array Processing of Raster Scanned 
Data for Automated Cartography Ii (improved 
Resolution and Data Handling). 

AD-A049 698/4G! 78-09 8B PC A04/MF A01 


ADAMS, 0.8. 


Relations among Some Measures of Pattern Dis- 
criminability 
AD-050 185/8G! 
ADAMS, R. 
Target identification Procedure for 
Reprocessing Facilities. 
UCRL-79215(Rev.1) 
78-01 


78-14 21E PC A06/MF A01 


78-21 5J PC A02/MF A01 


Plutonium 


18J Not available NTIS 
ADAMS, R. A. 


Radiation Induced Transient Thermal Effects in 5 
Mhz at Quartz Resonators. 
SAND-77-1747C 78-15 9A PC A02/MF A01 


ADAMS, R. C. 


Technical and Cost Evaluation of Candidate Large 
Scale Open Pit Oil Shale Mining Methods in 
Colorado. Volume |. Technical and Economic Study 
of an ye ay Single Pass Mining System for 
Open Pit Mining of Deep Oil Shale Deposits. 

PB-274 435/7GI 78-04 8! PC A19/MF AO1 


Technical and Cost Evaluation of Candidate Large 
Scale Open Pit Oil Shale Mining Methods in 
Colorado. Volume ll, Parts 1 and 2. Technical and 
Economic Study of an Integrated Single Pass Min- 
ing System for Open Pit Mining of Deep Oil Shale 


Deposits. 
PB-274 520/6GI 78-04 8! PC E14/MF A01 


ADAMS, R. CADE 
A Distributed Mini-Computer Network. 
AD-A055 254/7G! 78-18 9B PC A0S/MF AO1 
ADAMS, R. E. 
Sodium Oxide Aeroso! Study: NSPP Runs 101 to 
105, Data Record Report. 
ORNL/NUREG/TM-179 


78-21 181 PC AQS/MF A01 


ADAMS, R. G. 


Bearing Compartment Seal Systems for Tur- 
bomachinery in Direct-Cycle HTGR Power Plants. 
GA-A-14410 78-17 18) PC A03/MF A01 


Turbomachinery for the Gas-Turbine High-Tempera- 
ture Gas-Cooled Reactor Power Plant. 
GA-A-13973 78-09 10A PC A04/MF A01 


ADAMS, R. O. 


Acoustic Emission from Beryllium. 
RFP-2504 78-13 11F PC A03/MF A01 


PA-7 





Energy Calibration Scheme for Acoustic Emission. 

RFP-2619 78-13 11F PC A02/MF A01 
ADAMS, R. R. 

Agglomerating Burner Gasification Process. Design, 

Installation, and Operation of a 25-Ton-a Day 

Process Development Unit. Quarterly Report, April-- 

June 1977. 

FE-1513-62 78-09 7A PC A03/MF AO1 


Agglomerating Burner Gasification Process. Design, 
installation, and Operation of a 25-Ton-a-Day 
Process Development Unit. Quarterly Report, July-- 
September 1977. 

FE-1513-66 78-19 7A PC A03/MF A01 


ADAMS, R. W 


Material Control Assessment Procedure. 
UCRL-79214 78-04 18) PC A02/MF A01 


Material Control Assessment Procedure. 
UCRL-79214(Rev.1) 78-03 18J PC A02/MF A01 


System Effectiveness of Material Control and Ac- 

counting Systems. 

UCRL-80336 78-15 18J PC A02/MF A01 
ADAMS, REGINA D. 

Alcoholism Prevention and Treatment Services in 

Counties: Report on a National Survey, 

PB-280 263/5GI 78-16 6E PC A04/MF A01 
ADAMS, RICHARD H. 

A High Temperature Stream Tube for a Supersonic 

Wind Tunnel 

AD-200 634/4GI 78-11 14B PC A06/MF A01 


ADAMS, RICHARD J. 
F100 Multivariable Control Synthesis Program. 


Volume Il. Appendices A through K. 
AD-A052 346/4GI 78-14 21E MF A01 


F100 Multivariable Contro: Synthesis Program. 
Volume 1. Development of F100 Control System. 
AD-A052 420/7GI 78-14 21E PC A14/MF A01 


ADAMS, RICHARD M. 


Depth of the Motionleses Layer in the Gulf of Mexico 
AD-023 482/3GI 78-21 8J PC A02/MF A01 


ADAMS, RICHARD PEERSON 
Frontal Analysis and Acoustic Propagation in the 


Western Alboran Sea. 

AD-A050 242/7GI 78-10 20A PC AOS/MF A01 
ADAMS, ROY M. 

The Thermodynamics of Substances Used as Ves- 

sels for Liquid Sodium, Potassium and Nak 

AD-139 178/8GI 78-23 11F PC A02/MF A01 
ADAMS, S. K. 


Evaluation of the Ames Solid Waste Recovery 

System. Part |. Summary of Environmental Emis- 

sions: Equipment, Facilities, and Economic Evalua- 

tions. 

PB-274 552/9GI 78-05 13B PC A10/MF A01 
ADAMS, S. L. 

Reprint: Frequency Coherence and Time Coherence 


in Random Multipath Channels. 
AD-A047 456/9GI 78-05 17A PC A02/MF A01 


ADAMS, S. M. 


Critical Evaluation of the Nonradiological Environ- 
mental Technical Specifications. Volume 4. San 
Onofre Nuclear Generating Station, Unit 1. 
ORNL/NUREG/TM-72 

78-04 13B PC A05/MF A01 
Estimation of Age Structure of Fish Populations 
from Length-Frequency Data. 
CONF-770501-2 78-02 6C PC A03/MF A01 


Evaluation of Environmental Impact Predictions. 
CONF-770516-7 78-01 13B PC A02/MF A01 


ADAMS, STANLEY L. 


Reprint: Estimation and Interpretation of Acoustic 
CW Phase Fluctuation Spectra. 
AD-A045 883/6GI 78-01 20A PC A02/MF A01 


ADAMS, V. DEAN 


lron Dynamics in a Gas-Water-Sediment 
Microcosm, 


PB-282 379/7GI 78-19 8H PC A06/MF A01 
ADAMS, W. KYLE 


The Cost of Water Supply and Water Utility 

Management. Volume |. 

PB-276 639/2GI 78-08 13B PC A09/MF A01 

The Cost of Water Supply and Water Utility 

Management. Volume Il. 

PB-276 640/0GI 78-08 13B PC A14/MF A01 
ADAMS, WILLIAM J. 

Aircrew Respiratory Protection. 

AD-842 514/2GI 78-19 15B PC A08/MF A01 
ADAMSKI, J. A. 

Reprint: Growth of CdTe(1-x)Se(x) by the LEC and 

Bridgman Techniques. 

AD-A050 705/3GI 78-11 20B PC A02/MF A01 


PA-8 


Reprint: Growth of Doped-Halide Single Crystals for 
Infrared Windows. 
AD-A050 940/6GI 78-11 208 PC A02/MF A01 
ADAMSKI, L. 
Evaluation of the exp 58 Ni(N,2N) exp 57 Ni Reac- 
tion Cross Sections. 
INDC(POL)-8/L 78-26 20H PC A04/MF A01 
ADAMSON, A. P. 
Gas Turbine Engine with Convertible Accessories. 
PATENT-4 068 470 
78-12 21E Not available NTIS 
Gas Turbine Engine with Recirculating Bleed. 
PATENT-4 083 181 
78-20 21E Not available NTIS 
a Absorbing Blade Mounts for Variable Pitch 
Blade: 
PATENT-4 047 840 78-04 13! Not available NTIS 
Integrated Gas Turbine Engine-Nacelle. 
PATENT-4 055 041 
78-13 21E Not available NTIS 
Variable Thrust Nozzle for Quiet Turbofan Engine 
and Method of Operating Same. 
PATENT-4 068 469 
78-12 21E Not available NTIS 
ADAMSON, A. W. 
Rate of Primary Photoproduct Formation for Aque- 
ous Tris(ethylenediamine) Chromiumiiil). 
AD-A049 873/3GI 78-09 7D PC A02/MF A01 
ADAMSON, ARTHUR W. 
Exchange and Aquation Studies with Thiocyanate 
Complexes 
AD-024 369/1GI 78-21 7D PC A02/MF A01 


Exchange Studies with Complex lons 
AD-097 439/4GI 78-22 7D PC A06/MF A01 


Ligand and Solvent Effects on Emission Lifetimes 
of Cr(ill) Ammines. 
AD-A058 042/3GI 78-24 7D PC A03/MF A01 


Photochemical and Kinetic Studies of Some Metal 
Dithizonate Complexes. 
AD-A049 872/5GI 78-09 7D PC A03/MF AO1 


Preparation of K3CO(CN)5BR and K3CO(CN)5I by 

an Atom Transfer Reaction - Exchang Studies with 

Complex lons. 

AD-043 933/1GI 78-21 7C PC A02/MF A01 

A Proposed Approach to the ‘Chelate Effect” 

AD-024 370/9GI 78-21 7D PC A02/MF A01 
ADAMSON, J. ELAINE 

Patients’ Perception of Maternity Nurse Practi- 

tioners. 

HRP-0018003/4GI 78-13 6E Not Available NTIS 
ADAMSON, JAMES CRAIG 


A Helicopter Simulator Study of Control Display 
Tradeoffs in a Decelerating Approach. 
AD-A051 242/6GI 78-12 1C PC A09/MF A01 


ADAMSON, MADELEINE 


A Citizens’ Guide to Electric Utility Rate-Making. 
PB-273 669/2GI 78-03 10A PC A04/MF A01 


ADAMSON, T. C. 

Project SQUID. 

AD-A047 076/5GI 78-04 21E PC A06/MF A01 
ADAMSON, T.C. JR. 

On the Structure of Plane Detonation Waves 

AD-242 454/7GI 78-13 19D PC A02/MF A01 
ADAMSON, T. ELAINE 


Referral of Patients to a Regional Medical Center: 
Final Report and Executive Summary. 
PB-279 208/3GI 78-15 6E PC A07/MF A01 


ADAMSON, THOMAS C. JR. 
On the Classification of Normal Detonation Waves 
AD-062 881/8GI 78-20 19D PC A02/MF A01 
ADAR, J. 
Integrated Supply-Demand Projects for Energy 
Growth. 
EPRI-PS-535-SR 78-13 10A PC AO2/tAF A01 
Near Term Feasibility of Nuclear Reactor for Sea- 
Water Desalting: Coupling of Standard Condensing 


Nuclear Power Stations to Low Grade Heat Multief- 
fect Distillation Plants. 


N78-10864/4GI 78-05 18E PC A02/MF A01 
ADAWAY, TIMOTHY 


Reprint: Polymerization and Grafting of Hetero- 

cyclic Monomers from Reactive Mono- and 

Macrohalides. 

AD-A056 136/5G! 78-21 7C PC A02/MF A01 
ADDA, YVES 

Fundamental Aspects of the Evolution of, and 

— Changes in, Metals and Alloys under Irradia- 


CEA CONF-4014 78-23 18J PC A02/MF A01 


ADDABBO, C. 
SUNYAB/EPRI Combined Injection ECC Program. 
Interim Report. 
EPRI-NP-757 78-25 181 PC A06/MF A01 


SUNYAB/EPRI Combined Injection — Program. 
Hoge A — ~ Phase Report 
EPRI-NP-446 78-09 181 PC A06/MF A01 


ADDINGTON, D. V. 


Physical and Chemical Behavior of Liquefied Coal 
in _ Separation. Quarterly Report, April--June 
1977 


FE-2550-3 78-09 21D PC A03/MF A01 


Physical and Chemical Behavior of Liquefied Coal 
in Solids Separation. Quarterly Report, January-- 
March 1977. 

FE-2550-2 78-04 7C PC A03/MF A01 


Physical and Chemical Behavior of Liquefied Coal 

in Solids Separation. Quarterly Report, October-- 

December 1976. 

FE-2550-1 78-06 21D PC A04/MF AO1 
ADDINGTON, JUDY 

Documentation of Evaluation Efforts in Human Ser- 


vice Agencies in Region VIII. 
SHR-0001928 78-04 5K PC A06/MF A01 


ADDISON, CYRIL CLIFFORD 


HDA Corrosion Chemistry. 
AD-A052 141/9GI 78-13 7D PC A16/MF A01 


ADDISS, RICHARD R. JR. 
Oxidation of Magnesium Single Crystals and 


Evaporated Films 
AD-161 789/3GI 78-24 11F PC AOS/MF A0O1 


ADDITON, M. K. 


Hanford Well Sediment Library Catalog. 
RHO-LD-30 78-19 8G pe A09/MF A01 


ADDOMS, JOHN F. 
Dual Manifold High Performance Throttleable Injec- 


tor. 
PATENT-4 081 136 
78-22 21H Not available NTIS 


ADDOR, EUGENE E. 


Description of Terrain to be Used in Evaluating the 
Lofted Mine Concept. 
AD-A046 157/4GI 78-02 19A PC A15/MF A01 


ADDY, A. L. 


Theory, Computer Program, and Illustrative Exam- 
ples for the Two-Dimensional Boundary Layer Flow 
of Ideal Gases. 

AD-A056 308/0G! 78-21 20D PC A05/MF A01 


ADEBO, ELFRIDA O. 


Evaluation of Nursing Knowledge and Skills in 
Nigeria. 

HRP-0024264/4GI_ 78-19 6E Not Available NTIS 
Sources of Examination Questions. 
HRP-0023231/4GI 78-17 5! Not Available NTIS 


ADELBERG, EDWARD A. 


Amino Acid Biosynthesis 
AD-152 717/5GI 78-24 6B PC A02/MF A01 


The Biosynthesis of Isoleucine and Valine Ill. Tracer 
Experiments with L-Threonine 
AD-082 145/4GI 78-24 7D PC A02/MF A01 


Isoleucine Biosynthesis from Threonine-in- 
tramolecular Migration and Isoleucine Biosynthesis 
AD-047 858/6GI 78-21 6A PC A02/MF A0O1 


The Mechanism of Kynureninase Action 
AD-029 757/2GI 78-21 6A PC A02/MF A01 


Modificatio.. of the Penicillin Technique for the 
Selection of Auxotrophic Bacteria 
AD-013 824/8GI 78-18 6M PC A02/MF A01 


The Use of Metabolically Blocked Organisms for the 
Analysis of Biosynthetic Pathways 
AD-029 758/0GI 78-21 6A PC A02/MF A01 


ADELFANG, S. I. 


Analysis of Vector Wind Change with Respect to 
Time for Cape Kennedy, Florida. 
N78-31665/0GI 78-26 4B PC A99/MF A01 


Analysis of Vector Wind Change with Respect to 
Time for Vandenberg Air Force Base, California. 
N78-31663/5GI 78-26 4B PC A19/MF A01 


Analysis of Wind Bias Change with Respect to Time 
at Cape Kennedy, Florida, and Vandenberg AFB, 
California. 

N78-31664/3GI 78-26 4B PC A05/MF AO1 


Environment Effects from SRB Exhaust Effluents: 
Technique Development and Preliminary Assess- 
ment. 


N78-15439/0GI 78-10 4A PC A15/MF A01 
ADELI, H. 


Reprint: Effect of Axial Force on Dynamic Fracture 
of a Beam or Plate in Pure Bending. 
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Urban Municipal Hospital. Primary Care and Its Im- 
pact on Hospitalization. 

HRP-0023376/7Gi 78-17 6E Not Available NTIS 


AHEARN, D. G. 


Reprint: Extracellular Proteolysis by ‘Candida 
lipolytica’, 

PB-275 488/5GI 78-06 6M PC A02 
Microbial Interactions with Pesticides in Estuarine 
Surface Slicks. 

PB-273 978/7GI 78-02 8A PC A03/MF A0O1 


AHEARN, J. F. 


Design of Space-Type Electronic Power Transfor- 
mers. 


N78-29353/7GI 78-24 9A PC A09/MF A01 
AHERN, J. E. 


Evaluation of Spiral Wound Ribbon Structures for 
Transpiration/Film Cooling. 
AD-388 591/0GI 78-14 21H PC A10/MF A01 


AHERNE, MICHAEL P. 


Cost Reduction in University Information Systems: 
The Opportunities and the Pitfalls, 
ED-146 947 78-23 5B Not available NTIS 


AHGREN, NILS 


The Swedish Regulations for Design and Main- 
tenance of Electrical Installations, 

BTHE-063516 78-25 9C PC$188.00 

AHLBERG, JAMES E. 

Earthquake Resistance of Earth and Rock-Fill 
Dams. Report |. Discussions by Professors H. B. 
Seed and R. V. Whitman. 

AD-A055 598/7GI 78-20 13B MF A01 


AHLBURN, BYRON T. 

Silicone Diode Target Tube Development. 

AD-912 287/0GI 78-09 9A PC A03/MF A01 
AHLERS, ROBERT C. 


Comparison of Dental Care Delivery by Dental Men- 
tors (Teachers), Dental Residents and Non-Teaching 
Dental Specialists. 


AD-A052 837/2GI 78-15 6E PC A04/MF A01 
AHLERT, ROBERT C. 

Oil/Water Separation: State-of-the-Art. 

PB-280 755/0GI 78-17 148 PC A06/MF A01 
AHLF, J. 


Irradiation and  Post-irradiation Examination 
sae for Reactor Pressure Vessel Steels at 


AED-Conf-76-556-013 78-04 18) MF A01 
AHLGREN, F. F. 
Acoustic Transducer for Nuclear Reactor Monitor- 


ing. 
PATENT-4 020 693 78-10 18! Not available NTIS 
AHLGREN, W. L. 
Optical and Electrical Experiments at Some Transi- 
tion-Metal Oxide Foil-Electrolyte Interfaces. 
COO-4381-1 78-07 118 PC A02/MF A01 
AHLQUIST, A. J. 


Radiological Survey and Decontamination of the 
Former Main Technical Area (TA-1) at Los Alamos, 
New Mexico. 


LA-6887 78-15 18G PC A10/MF A01 
AHLSTROM, BERTIL 


Solar Energy House in Linkoping, 

PB-275 695/5GI 78-08 13A PC A03/MF A01 
AHLSTROM, EDWIN R. 

ESR Centers and Charge Defects Near the Silicon/ 

Silicon Dioxide Interface. 

AD-A056 582/0G! 78-21 20L PC AQ2/MF A01 

Use of Trichloroethylene for Charge Control in MOS 

Oxides. 

AD-A045 714/3GI 78-01 7C PC A02/MF A01 
AHLSTROM, H. G. 

Diagnostics of Inertial Confinement Fusion Experi- 

ments. 

UCRL-79894 78-12 18A PC A07/MF A01 

Diagnostics of Shiva Nova Produced High Yield 

Thermonuclear Events. 

UCRL-80230 78-18 18A PC A03/MF A01 

Laser Fusion Implosion and Plasma Interaction Ex- 

periments. 

UCRL-79819 78-09 18A PC A07/MF A01 

Laser Fusion Implosion and Target interaction 

Physics. 

UCRL-79540 78-04 18A PC A02/MF A01 

Pinhole Imaging of Laser-Produced Thermonuclear 

alpha Particles. 

UCRL-79780 78-14 201 PC A02/MF A01 


Shiva Target Irradiation Facility. 
UCRL-79784 78-14 18A PC A0Q2/MF AO1 


Simple Scaling Model for Exploding Pusher Tar- 


gets. 

UCRL-79788 78-18 18A PC A04/MF A01 

Sub-Kev, Subnanosecond Measurements of X-Ray 

Spectra from Laser-Produced Plasmas. 

UCRL-79782 78-14 201 PC A02/MF A01 
AHLSTROM, S. B. 


Assessment of Powdered Activated Carbon Addition 

to Anaerobic Digesters at Salt Lake City, Utah. 

PNL-2665 78-25 21D PC A03/MF A01 

Economic Comparison of Sludge Irradiation and Al- 

ternative Methods of Municipal Sludge Treatment. 

PNL-2431 78-13 13B PC A08/MF A01 
AHLSTROM, S. W. 


Hanford Groundwater Scenario Studies. 
ARH-SA-292 78-04 18G PC A04/MF A01 
Multicomponent Mass Transport Model: Theory and 


Numerical Implementation (Discrete-Parcel-Ran- 
dom-Walk Version). 


ENWL-2127 78-08 18G PC A07/MF A01 
AHMAD, AZIZ 
An Analysis and Design Procedure for Highway- 


Railroad Grade Crossing Foundations. 
PB-277 479/2GI 78-12 13B PC A06/MF A01 


AHMAD, I. 
Coulomb Excitation in Even-N SM Nuclei. 
CONF-770968-10 78-12 20H PC A0Q2/MF A0O1 
Reinforced Cobalt Alloy Composite for Turbine 
Blade Application. 
AD-A052 669/9GI 78-14 21E PC A02/MF A01 
AHMAD, IQBAL 
Proceedings of the Tri-Service Gun Tube Wear and 


Erosion Symposium, ARRADCOM, Dover, NJ, 29-31 
March 1977, 


AD-A0 46 606/0G! 78-03 19F PC A99/MF A01 
AHMAD, JAAFAR BIN 


Geological and Hydrogeological Investigations in 

West Malaysia. 

E78-10027 78-05 8G PC A03/MF A01 
AHMAD, S. K. 

Determination of Reactivity at a Compact Core with 


Low Absorption Reflector by Means of the Pulsed 
Neutron Method. 


Juel-1343 78-01 18K MF A01 
AHMADJIAN, MARK 

Reprint: On the Beach - Infrared Spectroscopy in 

the Real World, 

PB-285 502/1GI 78-24 7D PC A02 


AHMED, PAUL 


AHMED, A. 


Reprint: Generation of Highly Discriminant PLT 
Celis Using a Hybrid HTC-PLT System. 
AD-A051 942/1GI 78-13 6C PC A02/MF A01 


Reprint: Genetic Requirements for Mixed Lympho- 
cyte Culture Response of Peripheral Blood Lympho- 
cytes of Mice Depleted of Alloantigen-Reactive 
Lymphoid Cells. 

AD-A045 639/2G! 78-01 6C PC A02/MF A01 


Reprint: Immunobiology of Congenitally Athymic- 
Asplenic Mice. 


AD-A057 399/8G! 78-23 6E PC A02/MF A01 


Reprint: Increase in the Frequency of Fc Receptor 
(FcR) ag Cells in the Mouse Spleen Following 
a Single Exposure of Mice to 2450 MHz 
Microwaves. 

AD-A051 859/7G! 78-13 6R PC A02/MF A01 


Reprint: Mechanism of Polyclonal T-Lymphocyte 
Activation Defined by Use of Specific Heterologous 
Antiserum against Murine T Cells. 

AD-A050 634/5GI 78-11 6E PC A02/MF A01 


Reprint: Murine Minor-Lymphocyte-Stimulating 
Locus Defines B-Cell Subclass Whose Expression is 
Dependent on Genes on X Chromosome. 

AD-A045 635/0GI 78-01 6P PC A02/MF A01 


Reprint: The Primed LD Typing Test: Analysis of In- 
dividuals Immunized to GLT. 
AD-A045 634/3G! 78-01 6A PC A02/MF AO1 


Reprint: Serologic Identification of the Common 
and Idiotype-Specific Receptors on Responder T 
Cells for Lymphocyte-Activating Determinants in 
Mixed Lymphocyte Cultures. 

AD-A050 728/5G! 78-11 6E PC A02/MF A01 


Reprint: Thymic-Dependent Anti-Hapten Response 
in Congenitally Athymic (Nude) Mice immunized 
with DNP-Thymosin. 

AD-A050 725/1GI 78-11 6E PC A02/MF A01 


AHMED, AFTAB 


Reprint: Immune Response of Mice to 2450-MHz 
Microwave Radiation: Overview of Immunology and 
Empirical Studies of Lymphoid Splenic Cells. 

AD-A050 786/3G! 78-11 6R PC A02/MF A01 


Reprint: Maturation of Thymus-Derived Cells Under 
the Influence of Thymosin. 
AD-A056 223/1GI 78-21 6C PC A02/MF A01 


Reprint: Microwaves induce an Increase in the 
Frequency of Complement Receptor-Bearing 
Lymphoid Spleen Celis in Mice. 

AD-A045 636/8G! 78-01 6R PC AQ2/MF A01 


Reprint: Morphological and Functional Charac- 
teristics of Lymphoid Cells from LHC Hamsters. 
AD-A057 400/4G! 78-23 6C PC AQ2/MF A01 


Reprint: Murine B Lymphocyte Heterogeneity: Dis- 
tribution of Complement Receptor-Bearing and 
Minor Lymphocyte-Stimulating 8B Lymphocytes 
Among Cells with Different Densities of Total Sur- 
face ig and IgM1. 

AD-A054 525/1GI 78-17 6P PC A02/MF A01 


Reprint: Relationship between Age and Thymic 
Function in the Development of Leukemia in AKR 
Mice (39406). 

AD-A049 752/9G! 78-09 6E PC A02/MF A01 


Reprint: Specific Activation of Murine B Cells by 
Low Molecular Weight Polyamino-Polycarboxylic 
Acids (Ampholytes). 

AD-A050 722/8GI 78-11 6A PC A02/MF A01 


Reprint: Studies on Non-H-2-Linked Lymphocyte- 
Activating Determinants. IV. Ontogeny of the Mis 
Product on Murine B Cells. 

AD-A049 791/7GI 78-09 6C PC A02/MF A01 


Reprint: Tritiated Thymidine Incorporation and Cell- 
Mediated Lympholysis as Correlates of Acute Graft- 
versus-Host Reaction. 

AD-A051 941/3GI 78-13 6P PC A02/MF A01 


AHMED, F. E. 


Excision Repair in Mammalian Cells. 
BNL-24009 78-20 6A PC A02/MF A01 


AHMED, M. 


Topside lonospheric Trough Morphology at Mid- 
and High-Latitudes. 
AD-A055 651/4G! 78-20 4A MF A01 


Vorticity Measurements Using Calibrated Vane-Vor- 
ticity Indicators and Comparison with X-Wire Data, 
AD-A048 451/9GI 78-07 20D PC A02/MF A01 


AHMED, M. BASHEERUDDIN 


Study of Outpatient Satisfaction with Mental Health 
Center Services. 
HRP-0024908/6G!I 78-21 6E Not Available NTIS 


AHMED, N. 


Intrusion-Detection Via Adaptive Prediction. 
SAND-77-1591 78-25 148 PC A02/MF A01 


AHMED, PAUL 


Disability Days, United States, July 1965-June 1966, 
PB-281 546/2GI 78-18 6E PC A04/MF A01 
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Family Hospital and Surgical Insurance Coverage, 
United States-July 1962-June 1963, 
PB-281 556/1GI 78-18 5A PC A03/MF A01 


AHMED, S. I. 


Reprint: A Study of in vitro Electron Transport Ac- 
tivity in Marine Phytoplankton as a Function of 


Temperature. 
PB-281 472/1GI 78-18 8A _ Not available NTIS 


AHMED, S. R. 


Calculation of Pressure Distribution, Forces and 
Moments for the Fighter Configuration IAE 60 by 
Panel Method. 
N78-29072/3GI 


AHNERT, C. 


Comparison of the Eigenvalue Equations in kappa, 
alpha , lambda and gamma in Reactor Theory. Ap- 
plication to Fast and Thermal Systems in Un- 
reflected and Reflected Configurations. 

JEN-392 78-26 18K PC A03/MF A01 
Development and Application of Methods and Com- 
puter Codes of Fuel Management and Nuclear 
Design of Reload Cycles in PWR. 
JEN-356 78-08 


AHRENS, J. S. 


Survey of Secure Alarm Communication Systems. 
SAND-76-0550 78-05 17B PC A03/MF A01 


78-24 1A PC A03/MF A01 


18) MF A01 


AHRENS, JOHN 


Prediction of irregular Wave Overtopping. 
78-09 8C PC A02/MF A01 


AD-A049 880/8GI 
AHTEE, A. 


Determination of the Structure Factors of a LiF 
Powder Sample by the Energy Vispersive X-Ray Dif- 
fraction. 

HU-P-125 


AHUJA, NARENDRA 


Connectivity in Lattices and Mosaics. 
AD-A053 903/1GI 78-16 12A PC A03/MF AO1 


Mosaic Models for Image Analysis and Synthesis. 
AD-A050 100/7GI 78-10 9B PC A03/MF A01 


A Note on the Use of Second-Order Gray Level 
Statistics for Threshold Selection. 
AD-A049 454/2GI 78-09 9B PC A02/MF A01 


A Survey of Random Pattern Generation Processes. 
AD-A045 867/9GI 78-01 9B PC A03/MF A01 


Al, D.K.Y. 
The Initial Growth of a Spherical Explosion in Sea 


Water 
AD-121 397/4GI 


AICHER, W. 


Analysis and Synthesis of Operational Loads 
Analyse und Synthese von Betriebsbelastungen. 
N78-20551/5GI 78-15 1C PC A04/MF A01 


XB Experimental Bus System. Development of a 
Universal Computer Supported Multiple User Test 
Control System XB Experimental Bus System. Ent- 
wicklung Einer Universellen Rechnergestuetzten 
Mehrtachbenutzer-Versuchssteuerung. 

N78-11430/3GI 78-06 20K PC A09/MF A01 


AIDALA, DONALD 


Fermentation and Enzymatic Saccharification of 

Cellulose and Lignin Waste. 

PB-273 820/1GI 78-04 6A PC A06/MF A01 
AIELLO, W. P. 


instrument for Observing Transient Cosmic gamma- 
Ray Sources for the ISEE-C Heliocentric Spacecraft. 
LA-7051-MS 78-17 18D MF AO1 


AIGINGER, H. 


Low Dose Measurements with Thermoluminescence 
Dosimetry. 


AIAU-75101 78-01 18D MF A01 


Nondivergent Radiation of Discrete Frequencies in 
Continuous X-Ray Spectrum - a Geometrical Effect. 
AIAU-75102 78-03 20H MF A01 


AIGNER, DENNIS 


A Statistical Theory of Discrimination in Labor Mar- 
kets, Appendix A. 
PB-283 225/1GI 


AIGNER, V. W. 


Wisconsin Energy Use, 1972-1976, 
PB-284 202/9GI 78-23 10A PC AO6/MF A01 


AIHARA, FLORENCE H. 


Team Care -- Progress Through Partnership. 
HRP-0017499/5GI 78-07 5! Not Available NTIS 


AIHARA, S. 


lon Extraction from High Electron Temperature 
Plasma and Mass Analysis. 
IPPJ-DT-49 


AIKAWA, H. 


Standard Positions of the Poloidal Coils in Large 
Tokamak JT-60. 


78-22 20B MF A01 


78-16 19D PC A03/MF A01 


78-22 51 PC A03/MF A01 


78-16 18A MF A01 


PA-12 


JAERI-M-6552 


Tokamak Circuit. 
JAERI-M-6531 


AIKAWA, HIROSHI 


Detection of the Position and Cross-Section of a 
Tokamak Plasma with Magnetic Probes. 
JAERI-M-6931 78-16 201 


AIKEN, EULA 
Developing Potential Manpower in Nursing: An An- 
notated Bibliography for Special Programs in 
Nursing. 
HRP-0016738/7GI 
AIKEN, LINDA H. 


Primary Care -- The Challenge for Nursing. 
HRP-0024275/0GI 78-24 6E Not Available NTIS 


AIKEN, ROGER 


Biomass Utilization in Minnesota. 
PB-282 531/3GI 78-20 21D PC A15/MF A01 


AIKEN, W. S. 


Alternate-Fueled Transport Aircraft Possibilities. 
N78-22073/8GI 78-17 1C PC A03/MF AO1 


AIKHKHORN, F. 


Method of the Inverse Geometry with a Double 
Filter on a Pulsed Reactor. 
JINR-13-8727 


AIKINS, HELEN 


Medical Care by Nurses in an Internal Medicine 
Clinic. Analysis of Quality and Its Cost. 
HRP-0016653/8GI 78-09 6E Not Available NTIS 


AIMAN, W. R. 


Hoe Creek Il Field Experiment on Underground 
Coal Gasification, Preliminary Results. 
UCRL-80592 78-26 7A PC A02/MF A01 


Simple Model for Locating the Front of a Reverse- 
Combustion Link from Thermocouple-Response 
Data. 

UCRL-52461 


AINLEY, DAVID G. 


Studies of Marine Mammals at the Farallon Islands, 
California, 1970-1975. 
PB-274 046/2GI 78-02 6C PC A03/MF AO1 


Studies of Marine Mammals at the Farallon Islands, 
California, 1976-1977. 
PB-286 603/6GI 


AINSLIE, BARBARA S. 


Predictive Value of Selected Admission Criteria for 
Graduate Nursing Education. 
HRP-0019622/0GI 78-16 51 


AINSWORTH, CLAYTON A. Ili 


Reprint: A Fatality Involving Methapyrilene. 
AD-A046 426/3GI 78-03 60 PC A02/MF A0O1 


AINSWORTH, D. P. 


A Long-Term Study of Produce Transportation. 
Volume 1. Executive Summary. 
PB-283 631/0GI 78-22 13B PC A03/MF AO1 


A Long-Term Study of Produce Transportation. 
Volume 2. General Summary. 
PB-283 632/8GI 78-22 13B PC A10/MF A01 


A Long-Term Study of Produce Transportation. 
Volume 4. A Profile of Fresh Fruit and Vegetable 
Marketing and Distribution in Selected Destination 
Cities. 

PB-283 634/4GI 78-22 13B PC A10/MF A01 


A Long-Term Study of Produce Transportation. 
Volume 10. Produce Shipment Description Model. 
PB-283 640/1GI 78-22 13B PC AOS/MF A01 


AINSWORTH, E. J. 
Great Lakes Waters: Radiation Dose Commitments, 
Potential Health Effects, and Cost-Benefit Con- 
siderations. 
ANL/ES-58 78-07 6F PC A04/MF A01 
Mechanisms of Reduction of Antitumor Drug Tox- 


icity by Liposome Encapsulation. 
CONF-770989-1 78-14 60 PC A03/MF A01 


AINSWORTH, KAREN A. 


Reprint: Effects and Uptake of Chlorinated 
Naphthalenes in Marine Unicellular Algae. 
PB-277 155/8GI 78-10 13B Not available NTIS 


AINSWORTH, MARY SALTER 


Attachment, Exploration, and Separation: Illustrated 
by the Behavior of One-Year-Olds in a Strange 
Situation. 

HRP-0019407/6GI 78-01 


AINSWORTH, THOMAS H. 


Quality Assurance in Long Term Care. 

HRP-0024870/8GI 78-16 6E Not Available NTIS 
AIRAPETYAN, B. B. 

Possibility of Simultaneous Extraction of Particles 


Along Several Beam Lines at the Yerevan 
Synchrotron. 


78-01 18A Not available NTIS 


78-02 18A MF AO1 


MF AO1 


78-06 5! PC A03/MF A01 


78-01 18D MF A01 


78-26 7A PC A02/MF AO1 


78-25 6C PC A03/MF A01 


Not Available NTIS 


5J Not Available NTIS 


EFI-176(22)-(76) 
AIRES-BARROS, L. 


Accelerated Weathering of Rocks. 

AD-A047 209/2G1 78-04 8G PC A02/MF A01 
AISENBERG, S. 

Continued Studies of lon Beam Deposited Carbon 

as a Blood Compatible Material. 

PB-281 069/5GI 78-17 6L PC A06/MF AO1 
AITKEN, J. M. 


Study of the Physics of Insulating Films as Related 
to the Reliability of Metal-Oxide Semiconductor 


Devices. 
AD-A048 483/2G! 78-07 20L PC A06/MF A0O1 


AITKEN, K. L. 


Field lonisation of Liquid Caesium on Sharp Wires. 
N78-10942/8GI 78-05 20! PC A09/MF A01 


AIYAMA, Y. 


Remote Sensing Technology. 

N78-23536/3GI 78-18 
AIZENMAN, M. L. 

Reprint: An Analysis of the Linear, Adiabatic Oscil- 


lations of a Star in Terms of Potential Fields. 
PB-275 146/9GI 78-06 3B Not available NTIS 


AIZU, KO 
Mobility of lon in a System of Interacting Bose Par- 


ticles 
AD-249 856/6GI 


AJAYI, N. O. 
Effects of gamma Radiation on Freeze-Dried Wheat 
Seeds. 
GWI-R-7-75 78-10 6R MF AO1 


Effects of Storage and Soaking on Wheat Seeds Ex- 
posed to gamma Rays. 
GWI-R-8-75 


AJELLO, J. M. 


High Resolution Threshold Photoelectron Spec- 
troscopy by Electron Attachment. 
PAT-APPL-856 466/GI 78-08 7D PC A02/MF AO1 


AJEWSKI, ZYGMUNT 


The Inhalation Method of Ventilatory Scintigraphy 
of Lungs with Colloidal indium -- Translation. 
AD-A048 843/7GI 78-08 6E PC A02/MF A01 


AJZENBERG, F. 


Energy Levels of Light Nuclei. V 
AD-071 604/3GI 78-20 20H PC AOS/MF AO1 


AKAISKI, J. 


Status of Plutonium Assessment in Lung. 
ORNL-tr-4619 78-25 6R PC A02/MF A01 


AKAMATSU, MURIEL C. L. 


Workshop Proceedings: Research Needs Related to 
Acid Mine Water Held in Morgantown, West Virginia 
on 10-12 November 1976 Sponsored by The 
Northeast Water Institute Directors (NEWID), 

PB-278 807/3GI 78-13 1368 PC A07/MF A01 


AKAMATHU, H. 


Electron Spin Resonance in Heat-Treated Ninering 
Compounds 
AD-249 973/9GI 


AKASHEH, TALAL 


The Study of the Intramolecular Heavy Atom Effect 
in 9,10-Dichlorophenanthrene and 1,2,3,4- 
Tetrachloronaphthalene Using PMDR Techniques. 

AD-A056 713/1GI 78-22 7D PC A02/MF AO1 


AKASOFU, S. -I. 


Reprint: Dependence of Substorm Occurrence 
Probability on the Interplanetary Magnetic Field and 
on the Size of the Auroral Oval. 

AD-A054 711/7G! 78-17 4A PC A02/MF A01 


Reprint: Dependence of the Latitude of the Cleft on 
the Interplanetary Magnetic Field and Substorm Ac- 
tivity. 

AD-A049 003/7GI 78-08 4A PC A02/MF A01 


Study of the Magnetic Field Annihilation Process in 
the Magnetosphere and Some Applications (Electric 
Currents in the Trans-Alaska Pipeline Induced by 
Auroral Activity). 
RLO/2229/T5-7 


AKASOFU, S¥YUN-ICHI 


Reprint: Simultaneous Observations of Discrete and 
Diffuse Auroras by the ISIS 2 Satellite and Airborne 
Instruments. 

AD-A049 002/9G! 


AKATSU, E. 


Data of lon Exchange. 
JAERI-M-7168 


AKBARI, ALIREZA 


The Equivalence of Team Theory's Integral Equa- 
tions and a Cauchy System: Sensitivity Analysis of a 
Variational Problem. 
AD-A050 385/4G! 


78-20 20G MF A01 


17H PC A13/MF A01 


78-14 20J PC A03/MF A01 


78-04 2C MF A01 


78-18 7D PC AQ2/MF AQ1 


78-16 4A MF A01 


78-08 4A PC A02/MF A01 


78-23 7D PC A03/MF A01 


78-10 12B PC A03/MF A01 





AKELLA, J. 
Friction Measurements in Piston-Cylinder Apparatus 


Using Quartz in Equilibrium Coesite Transition. 
UCRL-79559 78-01 131 PC A02/MF A01 


Mineralogical Studies on the Diamondiferous Kim- 
berlite of the Wajrakharur Area, Southern India. 
UCRL-79948 78-07 81 PC A02/MF A01 


AKER, M. F. 


Mechanical Engineering and Design Criteria for the 
Magnetically Insulated Transmission Experiment 
Accelerator. 

SAND-77-1958 


AKER, M. F. TR. 
Reclaiming Sulfur Hexafluoride: A System to Repu- 


rify, Store, and Recirculate SF sub 6. 

SAND-77-1127 78-14 14B PC A02/MF A01 
AKERLOF, C. 

Summary Report of Neutral Detector Subgroup. 

BNL-23422 78-13 18D PC A02/MF A01 
AKERLOF, G.C. 

Annual Report for Project NONR-1322(00) (Studies 

of the Formation of Nitric Oxide in Electric 

Discharges) 

AD-053 147/5GI 78-01 7B PC A03/MF A01 

Final Rept., July 1, 1950-July 1, 1953 

AD-019 271/6GI 78-21 7D PC A03/MF AO1 

The Formation of Nitric Oxide in DC Discharges 

from Nitrogen-Oxygen Mixtures or Air 

AD-089 801/5GI 78-02 7B PC A04/MF AO1 

interim Rept., July 1, 1951-February 1, 1953 

AD-011 051/0GI 78-18 21D PC AO5/MF A01 


78-23 20G PC A02/MF A01 


Quarterly Report for the Period October 1, 1952 to 
January 1, 1953 (The Formation of Hydrazine) 
78-18 7C PC A02/MF AO1 


AD-003 375/3GI 
AKERS, D. J. 


Coal Minerals Bibliography. Quarterly Report No. 1, 
June 15--September 15, 1977. 
FE/2692-1 78-14 81 PC A02/MF A01 


Coal Minerals Bibliography. Quarterly Report No. 3, 
December 15, 1977--March 15, 1978. 
FE-2692-3 78-25 8! PC A02/MF A01 


AKERS, LLOYD A. 


Left Anterior WHemiblock (LAH)--Diagnosis and 
Aeromedical Risk, 
AD-A047 428/8GI 


AKERS, T. G. 


Reprint: Calicivirus Antibodies in Wild Fox Popula- 
tions. 
AD-A053 664/9GI 


AKERS, THOMAS K. 


High Pressure Life Laboratory at the University of 
North Dakota. 
AD-A052 709/3GI 


AKERS, W. A. 


Reprint: Automated Instrumentation to Measure 
Evaporation Rates of Repellents. 
AD-A058 251/0GI 78-24 6F PC A02/MF A01 


Field Trials of Mosquito Repellents in Florida, 
Alaska, and California. 
AD-A051 081/8GI 78-12 6F PC AQ2/MF A01 


Reprint: Temperature Dependence of Water Content 
of Stratum Corneum. 
AD-A052 526/1GI 


AKERS, WILLIAM 


Four-Site Method for Mosquito Repellent Field Tri- 
als. 
AD-A050 956/2GI 78-11 


AKERS, WILLIAM A. 


Reprint: Antibiotics and Acne. 
AD-A057 167/9GI 78-22 6E PC A02/MF A01 


Reprint: Environmental Factors and Skin Diseases. 
AD-A057 169/5GI 78-22 6E PC A02/MF A01 


Reprint: Evaporation Rates and Protection Times of 
Mosquito Repellents. 
AD-A057 170/3GI 78-22 6F PC A02/MF A01 


Reprint: Experimental Human ‘Trichophyton Men- 
tagrophytes' Infections. 
AD-A050 952/1GI 78-11 6E PC A02/MF A01 


Interactions between Mosquito Repellents and 
Human Skin. 
AD-A050 958/8GI 78-11 6F PC A0Q2/MF A01 
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AD-A057 093/7GI 78-22 6E PC A02/MF A01 
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AD-A057 185/1GI 78-22 60 PC A02/MF A01 
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AD-A057 924/3GI 78-24 6E PC A02/MF A01 


AKHMANOVA, M. V. 


Use of a Laser for the Spectral Analysis of 
Semiconductor Materials. 
N78-19229/1GI 78-14 7D PC A02/MF A01 


AKHMEDOV, R. B. 


Methodological Aspects of Estimating the Efficiency 
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DOE-tr-25 78-13 10A PC A02/MF A01 


AKHMETOV, YU. M. 
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AD-A049 393/2GI 78-09 21E PC A02/MF A01 


AKHOBADZE, L. T. 
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tomodel Behaviour of Semi-inclusive Spectra in pi 
exp - p Interactions at p= 40 Gev/C. 

JINR-1-9406 78-09 20H MF A01 


AKHTAR, S. 


Experience in Feeding Coal into a Liquefaction 
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CONF-770655-3 78-09 7A PC A02/MF A01 


AKHTER, M. 
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N78-13765/0GI 78-08 9B PC A04/MF A01 


AKHUNDOV, A. A. 
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JINR-R-2-9587 78-09 20H MF A01 


AKI, KEINTI 


Reprint: Determination of the Three-Dimensional 
Seismic Structure of the Lithosphere. 
AD-A046 029/5GI 78-02 8G PC A02/MF A01 


Reprint: Determination of Three-Dimensional 
Seismic Structure of the Lithosphere. 
AD-A051 203/8GI 78-12 8K PC AQ2/MF A01 


Reprint: Preliminary Results on the 3-Dimensional 
Seismic Structure of the Lithosphere under the 
USGS Central California Seismic Array. 

AD-A052 644/2GI 78-14 8K PC A02/MF A01 


Reprint: Synthesis of Teleseismic P Waves from 
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AD-A051 458/8GI 78-12 8K PC A02/MF AO1 


AKIBA, FUMIO 


Reprint: Implications of Late Neogene Fresh-Water 
Sediment in the Sea of Japan. 
AD-A054 514/5GI 78-17 8G PC A02/MF A01 


AKIBA, M. 


JFT-2 Tokamak Nertral injector and Preliminary 
Results of Additional Heating Experiment. 
JAERI-M-7043 78-23 18A PC A03/MF A01 


AKIMA, HIROSHI 


Minimum Antenna Dimensions for Satellite-Commu- 
nication Earth Stations, 
PB-282 109/8GI 78-19 17B PC A05/MF A01 


Noise Power Due to Digital Errors in a PCM 
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PB-277 447/9GI 78-12 17B PC A03/MF A01 


AKIMOTO, M. 


ALARM-B1: A Computer Program for Boiling Water 
Reactor Blowdown Analysis. 
JAERI-M-6968 78-20 181 MF AQ1 
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Steam Table. 


JAERI-M-6967 78-17 7D MF A0O1 


AKIMOTO, MASAYUKI 


Off-Line Computation System for Supervising Per- 
formance of Joyo: JOYPAC System, 2. The Detailed 
Calculation Subsystem Predicting the Joyo Nuclear 
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JAERI-1247 78-01 181 MF AO1 


AKIMOV, YU. K. 


Small Angle Elastic Electron-Deuteron Scattering. 
EFI-98(74) 78-19 20H MF A01 


AKIN, DAVID L. 


Simulation of the Direct Execution of a Higher 
Order Language. 


AD-A055 235/6GI 78-18 9B PC A11/MF A01 


AKIN, J. E. 


Bending Free Toroidal Shells for Tokamak Fusion 
Reactors. 


AKRIDGE, ROBERT L. 


CONF-771029-145 78-13 18A PC A02/MF A01 


Contouring on lsoparametric Surfaces. 
ORNL/TM-5950 78-08 9B PC A02/MF A01 


Finite Element Stress Analysis of Orthotropic Sole- 


noids. 

CONF-771029-61 78-12 18A PC A02/MF A0O1 
Improved Method for Contouring on lsoparametric 
Surfaces. 

ORNL/TM-6381 78-25 12A PC A02/MF A01 


Magnetoelastic Energy Calculations for Finite Ele- 

ment Analysis of Superconductors. 

CONF-771029-99 78-15 20C PC A02/MF A01 
AKIN, L. S. 

Study of Lubricant Jet Flow Phenomena in Spur 

Gears: Out of Mesh Condition. 

N77-32504/1GI 78-02 131 PC A03/MF A01 


AKINO, F. 


Measurement and Calculation of the Critical Masses 
of Graphite Moderated, 20%-Enriched Uranium 
Loaded Cores. 

JAERI-M-6739 78-01 18J MF A01 
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Worths in Semi-Homogeneous Critical Assembly. 
JAERI-M-6549 78-01 18K MF A01 


Measurement of the Neutron Flux Distribution in 

Graphite-Moderated Core SHE-8 Inserted with Ex- 

perimental Control Rods. 

JAERI-M-6701 78-01 181 MF AO1 
AKINO, Y. 

Magic-Gas Mixer with Continuous Flow Systein for 

Multi-Wire Proportional Chambers. 

INS-TH-101 78-01 18D Not available NTIS 
AKINS, R. E. 

Performance Evaluation of Wind Energy Conversion 

Systems Using the Method of Bins: Current Status. 

SAND-77-1375 78-19 10B PC A02/MF A01 

Simulated Atmospheric Disperison of Radioactive 
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SAND-77-0854C 78-10 18H PC A02/MF A01 

Transport of Radionuclides in Urban Environs: 


Working Draft Assessment. 
SAND-77-1927 


AKINS, R. P. 


Theoretical and Experimental Study of Fast- 
Discharge-Driven Rare Gas Monohalide Lasers. 
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UCRL-13816 78-16 20E PC AOS/MF A01 

AKISHIN, P. G. 

Some Analytical Estimates of Statistical Criteria for 
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AKIWUMI, AYODELE 
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Shielding Evaluation Experiment for the Lower 
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Military Manpower versus Hardware Procurement 
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Some Results of the Investigation of Solar-Diurnal 
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Possible Realization of Superfluid State in Liquid 
Hydrogen. 
IFVE-PPK-76-14 


AKUTSU, C. 
identification of OWL-0 Plant Dynamics and Its Ap- 
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Evaluation of the Cost Effectiveness of Alternative 
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Analysis. 
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Evaluation of the Cost Effectiveness of Alternative 
Compensatory Reading Programs. Volume Ill: Cost- 
Effectiveness Analysis. 
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Evaluation of the Cost Effectiveness of Alternative 
Compensatory Reading Programs. Volume IV: Cost 
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AL-SALIHI, M. Z. 


Flexural Strength of Reinforced Microconcrete in 
Static and Impact Tests. 
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AL'TERMAN, N. A. 


Questions of Water Dechlorination (The Amount of 
Hyposulfite Needed to Dechlorinate Water). 
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AL’TOVSKII, I. V. 


Defects Distribution in Displacing Cascade. 
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AD-A048 249/7GI 78-06 12A PC A02/MF A01 


Component-Wise Minimax Property of Stein's Rule. 

AD-A048 125/9GI 78-06 12A PC A02/MF AO1 
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Gamma Distribution. 

AD-A048 127/5GI 78-06 12A PC A02/MF A01 

Distribution of Sample Correlation Coefficients. 

AD-A048 126/7GI 78-06 12A PC A02/MF AO1 
ALAN, G. E. 
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HRP-0013534/3GI 78-01 6E Not Available NTIS 
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Limitations of the UTTAS Helicopter in Performing 


Terrain Flying with External Loads. 
AD-A047 568/1GI 78-05 1B PC A06/MF A01 


ALAPOUR, A. 
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233 U-- exp 232 Th Cycle. Final Report (Revised). 
ORO-5273-1 78-21 181 PC A11/MF A01 


ALARID, J. E. 


Anion Exchange of 58 Elements in Hydrobromic 
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LA-7084 78-18 7D PC A02/MF A01 
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LA-7083 78-16 7D PC A02/MF A01 
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Thermal Stability and Toxicity of 
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ALASIA, FRANCO 


Absolute Gravity Measurements in the United States 
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AD-116 273/4GI 78-13 1C PC A03/MF A01 


Study of Automatic Control Systems for Helicopters 
AD-019 227/8GI 78-14 1D PC A03/MF A01 
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Study of Automatic Control Systems for Helicopters 
Part Ill. Analytical Study of RPM Control for the Sin- 
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D-012 062/6GI 78-14 


ALBANESE, A. A. 
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for the Rapid Determination of Protein Quality Held 
at Nebraska Center for Continuing Education, 
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ALBANESE, A. S. 


Environmental Control Technology for Atmospheric 
Carbon Dioxide. Quarterly Progress Report No. 1, 
June 20, 1977--September 30, 1977. 

BNL-50794 78-25 13B PC A02/MF A01 


Environmental Control Technology for the Flash 
Hydropyrolysis of Coal. Quarterly Progress Report 
No. 1, June 20, 1977--September 30, 1977. 

BNL-50793 78-26 7A PC A02/MF A01 


Regenerative Process for Desulfurization of High 
Temperature Combustion and Fuel Gases. Quarterly 
Progress Report No. 6, July 1--September 30, 1977. 

BNL-50750 78-18 13B PC A03/MF A01 


ALBANESE, ANTHONY A. 


Amino Acid Metabolism of Man in Health and Dis- 
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ease 

AD-115 877/3GI 78-13 6A PC A02/MF A0O1 
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ease 

AD-150 041/2GI 78-13 6A PC A02/MF A01 

The Microestimation of Albumin-Globulin Ratios of 

Plasma Proteins 

AD-077 288/9GI 78-02 6A PC A02/MF AO1 

Protein and Amino Acid Needs of the Aged in 

Health and Convalescence 

AD-147 103/6GI 78-11 6A PC A02/MF A0O1 

Protein and Amino Acid Nutrition 

AD-208 616/3GI 78-11 6A PC A02/MF A0O1 

Protein and Amino Acid Nutrition. 
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ALBANESE, J. P. 
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ISN-77-36 78-22 20H MF AO1 


Elastic and Inelastic pi exp + and pi exp - Scatter- 
ing from Complex Nuclei. 
ISN-77-31 78-23 20H PC A02/MF A01 


Systematic Study of the Energy Dependence of the 
Elastic pi exp + - exp 16 O Scattering in the Re- 
gion of the (3,3) Resonance. 
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ALBANESE, R. A. 


A Promotion Policy Model for Laboratory Workforce 

Planning. 
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ALBANESE, V. J. 
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ALBANESE, VICTOR J. 
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ALBANG, L. F. 
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ALBEE, A. L. 
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Group. Volume 5: Mars. 
N77-34078/4GI 78-04 3B PC A04/MF A01 


ALBERCA, LUIS F. 


lonospheric Electron Production Rate for Grazing 
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AD-A050 606/3G! 78-11 4A PC A0Q4/MF A01 


ALBERI, J. 
Low Angle Neutron Data Acquisition System for 


Molecular Biology. 
BNL-23370 


ALBERS, F. 


Investigation of the Structure of the Wake Behind a 
Circular Cylinder with or Without End Plates by 
Measuring Natural Temperature Oscillations Unter- 
suchung der Struktur Eines Nachlaufes Hinter 
Einem Kreiszylinder MIT und Ohne Endscheiben 
Mittels Messung der Natuerlichen Tem- 
peraturschwankungen. 

N78-14005/0GI 78-09 20D PC A04/MF A01 


Study of Turbulent Wake Structure Behind a Circu- 
lar Cylinder with and Without End Plates by Mea- 
suring Natural Temperature Fluctuations Unter- 
suchung der Struktur Eines Nachlaufes Hinter 
Einem Kreiszylinder MIT und Ohne Endscheiben 
Mittels Messung der Natuerlichen Tem- 
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ALBERS, J. 


Reprint: The Ultrasonic Welding Mechanism as Ap- 
plied to Aluminum and Gold Wire-Bonding in 
Microelectronics. 
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ALBERS, JAMES 

A Neutrino Communications System, 

AD-A058 003/5G! 78-24 17B PC A02/MF A01 
ALBERT, A.A. 


On Commutative Power-Associative Algebras of 
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ALBERT, ARTHUR 
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ALBERT, HAROLD E. 


Education of Water Resources Planners and 
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ALBERT, J. E. 


Generalized Message Recognition Procedure for In- 
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UCRL-79513 78-08 9B PC A02/MF A01 


ALBERT, J. W. 


Comparison of the Ohio State University and Penn 
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PB-284 588/1GI 78-24 13B PC A04/MF A01 


ALBERT, R. E. 


Temporal Aspects of Tumorigenic Response to In- 
dividual and Mixed Carcinogens. Comprehensive 
Progress Report, June 1, 1975--May 31, 1978. 

COO-2737-7 78-25 6T PC AO6/MF A01 


ALBERT, T. E. 


Radiation Environments 
Weapons. 
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ALBERT, W. G. 
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Requirements for the FFTF. 
BNWL-510 78-15 18! 
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ALBERTS, J. J. 


Relative Availability of Selected Trace Elements 
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ALBERTS, L. 
Light Experimental Supercruise Conceptual Design. 
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ALBERTS, R. D. 
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ALBERTSEN, N. C. 
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AD-A055 532/6GI 78-20 5! PC A03/MF A01 


G-Seat Component Development. 
AD-A055 533/4GI 78-20 51 PC A03/MF A01 
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AD-A053 476/8GI 78-16 6B PC A03/MF A01 
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Electrothermal Technique for the Alteration of Cor- 
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LA-7155-MS 78-19 6E PC A02/MF A01 
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Sample Pretreatment Dual-Cell Detector Approach 
for Differentiating Groups of Microbiological Materi- 
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Does Temperature Affect Electric Resistivity of 
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ALBRECHT, J. 


Influence of Microstructure on Fatigue Crack 
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N78-18203/7GI 78-13 11F PC AO5/MF A01 
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Metal Surface Raman Spectroscopy: Theory. 
AD-A051 895/1GI 78-13 7D PC AO5/MF A01 
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Development of a Particulate Control Cyclocen- 
trifuge. Phase II: Laboratory Tests. Monthly Techni- 
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FE-2428-19 78-18 7A PC A02/MF A01 
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LA-tr-77-51 78-08 18H PC A02/MF A01 
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PB-275 729/2GI 78-07 5D PC A20/MF A01 
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Mathematical and Computational Studies of 
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Mathematical and Computational Studies of the 
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Surfaces. 
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Method. 
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Optimum Size of Library Collections. 
ED-148 345 78-26 5B Not available NTIS 


ATKINSON, L. JAY 


An Analysis of the UNCTAD Integrated Programme 
for Commodities. 


PB-280 789/9GI 78-17 2B PC A03/MF A01 


ATKINSON, L. P. 


Hydrographic Observations in Onslow Bay, North 
Carolina (July-August 1976/OBIS V): Data Graphics. 
PB-277 258/0GI 78-09 8J PC A06/MF A01 


Hydrographic Observations in the Georgia Bight 
(April 1977), 
PB-286 711/7GI 78-26 8J PC A10/MF A01 


Onslow Bay Physical/Dynamical 
Summer-Fall 1975. 
SRO-902-6 78-23 8J PC A11/MF A01 


The Results of Four Oceanographic Cruises in the 
Georgia Bight. 
PB-279 422/0GI 


Experiments, 


78-13 8J PC AO5/MF A01 


ATKINSON, R. J. 


Digital Computer Processing of LANDSAT Data for 
orth Alabama. 


N78-20574/7GI 78-15 8B PC A13/MF A01 


ATKINSON, REILLY 


Housing Allowance Demand Experiment. Locational 
Choice. Part 2. Neighborhood Change. 
PB-274 158/5GI 78-03 5K PC A10/MF A01 


Locational Choice: Part |. Search and Mobility in 
the Housing Allowance Demand Experiment. 
PB-273 308/7GI 78-01 5K PC A08/MF A01 


ATKINSON, S. A. 


Core Power and Decay Time Limits tor a Disabled 
LOFT ECCS. 


LTR-113-47 78-17 181 PC A02/MF A01 


ATKINSON, W.R. 


Electron Recombination in Atomic Hydrogen 
AD-221 186/0GI 78-16 7D PC A02/MF A01 


ATKINSON, WILLIAM R. 


lonized Gas Flow in Electrically Energized Shock 
Tubes 


AD-048 093/9GI 78-16 201 PC A04/MF A01 


Luminous Fronts Produced by the Electrically 
Excited Shock Tube 


AD-048 094/7GI 78-16 201 PC A02/MF A01 
One-Dimensional Fluid Flow Produced by Confined 
Sparks 

AD-014 187/9GI 


Research on 
Discharges 
AD-001 239/3G! 78-18 201 PC AQ4/MF A01 


Shock Waves Reflected by Magnetic Fields 
AD-221 213/2GI 78-16 201 PC A02/MF AO1 


78-14 20D PC A04/MF A01 


Radiation Transients in Gas 


ATKISSON, ARTHUR A. 


Health Planning in the United States: An Old idea 
with a New Significance. 
HRP-0016560/5GI 78-04 6E Not Available NTIS 


ATLAS, R. 


The GISS Sounding Temperature Impact Test. 
N78-31667/6GI 78-26 48 PC A19/MF A01 


ATLAS, RONALD M. 


Fate and Effects of Oil Pollutants in Extremely Cold 
Marine Environments. 


AD-A048 334/7G! 78-07 6F PC A04/MF A01 
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ATLESTAM, B. 
Chebyshev-Polynomials for Sets Consisting of Two 
Disjoint Intervals with Applications to Convergence 
Estimates for the Conjugate Gradient Method. 
N78-23834/2GI 78-18 12A PC A02/MF A0O1 


ATLEY, CRAIG DE 
Course in Emergency Care for First-Year Medical 
Students. 
HRP-0025649/5G! 78-26 51 Not Available NTIS 


ATLURI, SATYA N. 


Finite Element Elastic-Plastic Analysis of Cracks. 

AD-A053 660/7GI 78-16 20K PC A03/MF A01 
ATLURU, MURALI DHAR 

Biological Treatment of Spent Vegetable Tannins 


with Fungal Dominant System. 

PB-279 552/4GI 78-14 13B PC A12/MF A01 
ATMOSOEDJONO, PURNOMO 

Reprint: Experimental ‘Brugia’ timori' and 

“Wuchereria bancrofti' Infections in Certain Species 

of Mosquitoes. 

AD-A057 633/0GI 78-23 6M PC A02/MF A01 


ATMOSOEDJONO, SEROTO 
Reprint: ‘BRUGIA TIMORI’: Experimental Infection 


in Some Laboratory Animals. 
AD-A049 611/7GI 78-09 6E PC A02/MF A01 


ATMOSOEDJONO, SOEROTO 


Reprint: ‘An,opheles aconitus’ and ‘An subpictus’ 
Naturally Infected with ‘Wuchereria bancrofti’ in 
Flores, indonesia. 

AD-A057 550/6G! 78-23 6M PC A02/MF A01 
Reprint: ‘Brugia Timori’ Sp. N. (Nematoda: 
Filarioidea) from Flores Island, Indonesia. 

AD-A049 609/1GI 78-09 6C PC A02/MF A01 


Reprint: Experimental ‘Brugia timori’ and 
‘Wuchereria bancrofti’ Infections in Certain Species 
of Mosquitoes. 

AD-A057 633/0GI 78-23 6M PC A02/MF A01 

ATOJI, MASAO 

Crystal and Molecular Structure of Diboron 
Tetrachloride, B2CI4 

AD-145 418/0GI 78-16 7D PC A02/MF A01 


Molecular and Crystal Structure of B sub 8 Ci sub 
8. |. Preliminary X-Ray Diffraction Study. ll. Solution 
of the Three-Dimensional Structure 

AD-233 786/3GI 78-18 7D PC AOQ2/MF A01 


ATON, JAMES K. 


Reprint: Environmental Factors and Skin Diseases. 
AD-A057 169/5GI 78-22 6E PC A02/MF A01 


ATRI, GULSHAN M. 
Reprint: The Reaction of OH Radicals and HO2 
Radicals with Carbon Monoxide. 
AD-A055 303/2GI 78-18 7B PC A02/MF AO1 


ATSUMO, H. 
Operation Manual for Sodium-Measuring Equip- 


ment Test Loop. 
PNC-N-952-76-04 78-18 181 MF AO1 


ATTA, E. H. 


Three Dimensional Steady and Unsteady Asymmet- 

ric Flow past Wings of Arbitrary Planforms. 

N77-33102/3GI 78-04 1A PC A03/MF A01 
ATTALLA, A. 

Characterization of Titanium Metal Powder by 

Pulsed NMR. 

MLM-2465(OP) 78-13 11F PC A02/MF A01 


NMR Studies of Hydrogen Relaxation and Diffusion 
in TiFeH/sub X/ and TiFe/sub 1-Y/Mn/sub Y/H/sub 
x/ 


MLM-2473(0P) 78-21 11F PC AQ3/MF A01 
ATTAWAY, L. D. 


Preliminary Evaiuation of Potential NO/sub X/ Con- 
trol Strategies for the Electric Power Industry. 
Volume |. Final Report. 

EPRI-FP-715(V.1) 78-23 13B PC A08/MF A01 


Preliminary Evaluation of Potential NO/sub X/ Con- 
trol Strategies for the Electric Power Industry. 
Volume Il. Final Report. 

EPRI-FP-715(V.2) 78-23 13B PC A09/MF A01 


ATTENBERGER, S. E. 


Effects of Fueling Profiles on Plasma Transport. 
CONF-771129-5 78-12 18A PC A02/MF A01 


Effects of Fueling Profiles on Plasma Transport. 
ORNL/TM-6026 78-21 18A PC A04/MF A01 


Fueling Profile Sensitivities of Trapped Particle 
Mode Transport to TNS. 
CONF-771109-83 78-15 18A PC A02/MF A01 


ORNL TNS Program: Plasma Engineering Con- 
siderations and innovations for a Medium Field 
Tokamak Fusion Reactor. 

ORNL/TM-6150 78-16 18A PC A03/MF A01 


Sensitivity of Ignition in TNS to Fueling Profiles and 
Radial Transport Processes. 
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CONF-771029-87 78-15 18A PC A02/MF A01 
ATTERBOM, H. A. 

Effect of impermeable Clothing and Respirator on 

Work Performance. Part |. Laboratory Studies. 

SAND-77-2132 78-25 6S PC A03/MF A01 
ATTURIO, J. M. 

Modular Mooring System for Ocean Construction -- 

User's Guide. 

AD-A055 926/0GI 78-20 13) PC A04/MF A01 

OTEC Anchors: Selection and Plan for Develop- 

ment. 

AD-A049 552/3GI 78-09 13J PC A03/MF A01 
ATTURIO, JOHN M. 

High Lateral Load Capacity, Free-Fall Deadweight 

Anchor. 

PAT-APPL-867 631/GI 

78-14 13J PC A02/MF A0O1 

ATTWATER, C. R. 

Design Method for Heat Loss Calculation for in- 

Ground Heat Storage Tanks. 

COO-2923-3 78-09 10A PC A02/MF A01 

Design Method for Heat Loss Calculation for In- 

Ground Heat Storage Tanks. 

COO0/2939-3 78-14 10A PC A02/MF AC1 

Solar Space Heating Systems Using Annual Heat 


Storage. Progress Report, January 1977--June 30, 
1977. 


COO-2939-4 78-20 13A PC A04/MF A01 
Solar Space Heating Systems Using Annual Heat 


Storage. Progress Report, July 1, 1976--December 
31, 1976. 


COO/2939-1 78-09 13A PC A0O5S/MF A01 
ATTWOOD, D. A. 
A Portable Interactive Data Acquisition and Analysis 


System for Driver Behaviour Research. 

AD-A048 150/7GI 78-06 5J PC A02/MF A01 
ATTWOOD, D. T. 

2660 A _ Holographic Interferometry of Laser 

Produced Plasmas from Tilted Disk Targets. 

UCRL-79775 78-15 18A PC A02/MF A01 

Confirmation of Radiation Pressure Effects in 

Laser--Plasma Interactions. 

UCRL-80132(Rev.1) 78-13 201 PC A02/MF A01 


Long Pulse Microsphere Experiments at 3 TW. 
UCRL-79779 78-14 18A PC A02/MF A01 
Time-Resolved X-Ray Spectra of Laser Irradiated 
High-Z Targets. 

UCRL-79783 78-15 201 PC A02/MF A01 
Use of X-Ray Imaging on Laser Fusion Experiments. 
UCRL-79817 78-08 18A PC A03/MF A01 


X-Ray Streak and Framing Camera Techniques. 
UCRL-77608 78-01 201 PC A0Q4/MF A01 


ATTWOOD, S. 


LRPDS Interim Technical Report. Appendices, 
AD-A047 145/8GI 78-04 17G PC A14/MF A01 


ATWATER, D. M. 

External Labor Market Analysis and EEO Goals 

Planning. 

AD-A055 367/7GI 78-20 5! PC A03/MF A01 
ATWELL, H.V. 

European Activities Relating to Gas Turbines and 

Diesel Engines 

AD-047 731/5GI 78-21 21E PC A02/MF A01 
ATWOOD, D. L. 

Viking Lander Camera Radiometry Calibration Re- 

port, Volume 1. 

N78-15977/9GI 78-10 14E PC AOS/MF A01 

Viking Lander Camera Radiometry Calibration Re- 

port, Volume 2. 

N78-22353/4GI 78-17 14E PC A99/MF A01 
ATWOOD, M. E. 

Man-Machine Interface Analysis of the Flight Design 

System. 

N78-29754/6GI 78-24 5H PC A03/MF A01 
ATWOOD, MICHAEL E. 

A Critically Annotated Bibliography of the Literature 

on Human Factors in Computer Systems. 

AD-A058 081/1GI 78-24 5H PC A17/MF A01 


ATWOOD, W. B. 


First Test of a New Shower Detector. 
SLAC-TN-76-7 78-17 18D PC A02/MF A01 


ATZORI, B. 


An Interactive Program for the Analysis of Fatigue 
Data UN Programma Interattivo Per l'Analisi Dei 
Risultati di Prove di Fatica. 

N78-31476/2GI 78-26 11F PC A02/MF A01 


Reliability in the Design of Welded Structures 
V'Affidabilita Della Progettazione Delle Strutture Sal- 
date. 

N78-31438/2GI 78-26 13M PC A02/MF A01 


AU, A. 
Holographic Lens for Pilot's Head Up Display Phase 
IV. 


AD-A058 660/2GI 78-25 9E PC A04/MF A01 
AU, F. H. F. 


Method for Collecting Spores from a Mold. 
PATENT-4 046 593 78-22 6M _ Not available NTIS 


System for Sampling and Monitoring Microscopic 
Organisms and Substances. 
PATENT-3 983 007 78-22 6M _ Not available NTIS 


AU, TUNG 


Ride Shared Vehicle Paratransit System. 
PB-284 167/4GI 78-24 13B PC A0S/MF A01 


AUBERSON, G. 


The Perturbation Theory of the Anharmonic Oscilla- 
tor at Large Order. 
N78-30984/6GI 78-25 20J PC A03/MF A01 


AUBERT, E. J. 


Proceedings of the IFYGL Wrap-Up Workshop Held 
at the Geneva Park Conference Centre, Longford 
Mills, Ontario on October 2-5, 1977, 

PB-282 462/1GI 78-17 8H PC A07/MF AO1 


AUBERTIN, G. M. 
Proceedings of ‘208' Symposium: Non-Point 
Sources of Pollution from Forested Land Held at 
Carbondale, Illinois on October 19-20, 1977, 
PB-285 248/1GI 78-25 13B PC A18/MF A01 
AUBERTIN, GERALD 
Problem Assessment Report; A Compilation of In- 
dividual Reports Submitted by Subcommittees: Soil 
Erosion, Livestock Waste, Pesticides, Fertilizer, and 
Forestry and Fruit, 
PB-279 375/0GI 78-16 13B PC A08/MF AO1 


AUBLE, DONAVON 


Frequency Index of Words Appearing in Four Navy 
Publications 
AD-033 019/1GI 78-14 5G PC A08/MF A01 


AUBRECIHT, G. J. Il 
Baryon--Antibaryon Pair Decay of eta/sub C/ in 


Coherent Production. 
COO-1545-216 78-06 20H PC A02/MF A01 


Production of gamma (9.5) in E exp + E exp - An- 
nihilation and Photoproduction. 
COO-1545-218 78-12 20H PC A02/MF A01 


AUBRY, S. 
Some Non-Linear Physics in Crystallographic Struc- 


tures. 
BNL-23419 78-12 20B PC A02/MF A01 


AUCAMP, P. J. 


Sources of Information for the Scientist and En- 
gineer Concerned with Advanced Treatment and 
Reclamation of Waste Water. 

N78-26004/9GI 78-20 13B PC A02/MF A01 


AUCHAMPAUGH, G. F. 


Mev Neutron Total Cross Sections of exp 9 Be, exp 
10 B, exp 11 B, exp 12 C et exp 13 C. 
CEA-CONF-3722 78-04 20H MF A01 


Neutron Cross Section Programs in the Energy Re- 

gion from 1 to 24 Mev at the Las! van de Graaff 

Facilities. 

LA-UR-1028 78-07 20H PC A02/MF A01 

Neutron Total Cross-Section Measurements of exp 

9 Be, exp 10 exp 11 B, and exp 12 exp 13 C from 

1.0 to 14 Mev Using the exp 9 Be(D,N) exp 10 B 

Reaction as a ‘“White’’ Neutron Source. 

LA-6761 78-01 20H PC A02 
AUCHAPT, J. M. 

Pyrolysis as Waste Processing. 

COGEMA-BIB-1 78-09 13B PC A03/MF A01 
AUCKLAND, D. T. 

Electromagnetic Transmission through a Filled Slit 


in a Conducting Plane of Finite Thickness, TE Case. 
AD-A057 879/9GI 78-24 20N PC A05/MF A01 


AUCOIN, P. A. 


Capabilities of U.S. Domestic Transportation 
Systems for the Shipment of Radioactive Wastes. 
Y/OWlI/SUB-77/22330 


78-14 18G PC A15/MF A01 
AUCOIN, THOMAS R. 


Growth and Spectral Analysis of Cerium Magnesium 
Aluminate. 
AD-A046 561/7GI 78-03 7D PC A0Q2/MF AO1 


Semi-insulating Gallium Arsenide for Microwave 
and Millimeter-W ave Device Applications, 
AD-A056 403/9GI 78-21 9A PC A02/MF A01 


AUDETTE, LISE MARIE 


Patient Classification by Care Required. 
HRP-0024164/6GI 78-18 6E Not Available NTIS 


AUDINO, F. J. 
Measurement of Bore Erosion. 





AD-A053 146/7GI 78-15 19F PC A03/MF A01 
AUDLEY-CHARLES, M. G. 


Reprint: Location of Major Deltas. 

AD-A048 496/4GI 78-07 8F PC A02/MF A01 
AUDOUZE, J. 

Helium (3) Rich Solar Flares. 

LA-UR-77-1055 78-07 3B PC A02/MF A01 
AUER, CHARLIE 

An Ordering of the NIOSH Suspected Carcinogens 

List Based on Production and Use Data. 

PB-278 015/3GI 78-10 6T PC AQ04/MF AO1 
AUER, I. P. 

Zgs Beam Transport for Transverse or Longitu- 

dinally Polarized Protons. 

ANL-HEP-PR-77-61 78-08 20G PC A02/MF A01 
AUER, S. O. 

Remote Sensing of Vegetation and Soil Using 

Microwave Ellipsometry. 

PATENT-4 052 666 78-04 8F Not available NTIS 
AUERBACH, E. H. 


A-THREE: A User's Manual. 
BNL-23001 78-22 20H PC A03/MF A01 


Surface Transparent Potentials: Forward Angle 

Transfer and Backward Angle Elastic Scattering in 

Heavy-lon Collisions. 

BNL-23461 78-16 20H PC A03/MF A01 
AUERBACH, I. 


Influence of Nosetip Shape on Boundary Layer 
Transition in Arc Heated Jets. 
SAND-77-1007C 78-12 16C PC A03/MF A01 


AUERBACH, J. M. 


2660 A Holographic interferometry of Laser 
Produced Plasmas from Tilted Disk Targets. 
UCRL-79775 78-15 18A PC A02/MF A01 


Confirmation of Radiation Pressure Effects in 
Laser--Plasma Interactions. 

UCRL-80132(Rev.1) 78-13 201 PC A02/MF A01 
Laser-Generated Shock-Wave Experiments in 
Metals Above 1 TPa. 

UCRL-80257 78-18 11F PC A02/MF A01 


AUERBACH, L. B. 


Experimental Investigations in Particle Physics at 
Intermediate Energies. Progress Report, December 
1, 1976--November 30, 1977. 

COO-3539-8 78-08 20H PC A02/MF A01 

AUERBACH, N. 

Lambda -Escape Width of Excited Hypernuclear 
States. 

IPNO-TH-77-06 78-08 20H MF A01 


Particle-Hole Calculation of the Isobaric Analog and 

lsovector Monopole Resonances. 

IPNO-TH-77-36 78-22 20H MF A01 
AUERBACH, S. I. 

Current Perceptions and Applicability of Ecosystem 

Analysis to Impact Assessment. 

CONF-770228-1 78-04 6F PC A03/MF A01 


Environmental Sciences Division Annual Progress 


Report for Period Ending September 30, 1976. ESD 
Publication No. 1102. 


ORNL-5257 78-25 6F PC A14/MF A01 


Environmental Sciences Division Annual Progress 


Report for Period Ending September 30, 1977. ESD 
Publication No. 1145. 


ORNL-5365 78-25 13B PC A12/MF A01 
AUERBACH, S. P. 


Classical Diffusion in the Presence of an X Point. 
PPPL-EPRI-7 78-16 18A PC A03/MF A01 


AUERSWALD, W. 
An the Problem of the Use of Homologous Tetanus 


Antitoxins in the Treatment of Severe Tetanus-- 
Translation. 


AD-A056 646/3GI 78-21 6E PC A02/MF A01 
AUFDERHAAR, GRANT C. 


Remote Sounding of Cloud Compositions from 

NOAA IV and Nimbus VI Infrared Sounders. 

AD-A056 852/7GI 78-22 4B PC A06/MF A01 
AUFFRET, ROBERT 

Studies on Pilot Workload. 

AD-A049 381/7GI 78-09 6S PC A06/MF A01 
AUGENSHTAIN, K. 

Analysis of Neutral Final States in pi exp - p-Colli- 


sions in the Invariant Mass Range Above 2 Gev/C at 
40 Gev/C. 


IFVE-PEF-75-28 78-08 20H MF A01 
AUGENSTEIN, D. C. 
Acetic Acid Production from Marine Algae. Progress 


Report No. 1, July 1--September 30, 1977. 
COO-4388-1 78-23 7A PC A03/MF A0O1 


Fuel Gas Production from Animal Waste. Phase I. 


Annual Summary Report, May 17, 1976--May 17, 
1977 


COO-2991-17 78-09 21D PC A03/MF A01 


Fuel Gas Production from Animal Waste. Phase I. 
Quarterly Progress Report (1ST), May 17, 1976-- 
September 1, 1976. Dynatech Report No. 1519. 

COO/2991-76/4 78-08 21 PC A02/MF A01 


Fuel Gas Production from Animal Waste: Phase |. 
Quarterly Progress Report (2nd), September 1, 
1976--December 1, 1976. Dynatech Report No. 1556. 
COO/2991-8 78-10 21D PC A02/MF AO1 


Fuel Gas Production from Animal Waste: Phase I. 
Quarterly Progress Report (3rd), December 1, 1976-- 
March 1, 1977. Dynatech Report No. 1594. 

COO-2991-14 78-09 21D PC A02/MF A01 


Fuel Gas Production from Animal Waste. Phase |. 
Quarterly Progress Report (4th), June 1, 1977--Sep- 
tember 1, 1977. 

COO-2991-23 78-14 21D PC A02/MF A01 


Investigation of Converting the Product of Coal 
Gasification to Methane by the Action of Microor- 
ganisms: Phase |. Fourth Quarterly Report, Sep- 
tember 1--December 1, 1976. Dynatech Report No. 
1559. 


FE-2203-16 78-09 21D PC A04/MF A01 


Investigation of Converting the Products of Coal 
Gasification to Methane by the Action of Microor- 
ganisms: Phase |. Final Report, November 1, 1975-- 
December 1, 1976. 


FE-2203-17 78-07 7A PC A07/MF A01 
AUGENSTEIN, K. 


Evidence for the Reaction pi p implies Etaetan at 40 
Gev/C. 


(FVE-PEF-75-100 78-08 20H MF A01 
AUGER, G. 
High Spin States in Lead Isotopes with A Between 


193 and 199. 
IPNO-PHN-77-17 78-22 20H MF A01 


AUGER, J.-P. 


Nucleon-Nucleus Scattering at Intermediate Ener- 

gies. 

IPNO-T-76-13 78-14 20H MF A01 
AUGHENBAUGH, N. B. 

Humidity Effects on Coal Mine Roof Stability. 

PB-276 484/3GI 78-08 8! PC A08/MF A01 
AUGL, J. M. 

The Effect of Moisture on Carbon Fiber Reinforced 

Composites. IV. Prediction of Changes in the Elastic 

Behavior. 

AD-A051 841/5GI 78-13 11D PC A03/MF A01 


AUGL, JOSEPH M. 


The Effect of Moisture on Carbon Fiber Reinforced 
Composites. Ill. Prediction of Moisture Sorption in a 
Real Outdoor Environment. 

AD-A046 294/5GI 78-03 11D PC A04/MF A01 


AUGUST, GERALD 

Stripline Between Curved Boundaries 

AD-218 666/6GI 78-24 9E PC A04/MF A0O1 
AUGUST, L. S. 


Symposium on Neutron Dosimetry in Biology and 
Medicine (3rd), 1977. 
AD-A046 020/4GI 78-02 6R PC A02/MF A01 


AUGUST, R. R. 


Elastic Wave Transducers for Garnet Fibers. 

AD-A055 749/6GI 78-20 9A PC A02/MF A01 
AUGUSTIN, J. W. 

Affective Correlates of Systematically Derived Occu- 


pational Variables: A Repeated Study, 
PB-282 222/9Gi 78-19 51 PC A04/MF A01 


AUGUSTON, GARY 


Federal Data Processing Reorganization Study; 
Human Resources Team Report. 
PB-287 174/7GI 78-26 9B PC A10/MF A01 


AUGUSTSON, R. H. 


DYMAC Demonstration Program: Phase | Ex- 

perience. 

LA-7126-MS 78-17 183 PC A06/MF A01 
AUH, P. C. 

Survey of Absorption Cooling Technology in Solar 

Applications. 

BNL-50704 78-21 13A PC A06/MF AO1 


AUKER, CHARLES R. 


Reprint: A Head Holder and Stereotaxic Device for 
the Rattlesnake. 


AD-A057 401/2GI 78-23 6B PC A02/MF A01 
AULD, B. A. 
Applicability of Floquet-Type Solutions to Bounded 


Layered Composites. 
AD-A053 569/0GI 78-16 20A PC A02/MF AO1 


AUSHERMAN, MARIAN 


Horizontal Shear Surface Waves on a Laminated 
Composite. 
AD-A053 570/8G! 78-16 20A PC A03/MF A01 


Reprint: Horizontal Shear Surface Waves on a 
Laminated Composite. 
AD-A055 461/8G! 78-20 20A PC A02/MF A01 
AULD, BERTRAM A. 
An Acoustic Periodic Structure. 
PAT-APPL-849 910/GI 
78-15 20A PC A02/MF A01 


AULICK, L. HOWARD 


Reprint: Influence of the Burn Wound on Peripheral 

Circulation in Thermally Injured Patients. 

AD-A052 283/9G! 78-14 6P PC A02/MF A01 
AULICK, LOUIS H. 

Determination of Wound Blood Flow in the Ther- 

mally Injured Soldier, 

AD-A056 404/7GI 78-21 6E PC A02/MF A01 


Reprint: Influence of the Burn Wound on Local and 

Systemic Responses to Injury. 

AD-A047 693/7GI 78-05 6P PC A02/MF A01 
AULINGER, F. 

Mass Spectrometric and Time-of-Flight Analysis of 

Gaseous Detonation Products in High Vacuum. 

N78-22245/2GI 78-17 19A PC A02/MF A01 


Mass Spectrometric Investigation of Explosive Gas 
Blast. 
N78-17353/1GI 78-12 19A PC A02/MF A01 


Mass Spectrometric Measurement of Velocity Dis- 
tributions of Nitrogen Molecules in the Expansion 
Gas of Lead Azide after Ultrahigh Vacuum Detona- 
tion Massenspektrometrische Messung der 
Geschwindigkeitsverteilungen von Stickstoff- 
molekuelen in den Expansionsschwaden von 
Bleiazid Nach der Detonation im Hochvakuum. 

N77-33308/6GI 78-04 14B PC A03/MF A01 

AULT, G. M. 
Progress in Advanced High Temperature Turbine 


Materials, Coatings, and Technology. 
N77-33159/3GI 78-04 11B PC A03/MF A01 


AULT, JAMES C. 


Design of Surface Mine Haulage Roads. A Manual. 
PB-277 251/5GI 78-12 8! PC AOS/MF A01 


AULT, LILLIAN D. 


Systematic Approach to Individualizing Nurse Care. 
HRP-0016017/6GI 78-03 6E Not Available NTIS 


AUME, NILSS M. 
Reprint: Computer-Graphic Design for Human Per- 


formance. 
AD-A055 132/5G! 78-18 5E PC A02/MF A01 


AUMEN, N. G. 


Water-Column and Benthic Invertebrate and Plant 

Associations as Affected by the Physico-Chemical 

Aspects in a Mesotrophic Bayou Estuary, Pen- 

sacola, Florida, 

PB-281 571/0GI 78-18 6F PC A08/MF A01 
AURAND, K. 

Radioactive Substances in Waste Waters Due to the 
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Magnetic Mirror Fusion Experiments. 
UCRL-79605 78-12 18A PC A02/MF A01 


BAU, R. 
Crystallographic 
Metal Complexes. 
BNL-22995 78-05 7D PC A03/MF A01 


Neutron Diffraction Studies of Tetrahedral Cluster 
Transition Metal Hydride Complexes: HFeCo sub 3 
(Co) sub 9 (P(OCH sub 3 ) sub 3 ) sub 3 and H sub 
3 Ni sub 4 (C sub 5 H sub 5 ) sub 4. 

BNL-22982 78-03 7D PC A02/MF A01 


Neutron Diffraction Studies on Transition Metal 
Hydride Complexes. 
BNL-23133 


BAUCH, A. 


Geodetic Astronomy Program System  Pro- 
grammsystem Geodaetische Astronomie. 
N78-22985/3GI 78-17 3A PC AOS/MF AO1 


BAUCOM, E. I. 


Collection and Preparation of Water Samples for 
Hydrogeochemical Reconnaissance. 
OP-MS-77-11 78-02 8D MF AO1 


Field Manual for Stream Water and Sediment 
Reconnaissance. 
OPST-77-363 78-14 8! PC AOS/MF A01 


Operating Summary of SRL Hydrogeochemical and 
Stream Sediment Reconnaissance Program. 
OP-MS-77-12 78-02 8D PC A03/MF A01 


Savannah River Laboratory Hydrogeochemical and 
Stream Sediment Reconnaissance. Preliminary Raw 
Data Release Winston-Salem 1 exp 0 X 2 exp 0 
NTMS Area, North Carolina, Virginia, Tennessee. 
National Uranium Resource Evaluation Program. 

OPST-77-146-1 78-10 8D PC A09/MF A0O1 


Savannah River Laboratory Hydrogeochemical and 
Stream Sediment Reconnaissance. Raw Data 
Release V; Studies in the Spruce Pine, Moore, and 
Johnston, North Carolina, Areas. National Uranium 
Resource Evaluation Program. 

OPST-77-141-1 78-15 8l 


BAUCUM, W. E. 


Blowdown Heat Transfer Separaie-Effects Program. 
Quarterly Progress Report, October--December 
1977. 

ORNL/NUREG/TM-175 


78-20 181 PC AOS5/MF A01 


Quarterly Progress Report on Blowdown Heat 
Transfer Separate-Effects Program for April--June 
1977. 


ORNL/NUREG/TM-134 
78-12 181 PC AO5S/MF A01 
Quarterly Progress Report on Blowdown Heat 
Transfer Separate-Effects Program for January-- 
March 1977. 
ORNL/NUREG/TM-109 
78-05 18! 


78-20 20H MF AO1 


78-17 13B PC A10/MF A01 


11F PC A0Q2/MF A01 
78-26 5I 


PC A17/MF A01 


78-08 18D MF A01 


Investigations on Polyhydride 


78-05 7D PC A02/MF A01 


PC A07/MF AO1 


PC AOS/MF A01 


PA-82 


Quarterly Progress Report on Blowdown Heat 
Transfer Separate-Effects Program, July--Sep- 
tember 1977. 

ORNL/NUREG/TM-149 


78-17 181 PC A04/MF A01 


BAUDET, GERARD M. 


The Design and Analysis of Algorithms for 
Asynchronous Multiprocessors. 
AU-AC55 823/9GI 78-20 9B MF A01 


On the Branching Factor of the Alpha-Beta Pruning 
Algorithm. 


AD-A046 746/4GI 78-03 9B PC A03/MF A01 


BAUDHUIN, E. SCOTT 


Computer Managed Instruction at Remote Sites: 
Phases Il-ill, a Demonstration Desig 
AD-A051 966/0GI 78-13 51 


n. 
PC A11/MF A01 


BAUDOIN, L. P. 


Circulation Pump for High Pressure Gas Systems. 
SAND-77-0130C 78-01 13K PC A02/MF A01 


BAUE, ARTHUR E. 


Alterations in Tissue Metabolism (The Lung) with 
Injury and Shock. 
AD-A047 440/3GI 78-05 6P MF A01 


Alterations in Tissue Metabolism (The Lung) with 
Injury and Shock. 
AD-A047 441/1GI 78-05 6P PC A02/MF A01 


Alterations in Tissue Metabolism (The Lung) with 
Injury and Shock. 
AD-A047 442/9GI 78-05 6P MF AO1 


Alterations in Tissue Metabolism (The Lung) with 
Injury and Shock. 
AD-A047 443/7GI 78-05 6P PC A02/MF A01 


Alterations in Tissue Metabolism (The Lung) with 
Injury and Shock. 
AD-A047 710/9Gi 78-05 6P MF A01 


Alterations in Tissue Metabolism (The Lung) with 
Injury and Shock. 


AD-AC48 171/3GI 78-06 6E PC A02/MF A01 


BAUER, A. A. 


Evaluating Strength and Ductility of Irradiated Zir- 
caloy: Task 5. Quarterly Progress Repor’, January-- 
March 1977. 

BMI-NUREG-1971 78-05 11F PC A03/MF A01 


Evaluating Strength and Ductility of Irradiated Zir- 
caloy: Task 5. Quarterly Progress Report, July--Sep- 
tember 1977. 

BMI-NUREG-1985 78-14 11F PC A03/MF A01 


Evaluating Strength and Ductility of Irradiated Zir- 
caloy: Task 5. Quarterly Progress Report, October-- 
December 1976. 

BMI-NUREG-1967 78-07 18J PC A03/MF A01 


Evaluating Strength and Ductility of Irradiated Zir- 
caloy: Task 5. Quarterly Progress Report, October-- 
December 1977. 
NUREG/CR-0026 


78-20 18J PC AQ3/MF A01 


BAUER, A. B. 


Airframe Noise of the DC-9-31. 


N78-28887/5GI 78-23 1C PC A04/MF A01 


BAUER, ARMAND 


Water and Soil Quality Standards for Irrigation with 
Sprinkler Systems. 


PB-282 369/8GI 78-19 2C PC A03/MF AO1 


BAUER, BARBARA BAER 


Guidelines for the Care of Persons in Nursing 
Homes with Emotional and Developmental 
Problems. 


HRP-0019458/9GI 78-01 5i PC AOS 


BAUER, C. 


Emission of X-Ray Continua by Bombardment of 
Thick Al, Si and Ti Targets with Protons and exp 14 
N tons. 


ZfK-326 78-19 18F MF A01 


BAUER, C. S. 


Manpower Analysis in Transportation Safety. 
PB-275 445/5GI 78-06 5! PC A16/MF A01 
Operational Software Modifications to the Moving 


Merge Control System in Tampa, Florida. 
PB-275 050/3GI 78-05 13B PC A14/MF A01 


BAUER, CHARLES R. 


Clinical Centers to Evaluate the Efficacy of An- 
tenatal Steroid Therapy in the Prevention of 
Neonatal Respiratory Distress Syndrome. 

PB-278 705/9GI 78-13 6E PC A03/MF A01 


BAUER, D. 


Solcoseryl as a Powerful Radioprotective Com- 
pound. 


SGAE-2398 78-26 6R PC A02/MF A01 


BAUER, DANIEL P. 


Analysis of Waste-Load Assimilative Capacity of the 
Yampa River, Steamboat Springs to Hayden, Routt 
County, Colorado. 

78-12 


PB-278 051/8GI 13B PC AOS/MF A01 


BAUER, DONALD J. 
Method of Leaching Aluminum from Feldspar 
Minerals. 

PAT-APPL-829 129/GI 78-07 8I 


Production of Pure Alumina. 
PAT-APPL-818 045/GI 78-07 8! 


BAUER, DOREEN 


Shared Physiotherapy in a Rural Setting. 
HRP-0023917/8G!I 78-12 6E Not Available NTIS 


BAUER, E. L. 


Preliminary Coal Grinding Tests for the Design of 
Coal Grinding Systems in Coal Gasification Plants. 
Series No. li: B-1. 
FE-1235-4 


BAUER, EDWIN W. 


A Study of the Ferroresonant Series Circuit Using 
Sensitive Core Materials 
AD-004 960/1GI 78-18 9E PC A03/MF A01 


BAUER, F. 


Energy Conversion Due to Shock Wave Induced 
Ferroelectric to Antiferroelectric Phase Transforma- 
tion in Ferroelectrics Conversion d’Energie Par 
Changement de Phase Ferroelectrique Antifer- 
roelectrique Induit Par Une Onde de Choc dans UN 
Materiau Ferroelectrique. 

N77-32610/6GI 78-02 10B PC A07/MF A01 


Lecture Notes in Economics and Mathematical 
System. Volume 150: fupercritical Wing Sections 3. 
N78-16018/1GI 78-11 1A PC A09/MF A01 


BAUER, FRANCES BRAND 


An Extension of the Prandtl-Reuss Theory of Plastic 
Flow. 
AD-493 709/0GI 


BAUER, H. 


Verifications of the Main Experiments C2, C3, and 
C5 of the Research Project RS 50 “Pressure Dis- 
semination in Containment”. (internal Report MRR- 
\--56). 

X-GW-TR-(53) 


BAUER, KATHARINE G. 


The Arranged Marriage of Health Planning and 
Regulation for Cost Containment Under P. L. 93-641 
- Some Issues To Be Faced, 

HRP-0900130/6G! 78-10 6E PC A11/MF A01 


Classifying Hospitals for Purposes of Prospective 
Reimbursement. 
HRP-0012535/1GI 78-16 6E PC A04/MF A01 


Cost Containment Under P.L. 93-641: Strengthening 
the Partnership between Health Planning and Regu- 
lation. 

HRP-0900132/2G! 78-10 6E PC A07/MF A01 


Hospital Rate Setting -- This Way to Salvation. 
HRP-0019014/0GI 78-10 6E Not Available NTIS 


Linking Health Planning and Regulation to Increase 
Cost Effectiveness; Proceedings of a Conference 
Held at Arlington, Virginia in October 1977, 

HRP-0900131/4G! 78-10 6E PC A04/MF A01 


BAUER, M. 


Strongest Spectral Lines of Stable Elements with 
Other interfering Elements in Compiled and Plotted 
Version. 

GKSS-77/E/30 


BAUER, M. L. 


Dynamic Multistation Photometer. 
PATENT-4 030 834 


PC A02/MF A01 


PC A02/MF A01 


78-06 81 PC A0S/MF A01 


78-20 20K PC A03/MF A01 


78-13 181 PC A03/MF A01 


78-19 7D MF A01 


78-21 14B Not available NTIS 


New Portable Centrifugal Fast Analyzer with Ex- 
panded Versatility. 
CONF-770332-1 


BAUER, MARVIN E. 

Agricultural Scene Understanding. 

E78-10043 78-07 2C PC A09/MF A01 
BAUER, MARY 


Current Estimates from the Health Interview Survey, 
United States-1968, 
PB-281 653/6GI 


BAUER, PETER W. 


Satellite Up Link Diversity Switch. 
PATENT-4 041 397 


78-04 14B PC A03/MF A01 


78-18 6E PC A04/MF A01 


78-04 

BAUER, ROBERT W. 

Survey of the Use of Casting Alloys in Commercial 

Dental Laboratories. Part ll. Ceramic Alloys. 

PB-282 914/1GI 78-21 6L Not available NTIS 
BAUER, S. H. 

The Diffraction of Electrons by Thin Films 

AD-215 300/5GI 78-23 14B PC A06/MF A01 


High Temperature Chemical Kinetic Studies. 
AD-A050 343/3G! 78-10 7D PC AQ2/MF A01 


Relaxation Techniques for Fast Reactions. A Study 
of the Dissociation of Nitrogen Tetroxide 


17B Not available NTIS 





AD-063 471/7GI 78-20 7D PC A02/MF A01 
BAUER, SIMON H. 


Research on Molecular Lasers. 
AD-A048 643/1GI 78-07 20E PC A02/MF A01 


BAUER, T. E. 
Electron Microscopy of Hydrocarbon Production in 
Parthenium Argentatum (Guayule). 
LBL-5688 78-14 7D PC AOS/MF A01 


BAUERMANN, H. D. 


Simulation and Mathematical Modeling of Pulsated 
Counter-Current Extractors. 
KFK-PDV-112 78-19 14B MF AO1 


BAUGH, DAVID K. 


Evaluation of a Medicare Concurrent Utilization 
Review Project -- The Sacramento Certified Hospital 
Admission Program. 

HRP-0024865/8GI 78-17 6E Not Available NTIS 


BAUGH, E. LORRAINE 


Nursing Education Opportunities, Inc. 
HRP-0017942/4GI_ 78-07 5! Not Available NTIS 


Nursing Education Opportunities Launches a Na- 
tion-Wide Program. 


HRP-0023171/2GI 78-15 51i Not Available NTIS 
BAUGH, W. A. 


Study of Tritium Permeation Through Peach Bottom 
Steam Generator Tubes. 
GA-A-14376 78-08 18H PC A03/MF A01 


BAUGHER, R. 


A Study of Railroad Ballast Economics. 
PB-275 102/2GI 78-05 13F PC AQ5/MF A01 


BAUGHMAN, GEORGE 


An Approximate Method for Measuring the Selfin- 
teraction Constant of Non-Electrolytes in Two-Com- 
ponent Solvents 

AD-258 188/2GI 78-18 7D PC A02/MF A01 


The Effect of Solvent Change on the Standard 
Chemical Potential of Ekectrolytes. Comparison of 
Vapor Pressure and E. M. F. Data for HCl, NaOH 
and kw in the System Dioxane-Water 

AD-150 922/3GI 78-16 7D PC A02/MF A01 


The Solvation of Electrolytes in Dioxane-Water Mix- 

tures, as Deduced from the Effect of Solvent 

Change on the Standard Partial Molar Free Energy 

AD-258 185/8GI 78-18 7D PC A02/MF A01 
BAUGHMAN, GEORGE L. 

Reprint: Methoxychlor and DDT Degradation in 

Water: Rates and Products. 

PB-276 197/1GI 78-07 7D Not available NTIS 

Reprint: Role of Physico-Chemical Properties of 

Aroclors 1016 and 1242 in Determining Their Fate 

and Transport in Aquatic Environments. 

PB-282 367/2GI 78-19 6F PC A02/MF A01 

Reprint: Singlet Oxygen in Natural Waters. 

PB-277 159/0GI 78-10 70 Not available NTIS 


BAUGHMAN, GEORGE W. 


Management Involvement in the Ohio Board of Re- 
Paw Uniform information System: A Case Study, 
D-146 943 78-14 5A Not available NTIS 
BAUGHMAN, R. G. 
Crystal and Molecular Structure of Or- 
ganophosphorus Insecticides. 
1S-T-782 78-07 7D PC A07/MF A01 


BAUGHMAN, RAY H. 


Sample Modulated Raman Spectroscopy and 
Frequency Modulated Visible Light: Resonance 
Raman Spectrum of a Polydiacetylene Fiber. 

AD-A054 674/7GI 78-17 11E PC A02/MF A0O1 


BAUGHN, J. 
Studies of Evaporative and Conventional Cooling of 


an Energy Conserving California House. 
LBL-6888 78-21 10A PC AQ2/MF A01 


BAUGHN, JAMES W. 


Proceedings of the 1976 Heat Transfer and Fluid 
Mechanics Institute Held at The University of 
California, Davis, on June 21 - 23, 1976, 

AD-A049 331/2Gi 78-08 20M Not available NTIS 


BAUHAHN, PAUL 


Reprint: impatt Device Simulation and Properties. 
AD-A051 018/0GI 78-11 9A PC A02/MF A01 


BAUKNECHT, VIRGINIA 


American Nurses’ Association in Washington. 
HRP-0024333/7GI_ 78-23 6E Not Available NTIS 


BAULLINGER, N. 


Light Experimental Supercruise Conceptual Design. 

AD-B022 011/1GI 78-19 1C PC A14/MF A01 
BAUM, B. 

Investigation of Test Methods, Material Properties 


and Processes for Solar Cell Encapsulants. 
N77-33347/4GI 78-04 10B PC A08/MF A01 


Investigation of Test Methods, Material Properties, 
and agate for Solar Cell Encapsulants. Annual 
Repo 
ERDA/JPL/954527- 77/2 

78-07 10B PC A08/MF A01 

BAUM, B. J. 

Reprint: Differences in the pH ew Profile of 
Human and Monkey Salivary Lysozym 
AD-A049 821/2GI 78-09 6A PC A02/MF A0O1 


Reprint: Differential Antigenicity of Human Salivary 
Histidine-Rich Polypeptides in Goats and Rabbits. 
AD-A050 087/6G! 78-10 6A PC A02/MF A01 
Reprint: Histidine-Rich-Polypeptides in Macaque 
Parotid Saliva are not Nuclear Histones. 

AD-A050 729/3GI 78-11 6A PC A02/MF A01 

BAUM, BRUCE J. 

Reprint: Polyacrylamide Gel SS of 
Human Salivary Histidine-Rich-Polypeptides 

AD-A055 064/0G! 78-18 6A PC A02/MF A01 


Reprint: Studies on Histidine-Rich Polypeptides 
from Human Parotid Saliva. 

AD-A049 672/9GI 78-09 6A PC A02/MF A01 
Reprint: Xylitol Associated Changes in Amylase and 
Protein of Monkey Parotid Saliva. 

AD-A050 724/4GI 78-11 6A PC A02/MF A01 


BAUM, C. E. 
Numerical Results or Multiconductor Transmission 
Line Networks. 
AD-A049 451/8GI 78-09 9E PC A03/MF A01 
BAUM, CARL E. 
Reprint: Emerging Technology for Transient and 


Broad-Band Analysis and Synthesis of Antennas 
and Scatterers. 


AD-A056 639/8G! 78-21 9E PC A02/MF A01 
BAUM, DENNIS W. 

Development of High Energy Density Simulator. 

AD-A048 873/4GI 78-08 19D PC A04/MF A01 
BAUM, G. 

Operating Experience with the Polarized Electron 

Gun at SLAC. 

SLAC-PUB-1902 78-17 20G PC A02/MF A01 
BAUM, HOWARD R. 

Reprint: The Coagulation of Aerosols with Broad In- 

itial Size Distribution. 

PB-274 968/7GI 78-05 7D Not available NTIS 

Ignition of a Liquid Fuel under High Intensity Radia- 

tion. 

AD-A054 974/1GI 78-18 218 PC A03/MF A01 
BAUM, J. 

Financiai Overview of Integrated Community Energy 

Systems. 

ANL-77-XX-71 78-02 10A PC A06/MF AO1 
BAUM, J. A. 

Prop-Fan Data Support Study. 

N78-27128/5GI 78-23 1C PC AQ6/MF A01 
BAUM, J. J. 

Dependence of Anti W on the Charge of Heavy Ions. 

BNL-23394 78-16 7D PC A02/MF A01 
BAUM, J. W. 

Microdosimetric Results Obtained by Proportional 


Counter and lonization Chamber Methods: A Com- 
parison. 


BNL-24330 78-25 6R PC A02/MF A01 

Rationale for Nonlinear Dose Response Functions 

of Power Greater or Less Than One. 

BNL-23150 78-07 6R PC A02/MF AO1 

Tests on Mutagenic Effects of Strong Magnetic 

Fields. 

BNL-24202 78-21 6F PC A02/MF A01 
BAUM, K. 

Explosives Research 

AD-133 945/6GI 78-24 19A PC A02/MF A01 

Explosives Research 

AD-142 840/8GI 78-22 19A PC A02/MF AO1 

Research in Fluoro-Nitro Compounds 

AD-323 240/2GI 78-16 7C PC A04/MF AO1 

Research in Fiuoro-Nitro Compounds 

AD-324 771/5GI 78-16 7C PC A03/MF AO1 


Research in Fiuoro-Nitro Compounds 
AD-326 763/0GI 78-16 7C PC A03/MF A01 


Research in Fluoro-Nitro Compounds 
AD-327 939/5GI 78-16 7C PC A02/MF A01 


Research in Flucro-Nitro Compounds 
AD-329 097/0G! 78-16 7C PC A03/MF A01 


research in fluoro-nitro compounds is discussed. 
chemical reactions, synthesis, chemical properties, 
and spectrographic analysis are reported. 

AD-330 125/6GI 78-16 7C PC A03/MF A01 


Research in Nitropolymers and Their Application to 
Solid Propeliants. 


BAUMAN, J. L. 


AD-305 363/4GI 78-16 211 PC A02/MF A01 
Research in Nitropolymers and Their Application to 
Solid Propeliants 

AD-312 655/4GI 78-18 211 PC AQ2/MF A01 


Research in Nitropolymers and Their Application to 
Solid Propeliants 
AD-314 628/9GI 78-18 211 PC A0Q2/MF A01 
Research in Nitropolymers and Their Application to 
Solid Propeliants 
AD-314 912/7GI 78-18 211 PC A02/MF A0O1 


Research in Nitropolymers and Their Application to 
Solid Propeliants 
AD-316 833/3GI 78-18 211 PC AQ2/MF A01 


Research in Nitropolymers and Their Application to 
Solid Propeliants 
AD-318 177/3GI 78-18 211 PC A02/MF A01 


Research in Nitropolymers and Their Application to 
Solid Smokeless Propeliants 
AD-152 709/2GI 78-24 19A PC A03/MF A01 


Research in Nitropolymers and Their Application to 

Solid Smokeless Propellants 

AD-161 132/6GI 78-24 19A PC A02/MF A01 

Research in Nitropolymers and Their Applications 

to Solid Propellants 

AD-307 194/1GI 78-16 211 PC A02/MF A01 

summary report on research in fluoro-nitro com- 

pounds. 

AD-332 447/2GI 78-16 7C PC A03/MF A0O1 
BAUM, KURT 

1,3-Bis(2,2,2-Fluorodinitroethoxy)-2,2- 

Bis(difluoramino) Propane. 

PATENT-4 075 246 78-15 7C Not available NTIS 

High Energy Halogen Chemistry. 

AD-A049 555/6G! 78-09 7C PC A03/MF A01 
BAUM, MICHAEL A. 


Science On Its Way to Work: Activities of the Na- 

tional Bureau of Standards. 

PB-282 044/7GI 78-19 5B PC A03/MF A01 
BAUM, PETER 


Installation Electrical Consumption and Cost Data. 
AD-A048 128/3GI 78-06 10A PC A02/MF A01 


BAUM, PETER E. 


Energy Control System Applications. 
AD-A047 549/1GI 78-05 13A PC A03/MF A01 


Fort Belvoir Regional Energy Survey. 
AD-A050 964/6Gi 78-11 10A PC A04/MF A01 


Installation Energy Control System Analysis Pro- 
gram. 
AD-A049 488/0G! 78-09 13A PC AOS/MF A01 


BAUM, SIEGMUND J. 


Negative and Positive Feedback Control of the 

Committed Granulocytic Stem Cell Compartment, 

AD-A054 065/8G! 78-17 6P PC A02/MF A01 
BAUM, V. 

Energy in Developing Countries: Prospects and 

Problems. 

N78-10603/6GI 78-05 10A PC A02/MF A01 


BAUM, WALTER R. 


Development of Multidimensional Information. Part 
1, Chapter |. Figure Measures, Especially Line Mea- 
sures 


AD-236 921/3GI 78-18 12A PC A03/MF A01 

Multidimensional! Information Theory 

AD-210 746/4GI 78-16 9D PC A02/MF A01 
BAUM, WERNER A. 


Frequency Distributions of Predominant 


Tropopause Heights Along 80 Degrees West in 
Summer 


AD-068 928/1Gi 78-02 4A PC A02/MF A01 
Recent Climatic Fluctuations in Maritime Provinces 
AD-133 166/9GI 78-13 4B PC A02/MF A01 


Some Considerations on Normal Monthly Tempera- 
tures 
AD-027 704/6GI 78-16 48 PC A02/MF A01 


BAUMAN, H. F. 


Expansion Potential for Existing Nuclear Power Sta- 
tion Sites. 

ORNL/TM-5927 78-11 18E PC A07/MF AO1 
Molten-Salt Reactor Concepts with Reduced Poten- 
tial for Proliferation of Special Nucleas Materials. 
ORAU/IEA(M)-77-13 78-01 18) PC A03/MF A01 


Utility Survey on Nuclear Power Plant Siting and 
Nuclear Energy Centers. 
ORNL/TM-5928 78-05 18E PC A0S/MF A01 


BAUMAN, HUBERT F. 


Multifunctional Explosive Battery. 
AD-909 147/1GI 78-13 10C PC A04/MF A01 


BAUMAN, J. L. 


Computer-Controlled Relay Matrix System. 
SAND-77-8026(V .1) 78-05 9E PC A03/MF AO1 


PA-83 





BAUMAN, JOHN C. 
Reprint: An Evaluation of Four Variables Affecting 
the Bond Strength of Porcelain to Nonprecious 
Alloy. 
AD-A048 545/8GI 78-07 11G PC AQ2/MF A01 


BAUMANN, B. F. 


Advanced Design Composite Aircraft. 
AD-B013 240/7GI 78-19 1C PC A17/MF A01 


BAUMANN, BARBARA A. 


Integrated Progress Record. 
HRP-0025219/7GI_ 78-21 6E Not Available NTIS 


BAUMANN, C. D. 
Very-High-Temperature Gas Reactor Environmental 


Impacts Assessment. 
ORNL/TM-5914 78-05 18! PC AOS/MF A01 


BAUMANN, D.M. 
Character Recognition and Photomemory Storage 
Devices Feasibility Study 
AD-237 108/6GI 78-09 9B PC A04/MF A01 
A High-Scanning-Rate Storage Device for Computer 
Applications 
AD-203 793/5GI 78-14 9B PC A02/MF A01 


BAUMANN, DWIGHT M. B. 


Ride Shared Vehicle Paratransit System. 

PB-284 167/4GI 78-24 13B PC A05/MF A01 
BAUMANN, E. W. 

Determination of Tritium in Solutions from Nuclear 


Fuel Reprocessing. 
OP-MS-77-36 78-07 183 PC A02/MF A01 


BAUMANN, LEE S. 


Image Understanding Proceedings of a Workshop 
Held at Cambridge, Massachusetts, May 3-4, 1978. 
AD-A052 902/4GI 78-15 9B PC A08/MF A01 


Image Understanding Proceedings of a Workshop 
Held at Minneapolis, Minnesota, April 20, 1977, 
AD-A052 900/8GI 78-15 9B PC A06/MF A01 


Image Understanding Proceedings of a Workshop 
Held at Palo Alto, California, October 20-21, 1977, 
AD-A052 901/6GI 78-15 9B PC A08/MF A01 


BAUMANN, MARLENE 


Reprint: Cooperative Effects of Bacterial Mutations 

Affecting lambda N Gene Expression. |. Isolation 

and Characterization of a ‘nus’B Mutant. 

AD-A054 686/1Gi 78-17 6M PC A02/MF A0O1 
BAUMANN, N. P. 


Improved Reactivity Monitor Using a Shuttling exp 
252 Cf Source. 
DP-MS-77-38 78-18 18K PC A0Q2/MF A01 


Operation of a Nuclear Test Gage at Low Multiplica- 
tions. 


DP-MS-77-39 78-13 181 PC A02/MF A01 
BAUMBACK, M. M. 


Reprint: Stereoscopic Direction Finding Analysis of 
a Type Il! Solar Radio Burst: Evidence for Emission 
at 2f(-) sub p. 

AD-A052 297/9GI 78-14 3B PC A02/MF A01 


BAUMBERGER, V. 


HCMM Energy Budget Data as a Model Input for 
Assessing Regions of High Potential Groundwater 
Pollution. 


E78-10145 78-21 8M PC A02/MF A0O1 
BAUMBUSCH, GENEESE G. 

Peacetime Adequacy of the Lower Tiers of the 

Defense industrial Base. 

AD-A053 041/0GI 78-15 5C PC A06/MF A01 


Peacetime Adequacy of the Lower Tiers of the 
Defense Industrial Base: Appendixes. Case Studies 
of Major Systems. 

AD-A053 105/3GI 78-15 5C PC AOS/MF A01 


BAUMEISTER, K. J. 


Interaction of a Turbulent-Jet Noise Source with 
Transverse Modes in a Rectangular Duct. 
N78-25049/5GI 78-20 20A PC A03/MF A01 


Numerical Spatial Marching Techniques for Esti- 

mating Duct Attenuation and Source Pressure 

Profiles. 

N78-22329/4GI 78-17 20D PC A03/MF A01 
BAUMEISTER, PHILIP W. 

Optical Interference Coatings for the Ultraviolet. 

AD-A058 527/3G! 78-25 20F PC A04/MF A01 
BAUMEL, P. 


Production Cross Sections of K Super Plus-Mesons 

by 3 Bev Protons on H, Li, and Cu 

AD-149 912/8GI 78-22 20H PC A02/MF A01 
BAUMER, A. 

Comparative Studies of the Properties of Synthetic 

Hydroxylated Zircons and Natural Metamict Zircons: 


preg of the Genesis of Malacons. 
BNWL-tr-255 78-05 8G PC A03/MF A01 


PA-84 


BAUMGAERTNER, E. 


Experimental Investigations into Coolant Cross Mix- 
ing in Multirod-Bundles with Grid-Type Spacers in 
Turbulently Flowing Sodium. 

KFK-2360 78-08 181 MF AO1 


Fast Breeder Cladding Tubes Provided with Helical 
Fins. Development and Testing. 
KFK-2442 78-18 181 MF AO1 


BAUMGAERTNER, F. 
Development and Status of LMFBR_ Fuel 


Reprocessing in the Federal Republic of Germany. 
|AEA-AG-63-6 78-23 18J PC A03/MF A01 


Development and Status of LMFBR_ Fuel 
Reprocessing in the Federal Republic of Germany. 
KFK-2301 78-14 18J MF A01 


Experiments on Reprocessing of Fast Breeder 
Reactor Fuel in the Pilot Plant Milli. 
KFK-2396 78-08 18J MF A01 


identification of Complexing Radiolytic Products of 
the Purex Systems (20% TBP-Dodecane-HNO sub 3 


). 

KFK-2304 78-26 7E PC A02/MF AO1 
BAUMGARDNER, F. W. 

Reprint: Calibration of a New Ear Oximeter in Hu- 


mans during Exposure to Centrifugation. 
AD-A054 386/8G! 78-17 6B PC A02/MF A0O1 


BAUMGARDNER, F. WESLEY 
Preliminary Analysis of Available Inflight Respiratory 


Data. 
AD-A054 241/5GI 78-17 6P PC A02/MF AO1 


BAUMGARDNER, M. F. 


Comparing Soil Boundaries Delineated by Digital 
Analysis of Multispectral Scanner Data from High 
and Low Spatial Resolution Systems, 

E78-10017 78-06 8M PC A02/MF A01 


BAUMGARDNER, MARION F. 


Agricultural Scene Understanding. 

E78-10043 78-07 2C PC A09/MF A01 
BAUMGARDNER, RALPH E. 

Analytical System for Measuring Malodorous Com- 

pounds from Kraft Mills. 

PB-284 938/8GI 78-25 7D PC A03/MF A01 


BAUMGARTNER, A. J. 


Sulfur Poisoning of Hydrocarbon Oxidation by Pal- 
ladium. 
N77-33264/1GI 78-04 7D PC A08/MF A01 


BAUMGARTNER, D. J. 


Aquatic Disposal Field Investigations Duwamish 
Waterway Disposal Site Puget Sound, Washington. 
Appendix D. Chemical and Physical Analyses of 
Water and Sediment in Relation to Disposal of 
Dredged Material in Elliott Bay. Volume |. February- 
June 1976. 

AD-A058 000/1Gi 78-24 13B PC A10/MF A01 


BAUMGARTNER, E. 


Experimental Investigations into Coolant Cross Mix- 
ing in Multi-Rod Clusters with Grid-Type Spacers in 
Turbulent Sodium Flow. 

EURFNR-1425 78-14 181 Not available NTIS 


BAUMGARTNER, H. R. 


Improved Reaction Sintered Silicon Nitride. 
N78-22164/5GI 78-17 11B PC AOS/MF A01 


BAUMGARTNER, R. 
Attainable Breakdown Field Strengths in SF sub 6 
at High Pressure. 
ORNL-tr-4559 78-13 9A PC A02/MF A01 
BAUMHEIER, EDWARD C. 
Assessment of State and Local Government Evalua- 


tion Practices in Human Services. 
SHR-0002103 78-17 5K PC AOS5/MF A0O1 


Interagency Linkages in Vocational Rehabilitation. 
SHR-0001871 78-10 5K PC A10/MF AO1 


Interagency Linkages in Vocational Rehabilitation. 
An Annotated Bibliography. 

SHR-0001870 78-10 5B PC A09/MF A01 
Medical Fees in Vocational Rehabilitation. A Survey 
of State Agency Policies and Practices for the 
Purchase of Physicians’ Services. 

PB-282 336/7GI 78-19 6E PC A03/MF A01 


BAUN, WILLIAM L. 


Accelerated Corrosion of Adhesively Bonded 7075 
Aluminum Using Wedge Crack Specimens. 
AD-A054 207/6GI 78-17 11F PC A03/MF AO1 


BAUR, AUGUST A. 


Municipal Authorities in Pennsylvania, 

PB-273 456/4GI 78-02 5A PC A04/MF A01 
BAUS, RENE JR. 

Investigation of the Biological Effects of Microwave 

Irradiation 

AD-149 246/1GI 78-22 6R PC A02/MF AO1 


BAUSCH, WALTER 
Spectral Measurement of Watershed Coefficients in 
the Southern Great Plains. 
E78-10073 78-11 8H PC A04/MF A01 
BAUSMAN, M. D. 
Alignment System for Large High-Power CO sub 2 


Laser Fusion Systems. 
LA-UR-77-1923 78-08 18A PC A02/MF A01 


BAUSOV, A. V. 


Certain Characteristics of the Stabilization System 
of a gamma-Ray Spectrometer with a Light-Emitting 
Diode as the Source of the Reference Signal. 

UCRL-Trans-11330 78-19 18D PC A02/MF A01 


BAUSUM, HOWARD T. 
Viral and Bacterial Aerosols at a Wastewater Spray 


Irrigation Site. 
AD-A054 436/1GI 78-17 13B PC A03/MF A01 


Viral and Bacterial Aerosols at a Wastewater Spray 

Irrigation Site, 

PB-284 803/4GI 78-24 13B PC A02/MF A01 
BAUTISTA, R. G. 

Activity Behavior of the NdNO sub 3 --HNO Sub 3 -- 


H Sub 2 O--HDEHP--AMSCO System. 
IS-M-139 78-26 7D PC A03/MF A01 


Chemically Based Models to Predict Distribution 
Coefficients in the Pu(IlV) and Np(iV) Nitrate-TBP 
Systems. 

IS-M-97 78-01 7D PC A02/MF A01 


BAVASSANO, B. 


Magnetic Fields and Flows Between 1 AU and 0.3 
AU During the Primary Mission of Helios 1. 
N78-17964/5GI 78-12 3B PC A03/MF A01 


BAWDEN, CAROLE A. 


Reprint: The Wildlife Community of lona Island 
Jetty, Vancouver, B.C., and Heavy-Metal Pollution 
Effects, 

PB-279 240/6GI 78-14 13B Not available NTIS 


BAWDEN, D. LEE 


income-Conditioned Programs and Their Clients: A 
Research Agenda, 
PB-281 080/2GI 78-18 5K PC AOS/MF A01 


BAWDEN, MONTE P. 


Reprint: ‘Trypanosoma lewisi:’ Characteristics of an 
Antigen which Induces Ablastic Antibody. Antibody. 
AD-A049 788/3G! 78-09 6M PC A02/MF A01 


Reprint: Whence Comes ‘Trypanosoma Lewisi’ An- 
tigen Which Induces Ablastic Antibody: Studies in 
the Occult. 

AD-A049 675/2GI 78-09 6M PC A02/MF A01 


BAXA, E. G. JR.. 


Continued Investigation of Potential Application of 
OMEGA Navigation to Civil Aviation. 
N78-18028/8G! 78-13 17G PC A10/MF A01 


Investigation of New Techniques for Aircraft Naviga- 
tion Using the OMEGA Navigation. 
N78-17037/0GI 78-12 17G PC A11/MF AO1 


BAXI, C. B. 


Effect of Buoyancy Force on the Velocity and Tem- 
perature Distribution in the GCFR Radial Blanket. 
GA-A-14431 78-15 181 PC A03/MF A01 


BAXMAN, C. I. 


Applied Nuclear Data Research and Development. 
Progress Report, April 1--June 30, 1977. 
LA-6971-PR 78-10 20H PC A04/MF A01 


Applied Nuclear Data Research and Development. 
Progress Report, January 1--March 31, 1977. 
LA-6893-PR 78-05 20H PC A03/MF A01 


Applied Nuclear Data Research and Development. 
Progress Report, July 1--September 30, 1977. 
LA-7066-PR 78-14 20H Not available NTIS. 


Applied Nuclear Data Research and Development. 
Progress Report, October 1--December 31, 1977. 
LA-7200-PR 78-23 20H PC A04/MF A0O1 


Applied Nuclear Data Research and Development. 

Quarterly Progress Report, October 1--December 

31, 1976. 

LA-6754-PR 78-02 20H PC A03/MF A01 
BAXTER, A. M. 


Core Design Study for an Advanced HTGR. 
GA-A-14571 78-22 18) PC AO5/MF A01 


Low-Enrichment and Denatured (Thorium) Fuels for 
the HTGR: A Status Report. 
GA-A-14606 78-07 18J PC A04/MF A01 


Non-Proliferation Cycles: Core Design Plan. 
GA-A-14707 78-18 181 PC A03/MF A01 
Quadrupole Moment of the First Excited State of 
exp 18 O. 

ANU-P-660 78-13 20H MF AO1 
Quadrupole Moments of the First Excited States of 
exp 204 Pb and exp 206 Pb. 

ANU-P-690 78-22 20H MF A01 





Review and Evaluation of Available Critical Experi- 
ment Data for HTGR Non-Proliferation Fuel Cycles. 
GA-A-14593 78-17 181 PC AQ3/MF A01 


Static Quadrupole Moment of the First Excited 
State of exp 198 Hg. 
ANU-P-695 


BAXTER, DAVID C. 


lon Cloud Modeling. 
AD-A055 969/0G! 


BAXTER, GENE K. 
Thermal Resistance of Microelectronic Packages. 
AD-A047 110/2GI 78-04 9E PC A06/MF A01 
BAXTER, JOHN D. 


Reprint: Nuclear Receptors for Thyroid Hormone: 
Evidence for Nonrandom Distribution Within Chro- 
matin. 

AD-A050 957/0GI 


BAXTER, R. C. 


Measuring and Predicting the Dynamic Effects of a 
Confined Thin Metal Plate Pulse Heated into the 
Liquid-Vapor Regime. 

UCRL-52375 78-20 


BAXTER, RAYMOND JOSEPH 


Effects of Institutionalization on Social-Psychologi- 

cal Well-Being of the Aged. 

HRP-0023319/7GI_ 78-10 5K Not Available NTIS 
BAXTER, THOMAS DALE 


Predicting Undergraduate Pilot Training (UPT) Per- 
formance for Air Force Academy Graduates. 
AD-A057 749/4GI 78-23 5i PC AQ2/MF A01 


BAXTER, TOM 

Dynamical Model of Gust Front. 

PB-283 425/7GI 78-19 4B PC A03/MF A01 
BAXTER, W. EUGENE 

Substitute System for Rural Health Care. 

HRP-0015608/3GI 78-07 6E PC A04/MF A01 
BAXTER, W. R. S. 


Thermal Damage to Paper Due to Infra-Red. 
PB-277 530/2GI 78-11 11L PC A02/MF A01 


BAY, CHARLES H. 


Chemical Warfare and the Military Balance. 
AD-A055 769/4GI 78-20 15B PC A03/MF A01 


BAY, S. M. 


State Recommendations on Approaches to Landsat. 
N78-17452/1GI 78-12 5B PC A03/MF A01 


BAY, Z. 


Progress Rept. February 15, 1954 (Two Stage 
Counter Operating from the Pulses Produced by a 
Pulse Generator Employing the 7-Stage National 
Union Grid-Controlled Multiplier Tube) 

AD-028 616/1GI 78-21 9E PC A02/MF A01 


Simultaneity in the Compton Effect 
AD-090 841/8GI 78-22 20H PC A02/MF A01 


Statistical Theory of Coincidence Experiments 
AD-022 378/4GI 78-21 12A PC A03/MF A01 
Upper Limit for the Lifetimes of Excited States of 
Ni60 
AD-090 680/0GI 
BAY, ZOLTAN 
Progress Report (Seven-Stage, Grid-Controlled Mul- 
tiplier Tube) 
AD-058 842/6GI 


BAYANOV, B. F. 


Current Pulse Generator with Amplitude of 
1,000,000 A and Stability of + or - 0.001 ata 
Repetition Rate of Two Hz--Translation. 

AD-A049 390/8GI 78-09 148 PC A02/MF A01 


BAYATYAN, G. L. 


Multichannel Scaler with the Unified Indication 
System. 
EFI-201(47)-76 


BAYBUTT, P. 


Fission Product Transport Analysis. Quarterly 

Progress Report, July--September 1977. Task 2. 

BMI-NUREG-1988 78-14 18F PC A03/MF A01 

Fission Product Transport Analysis: Task 2. Quar- 

terly Progress Report, April--June 1977. 

BMI-NUREG-1981 78-08 18F PC A02/MF A01 
BAYER, ANTHONY R. JR. 

Child Restraint Systems Testing. 

PB-283 512/2GI 78-22 13F PC AO5/MF A01 
BAYER, BERNARD 

Providing Computer-Based Information Services to 

an Academic Community. 

PB-278 330/6GI 78-13 5B PC A07/MF A01 


BAYER, MARY 


Nurse/Patient Peer Practice. 
HRP-0019829/1GI 78-15 5J Not Available NTIS 


78-22 20H MF A01 


78-20 4A PC AOS/MF A01 


78-11 6A PC A02/MF A01 


11F PC A08/MF A01 


78-22 20H PC A02/MF A01 


78-21 9A PC A03/MF A01 


78-08 9E MF A01 


BAYLES, F. DERRICK 


Development of High Temperature (1250 F) Wire 

and Connectors. 

AD-A046 406/5GI 
BAYLES, MICHAEL D. 


National Health Insurance and Noncovered Ser- 
vices. 
HRP-0024205/7GI 


BAYLES, STEVE 


Four-Site Method for Mosquito Repellent Field Tri- 

als. 

AD-A050 956/2GI 
BAYLES, STEVEN F. 


Interactions between 
Human Skin. 
AD-A050 958/8GI 


BAYLESS, E. 
Thick Section Aluminum Weldments for SRB Struc- 


78-03 9A PC A14/MF A01 
78-17 6E Not Available NTIS 


78-11 6F PC A02/MF A01 


Mosquito Repellents and 


78-11 6F PC A02/MF A01 


tures. 

N78-19537/7GI 78-14 21H PC A02/MF AO1 

Weld Peaking on Heavy Aluminum Structures. 

N78-25427/3GI 78-20 11F PC A02/MF A0O1 
BAYLESS, P.L. 

A Reformatsky Type Condensation of Aroyi 

Chlorides with Ethyl alpha-Bromoisobutyrate by 

Means of Zinc to Form beta-Keto Esters 

AD-051 912/4GI 78-21 7D PC A02/MF A01 


BAYLEY, SUZANNE 


Energetics and Systems Modeling: A Framework 
Study for Energy Evaluation of Alternative Trans- 
portation Modes. 
AD-A053 690/4GI 


BAYLEY, WILLIAM J. 


Acetylenes. |. Mixed Dihalides and Halohydrins from 
Butynediol 

AD-057 808/8GI 78-16 7C PC A02/MF A01 
Pyrolysis of Esters. |. Selectivity in the Direction of 
Elimination by Pyrolysis 

AD-057 809/6GI 78-16 7D PC A02/MF A01 
Pyrolysis of Esters. ll. Direction of Elimination in 
Pyrolysis of Tertiary Esters 

AD-057 810/4GI 78-16 7D PC A02/MF A01 


BAYLISS, A. 


Measurements and Analysis of Far-Field Scattering 
from a Prolate Spheroid. 
N78-12799/0Gi 78-07 20A PC A02/MF A01 


BAYLOR, K. J. 


GCFR Fuel Cycle Information for the ORNL Non- 
proliferation Study. 
GA-A-14753 


BAYLY, D. A. 


Design of a Compact Plenum Chamber for Supply 
of Air to an Annular Space with Low Energy Losses. 
AD-A049 137/3GI 78-08 14B PC A03/MF A01 


BAYNE, C. K. 


Factors Affecting Defective Fraction of Biso-Coated 
HTGR Fuel Particles During in-Block Carbonization. 
ORNL/TM-6093 78-13 18J PC A03/MF A01 


BAYNES, M. 


Digital Modular Change Detector. 
AD-A056 953/3GI 78-22 171 


BAYNHAM, D. E. 


Filamentary Niobium-Tin Hexapole Magnet. 
RL-77-085/B 78-21 9A MF A01 


BAYRAKTAROGLU, B. 
New Passivation Methods of GaAs. 
AD-A053 663/1GI 78-16 20 PC A04/MF A01 
BAYS, CARSON W. 
Case-Mix Differences between Nonprofit and For- 
Profit Hospitals. 
HRP-0017674/3GI 78-05 6E Not Available NTIS 
Relative Costs and Efficiency Among Private, Short- 
Term General Hospitals. 
HRP-0016524/1GI_ 78-08 6E Not Available NTIS 


BAYSE, DAVID 


Development and Evaluation of a Hexokinase/Glu- 

cose-6-Phosphate Dehydrogenase Procedure for 

Use as a National Glucose Reference Method, 

PB-284 908/1GI 78-25 7D PC A08/MF A01 
BAYSE, DAVID D. 

Cooperative Enzyme Experiment - AST, 

PB-284 911/5GI 78-25 7D PC A09/MF A01 

Uric Acid - An Annotated Bibliography, 

PB-284 907/3GI 78-25 6A PC A04/MF A01 
BAYSTON, T.E. 

Doppler-Range Rate Correlator 

AD-013 011/2GI 78-14 17A PC A05/MF A01 


Sea Trials of Doppler Range-Rate Correlator 
AD-116 107/4GI 78-13 17A PC A03/MF A0O1 


78-16 10A PC A05/MF A01 


78-22 18J PC A08/MF A01 


PC A09/MF A01 


BEACH, J. L. 


Survey of Instrumentation for Fine-Structure Analy- 
sis 
AD-116 108/2GI 


BAYTON, JAMES A. 


Aspects of Predisposition to Assertiveness, Re- 
sistance to Assertiveness and Insight into Assertive- 
ness Based Upon Race and Sex. 

AD-A049 160/5GI 78-08 5J PC A07/MF A01 

BAZ, A. |. 

Dynamics of Collision of Fast Nuclei (E Approx. 200 
MeV/Nucleon), Shock Waves, and the Compression 
of Nuclear Material. 

ORNL-tr-4653 78-25 20H PC A02/MF A01 


Tables of Universal Coefficients for the Hypergeo- 
spherical Function Method for Central and Cou- 
tomb Forces. 
1AE-2355 


BAZAN, JOHN A. 


Chemically Active Fluid Bed (CAFB) Process Solids 
- Transport Studies. 
PB-276 843/0GI 


BAZANT, A. P. 
Extension of HCDA Safety Analysis to Large PCRV 


Containment Structures. 
CONF-770807-49 78-08 18! 


BAZAZYANTS, N. O. 


KVEKS Procedure. 
FEI-643 


BAZE, WALLACE B. 


Evaluation of a Nuclease-Resistant Derivative of 
Poly(l) Poly(C) (Poly(ICLC)) as a Radioprotective 
Agent 1, 2. 

AD-A051 580/9G! 


BAZERGHI, H. 


Evaluation of the Performance of an Ultrasonic 
Cross-Correlation Flowmeter. 
AECL-5848 78-26 


BAZHANOV, V. V. 


Electromagnetic Effects and Observation of Heavy 
Narrow Resonances. 
IFVE-STF-75-9 


BAZIKALOVA, A. 


Amphipods of Baikal--Translation. 
PB-274 925-T/GI 78-05 6C PC A99/MF A01 


BAZILL, DALE G. 


Test and Development of Flight Control Actuation 
System Components for Military Aircraft. 
AD-918 237/9GI 78-11 1C PC A11/MF AQ1 


BAZIN, C. 
Optics: Use of Total Reflection for the Study of Thin 
Layers with Low Absorbance. 
LA-tr-77-28 78-07 20F PC A02/MF A@1 


BAZQUES, E. O. 


Solar Powered Absorption Air-Conditioning System 
Performance Predictions Using Stochastic Weather 
Models. 

ORO/4976-77/1 


BE, ALLAN W. H. 


Reprint: Ecology of Planktonic Foraminifera and 
Biogeographic Patterns of Life and Fossil Assem- 
blages in the indian Ocean. 

AD-A058 285/8G! 78-24 8A PC A03/MF AO1 


BEACH, C. J. 


Investigation of Small Scale Structure of lonisation 
in the D Region using a Langmuir Probe. 
AD-A047 066/6G! 78-04 4A PC A02/MF AO1 


Investigations of Small Scale Structure of lonization 
in the D Region Using a Langmuir Probe. 
N78-10644/0GI 78-05 4A PC A02/MF A01 


Rocket Borne Observation of Electron Density dur- 
ing a Travelling tonospheric Disturbance. 
AD-A048 018/6G! 78-06 4A PC A02/MF AO1 


BEACH, C. KENNETH 


The Development of a Multi-Purpose Analysis 
Technique for Navy Ratings. Part! 
AD-021 710/9GI 78-21 51 PC A0Q8/MF A01 


The Development of a Multi-Purpose Analysis 
Technique for Navy Ratings. Part Il. 
AD-022 074/9GI 78-21 51 


BEACH, H. L. JR.. 


Application of a Two-Dimensional Parabolic Com- 
puter Program to Prediction of Turbulent Reacting 
Flows. 


N78-20463/3GI 
BEACH, J. L. 

GANDALF: Users’ Manual. 

UCID-17615 78-09 6R PC A02/MF A01 

Multi-Technique Characterization of Neutron Fields 

from Moderated exp 252 CF and exp 238 PuBe 


Sources. 
UCRL-79483 


78-13  20A PC A03/MF A01 


78-13 20H MF AO1 


78-09 7A PC A12/MF A@1 


PC A03/MF A01 


78-20 20H MF AO1 


78-12 60 PC A03/MF A01 


14B PC A02/MF AGt 


78-09 20H MF AO1 


78-08 13A PC A06/MF A01 


PC A09/MF A@1 


78-15 20D PC A@4/MF A01 


78-11 6R PC A03/MF AQ1 


PA-85 





BEACH, L. A. 


Cooperative Radiation Effects Simulation Program. 
AD-A047 406/4GI 78-05 11F PC AOS/MF A01 


BEACH, LEE ROY 


Sources of a Uncertainty, 
AD-A049 745/3G! 78-09 5J PC A03/MF A01 


BEACH, MARTIN H. 


Abstracts of Master of Military Art and Science 
(MMAS) Theses and Special Studies 1976-1977 An- 
nual Edition, 

AD-A052 722/6Gi 


BEACHEY, J. E. 


Direct Sampling and Characterization of Gaseous 
Species Responsible for Fireside Corrosion in Fos- 
sil Fuel-Fired Systems. Annual Report: Phase |, 
April 1, 1976--July 30, 1977. 

FE-2288-19 78-20 14B PC A04/MF A01 


Direct Sampling and Characterization of Gaseous 
Species Responsible for Fireside Corrosion in Fos- 
sil Fuel-Fired Systems. Fourth Quarterly Progress 
Report, January 1--March 31, 1977. 

FE-2288-16 78-14 11F PC A02 


Direct Sampling and Characterization of Gaseous 
Species Responsible for Fireside Corrosion in Fos- 
sil Fuel-Fired Systems. Third Quarterly Progress Re- 
port, October 1--December 31, 1976. 

FE-2288-12 78-04 7D PC A02/MF AO1 


BEADLE, C. W. 
Detachable Blade Configurations for a Total Flow 


Geothermal Turbine. 
UCID-17554 


BEAIRD, JAMES H. 


State Master Plan for Special Education in Oregon. 
PB-273 658/5GI 78-02 5i PC A03/MF A01 


BEAL, DAVID B. 


Horizontally Curved Bridges: New York Field Test- 
ing and Design Studies. 
PB-283 957/9GI 78-23 


BEAL, S. K. 


Model to Estimate Radiation Dose Commitments to 
the World Population from the Atmospheric Release 
of Radionuclides (LWBR Development Program). 

WAPD-TM-1274 78-17 6R PC A03/MF AO1 


Model to Estimate the Local Radiation Doses to 
Man from the Atmospheric Release of 
Radionuclides (Lwbr Development Program). 

WAPD-TM-1273 78-01 18H PC A03/MF AO1 


78-14 15G PC A03/MF A01 


78-06 11F PC A03/MF A01 


13B PC A02/MF A01 


BEAM, STEPHEN J. 


Innovation and Expansion Project. 
PB-282 807/7GI 78-20 5K PC A0S/MF A01 


BEAMER, J. L. 


Effects of Electric Fields on Large Animals. Second 
Interim Report. 


EPRI-EA-458(6-77) 78-01 6R PC A04/MF A01 


BEAMISH, J. K. 


Measurement of Model Aeroelastic Deformations in 
the Wind Tunnel at Transonic Speeds Using 
Stereuphotogrammetry. 
N78-10048/4GI 


78-05 1C PC A03/MF A01 


BEAN, ALDEN S. 


Extending the Agricultural Extension Model. 
PB-285 119/4GI 78-25 2B PC A09/MF A01 


BEAN, B.L. 


Reprint: Far Infrared Studies in Epitaxial Films of 
l-V and IV-VI Semiconductors. Submillimeter Far- 
Infrared Spectroscopy in the Liquid and Solid 
States with a Tunable Optically Pumped Laser. 

AD-A045 737/4GI 78-01 20E PC A02/MF A01 


BEAN, CHARLES P. 


The Determination of Calcium in the Presence of 
Large Amounts of Sodium Chloride by Use of a 
Nephelometric Technique 

AD-204 996/3GI 78-23 7D PC s\02/MF A01 


BEAN, J. W. 


Estimating the Energy Conservation Potential of 
Ventilation Control through Weather Data Analysis. 
PB-273 949/8GI 78-04 4B PC A04/MF A01 


BEAN, KENNETH E. 


Silicone Diode Target Tube Development. 
AD-912 287/0GI 78-09 9A PC A03/MF A01 


BEAN, L. 


Distributed Data Processing Technology. Volume IX. 
DDP Rationale: The Program Experience Point of 
View. 


AD-A047 480/9GI 78-05 2B PC A0S/MF A01 


BEAN, R. M. 


Ground Disposal of Oil Shale Wastes: A Review 
with an Indexed Annotated Bibliography Through 
1976. 

PNL-2200 78-18 81 PC A09/MF A01 
Laboratory and Field Studies on the Long-Term Ef- 


fects of Petroleum Hydrocarbons on Benthic Marine 
invertebrates. 


BEARD, J. N. 


Feasibility Evaluation: Solar Heated Textile Process 
Water. Volume |. Program Results. Final Report. 
SRO/0885-77/2/1 78-15 10A PC AOS/MF A01 


Feasibility Evaluation Solar Heated Textile Process 
Water. Volume Ii. Appendices. Final Report. 
SRO-0885-77/2/2 78-26 10A PC A17/MF A01 


BEARD, J. T. 
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Processes of the Nitrogen Oxides NO, N sub 2 O 


and NO sub 2 in the lon Source of a Mass Spec- 
trometer. 


KFK-tr-533 78-19 70 MF A01 
BIRKELUND, J. R. 
Mechanisms of Energy Dissipation and Nucleon 


Exchange in Damped Reactions Induced by Very 
Heavy lons. 


COO-3496-67 78-21 20H PC A02/MF A01 
BIRKELUND, J. R. WILCKE, W. 


Energy Dissipation, Mass Diffusion and Interaction 
Times for Heavy lon Collisions. 
COO-3496-63 78-08 20H PC A02/MF A01 


BIRKEMEIER, W. P. 
Precision Antenna Alignment Procedure. 


PAT-APPL-865 269/GI 78-13 9A PC A02/MF A01 
BIRKHAHN, R. W. 


Digital Procedure for Computing and Optimizing 
the Protection of Vehicles Against Nuclear Radia- 
tion Digitales Verfahren Zur Berechnung und Op- 
timierung des Nuklearschutzes von Fahrzeugen. 
N78-17859/7GI 78-12 18F PC A04/MF A01 
BIRKHEAD, L. M. 

Preliminary Candidate Advanced Avionics System 
for General Aviation. 

N78-10060/9GI 78-05 1D PC A11/MF A01 


BIRKHOFF, G. 
Monitoring of Plutonium Contaminated Solid Waste 
Streams. Chapter 1: Planning of Monitoring 
Systems. 
EUR-5635 78-26 18G PC AQ5/MF A01 


Neutron Multiplication Problem in the Passive 
Neutron Assay of Plutonium Bearing Materials. 
EUR-5675 78-22 18F MF A01 


BIRKHOFF, GARRETT 


The Tabulation of Michell's Function, 
AD-444 585/4GI 78-14 12A PC A03/MF A01 


BIRKHOLZ, F. A. 


Separtion and Identification of Some Alkylpyridines 
from Thermally Cracked Shale-Oil Naphtha. 
LERC/RI-77/3 78-12 7D PC A03/MF A01 


BIRKMIRE, R. 


Applications of the Radioisotope Wear Measure- 
ment Technique. 
AD-A058 307/0G! 78-24 19F PC A03/MF A01 


BIRKMYER, A. J. 


Systems Analysis of Rapid Transit Underground 
Construction. Volume |. Sections 1-5. 
PB-275 567/6GI 78-06 13F PC A09/MF A01 


Systems Analysis of Rapid Transit Underground 
Construction. Volume Il. Sections 6-9 and Appen- 
dixes. 

PB-275 568/4GI 78-06 13F PC A14/MF A01 


BIRKMYER, JAMES 
Rapid Transit Subways-Guidelines for Engineering 


New Installations for Reduced Maintenance. 
PB-279 453/5GI 78-15 13F PC A06/MF A01 


Rapid Transit Subways-Maintenance and Engineer- 
ing Report. 

PB-279 691/0GI 78-16 13F PC A12/MF A01 
Rapid Transit Subways-Maintenance Guidelines. 
PB-279 692/8GI 78-16 13F PC A07/MF A01 


BIRKS, L. S. 


Portable Vacuum X-Ray Spectrometer Instrument 
for On-site Analysis of Airborne Particulate Sulfur 
and Other Elements. 


PB-285 678/9GI 78-26 14B PC A03/MF A01 
BIRKS, LAVERNE S. 

Parallel-Beam X-Ray Optics for Measuring 

Asbestos. 

PATENT-3 989 944 78-07 7D Not available NTIS 
BIRMINGHAM, B. W. 

Foreword. 

PB-275 618/7GI 78-09 20C Not available NTIS 
BIRMINGHAM, T. J. 

Discrepancy in Proton Flux Extrapolation Along 


Field Lines in the Middle Jovian Magnetosphere. 
N78-31028/1GI 78-25 3B PC A03/MF A01 
Theory of Flux Anisotropies in a Guiding Center 
Plasma. 

N78-21028/3GI 78-15 4A PC A02/MF A01 


BIRNBAUM, ALLAN 
Analysis of 2N Factorial Experiments 
AD-081 241/2GI 78-01 12A PC A02/MF A01 


Optimal robustness for estimators and tests. 
AD-462 032/4GI 78-16 12A PC A04/MF A0O1 


Sequential Tests for Variance Ratios 
AD-067 327/7GI 78-20 12A PC A02/MF A01 


Sequential Tests for Variance Ratios and Com- 
ponents of Variance 

AD-215 141/3GI 78-23 12A PC A02/MF A0O1 
Statistical Methods for Poisson Processes and Ex- 
ponential Populations 

AD-046 979/1GI 78-21 12A PC A02/MF A01 
Tables for Estimating a Proportion or a Poisson 
Mean with Prescribed Precision 

AD-082 659/4GI 78-24 12A PC A02/MF A01 


BIRNBAUM, D. 


Trend and Error Analysis Methodology System. 
AD-A049 955/8G! 78-10 15D PC A06/MF A01 


BIRNBAUM, GEORGE 


Reprint: Far infrared Absorption in H(sub 2) and 
H(sub 2)-He Mixtures. 
PB-276 231/8GI 78-08 7D Not available NTIS 





Reprint: Influence of the Potential Function on the 
Determination of Multipole Moments from Pressure- 
induced Far-infrared Spectra. 

PB-276 236/7GI 78-08 7D Not available NTIS 


BIRNBAUM, H. K. 
Hydrogen Embrittlement of Niobium Ili - High Tem- 


perature Behavior. 
AD-A047 957/6GI 


BIRNBAUM, HOWARD 


Cost of Catastrophic Iliness. 
HRP-0024696/7GI 78-24 6E Not Available NTIS 


A National Profile of Catastrophic Iliness. 
PB-278 783/6GI 78-13 6E PC A13/MF A01 


BIRNBAUM, M. R. 
Compaction Studies of Palladium/Aluminum Pow- 


ders. 
SAND-78-0486C 


BIRNBAUM, Z.W. 


Bounds for the Variance of the Mann-Whitney 
Statistic 
AD-113 113/5GI 78-22 12A PC A0Q2/MF AO1 


A Distribution-Free Upper Confidence Bound for PR 
(Y < X), Based on independent Sampies of X and Y 
AD-133 192/5GI 78-24 12A PC A02/MF A01 


On a Use of the Mann-Whitney Statistic 
AD-071 755/3GI 78-20 12A PC A02/MF A01 


On Some Distributions Related to the Statistic Dn 
Super Pius 
AD-104 734/9GI 78-22 12A PC AQ3/MF AO1 


On the Power of a One-Sided Test of Fit Against 
Stochastically Comparable Alternatives 
AD-034 595/9GI 78-21 12A PC A02/MF A01 


Some inequalities for reliability functions. 
AD-469 173/9GI 78-14 12A PC A02/MF AO1 


BIRNBOM, F. 


Geriatric Functional Rating Scale to Determine the 
Need for Institutional Care. 
HRP-0015566/3GI 78-03 6E Not Available NTIS 


BIRNEY, K. R. 


Absorber Materials for Fast Reactor Control Appli- 
cations. 
HEDL-SA-1177-FP 


BIRNEY, ROBERT C. 


Projective Studies of Fear of Failure 
AD-250 517/0GI 78-01 5J PC A03/MF A01 


BIRNKRAUT, W. 


Question of the Isometry of Dinitrogen Tetroxide: 
The Kinetics of the Conversion of Nitrogen Dioxide 
with Hydrazoic Acid in the Gas Phase. 

ORNL-tr-4438 78-07 7D PC A02/MF A01 


BIRNS, BEVERLY 


Social-Class Differentiation in Cognitive Develop- 
ment Among Black Preschool Children. 
HRP-0019401/9GI 78-03 5J Not Available NTIS 


BIRON, EHUD 


Residual Protective Life of Carbon Beds. 
AD-A057 693/4GI 78-23 13K PC A02/MF A01 


BIROS, FRANCIS J. 


Reprint: Analysis of p,p’-DDT and p,p'-DDE Pesti- 
cide Residues by Nuclear Magnetic Resonance 
Spectroscopy, 
PB-275 498/4GI 

78-06 7D (Order as PB-275 495, MF A01) 


Reprint: Applications of Combined Gas Chromatog- 
raphy-Mass Spectrometry to Pesticide Residue 
identifications, 
PB-275 985/0GI 

78-07 7D (Order as PB-275 978, MF A01) 


Reprint: Chlorinated Insecticides and Related 
Materials in Human Urine, 
PB-280 088/6GI 

78-16 6T (Order as PB-280 085, MF A01) 


Reprint: A Comparative Study of the Recovery of 
Metabolized Radiolabeled Pesticides from Animal 
Tissues, 
PB-275 499/2GI 

78-06 7D (Order as PB-275 495, MF A01) 


Reprint: A Comparative Study of the Recovery of 
Metabolized Radiolabelled Pesticides from Animal 
Tissues, 
PB-275 922/3GI 

78-07 6A (Order as PB-275 918, MF A01) 


Reprint: Correlations between 31P n.m.r. Chemical 
Shifts and Structures of Some Organophosphorus 
Pesticides, 
PB-275 504/9GI 

78-06 7D (Order as PB-275 495, MF A01) 
Reprint: Enhancement of Mass Spectral Data by 


Means of a Time Averaging Computer, 
PB-275 503/1GI 


78-06 7D (Order as PB-275 495, MF A01) 


78-06 11F PC A03/MF A01 


78-25 11F PC A03/MF A01 


78-06 18) PC A0Q2/MF A01 


Reprint: Molecular Complexes of 1,1,1-Trichloro- 
2,2-Bis (p-Chlorophenyl) Ethane with Aromatic 
Donors, 
PB-274 742/6GI 

78-05 7D (Order as PB-274 732, MF A01) 


Reprint: Nuclear Quadrupole Resonance Spec- 
trometry of Some Chlorinated Pesticides, 
PB-275 981/9GI 

78-07 7D (Order as PB-275 978, MF A01) 


Reprint: Oxychlordane Residues in Human Adipose 
Tissue, 
PB-280 896/2GI 

78-17 6T (Order as PB-280 889, MF A01) 


Reprint: Pesticide Residue Analysis in Human Tis- 
sue by Combined Gas Chromatography-Mass Spec- 
trometry, 
PB-275 500/7GI 

78-06 7D (Order as PB-275 495, MF A01) 


Reprint: Recent Applications of Mass Spectrometry 
and Combined Gas Chromatography-Mass Spec- 
trometry to Pesticide Residue Analysis, 
PB-276 903/2GI 

78-09 7D (Order as PB-276 897, MF A01) 


Reprint: A Study of Intermolecular Complexes of 
Bis (p-Chlorophenyl) Acetic Acid and Some Biologi- 
cally Significant Compounds, 
PB-274 733/5GI 

78-05 7D (Order as PB-274 732, MF A01) 


BIRRELL, N. D. 


Three Nucleon Results for One Boson Exchange 
Potential. 


FIAS-R-25 78-20 20H MF A0O1 


BIRRER, I. J. 


Estimates of Oceanic Surface Wind Speed and 
Direction Using Orthogonal Beam Scatterometer 
Measurements and Comparison of Recent Sea 
Scattering Theories. 


N78-30474/8GI 78-25 4B PC A06/MF A0O1 


BIRRER, S. A. 


Pilot-Plant Development of a Rover Waste Calcina- 
tion Flowsheet. 


ICP-1148 78-25 18G PC A03/MF A01 


BIRSS, E. W. 


Comparison of the Extended Set Theory and Rela- 
tional Approaches to Data Base Management. 
UCRL-79357 78-03 9B PC A02/MF A01 


Data Base Management System (ADBMS) Installa- 
tion Guide. 
UCID-17418 78-06 5B PC A03/MF A01 


Data Base Management System (ADBMS) Users 
Guide, Version 2.5. 


UCID-17417 78-06 9B PC A07/MF A01 


Database Conversion: A Position Paper. 
UCRL-79814 78-05 9B PC A02/MF A01 


Scientific Data Base Management at Lawrence 
Livermore Laboratory: Needs and a Prototype 
System. 


UCRL-80146 78-08 9B PC A02/MF A01 


BIRTWELL, E. P. 


Reprint: Reverse Magnus Force on a Magnetically 
Suspended Ogive Cylinder at Subsonic Speeds. 
AD-A057 769/2GI 78-23 1A PC A02/MF A01 


BIRULEV, V. K. 


Study on the Ksub(L)Sup(0) Implies pi Sup(+ -)+ 
Esup(+ -)+ Upsilon Decay Matrix Element. 
JINR-R1-9539 78-08 20H MF AO1 


BIRYUKOV, O. V. 


Mechanical Stresses and Deformation in the Main 
Frame of Stellarator Helical Windings. 


KFTI-76-15 78-04 18A MF A01 


BIRZHEVOI, G. A. 


Neutron Irradiation Effect on the Nature and Ther- 
mal Stability of Radiation Defects in ZrHsub(1,9) 
Hydride. 
FEI-688 


78-26 18H PC A02/MF A01 


BIRZIS, L. 


Measurement of local cerebral blood flow by im- 
pedance changes. 


AD-469 180/4GI 78-01 6P PC A02/MF A01 


BIS, R. F. 


Electrical Properties of Pb0.8Sn0.2Te Epitaxial 
Films. 


AD-A053 456/0GI 78-16 20 PC A02/MF A01 


BISBEE, T. L. 


Schematic Definition Language (SDL). 
SAND-75-0620A 78-02 9E PC A03/MF A01 


Software Documentation Guidelines and 
Procedures. 


SAND-77-0188 78-02 9B PC A03/MF A01 


BISBEY, RICHARD I! 


Protection or Final Report. 
AD-A056 816/2GI 78-22 9B PC A03/MF A01 


BISHOP, ANNELLE 


BISCAYE, P. E. 


Suspended Particulates and Natural Radionuclides 
as Tracers of Pollutant Transports in Continental 
Shelf Waters of the Eastern U.S.A. 

TID-22790 78-14 188 PC A03/MF A01 


Transport and Transfer Rates in the Waters of the 
Continental Shelf. Annual Report. 
COO-2185-19 78-13 8A PC A10/MF A01 


BISCAYE, PIERRE E. 


Reprint: Distribution and Origin of Quartz in the 
Sediments of the Indian Ocean. 
AD-A047 459/3G! 78-05 8J PC A02/MF AQ1 


BISCH-LHOSTE, A. M. 


Phytopathology. Study, by Electronic Microprobe, 
of the Internal Distribution of Fluorine in Polluted 
Needles of Abies alba. Relationship with Observed 


Histological Effects. 
DOE-tr-14 78-12 2D PC A02/MF A01 


BISCHEL, W. K. 


Method and Apparatus for Producing Laser Radia- 
tion Following Two-Photon Excitation of a Gaseous 


Medium. 
PAT-APPL-792 280/GI 
78-17 20E PC A02/MF A01 
BISCHOF, B. 


Investigation of the Solubility and Diffusion of Fe 
Atoms in Cu at High Temperature Using Molten Salt 
Electrochemistry. 

Juel-1384 78-09 


BISCHOF, K. 


System Study. Radioactive Wastes in the Federal 
Republic of Germany. Volume 4, SRA 4. The Law 
Governing the Disposal of Radioactive Wastes. 

ERDA-tr-307 78-06 18G PC A07/MF A01 


BISCHOF, PHYLLIS 


Ethnic Studies: A Selective Guide to Reference 
Materials at Berkeley. 
PB-277 224/2GI 


BISCHOF, W. 


Law Governing the Disposal of Radioactive Wastes. 
ORNL-tr-4429 78-14 18G PC A06/MF A01 


BISCHOFF, DAVID E. 


Maximum Likelihood Identification of the Longitu- 
dina! Aerodynamic Coefficients of The EA-6B Air- 
plane in the Catapult Launch Configuration. 

AD-A054 243/1GI 78-17 1C PC A03/MF A01 


BISCOE, A. B. JR. 


University of Tennessee Technology Applications 
Project, An Experiment in Stimulating Technology 
Applications and Utilization in Smaller Units of 
Local Government. Volume 1. 

PB-285 658/1GI 78-24 5A PC A06/MF A01 


University of Tennessee Technology Applications 
Project, An Experiment in Stimulating Technology 
Applications and Utilization in Smaller Units of 
Local Government. Volume 2. Project Summaries. 

PB-285 659/9GI 78-24 5A PC AO0S/MF A01 


University of Tennessee Technology Applications 
Project, An Experiment in Stimulating Technology 
Applications and Utilization in Smaller Units of 
Local Government. Volume 3. Evaluation. 

PB-285 660/7GI 78-24 5A PC A07/MF A01 


BISCONDI, M. 


Temper Brittleness and Intergranular Segregations 
in Steels of the 20 CND 10-10 Type. 
BNWL-tr-296 78-21 11F PC A03/MF A01 


BISHARA, SADEK I. 


Reprint: Biochemical and Physiological Studies of 
Certain Ticks (ixodoidea): Effects of Relative Hu- 
midity and Starvation on the Water Balance and 
Behavior of Adult ‘Argas (Persicargas) arboreus' 
(Argasidae). 

AD-A050 066/0G! 


BISHARI, M. 


Bare Parameters of Gribov's Langrangian Are Un- 

derstood and Determined. 

WIS-Ph-77/55 78-23 20H PC A02/MF A01 

Exchange Degeneracy Breaking in the Scattering 

and Particle Regions. 

HU-TFT-76-14 78-14 20H MF AO1 

Theoretical Approach to Low Multiplicity Diffractive 

Dissociation. 

WIS-Ph-77/54 
BISHOP, A. BRUCE 


Cosi Minimization for Coal Conversion Pollution 
Control: A Mixed Integer Programming Model. 
PB-280 173/6GI 78-16 7A PC A0S/MF AO1 


Mixed Integer Programming Models for Water 
Resources Management. 
PB-276 699/6GI 78-09 


BISHOP, ANNELLE 
Labor-Management Issues in the Health Care Field. 


11F MF AO1 


78-10 5K PC A03/MF AO1 


78-10 6C PC A02/MF A01 


78-23 20H PC A03/MF A01 


13B PC A13/MF A01 


PA-119 





HRP-0017598/4GI 
BISHOP, B. L. 
Calculated Hadronic Transmission Through Iron Ab- 


sorbers. 
ORNL/TM-6132 78-18 18F PC A03/MF A01 


Calculated Irradiation Response of Materials Using 
a Fusion-Reactor First-Wall Neutron Spectrum. 
ORNL/TM-5956 78-03 18A PC A02/MF A01 


Particle Fluxes and Energy Deposition in Infinite 
Homogeneous Air Due to Protons of Energy 1-, 5-, 
10-, and 20-Gev. 

ORNL/TM-6107 78-13 18F MF A01 


Sensitivity of Primary Knock-on Atom Spectra and 
Displacement Per Atom Cross Sections to Different 
Secondary Neutron Energy and Angular Distribu- 
tions and “In-Group” Weighting Schemes. 

ORNL/TM-6108 78-14 18F MF AO1 


BISHOP, C. J. 


Concentrating Photovoltaic Solar Array (CPSA) 
Conceptual Design Study. Final Report. 
SAND-77-7019 78-12 10B PC A06/MF A01 


78-14 5A _ Not Available NTIS 


BISHOP, C. T. 


Anion Exchange Method for the Determination of 
Plutonium in Water: Single-Laboratory Evaluation 
and interlaboratory Collaborative Study. 

78-25 7E PC A05/MF A01 


PB-285 435/4GI 
BISHOP, CHRISTINE 
Employment impacts of Health Policy Develop- 


ments. 
HRP-0019007/4GI 


BISHOP, CHRISTINE E. 


Manpower Policy and the Supply of Nurses. 
HRP-0016390/7GI 78-03 6E Not Available NTIS 


BISHOP, D. D. 


Coastal Upwelling Ecosystems Analysis. Data Re- 
port 40. Joint Il-R/V ‘Thomas G. Thompson’ Cruise 
108 Legs Il and Ill. CTD Measurements off the Coast 
of Peru Near Cabo Nazca, May-June 1976, 

PB-276 533/7GI 78-08 8J PC A12/MF A01 


Coastal Upwelling Ecosystems Analysis. Technical 
Report 33. JOINT-II, the THOMPSON Sections: R/V 
T.G. THOMPSON Cruise 108, 

PB-279 173/9GI 78-15 8J PC AQ4/MF A01 

BISHOP, DOLLOFF F. 

Alum Addition and Step-Feed Studies in Oxygen- 
Activated Sludge. 

PB-272 892/1GI 78-01 13B PC A03/MF A01 


Digital Computer Control of Advanced Waste Treat- 
ment Systems. 
PB-274 859/8GI 


BISHOP, EDWARD w. 
Evaluation of Screening Breath Testing in Traffic 


Law Enforcement. 
PB-279 863/5GI 78-16 14B PC A06/MF A01 


Motor Vehicle Inspection: Training State and Com- 
munity Instructors. 
PB-280 734/5GI 78-17 5!i PC A08/MF A01 


Police Traffic Services Personnel 
Evaluation System. 
PB-273 273/3GI 


BISHOP, ETHELYN 


An Application of Market Research Techniques to 
the Dissemination of Scientific and Technical Infor- 
mation. 

PB-276 100/5GI 


BISHOP, G.H. 
Potential Wave Mechanisms in Cat Cortex 
AD-121 786/8GI 78-16 6P PC A02/MF A01 
BISHOP, GEORGE H. 
Action of Strychnine on Recruiting Responses of 
Dendrites of Cat Cortex 
AD-137 888/4GI 78-16 60 PC A02/MF A0O1 
The Cortical Response to Direct Stimulation of the 
Corpus Callosum in the Cat 
AD-253 936/9GI 78-18 6P PC A03/MF AO1 
Natural History of the Nerve Impulse 
AD-109 260/0Gi 78-16 6P PC A02/MF A01 
Organization and Distribution of Fibers in the Optic 
Tract of the Cat 
AD-084 652/7GI 78-14 6C PC A03/MF A01 
Properties of Dendrites: Apical Dendrites of the Cat 
Cortex 
AD-059 131/3GI 78-16 6P PC A02/MF A0O1 
The Relation Between Nerve Fiber Size and Sensory 


Modality. Phylogenetic Implications of the Afferent 
Innervation of Cortex 


AD-219 934/7GI 
BISHOP, GERALD A. 
Improved Nursing Home Care: Desirable and Possi- 


e. 
HRP-0013452/8G! 


78-13 6E PC A06/MF A01 


78-04 13B PC A04/MF A01 


Performance 


78-01 51 PC A0O5/MF A01 


78-07 5B PC A11/MF A01 


78-1" 6P PC A03/MF A01 


78-01 6E Not Available NTIS 


PA-120 


BISHOP, H. E. 
Size of the X-Ray Source in 
Microprobe. 
AERE-R-8699 


BISHOP, H. K. 


SDG and E/ERDA Geothermal Loop Experimental 
Facility. Bi-Monthly Report, January--February 1977. 
SAN/1137-5 78-07 81 PC A07/MF A01 


BISHOP, JOSEPH M. 


Analysis of Brine Disposal in the Gulf of Mexico. (1) 
Bryan Mound, 
PB-275 415/8GI 78-06 13B PC A09/MF A01 


Analysis of Brine Disposal in the Gulf of Mexico. (2) 
West Hackberry, 
PB-275 416/6GI 


BISHOP, K. E. 


industrial Process Profiles for Environmental Use: 
Chapter 19. The Clay Industry. 
PB-281 486/1GI 78-17 7A PC A04/MF AO1 


Industrial Process Profiles for Environmental Use: 
Chapter 20. The Mica Industry. 
PB-281 487/9GI 78-17 7A PC A03/MF A01 


BISHOP, M.A. 


Properties of Dendrites: Apical Dendrites of the Cat 
Cortex 
AD-059 131/3GI 


BISHOP, M. F. 


Reprint: Linear Wave Vector Effects on the Optical 
Properties of Semi-infirite Crystals. 
AD-A051 924/9GI 78-13 20F PC A02/MF A01 


BISHOP, MILO E. 


An Annotated Bibliography on Mainstreaming the 
Hearing Impaired, the Mentally Retarded and the 
Visually Impaired in the Regular Classroom. Volume 
1: Listings Arra 
Volume 2: Listings Arranged by Topical Category. 

PB-280 000/1GI 78-18 5K PC$20.00 


BISHOP, R. E. D. 


Symposium on Naval Hydrodynamics. Unsteady 
Hydrodynamics of Marine Vehicles (11th) Held at 
the University College, London (England) on 28 
March - 2 April 1976. 
AD-A055 859/3GI 
BISHOP, RICHARD C. 
A Synthesis of Bow Wave Profile and Change of 
Level Data for Destroyer-Type Hulls with Application 
to Computing Minimum Required Freeboards, 
AD-A052 191/4GI 78-13 13J PC A02/MF A01 
BISHOP, S. G. 
International Conference on Amorphous and Liquid 
Semiconductors (7th) at Edinburgh. 
AD-A050 789/7GI 78-11 20L PC A02/MF A01 


BISHOP, STEPHEN G. 


lron-Doped indium Phosphide 
Laser. 
PAT-APPL-890 872/GI 

78-24 20E PC A02/MF A01 


the Electron 


78-06 7D MF A01 


78-06 13B PC A06/MF A01 


78-16 6P PC A02/MF A01 


78-20 13J PC A99/MF A01 


Semiconductor 


BISHOP, VERNON S. 


Reprint: Changes in Left Ventricular Internal Diame- 
ter with Increasing Pericardial Pressure. 
AD-A050 519/8GI 78-11 6P PC A02/MF A01 


Reprint: An Evaluation of the Pericardial Sac as a 
Safety Factor During Tamponade. 
AD-A050 513/1GI 78-11 6P PC A02/MF A01 


Reprint: Reduction in Baroreflex Cardiovascular 

Responses Due to Venous Infusion in the Rabbit. 

AD-A045 397/7GI 78-01 6P PC A02/MF A01 
BISHOP, W. P. 


Essays on Issues Relevant to the Regulation of 
Radioactive Waste Management, 

PB-281 347/5GI 78-16 18G PC AOS/MF A01 
Proposed Goals for Radioactive Waste Manage- 
ment, 

PB-281 344/2GI 


BISHOP, WALTON B. 


Sequential Probability Ratio Test for Friend Identifi- 
cation Systems. 
PAT-APPL-873 745/GI 

78-14 171 


78-16 18G PC A03/MF A01 


PC AOG/MF A01 
BISHOP, YVONNE 

Statistical Methods for Hazards and Health. 

PB-273 251/9GI 78-02 6E PC A03/MF A01 
BISINIEK, K. 

Determination of Trace Amounts of Metals in Saline 

Water by Energy-Dispersive XRF (With the NA- 


DDTC Preconcentration). 
INT-74/1 


BISKUP, RONALD K. 


Toxicity Study in Rats Dosed with Diisopropyl 
Methylphosphonate (DIMP) in Their Drinking Water 
for 26 Weeks. 


78-03 7D MF A01 


nged Alphabetically by Autho 


AD-A054 733/1Gi 
BISSELL, R. C. 
Advanced Metallic Air Vehicle Structure Program. 
AD-B011 678/0GI 78-11 1C PC A06/MF A01 
Advanced Metallic Air Vehicle Structure Program. 
AD-B015 199/3GI 78-11 1C PC A08/MF A01 
BISSETT, FRANK H. 
Chemical Conversion of Nitrocellulose for Fertilizer, 
AD-A046 362/0GI 78-03 13B PC A02/MF A01 
BISSETT, L. A. 
Cyclic Flow 
Process. 
PATENT-4 069 867 78-13 7A Not available NTIS 
Engineering Assessment of Entrainment Gasifica- 


tion. 
MERC/RI-78/2 


BISSINGER, H. D. 


How to Interpret an interferogram. 
UCRL-80300 78-10 20F PC A02/MF A01 
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Problem-Oriented System. 
HRP-0025581/0GI 78-23 51 


BOUCHARDY, A. M. 
Dispersion of Trace Constituents in the Strato- 


sphere. 
N77-31678/4GI 78-01 


BOUCHER, DONALD J. JR. 
Coronal Magnetic - Field Model with Nonspherical 


Source Surface. 
AD-A054 618/4GI 


BOUCHER, J. 


Everything You Would Like to Not Know About 
Nuclear Energy and Which They Will Not Want You 
to Say Either. 
INIS-mf-3517 


BOUCHER, R. F. 

Flexnozzle Steering of a Fluid Jet. 

N78-18372/0GI 78-13 13K PC A02/MF A01 
BOUCHER, ROLAND J. 

Correlation of Radar Reflectivity and Snowfall Rate 

during Moderate to Heavy Snow. 

AD-A053 186/3GI 78-15 4B PC A02/MF A01 
BOUCHER, ROLANDJ. 


Doppler Velocities in Rain Bands of Hurricane 
Belle, 
AD-A051 944/7GI 


BOUCHET, J. 


Aerodynamics of Ariane Launch 
l'Aerodynamique du Lanceur Ariane. 
N78-26168/2GI 78-21 22D PC A03/MF A01 


BOUCHEZ, J. 
Analysis of the Reaction pi exp - p Implies rhoN at 
4GeV/C. Extraction of the Amplitudes and Study of 
Their Behavior with Energy. 
CEA-N-1989 78-23 20H PC A07/MF A01 
BOUDARD, A. 
Exp 4 He(P,D) exp 3 He Reaction at Esub(P)= 
770MEV. 
CEA-CONF-3903 
BOUDART, MICHEL 


The Thermal Decomposition of 
Kinetics 
AD-059 736/9GI 


BOUDREAU, A. H. 
Artificially Induced Boundary-Layer Transition on 
Blunt-Slender Cones Using Distributed Roughness 


and Spherical-Type Tripping Devices at Hypersonic 
Speeds. 
AD-A052 034/6GI 


BOUDREAU, BERTHE 


Selected Curriculum Materials Centers: Organiza- 
tion and Services. 
ED-148 400 


BOUDREAU, J. E. 


Disassembly Energy 
Damage Evaluation. 


78-26 81 PC A09/MF A01 


13B MF A01 


78-17 7D PC A03/MF A0O1 


in JT9D- 


Not Available NTIS 


4B PC A07/MF A01 


78-17 3B PC A04/MF A01 


78-01 18E MF A01 


78-13 4B PC A02/MF A01 


Vehicle 


78-14 20H MF AO1 


Germane - l. 


78-21 7D PC A02/MF A01 


78-13 200 PC A03/MF A01 


78-26 5! Not available NTIS 


Release for Mechanical 


LA-UR-77-829 78-05 18! PC A02/MF A01 
Study of Fast Reactor Safety Test Facilities. Prelimi- 
nary Report. 
LA-5978-MS 


BOUDREAU, W. F. 
Survey of Industrial Coal Conversion Equipment 


Capabilities: Rotating Components. 
ORNL/TM-6074 78-23 7A PC A11/MF A01 


BOUDREAUX, GORDON J. 


Antimicrobial Esters of Aliphatic Diols. 
PATENT-4 074058 78-18 7C Not available NTIS 


New Antimicrobial Esters of Aliphatic Diols. 
PAT-APPL-768 806/GI 78-19 7C PC A02/MF A01 


BOUDRY, J. C. 


Reprocessing of ‘Fast’ Fuel in France. 
\AEA-AG-63-5 78-23 18) PC A02/MF A01 


BOUGH, W. A. 


Effect of Time of Deacetylation on Molecular 
Weight Distribution, Acetyl! Content, Viscosity, and 
Performance of Chitosan as a Conditioning Agent 
for Activated Sludge, 

PB-277 240/8GI 78-10 7D PC A03/MF A01 


Shellfish Components Could Represent 
Food Ingredients, 
PB-277 126/9GI 78-08 6H PC A02 


Reprint: Waste from Shrimp and Crab Processing 
Could Be Used as Microbiological Media, 
PB-275 487/7GI 78-06 6H PC A02 


BOUGIS, P. 


Marine Biology: A Change in the Copper Sensitivity 
of Larvae of the Sea Urchin Paracentrotus Lividus. 
ORNL-tr-4471 78-08 6F PC A02/MF A01 


BOUHERET, BERNARD 
Mechano-Optical Camera with a Recording Speed 
of Ten Million Images Per Second -- Translation. 
AD-A046 479/2GI 78-03 14E PC A02/MF A01 
BOUIS, Xx. 


Applications of Non-intrusive Instrumentation in 
Fluid Flow Research. 
N78-18374/6GI 78-13 20D PC A02/MF A01 


Evaluation Technique Report of the Fluid Dynamics 
Panel Symposium on Applications of Non-intrusive 
Instrumentation in Fluid Flow Research--Transla- 


78-11 181 PC A17/MF A01 


Future 


tion. 
AD-A049 377/5GI 78-09 20D PC A02/MF A01 


Laser Anemometry: Measurement of the Spectral 
Power Density of Velocity Variations in a Turbulent 
Flow Anemometrie Laser: Mesure de la Densite 
Spectrale de Puissance des Fluctuations de Vitesse 
d’UN Ecoulement Turbulent. 
N77-32497/8GI 78-02 


BOUKAMP, B. A. 
Reprint: Lithium lon Conductivity in Lithium Nitride. 
AD-A048 418/8GI 78-07 7D PC A02/MF A01 
BOULAY, J. L. 
Orbital Tests of the CACTUS Accelerometer. 
N77-32228/7GI 78-02 22B PC AO5/MF A01 


Orbital Tests of the CACTUS Accelerometer. 
N78-13121/6GI 78-08 22B PC A07/MF A01 


BOULAY, P. R. 


Operational Software Modifications to the Moving 
Merge Control System in Tampa, Florida. 
PB-275 050/3GI 78-05 13B PC A14/MF A01 


BOULDRY, JOHN FRANCIS 
Design of Two High Gain, Low Profile Helical An- 
tennas for Operation at 918 MHZ. 
AD-A049 950/9G! 78-10 9E PC A03/MF A01 
BOULET, J. A. 
Safety Analysis Report for Packaging: The ORNL 


Uranium-Shielded Shipping Cask. 

ORNL/ENG/TM-4 78-08 18F PC A08/MF A01 
BOULET, J. A. M. 

Safety Analysis Report for Packaging: The ORNL 

HFIR Unirradiated Fuel Element Shipping Con- 

tainer. 

ORNL/ENG/TM-9 


BOULHASSA, S. 


Citric Complexes of Trivalent Cerium and Berkeli- 
um. 
IPNO-T-77-07 


BOULOUMIE, J. P. 


Physico-Chemical Properties and Applications of 2- 
6 Semiconductors Proprietes Physico-Chimiques et 
Applications des Materiaux Semi-Conducteurs 2-6. 

N78-14292/4GI 


BOULTER, GEORGE 


Ambient Air Quality Monitoring Network, EPA Re- 
gion Vill Energy Areas, 
PB-277 673/0GI 78-11 13B PC A08/MF A01 


Region 8: 1977 Power Plant Summary, 


14B PC A03/MF A01 


78-08 18F PC A05/MF A01 


78-23 7D PC AO5/MF A01 


78-09 20L PC A11/MF A01 





PB-283 438/0GI 78-20 10B PC A09/MF A01 
BOULTER, J. F. 


Digital Restoration of Blurred Photographs, 

AD-A053 107/9GI 78-15 14E PC A04/MF A01 
BOULWARE, FREDERICK T. 

Computerized Transaxial Tomogram: Relationship 


to Other Neurodiagnostic Procedures. 
HRP-0017204/9GI 78-07 6L Not Available NTIS 


BOULWARE, R. L. 
Factors Affecting the Durability of Concrete Bridge 


Decks: Construction Practices. 

PB-283 745/8GI 78-23 13B PC A04/MF A01 
BOURASSA, ROBERT 

Analysis of Alternative Patient Tray Delivery Con- 

cepts. 

AD-A052 494/2GI 78-14 6H PC A03/MF A01 


BOURASSEAJ, S. 


Change in the Thermionic Work Function of 
Semiconductor Powders Exposed to Electromag- 
netic Radiation. 

N78-11211/7GI 78-06 7D PC A02/MF A01 


Variation in the Thermionic Work Function of 
Semiconductor Powders Exposed to Electromag- 
netic Radiation. 

N78-11212/5GI 78-06 7D PC A02/MF A01 


BOURDEAU, R. G. 


Application of Superplastic Steels. 
AD-A049 469/0GI 78-09 13H PC A02/MF A01 


BOURDON, GERARD A. 


A Computerized Model for Estimating Software Life 
Cycle Costs (Model Concept). Volume 1, 
AD-A053 937/9GI 78-16 9B PC A03/MF AO1 


BOURDREZ, J. 


Treatment of Low-Activity Liquid Wastes by CO- 
Precipitation at the Saclay Nuclear Studies Center. 
ORNL-tr-4422 78-10 18G PC A02/MF A01 


BOURESTOM, NORMAN 


Aged Patients and Nursing Home Services -- Design 
and Methodology. 
HRP-0014583/9GI 78-10 6E& PC A02/MF A01 


BOURESTOM, NORMAN C. 


Characteristics of Nursing Home Administrators and 
Quality of Care -- Implications for Selection and 
Training. 

HRP-0018506/6GI 78-11 6E Not Available NTIS 


Why Nursing Homes Do What They Do. 
HRP-0023992/1Gi_ 78-12 6E Not Available NTIS 


BOURGEOIS, A. L. 


Reprint: Antibodies Against Murine Typhus in Sera 
from Indonesians. 
AD-A053 277/0GI 78-15 6E PC A02/MF A01 


Reprint: Epidemiological and Serological Study of 
Scrub Typhus among Chinese Military in the 
Pescadores Islands of Taiwan. 

AD-A053 274/7GI 78-15 6E PC A02/MF A01 


Reprint: Indirect Immunofluorescence Antibodies in 
Natural and Acquired ‘Rickettsia tsutsugamushi’ In- 
fections of Philippine Rodents. 

AD-A047 689/5GI 78-05 6E PC A02/MF A01 


BOURGEOIS, A. LOUIS 


Reprint: ‘Rickettsia tsutsugamushi’ Infection and 
Scrub Typhus Incidence Among Chinese Military 
Personnel in the Pescadores Islands. 

AD-A049 613/3GI 78-09 6E PC A02/MF A01 


BOURGEOIS, M. 


Reprocessing of ‘‘Fast’’ Fuel in France. 
\AEA-AG-63-5 78-23 18) PC A02/MF A01 


BOURGEOIS, N. A. JR. 


General Purpose Magnetic Tape Handler. 
SAND-77-1492 78-10 9B PC A02/MF A01 


Software Development of a Real Time Signal 
Processing System. 
SAND-77-1684 78-14 9B PC AS3 


Software Development of a Real Time Signal 
Processing System. 
SAND-77-1684C 78-16 9B MF A01 


BOURGEOIS, S. V. 


Analytical Support for SPAR Experiment 76-36. 
N77-32940/7GI 78-02 21B PC A03/MF A01 


A STP Science Demonstration Data Analysis. 
N78-11158/0GI 78-06 11G PC A03/MF A01 


BOURGINE, A. 


Prediction of Satellite Substructure Response to 
Acoustic Excitation. Volume 1: Application of the 
Dynamic Statistical Approach to the Prediction 
Study of the Dynamic Characteristics of Satellite 
Substructure Assemblies and of Their Vibratory 
Behavior in a Random Diffuse Acoustic Environ- 
ment Application de l'Approche Dynamique 
Statistique a Il'Etude Previsionelle des Carac- 


teristiques Dynamiques d’Assemblages de Sous- 
Structures de Satellites et de Leur Comportement 
Vibratoire dans Une Ambiance Acoustique Aleatoire 


Diffuse. 
N78-28497/3GI 78-23 22B PC A11/MF AO1 
BOURGOIN, JACQUES C. 


Reprint: The Status of Defect Studies in Silicon. 
AD-A056 681/0GI 78-22 20B PC A02/MF A01 


BOURIOT, M. 
Numerical Simulation of Shear Turbulence Simula- 


tion Numerique de la Turbulence Cisaillee. 

N78-11357/8GI 78-06 20D PC A03/MF A01 
BOURKE, ROBERT H. 

Finestructure, Fronts and Currents in the Pacific 


Marginal Sea-ice Zone - MIZPAC 77. 
AD-A058 509/1GI 78-25 8C PC A0S/MF A01 


The Oceanographic Cruise of the USCGC BURTON 
ISLAND to the Marginal Sea-ice Zone of the 
Chukchi Sea - MIZPAC 77. 

AD-A053 556/7GI 78-16 8L PC AO5/MF A01 


BOURKLAND, M. 


Current Meter Data Report for Mona Passage. 
AD-A048 775/1GI 78-07 8C PC A03/MF A01 


BOURLAND, LARRY 
Reprint: The Scattering of Light from Thin Polymer 
Films: Multiple Scattering. ll. Effect of Depolariza- 
tion. 
AD-A046 130/1GI 78-02 7D PC A02/MF A01 
BOURNE, CHARLES P. 
Selected Search Subroutines for Searching the 
ERIC Data Base with the Lockheed Dialog Informa- 
tion Retrieval Service, 
ED-140 870 78-14 5B Not available NTIS 


Summary Cost Data from 300 Reports of Library 
Technical Processing Activities, 
ED-140 871 78-14 5B Not available NTIS 


BOURNE, G. H. 


The Use of Nonhuman Primates in Space. 
N78-11663/9GI 78-06 6E PC A17/MF A01 


BOURNE, PETER G. 


A Partnership for International Health Care. 
HRP-0025430/0GI 78-23 6E Not Available NTIS 


BOURNS, CHARLES T. 


‘The Federal Task Force for Hazardous Materials 
Management’ of the Western Federal Regional 
Council, Region IX, August 1, 1973 to June 30, 
1977. Final Report. 

PB-282 413/4GI 78-19 13B PC A08/MF A01 


BOURQUE, L. R. 


in-Reactor Measurement of Fuel-to-Sheath Heat 
Transfer Coefficients Between UO sub 2 and Stain- 
less Steel. 

AECL-5400 78-23 18J PC AO5S/MF A01 


BOURQUE, R. 


Doublet Demonstration Fusion Power Reactor. 
GA-A-14974 78-25 18A PC A02/MF A01 


BOURQUIN, A. W. 


Reprint: An Artificial Microbial Ecosystem for Deter- 
mining Effects and Fate of Toxicants in a Salt- 
Marsh Environment. 

PB-277 181/4GI 78-10 8A PC A02/MF A01 


Reprint: Effects of Malathion on Microorganisms of 
an Artificial Salt-Marsh Environment. 
PB-277 153/3GI 78-10 13B PC A02/MF A01 


BOURQUIN, R. D. 
Absorber Materials for Fast Reactor Control Appli- 


cations. 
HEDL-SA-1177-FP 78-06 18J PC A02/MF A01 


BOURRET, S. 


Design of a exp 252 Cf Neutron Assay System for 

Evaluation at the Savannah River Plant Fuel Fabri- 

cation Facility. 

LA-UR-78-708 78-22 18J PC A02/MF A01 
BOURRET, S. C. 


LSI-11 Based Pulse Height Analyzer. 
UCID-17572 78-07 18D PC A02/MF A01 


NURE Rabbit and Card Reader. 
UCID-17571 78-06 9B PC A02/MF A01 


BOURRIEAU, J. 


Proton and Electron Irradiation of Thermal Control 
Coatings and Polymeric Films. Part 2: Theoretical 
Part irradiations Par Protons et irradiations Par 
Electrons de Revetements de Controle Thermique 
et de Films Polymeriques. Tome 2 - Partie 
Theorique.. 

N78-31253/5GI 78-26 11C PC AOS/MF A01 


BOUSE, D. G. 


Alpha Radiolysis of Tributy! Phosphate: Effect of 
Diluents. 


ARH-ST-153 78-05 7D PC A02/MF A01 


BOUTOT, J. P. 


BOUSE, L. F. 


Agricultural Aviation Research. 
N78-12999/6GI 78-08 1B PC A08/MF A01 


BOUSFIELD, W.A. 


Clustering in Recall as a Function of the Number of 
Word-Categories in Stimulus-Word-Lists 
AD-019 556/0GI 78-14 5J PC A02/MF A01 


The Conditioning of Verbal Associative Responses 
Elicited by Non-Verbal Stimuli 
AD-227 915/6GI 78-16 5J PC A02/MF A01 


The Effects of a Dual-Level Stimulus-Word List on 
the Occurrence of Clustering in Recall 
AD-019 555/2GI 78-14 5J PC A02/MF A01 


The Effects of Concomitant Colored and Uncolored 
Pictorial Representations on the Learning of Stimu- 
lus-Words 

AD-100 599/0GI 78-21 5J PC A02/MF A01 


The Extension of Marbe’s Law to the Recall of 
Stimulus-Words 
AD-075 484/6GI 78-16 5J PC A02/MF A01 


General Review of a Program of Research on As- 
sociative Clustering 
AD-060 226/8GI 78-14 5J PC A02/MF A01 


The Incidental Learning of Associative Responses 
to Given Stimulus Words 
AD-253 380/0GI 77-20 5J PC A02/MF A01 


Masculinity-Femininity in the Free Recall of a 
Categorized Stimulus Word List 
AD-075 439/0GI 78-16 5J PC A02/MF A01 


Partial Response Identities in Associative Clustering 
AD-209 657/6GI 78-18 5J PC A02/MF A01 


Partial Response Identities in Associative Clustering 
AD-253 379/2GI 78-18 5J PC A02/MF A01 


Serial Position Effects and the Marbe Effect in the 
Free Recall of Meaningful Words 
AD-218 459/6GI 78-17 5J PC A0Q2/MF A01 


The Statistical Analysis of the Incidence of Cluster- 
ing in the Recall of Randomly Arranged Associates 
AD-075 485/3GI 78-16 5J PC AQ2/MF A01 


Use of Free Associational Norms for the Prediction 
of Generalization of Salivary Conditioning to Verbal 
Stimuli 

AD-253 378/4GI 78-18 5J PC A02/MF A01 


BOUSFIELD, WESTON A. 


Recall of Connotative Meaning 
AD-221 277/7GI 78-16 5J PC A02/MF A01 


BOUSMAN, W. G. 


An Experimental investigation of Hingeless 
Helicopter Rotor-Body Stability in Hover. 
N78-29044/2GI 78-24 1C PC A03/MF A01 


BOUSQUET, A. 


A Model of Blood Flows Studies. 
N78-22698/2G! 78-17 6P PC AO2/MF AO1 


BOUSSAHA, A. 


Investigation of the Chemical Effects of the exp 180 
HF(N, gamma ) exp 181 HF Reaction in HfCi sub 4 
by the Time Differential Perturbed Angular Correla- 
tion Technique. 

CRN-CNPA-77-3 78-13 7E MF A01 


BouSSIOS, A. 


Boron Combustion in Combinatory Propulsion. 
N78-23258/4GI 78-18 218 PC A02/MF A01 


Boron Combustion in Combinatory Propulsion Bor- 
verbrennung in Kombinationsantrieben. 
N78-18229/2GI 78-13 211 PC AQ2/MF A01 


Primary and Secondary Combustion Chamber in 
Combination Propulsion with Boron as Propellant. 
N78-22247/8GI 78-17 211 PC A02/MF A01 
Primary and Secondary Combustion Chamber in 
Combination Propulsion with Boron as Propellant 
Primer- und Sekundaerbrennkammerprozesse bei 
Kombinationsantrieben mit Bor al Brennstoff. 
N78-15300/4GI 78-10 211 PC A02/MF A01 
BOUTAINE, J. L. 


Radiometric Control of the Position of Blind Holes 
Axes in Graphite Blocks of High Temperature Reac- 


tors. 
CEA-CONF-3792 78-02 181 MF A01 


BOUTILIER, G. D. 


Reprint: Comparison of Pulsed Source with Con- 
tinuous Wave Source Excitation in Atomic and 
Molecular Luminescence Spectrometry via Signal- 
to-Noise Ratio Calculations. 

AD-A051 902/5G! 78-13 70 PC A02/MF A01 


BOUTIN, J. 


Search for the Maximum Efficiency of a Ribbed- 
Surfaces Device, Providing a Tight Seal. 
CEA-N-1950 78-06 11A MF A01 


BOUTOT, J. P. 


Impulse Response of Curved Microchannel Plate 
Photomultipliers. 


PA-145 





CRN-CNPA-77-11 
BOUTTES, J. 


Orbital Tests of the CACTUS Accelerometer. 
N77-32228/7GI 78-02 22B PC A0S/MF A01 


Orbital Tests of the CACTUS Accelerometer. 
N78-13121/6GI 78-08 22B PC A07/MF A01 


BOUTWELL, CHARLES R. 
Survey of Mental Health Problems and Professional 
Services: A Model for Evaluation of Community 
Mental Health. 
HRP-0014041/8GI 


BOUVER, HUBERT 
Feasibility Study on Executive Program Develop- 


ment for Basin Ecosystems — s 
PB-280 961/4GI 78-17 13B PC AOS/MF A01 


Interactive Statistical Software. 
AD-A049 707/3GI 78-09 9B PC A08/MF A01 


BOUVILLE, A. 


External Irradiation During and after the Passage of 

a Radioactive Cloud. 

CEA-R-4844 
BOUWKAMP, C.J. 

A Potential-Theroretic Analog of a Diffraction 

Problem 

AD-069 966/0G! 78-20 20N PC A02/MF A01 


A Simple Method of Calculating Electrostatic 
Capacity 

AD-069 967/8G! 
BOUWKAMP, J. G. 
Dynamic Behavior of a Multistory Triangular- 


Shaped Building, 
PB-273 279/0GI 


BOUWKAMP, JACK G. 


Hysteretic Behavior of Reinforced Concrete 
Columns Subjected to High Axial and Cyclic Shear 
Forces, 

PB-283 858/9GI 78-23 13M PC A13/MF A01 


BOUWMEESTER, R. J. B. 


Sites for Wind Power Installations: Wind Tunnel 
Simulation of the Influence of Two-Dimensional 
Ridges on Wind Speed and Turbulence. Tabulated 
Experimental Data. Progress Report, June-- 
November 1976. 
RLO/2438-76/1 78-01 
BOUYSSY, A. 
Simple Approximation for the Nuclear Density 
Matrix. 
IPNO-TH-77-24 78-14 20H MF AO1 
Theory of Hypernucleus Excitations in (K Exp - , pi 
exp - ) Processes. 
IPNO-TH-77-42 
BOUZOUN, JOHN R. 
Land Treatment of Wastewater at West Dover, Ver- 


mont. 
AD-A046 300/0G! 


BOVARD, P. 
Effect of the Pollutant Burden of Waters on the 


Behavior of Radionuclides. 

BNWL-tr-238 78-05 18H PC A02/MF AOi 
BOVAY, O. 

Direct Heating and the Heat Pump: A Comparison. 

NP-tr-1995 78-21 13A PC A02/MF A01 
BOVE, ALFRED A. 

Underwater Electrical Safety Practices, 

AD-A054 623/4GI 78-17 13L PC A08/MF A01 
BOVE, BEVERLY A. 

Health Services for Migrant Children. 

HRP-0013950/1Gi 78-07 6E Not Available NTIS 
BOVEE, KEN 

Field Testing and Adaptation of a Methodology to 

Measure ‘In-Stream’ Values in the Tongue River, 

Northern Great Plains (NGP) Region, 

PB-283 889/4GI 78-23 8H PC A20/MF A01 

Field Testing and Adaptation of a Methodology tc 

Measure ‘In-Stream’ Values in the Tongue River, 

Northern Great Plains (NGP) Region - Executive 

Summary. 

PB-284 843/0GI 


BOVEE, KENNETH C. 


Liquid Membrane Capsule System for the Treatment 
of Chronic Uremia. 
PB-280 494/6GI 


BOVEE, ROBERT L. 


A Study of Critical Materials for the U.S. Coast 
Guard. 


AD-A057 347/7GI 
BOVI, O. A. 


Sterilization and Lethal gamma Radiation Doses on 
Adults and Egos of Sitotroga Cerealella (OLIVIER). 
CENA-BC-02 78-22 6R MF A01 


78-19 14B MF A01 


78-07 6E Not Available NTIS 


78-17 6R MF AO1 


78-20 14B PC AQ2/MF A01 


78-02 13M PC A07/MF A01 


10B PC A04/MF A01 


78-22 20H MF A01 


78-03 2C PC A03/MF A01 


78-25 8H PC A03/MF A01 


78-17 6E PC A04/MF A01 


78-23 5A PC A09/MF A01 


PA-146 


BOVICH, STEPHEN E. 
A Study of the Leader Attitudes of US Air Force 
Commanders. 

AD-A056 507/7GI 78-21 5I 


BOW, YEN FU 


Propagation of plane compressional waves of finite 
amplitude in real fluids ( a theoretical approach by 
the method of implicit functions). 

AD-470 076/1GI 78-01 20A PC A04/MF A01 


BOWDEN, CHARLES M. 


MIRADCOM Program in Swept-Gain Superradiance, 
AD-A056 449/2Gi 78-21 20E PC A02/MF A01 


BOWDEN, H. M. 


Manpower Analysis in Transportation Safety. 
PB-275 445/5GI 78-06 5! PC A16/MF A01 


BOWDEN, J. H. 


Impact Resistant Boron/Aluminum Composites for 
Large Fan Blades. 
N78-14099/3GI 


BOWDEN, SUE E. 


Oxidation of Hydrazine in Aqueous Solutions. 
AD-A058 239/5GI 78-24 7B PC A03/MF A01 


BOWDEN, WILLIAM L. 


Reprint: Diazotization of Aromatic Amines by 
Ruthenium Nitrosy! Complexes. 
AD-A049 409/6GI 78-09 7C PC A02/MF A01 


Reprint: Electron Transfer in Diazonium Complexes 
of Ruthenium. 
AD-A049 408/8G! 


BOWE, FRANK G. 


Coalition Building: A Report on a Feasibility Study 
to Develop a National Model for Cross-Disability 
Communication and Cooperation. 

PB-282 808/5GI 78-20 5K PC AOS/MF A01 


BOWE, K. H. 


Application of the Direct-Current Electrical Potential 
Method in Fracture Mechanics. 
N78-23079/4GI 78-18 14B PC A02/MF A01 


BOWEN, D. 


Laboratory Experiment Demonstrating the Way in 
Which a Steam Barrier Prevents the Dissolution of 
Salt Buried in a Flooded Packed Bed. 

UCID-17507 78-04 7D PC A02/MF AO1 


BOWEN, H. K. 


MHD Electrode-insulator Micro-and Macro-Struc- 
ture. 
BNWL-SA-6083 


BOWEN, JOSHUA S. 


Proceedings of the Stationary Source Combustion 
Symposium (2nd), Held at New Orleans, Louisiana, 
on August 29-September 1, 1977. Volume IV. Fun- 
damental Combustion Research, 

PB-274 029/8GI 78-03 21D PC A15/MF A01 


Proceedings of the Stationary Source Combustion 
Symposium (2nd) Held at New Orleans, Louisiana 
on August 29-September 1, 1977. Volume V. Ad- 
dendum, 

PB-274 897/8GI 


BOWEN, MARCIA 


Aquatic Disposal Field Investigations, Eatons Neck 
Disposal Site, Long Island Sound. Appendix C. 
Predisposal Baseline Conditions of Benthic Assem- 
blages. 

AD-A050 046/2G! 


BOWEN, O. N. 


Enhancing the Power Output of the VA-955 UHF-TV 
Klystron. 


CONF-771029-163 78-13 18A PC A02/MF A01 
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FE-2229-4 78-04 7D PC A0S/MF A01 


Surface Structure and Mechanisms of Gasification 
Catalyst Deactivation. Quarterly Report, January-- 
April 1977. 
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FE-2229-6 78-14 7D PC A04/MF A01 


Surface Structure and Mechanisms of Gasification 
Catalysts Deactivation. Quarterly Report, August 1-- 
October 31, 1977. 
FE-2229-7 
BRADLEY, F. D. 
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Scale Open Pit Oil Shale Mining Methods in 
Colorado. Volume |. Technical and Economic Study 
of an Integrated Single Pass Mining System for 
Open Pit Mining of Deep Oil Shale Deposits. 
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AD-A054 264/7GI 78-17 7C PC A03/MF A01 
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Imaging Natural Materials with a Quasi-Microscope. 
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Reprint: ‘Schistosoma incognitum' from Mammals 
of Central Sulawesi, Indonesia. 
AD-A049 615/8GI 78-09 6C PC A02/MF AO1 


Structure and Drafting of Safeguards Regulatory 
Documents. 

BNWL-2408 78-13 5B PC A02/MF A01 
Structure and Drafting of Safeguards Regulatory 


Documents. 
BNWL-2408(V.1) 78-13 5B PC A05/MF A01 


Structure and Drafting of Safeguards Regulatory 
Documents. 
BNWL-2408(V.2)(App.) 

78-13 5B PC A07/MF A01 
Structure and Drafting of Safeguards Regulatory 
Documents. Executive Summary. 
PB-274 919/0GI 78-05 18) PC A02/MF A01 


Structure and Drafting of Safeguards Regulatory 
Documents. Volume |. Executive Summary and 
Text. 

PB-274 920/8GI 78-05 18) PC A05/MF A01 
Structure and Drafting of Safeguards Regulatory 
Documents. Volume Il. Appendixes. 

PB-274 921/6GI 78-05 18) PC A07/MF A01 


Survival Factors in Laboratory Mice Transported by 
Air to Remote Laboratories. 
AD-A056 947/5GI 78-22 6S PC A02/MF A01 


Tool Setting Device. 
PATENT-4 016 784 78-09 131 Not available NTIS 


BROWN, R. L. 


Error Behavior of Multistep Methods Applied to Un- 
stable Differential Systems. 
N77-33941/4GI 78-04 12A PC A02/MF A01 


Superconducting Coil Fabrication Development at 
Oak Ridge National Laboratory. 
CONF-771029-123 78-12 18A PC A02/MF A01 


BROWN, R. M. 


Measurement of Vertical Velocity Fluctuations in 
the Atmospheric Boundary Layer with a Small Air- 
craft. 

BNL-23633 78-16 4B PC A02/MF A01 


Temporal Variation of Suspended Atmospheric Par- 
ticulates at Upton, L.I., N.Y. 
BNL-22998 78-10 138 PC A02/MF A0O1 


Trends in Atmospheric Particulate Concentrations 
at a Location in the Northeast United States. 
BNL-23385 78-13 4A PC A02/MF A01 


BROWN, R. S. 


Rotating Valve for Velocity Coupled Combustion 
Response Measurements. 
AD-A052 540/2GI 78-14 211 


BROWN, RAYMON 


Reprint: Precursory Changes in VP/VS Before 
Strike-Slip Events. 
AD-A050 625/3GI 78-11 


BROWN, REX V. 


Handbook for Decision Analysis. 
AD-A049 221/5GI 78-08 5J PC A13/MF A01 


On the Credibility of Estimates: Its Evaluation and 
Improvement. 
AD-A057 270/1GI 78-23 12A PC A03/MF A01 


On the Reconciliation of Probability Assessments. 
AD-A051 683/1GI 78-13 12A PC A04/MF A01 


Research Project on Decision-Analytic Technology. 
AD-A056 252/0GI 78-21 5J PC A03/MF A01 


Selecting Analytic Approaches for Decision Siwa- 
tions (Revised Edition). Volume |. Overview of the 
Methodology. 

AD-A047 965/9G! 78-06 12B PC AOS/MF A01 


Selecting Analytic Approaches for Decision Situa- 
tions (Revised Edition). Volume tl. Case Studies. 
AD-A047 880/0GI 78-06 12B PC A06/MF A01 


Selecting Analytic Approaches for Decision Situa- 
tions (Revised Edition). Volume ill. Appendices. 
AD-A048 228/1GI 78-06 12B PC AOS/MF A01 


BROWN, RICHARD 


Alaskan Oil Transportation Issues. 

PB-276 449/6GI 78-08 10A PC A0Q2/MF A01 
BROWN, RICHARD B. 

Investigation of Optimal Linear Shift-invariant Two- 

Dimensional Digital Filters. 

AD-A055 449/3GI 78-20 9E PC A07/MF A0O1 
BROWN, RICHARD J. 

Exposure of Primates for One Year to Electric and 

Magnetic Fields Associated with ELF Communica- 


tions Systems. 
AD-A055 399/0GI 


BROWN, RICHARD V. 


Development of Dynamic Cushioning Curves for 
Type Ili Fast Pack, (TPO-500-8089), 
AD-A054 666/3G! 78-17 13D PC A02/MF A01 


PC A02/MF A01 


8K PC A02/MF A01 


78-20 6R PC A14/MF A01 


BROWN, ROBENA J. 


Acid Mine Drainage (A Bibliography with Abstracts). 
NTIS/PS-77/0949/6GI 
78-02 13B PC NO1/MF NO1 


Acid Mine Drainage (A Bibliography with Abstracts). 
NTIS/PS-78/1067/4GI 
78-25 13B PC NO1/MF NO1 


Activated Sludge Treatment. Volume 1. 1964-1976 
(Citations from the NTIS Data Base). 
NTIS/PS-78/1040/1GI 

78-25 13B PC NO1/MF NO1 


Activated Sludge Treatment. Volume 2. 1977-Au- 
gust, 1978 (Citations from the NTIS Data Base). 
NTIS/PS-78/1041/9GI 

78-25 13B PC NO1/MF NO1 


Activated Sludge Treatment. Volume 2. January, 
1976-September, 1977 (Citations from the Engineer- 
ing Index Data Base). 
NTIS/PS-78/1042/7GI 

78-25 13B PC NO1/MF NO1 


Activated Sludge Treatment. Volume 3. October, 
1977-August, 1978 (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/1043/5GI 

78-25 13B PC NO1/MF NO1 


Aeration of Sewage Lagoons, Reservoirs, and 
Streams (Citations from the Engineering Index Data 
Base). 
NTIS/PS-78/0434/7GI 

78-15 13B PC NO1/MF NO1 


Aeration of Sewage Lagoons, Reservoirs, and 
Streams (Citations from the NTIS Data Base). 
NTIS/PS-78/0433/9GI 

78-15 13B PC NO1/MF NO1 


Animal Waste Pollution and Its Control (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0843/9GI 

78-21 13B PC NO1/MF NO1 


Aquaculture. Part 1. Fish. Volume 2. 1975-March, 
1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0418/0GI 78-14 6C PC NO1/MF NO1 


Aquaculture. Part 2. Shellfish. Volume 1. 1968-1976 
(A Bibliography with Abstracts). 
NTIS/PS-78/0419/8GI 78-14 6C PC NO1/MF NO1 


Aquaculture. Part 2. Shellfish. Volume 2. 1977-April, 
1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0420/6GI 78-14 6C PC NO1/MF NO1 


Aquaculture. Part 3. Salmon (A Bibliography with 
Abstracts). 
NTIS/PS-78/0421/4GI 78-14 6C PC NO1/MF NO1 


Beryllium Pollution (A Bibliography with Abstracts). 
NTIS/PS-77/1016/3GI 
78-03 13B PC NO1/MF NO1 


Beryllium Pollution (A Bibliography with Abstracts). 
NTIS/PS-78/1128/4GI 
78-26 13B PC NO1/MF NO1 


Biochemical Oxygen Demand. Volume 2. 1975-1976 
(A Bibliography with Abstracts). 
NTIS/PS-78/0574 /0GI 

78-16 13B PC NO1/MF NO1 


Biochemical Oxygen Demand. Volume 3. 1977-May, 
1978 (A Bibliography with Abstracts). 
NTiS/PS-78/0575/7GI 

78-16 13B PC NO1/MF NO1 


Breakwaters. Volume 1. 1964-1975 (A Bibliography 
with Abstracts). 
NTIS/PS-78/0697 /9GI 

78-19 13B PC NO1/MF NO1 


Breakwaters. Volume 2. 1976-July, 1978 (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0698/7GI 

78-19 13B PC NO1/MF NO1 


Clearcutting and Harvesting Operations (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0365/3G!I 78-13 2F PC NO1/MF NO1 


Cloud Seeding. Volume 1, 1964-1975. 
NTIS/PS-78/0522/9G! 78-16 48 PC NO1/MF NO1 


Cloud Seeding. Volume 2. 1976-May, 1978 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0523/7GI 78-16 4B PC NO1/MF NO1 


Coastal Zone Management and Planning. Volume 1. 
1964-1976 (A Bibliography with Abstracts). 
NTIS/PS-78/0326/5GI 

78-12 13B PC NO1/MF NO1 


Coastal Zone Management and Planning. Volume 2. 
1977-January 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0327 /3GI 

78-12 13B PC NO1/MF NO1 


Development of Forest Industries (A Bibliography 
with Abstracts). 

NTIS/PS-77/1142/7GI_ 78-04 2F PC NO1/MF NO1 
Ecology of Insecticide Water Pollution. Volume 2. 


1974-1977 (A Bibliography with Abstracts). 
NTIS/PS-78/0034/5GI 78-07 6F PC NO1/MF NO1 





Economic Factors in Regional Water Supply 
Management. Volume 2. 1974-March, 1978 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0399/2GI 

78-14 13B PC NO1/MF NO1 


Fertilizers - Applications, Economics, and Produc- 
tion (A Bibliography with Abstracts). 
NTIS/PS-78/0760/5GI 78-20 2A PC NO1/MF NO1 


Fiberboards: Fabrication, Use, and Properties. 
Volume 2. 1975-January 1978 (Citations from the 
Engineering Index Data Base). 
NTIS/PS-78/0286/1GI 


78-11 11L PC NO1/MF NO1 


Fish Protein Concentrates (A Bibliography with Ab- 
stracts). 
NTIS/PS-77/1132/8GI 78-04 6H PC NO1/MF NO1 


Fisheries Economics. Part 1. Marketing (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0100/4G!i 78-08 6C PC NO1/MF NO1 


Fisheries Economics. Part 2. General Economic 
Studies (A Bibliography with Abstracts). 
NTIS/PS-78/0101/2GI 78-08 6C PC NO1/MF NO1 


Fisheries Law. Volume 2. April, 1976-March, 1978 (A 
Bibliography with Abstracts). 

NTIS/PS-78/0394/3GI 78-14 6C PC NO1/MF NO1 
Fishways--Design and Operation (A Bibliography 
with Abstracts). 

NTIS/PS-77/1112/0GI 78-05 6C PC NO1/MF NO1 


Flood Control. Volume 2. 1975-July, 1977 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0773/8GI 

78-20 13B PC NO1/MF NO1 


Flood Control. Volume 3. August, 1977-July, 1978 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0774/6GI 


78-20 13B PC NO1/MF NO1 


Fog Dispersal (A Bibliography with Abstracts). 
NTIS/PS-77/1024/7GI_ 78-03 4B PC NO1/MF NO1 


Fog Dispersal (A Bibliography with Abstracts). 
NTIS/PS-78/1123/5GI 78-26 4B PC NO1/MF NO1 


Food Processing Waste Treatment. Volume 1. 1964- 
1975 (A Bibliography with Abstracts). 
NTIS/PS-78/0596/3GI 


78-17 13B PC NO1/MF NO1 


Food Processing Waste Treatment. Volume 2. 1976- 
May, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0597/1GI 

78-17 138 PC NO1/MF NO1 


Forest Management (A Bibliography with Abstracts). 
NTIS/PS-78/0606/0GI 78-17 2F PC NO1/MF NO1 


Forest Watersheds (A Bibliography with Abstracts). 
NTIS/PS-77/1137/7GI 78-04 2F PC NO1/MF NO1 


Ground Water Pollution (Citations from the Amer- 
ican Petroleum Institute Data Base). 
NTIS/PS-78/0143/4GI 

78-08 13B PC NO1/MF NO1 


Ground Water Pollution. Part 1. General Studies. 
Volume 1. 1964-1976 (Citation from the NTIS Data 
Base). 
NTIS/PS-78/0138/4GI 

78-08 13B PC NO1/MF NO1 


Ground Water Pollution. Part 1. General Studies. 
Volume 2. 1977-January, 1978 (Citations from the 
NTIS Data Base). 
NTIS/PS-78/0139/2GI 

78-08 13B PC NO1/MF NO1 


Ground Water Pollution. Part 2. Pollution from Ir- 
rigation and Fertilization. Volume 1. 1964-1976 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0140/0GI 

78-08 13B PC NO1/MF NO1 


Ground Water Pollution. Part 2. Pollution from Ir- 
rigation and Fertilization. Volume 2. 1977-January, 
1978 (Citations from the NTIS Data Base). 
NTIS/PS-78/0141/8GI 

78-08 13B PC NO1/MF NO1 


Ground Water Pollution. Part 3. Saline Ground 
Water (Citations from the NTIS Data Base). 
NTIS/PS-78/0142/6GI 

78-08 13B PC NO1/MF NO1 


Hail: Meteorology, Oamage, Prevention, and 
Forecasting (A Bibliography with Abstracts). 
NTIS/PS-78/0257/2GI 78-11 4B PC NO1/MF NO1 


Hurricanes: Forecasting, Modification, and 
Research (A Bibliography with Abstracts). 
NTIS/PS-78/0028/7GI 78-06 4B PC NO1/MF NO1 


Ice Fog (A Bibliography with Abstracts). 
NTIS/PS-77/1014/8GI 78-03 8L PC NO1/MF NO1 
Ice Fog (A Bibliography with Abstracts). 
NTIS/PS-78/1124/3GI 78-26 8L PC NO1/MF NO1 
Lead Pollution. Volume 2. 1976-January 1978 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0094/9GI 

78-08 13B PC NO1/MF NO1 


Mercury Pollution. Volume 1. 1974-1976 (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0479/2GI 

78-15 13B PC NO1/MF NO1 


Mercury Pollution. Volume 2. 1977-April, 1978 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0480/0GI 

78-15 13B PC NO1/MF NO1 


Ocean Law (A Bibliography with Abstracts). 
NTIS/PS-77/0948/8GI 78-01 5D PC NO1/MF NO1 


Ocean Law. Volume 1. 1964-1976 (A Bibliography 
with Abstracts). 
NTIS/PS-78/1082/3G!I 78-25 5D PC N0O1/MF NO1 


Ocean Law. Volume 2. 1977-October, 1978 (A 
Bibliography with Abstracts). 
NTIS/PS-78/1083/1GI 78-25 5D PC NO1/MF NO1 


Ocean Waste Disposal. Volume 1. 1964-1976 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0705/0GI 

78-19 13B PC NO1/MF NO1 


Ocean Waste Disposal. Volume 2. 1977-July, 1978 
(A Bibliography with Abstracts). 
NTIS/PS-78/0706/8GI 

78-19 13B PC NO1/MF NO1 


Oyster Utilization, Biology, and Growth (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0996/5GI 78-23 6C PC NO1/MF NO1 


Particle Boards and Fiberboards: Fabrication, Use, 
and Properties (Citations from the NTIS Data Base). 
NTIS/PS-78/0284/6GI 

78-11 11L PC NO1/MF NO1 


Particle Boards: Fabrication, Use, and Properties 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0285/3G! 

78-11 11L PC NO1/MF NO1 


Permafrost Engineering (Citationns from the En- 
gineering Index Data Base). 
NTIS/PS-78/0088/1GI 78-08 8L PC NO1/MF NO1 


Permafrost. Part 1. General Studies (Citations from 
the NTIS Data Base). 
NTIS/PS-78/0086/5GI 78-08 8L PC NO1/MF NO1 


Permafrost. Part 2. Structural Engineering (Citations 
from the NTIS Data Base). 
NTIS/PS-78/0087/3G! 78-08 8L PC NO1/MF NO1 


Pine Wood Applications (A Bibliography with Ab- 
stracts). 
NTIS/PS-77/0985/0GI 


78-02 11L PC NO1/MF NO1 


Pine Wood Applications (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/1102/9GI 


78-26 11L PC NO1/MF NO1 


Planning and Management of Water Resource Pro- 
grams. Volume 2. 1975-May, 1977 (A Bibliography 
with Abstracts). 

NTIS/PS-78/0463/6GI 


78-15 13B PC NO1/MF NO1 


Planning and Management of Water Resource Pro- 
grams. Volume 3. June, 1977 -ay, 1978 (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0464/4GI 

78-15 13B PC NO1/MF NO1 


Plywood Research and Applications (Citations from 
the Engineering Index Data Base). 
NTIS/PS-78/0237/4GI 

78-12 11L PC NO1/MF NO1 


Plywood Research and Applications (Citations from 
the NTIS Data Base). 
NTIS/PS-78/0236/6GI 

78-12 11L PC NO1/MF NO1 
Precipitation Washout (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0657/3GI 78-18 48 PC NO1/MF NO1 


Remote Sensing of the Ocean. Part 1. Physical, 
Chemical, and Geological Properties. Volume 1. 
1970-1975 (A Bibliography with Abstracts). 

NTIS/PS-78/0562/5GI 78-16 8J PC NO1/MF NO1 


Remote Sensing of the Ocean. Part 1. Physical, 
Chemical, and Geological Properties. Volume 2. 
1976-May, 1978 (A Bibliography with Abstracts). 

NTIS/PS-78/0563/3GI 78-16 8J PC NO1/MF NO1 


Remote Sensing of the Ocean. Part 2. Dynamics (A 
Bibliography with Abstracts). 
NTIS/PS-78/0564/1GI 78-16 8C PC NO1/MF NO1 


Reservoir and Lake Sedimentation (A Bibliography 
with Abstracts). 
NTIS/PS-78/0021/2GI 78-06 8H PC NO1/MF NO1 


Roads and Runways: Snow Removal and Deicing 
Techniques (A Bibliography with Abstracts). 
NTIS/PS-77/1118/7GI 

78-04 13B PC NO1/MF NO1 
Salt Marshes. Volume 1. 1964-1976 (A Bibliography 
with Abstracts). 
NTIS/PS-78/0533/6GI 78-16 6F PC NO1/MF NO1 


BROWN, ROBENA J. 


Salt Marshes. Volume 2. 1977-May, 1978 (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0534/4GI 78-16 6F PC NO1/MF NO1 


Sediment Transport in Rivers (A Bibliography with 
Abstracts). 
NTIS/PS-77/1171/6GI 78-05 8H PC NO1/MF NO1 


Septic Tank and Household Sewage Systems 
Design and Use (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0510/4GI 

78-16 13B PC NO1/MF NO1 


Septic Tank and Household Sewage Systems 
Design and Use (Citations from the NTIS Data 
Base). 
NTIS/PS-78/0509/6GI 

78-16 13B PC NO1/MF NO1 


Sewage and Organic Waste Irrigation (Citations 
from the Engineering Index Data Base). 
NTIS/PS-78/0785/2GI 


78-21 13B PC NO1/MF NO1 


Sewage and Organic Waste Irrigation. Volume 1. 
1964-June, 1977 (Citations from the NTIS Data 
Base). 
NTIS/PS-78/0783/7GI 

78-21 13B PC NO1/MF NO1 


Sewage and Organic Waste Irrigation. Volume 2. 
July, 1977-July, 1978 (Citations from the NTIS Data 
Base). 
NTIS/PS-78/0784/5GI 

78-21 13B PC NO1/MF NO1 


Sewage Effects in Marine and Estuarine Environ- 
ments. Volume 1. 1964-1976 (A Bibliography with 
Abstracts). 

NTIS/PS-78/0558/3GI 78-16 6F PC N0O1/MF NO1 


Sewage Effects in Marine and Estuarine Environ- 
ments. Volume 2. 1977-May, 1978. 
NTIS/PS-78/0559/1GI 78-16 6F PC NO1/MF NO1 


Shipboard Sewage Treatment (A Bibliography with 
Abstracts). 
NTIS/PS-77/1015/5GI 

78-03 13B PC NO1/MF NO1 


Shipboard Sewage Treatment (A Bibliography with 
Abstracts). 
NTIS/PS-78/1125/0GI 

78-26 13B PC NO1/MF NO1 


Snow Studies. Volume 2. 1975-October 1977 (A 
Bibliography with Abstracts). 
NTIS/PS-77/1005/6GI 78-02 8L PC NO1/MF NO1 


Snow Studies. Volume 2. 1975-October, 1978 (A 
Bibliography with Abstracts). 
NTIS/PS-78/1144/1GI 78-26 8L PC NO1/MF NO1 


Sport Fishing. Volume 1. 1964-1976 (A Bibliography 
with Abstracts). 
NTIS/PS-78/0636/7GI 78-18 6C PC NO1/MF NO1 


Sport Fishing. Volume 2. 1977-June 1978 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0637/5GI 78-18 6C PC NO1/MF NO1 


Stream Erosion and Scouring Processes (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0436/2G!I 78-14 8H PC NO1/MF NO1 


Thermal Pollution. Part 1. Control Techniques and 
General Studies (A Bibliography with Abstracts). 
NTIS/PS-78/0171/5GI 

78-10 138 PC NO1/MF NO1 


Thermal Pollution. Part 2. Biological Effects. 
Volume 2. 1974-February, 1978 (A Bibliography with 
Abstracts). 
NTIS/PS-78/0172/3GI 

78-10 13B PC NO1/MF NO1 


Thermal Pollution. Part 3. Hydrology and 
Hydrodynamics (A Sibliography with Abstracts). 
NTIS/PS-78/0173/1GI 


78-10 13B PC NO1/MF NO1 
Urban Sewage Treatment Planning. Volume 2. 1976- 


September, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/1039/3GI 


78-25 13B PC NO1/MF NO1 
Water Rates and Costs (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/1091 /4GI 

78-25 138 PC NO1/MF NO1 
Water Resources in Arid and Semiarid Regions (A 
Bibliography with Abstracts). 
NTIS/PS-77/0947 /0GI 

78-01 13B PC NO1/MF NO1 
Water Resources in Arid and Semiarid Regions (A 
Bibliography with Abstracts). 
NTIS/PS-78/1066 /6GI 

78-25 13B PC NO1/MF NO1 
Water Rights and Water Law. Volume 2. 1974-July, 
1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0945/2GI 

78-22 13B PC NO1/MF NO1 


Weather Modification Effects and Management (A 
Bibliography with Abstracts). 
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NTIS/PS-77/1106/2GI 78-04 4B PC NO1/MF NO1 


Whales and Whaling (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0114/5G!I 78-08 6C PC NO1/MF NO1 


Wood Bonding (Citations from the NTIS Data Base). 
NTIS/PS-78/0007/1GI 


78-06 11L PC .NO1/MF NO1 
Wood Bonding. Part 1. Plywood Bonding (Citations 
from the Engineering index Data Base). 
NTIS/PS-78/0008/9G! 

78-06 11L PC NO1/MF NO1 


Wood Bonding. Part 2. Lumber, Particle Board, and 
Fiber Board Bonding (Citations from the Engineer- 
ing Index Data Base). 
NTIS/PS-78/0009/7GI 

78-06 11L PC NO1/MF NO1 
Wood Preservation (Citations from the Engineering 
index Data Base). 
NTIS/PS-78/0663/1GI 

78-18 11L PC NO1/MF NO1 
Wood Preservation (Citations from the NTIS Date 
Base). 
NTIS/PS-78/0662/3GI 

78-18 11L PC NO1/MF NO1 

BROWN, ROBERT 

Catalog of Federal Domestic Assistance, 1977, Up- 
date. 
PB-274 480/3GI 78-05 5A CP T02 


Catalog of Federal Domestic Assistance, 1978. 
PB-282 634/5GI 78-20 SA CP T02 


Catalog of Federal Domestic Assistance, 1978. Mag- 
netic Tape Documentation, 
PB-282 826/7GI 78-20 5A PC A04/MF A01 


Trace Element Analysis of Normal Lung Tissue and 
Hilar Lymph Nodes by Spark Source Mass Spec- 
trometry, 


PB-274 206/2Gi 78-04 6A PC A04/MF A01 
BROWN, ROBERT CHARLES 
An Economic Evaluation of Vocational Rehabilita- 


tion in Louisiana. 
PB-274 153/6GI 


BROWN, ROBERT E. 


A Computer Subroutine for Stress Analysis of 
Rotating, Heated Disks, 
AD-A056 295/9GI 78-21 


BROWN, ROBERT EDWARD 
Lateral Buckling of Beams without Warping Rigidi- 


ty. 

AD-A057 340/2GI 
BROWN, ROBERT R. 

Mean Free Path of the High Energy N Component 

of Cosmic Radiation 

AD-014 707/4GI 78-18 4A PC A02/MF A01 


BROWN, ROBERT ZANES 


Sexual Broods and the Production of Young 
Queens in Two Species of Army Ants 
AD-010 891/0GI 78-18 6C PC A03/MF A01 


BROWN, RODGER A. 


Reprint: Doppler Radar Application to Severe Thun- 
derstorm Study and Potential Real-Time Warning. 
AD-A048 399/0G! 78-07 4B PC A02/MF A01 


BROWN, RONALD A. 


Avionics Evaluation Program: Multiple Missions and 
Antiaircraft Artillery Simulation. 
AD-A046 696/1GI 78-03 1C PC A08/MF A01 


Performance of Open-Graded Friction Courses. 
PB-282 175/9GI 78-19 13C PC A02/MF AO1 


BROWN, RONALD E. 


Reprint: Photostationary and Transient Studies of 
the Phosphorescence from the Benzil-Anisole 
System. Direct Evidence for Reversible Exciplex 
Formation. 

AD-A051 593/2Gi 78-12 7D PC A02/MF A01 


Reprint: Triplet-Triplet Annihilation by Diffusive En- 
counter of Benzophenone Triplets in Benzene Solu- 


tion. 
AD-A054 782/8GI 
BROWN, RONALD F. 


The Beckmann Rearrangement of the Oximes of 
Alkyl Phenyl Ketones 
AD-082 000/1GI 78-16 7D PC A02/MF A01 


The Formation of 3,3,5-Trimethyl-2-Pyrrolidone by 
the Cleavage of 5-Ethoxy-2, 2-Dimethyl- 
valerophenone with Sodamide 
AD-082 101/7GI 78-16 7C PC A02/MF A01 


The Preparation of Geminally Substituted 4- 
Bromobutylamines - |. 4-Bromobutylamine and 4- 
Bromo-1, 1-Dimethylbutylamine 

AD-082 102/5GI 78-16 7C PC A02/MF A01 
The Preparation of Geminally Substituted 4- 


Bromobutylamines II. 4-Bromo-2, 2-Dialkyl-and Di- 
arylbutylamines 


78-04 5K PC A08/MF A01 


20K PC A02/MF AO1 


78-23 13M PC A04/MF A01 


78-18 7D PC A02/MF A01 
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Steel and Corium-E Simulants Studied with a 
Floodable Arc Melting Apparatus. 

SAND-77-0998 78-25 181 PC A08/MF A01 
Thermal Interaction of Molten LWR Core Materials 


with Water. 
SAND-77-0170C 


BUXTON, S. R. 


Recovery of Transplutonium Elements from Nuclear 
Reactor Waste. 
PATENT-4 025 602 

78-10 


78-10 7D PC A02/MF A01 


78-05 4B PC A07/MF A01 


78-12 13B PC A04/MF A01 


78-08 21E PC A02/MF A01 


78-06 1C PC A07/MF A01 


78-13 18F PC A02/MF A01 


18B Not available NTIS 
BUYERS, W. J. L. 


Phonon Dispersion Relation of Uranium Nitrate 
Above and Below the Neel Temperature. 
CONF-770913-7 78-20 20L PC A02/MF A01 


Uranium Nitride: A Cubic Antiferromagnet with 
Anisotropic Critical Behavior. 


PA-196 


CONF-771080-2 
BUZBEE, B. L. 

Large-Scale Scientific Computation at the Los 

Alamos Scientific Laboratory. 

LA-7258-MS 78-25 9B PC A02/MF A01 


On Block Relaxation Techniques. 
AD-A056 749/5GI 78-22 12A PC A03/MF A01 


BUZDAVINA, N. A. 

Results of Methcdical Experiment on Accuracy 
Characteristics Estimation and Adjusting of System 
for Chamber Photo Processing on the Spiral 
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BUZO, A. 
Spectral Distortion Measures for Speech Compres- 


sion. 

AD-A056 853/5GI 17B PC A04/MF A01 
BUZZARD, G. H. 
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Remote Sensing Experiment, 

AD-A057 372/5GI 78-23 8C PC A08/MF A01 


BYRNE, JOHN C. 


Feasibility Test of LOGOSCAN System. 
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Field Evaluation - Digital Automated Technical Con- 
trol. 

AD-A051 926/4GI 78-13 17B PC A14/MF A01 


ATEC Digital Adaptation Study, Development and 
Field Evaluation - Digital Automated Technical Con- 
trol. 

AD-A051 927/2GI 78-13 


CAMPBELL, THOMAS D. 


Training the FmHA County Supervisor for the Busi- 
ness and Industrial Loan Program. 
PB-279 933/6GI 78-15 51 


CAMPBELL, W. 


Research on the Exploration of Methods to Produce 
Chlorates and Perchlorates by Means Other Than 
Electrolytic. Part ll. Analytical 

AD-017 222/1GI 78-14 7B PC A02/MF A01 


Retirement Annuity. Documentation, 
PB-274 244/3GI 78-06 5A PC AQ4/MF AO1 


CAMPBELL, W. A. JR. 
An Outgassing Data Compilation of Spacecraft 


Materials. 
N78-17151/9GI 


CAMPBELL, W. J. 


Metals in the Combustible Fraction of Municipal 
Solid Waste. 
BM-RI-8244 78-06 


CAMPBELL, WILLIAM H. 
Examining the Drug Utilization and Expenditures of 
a Medically Indigent Population. 
HRP-0025666/9GI 78-26 6E Not Available NTIS 
Feasibility of Regional Coordination of Drug Infor- 
mation Centers in the Pacific Northwest. 
PB-277 955/iGI 78-12 60 PC A04/MF A01 


CAMPBELL, WILLIAM J. 


Metals in the Combustible Fraction of Municipal 
Solid Waste. 
PB-272 946/5GI 


78-18 5i PC A03/MF A01 


78-04 6E Not Available NTIS 


17B PC A08/MF A01 


PC A06/MF A01 


78-12 22B PC A09/MF A01 


13B PC A02/MF A01 


78-01 13B PC A02/MF A01 


CAMPEAU, PEGGIE L. 
Instructional Media: A Procedure for the Design of 
Multi-Media instruction, a Critical Review of 
Research, and Suggestions for Future Research. 
HRP-0015955/8G! 78-05 51 Not Available NTIS 


CAMPEN, G. L. 


Ormak Upgrade Ohmic Coil Generator Protection. 
ORNL/TM-6079 78-14 18A MF A01 


Voltage Protection Scheme for MG Sets Used to 
Drive Inductive Energy Storage Systems. 
CONF-771029-209 78-23 10B PC A02/MF A01 


CAMPER, ANNE K. 
Chlorine Injury to Fecal Coliform Bacteria in Treat- 


ment Plant Effluents. 
PB-276 676/4GI 78-09 6M PC A0S/MF AQ1 


CAMPFIELD, WILLIAM L. 
Needed: New Concepts and Approaches to Audit of 


Government Programs. - 
HRP-0017201/5G!i 78-05 5K Not Available NTIS 


CAMPI, MORRIS 


EMP Circuit Board Filter Using MOV Devices. 
PATENT-4 021 760 78-10 9E Not available NTIS 


EMP Line Filter Using MOV Devices. 
PATENT-4 021759 78-04 9E Not available NTIS 


CAMPI, X. 
Simple Approximation for the Nuclear Density 


Matrix. 
IPNO-TH-77-24 


CAMPION, ALAN 


The Two-Photon Excitation Spectrum of Triphen- 
ylene in n-Heptane Single Crystals. 
AD-A054 668/9G! 78-17 7D PC A02/MF A0O1 


CAMPION, N. J. 


The Influence of Grinding Burn Damage on the 
Fatigue Behaviour of Nimonic C1023. 
N78-11205/9GI 78-06 11F PC A03/MF A01 


CAMPISANO, S. U. 
Channeling Analysis of Stacking Defects in Epitaxial 


Si Layers. 
SAND-77-0478C 78-01 20L PC A02/MF A01 


Dechanneling by Extended Defects. 
SAND-77-1982C 78-17 20L MF AO1 


CAMPISI, G. J. 


Preparation of Thin Film Solar Cells under Very 
Low Pressure Conditions. Final Report, October 1, 
1976--September 30, 1977. 

1S-4350 78-20 10B 


CAMPISI, JOSEPH J. 


Investigation of Propellant and 

Solution Systems II X-Ray Studies. 

AD-A055 981/5G! 78-20 19A 
CAMPORESI, E. 

The Biomedical Effects of the Hyperbaric Environ- 


ment. 
AD-A047 173/0GI 


CAMPOS, C. A. 


Evaluation of the MC 3125 Parachute Shroud 
Cutter. 


MHSMP-77-10 78-02 1C PC A02/MF A01 


Resistive Wire Probe Using a Thin Wall Tube. 
MHSMP-78-10 78-23 19A PC A02/MF A01 


CAMPOS VENUTI, G. 
Considerations on Long-Term Energy Prospects in 
Italy. 
ISS-L-77/11 
CAMPOSVENUTI, G. 
Health and Environmental 
Development. 
N78-23599/1GI 78-18 10A PC A04/MF A01 


Some Considerations on Long Term Energy 
Prospects. 
N78-28667/1GI 78-23 10A PC A02/MF A01 


Technical and Scientific Aspects of Sanitary and 
Safety Problems in Nuclear Energy Production. 
N78-18706/9GI 78-13 18E PC A0S/MF A01 


CANADA, C. E. 


Light Production at an Explosive/Air Interface. 
Period Covered: October--December 1976. 
MHSMP-77-5J 78-07 19D PC A02/MF A01 


CANADA, T. R. 


Applications of the Absorption-Edge Densitometry 
NDA Technique to Solutions and Solids. 
LA-UR-77-1416 78-05 18) PC A02/MF A01 


Coordinated Safeguards for Materials Management 
in a Fuel Reprocessing Plant. Volume Il. Appendix. 
LA-6881(V.2) 78-13 18) PC A09/MF A01 


Measurement of Special Nuclear Material Concen- 
trations in Solution by Absorption Edge Den- 


sitometry. 
LA-UR-77-2235 78-06 


78-14 20H MF A01 


PC AOS/MF A01 


Explosive Solid 
PC A03/MF A01 


78-04 6S PC A02/MF A01 


78-23 10A PC A02/MF A01 


Aspects of Energy 


18) PC A02/MF A01 





CANAVAN, G. H. 


Simple Economic Model for Energy Research and 
Supply Strategies. Draft. 
DOE/ER-0005/D 78-21 


CANCELLIERI, ROBERT 


A Study of the Relationships Between Demographic 
Factors and SAC Missile Combat Crew Members’ 
Attitudes. 

AD-A047 138/3G! 


10A PC AOS/MF A01 


78-04 5J PC A12/MF A01 


CANDE, STEVEN C. 


Reprint: Mesozoic Seafloor Spreading Bordering 
Conjugate Continental Margins of Angola and 
il 


razil. 
AD-A058 189/2G! 78-24 8G PC A02/MF A01 
Mesozoic Seafloor Spreading Bordering Conjugate 
Continental Margins of Angola and Brazil, 
PB-286 175/5GI 78-26 8G _ Not available NTIS 


CANDEL, S. 


Theoretical and Experimental Studies of Acoustic 
Propagation in Inhomogeneous Moving Media. 
N78-24905/9GI 78-19 21E PC A06/MF A01 


Theoretical and Experimental Studies of Acoustic 

Propagation in Inhomogeneous Moving Media. 

N78-30909/3GI 78-25 20A PC A14/MF A01 
CANDELA, B. J. 


Issues Relative to the Development and Commer- 
cialization of a Coal-Derived Synthetic Liquids In- 
dustry. Management Issues. Volume Ill-3. Availabili- 
ty of Water for the Development of a Coal Liquefac- 
— Final Report, January 1975--December 


1976. 

FE-1752-18 78-04 13B PC A04/MF A01 
Issues Relative to the Development and Commer- 
cialization of a Coal-Derived Synthetic Liquids In- 
dustry. The Role of Synthetic Liquids from Coal in 
Meeting Future Energy Demand. Final Report, 
January 1975--December 1976. 

FE-1752-14 78-03 21D PC A04/MF A01 


CANDELA, G. A. 


Reprint: Copper Derivatives of Tetrathiafulvalene. 
PB-278 408/0GI 78-11 7C Not available NTIS 


CANDIDI, M. 
GEOS S 331 Flux-Gate Magnetometer. 
N78-14093/6GI 78-09 14B PC A04/MF A01 
CANDY, HAROLD F. 


Analysis of Bonding Requirements on Service Con- 
tracts. 
AD-A050 607/1GI 78-11 


CANDY, J. V. 
Cramer--Rao Bound: A Measure of Estimator Quali- 


ty. 
UCID-17660 78-13 18) MF A01 


Material Accounting in a Complex Chemical 
Processing Unit: An Application of Estimation/De- 
tection. 

UCRL-79607 78-12 18) PC A02/MF A01 
Stochastic Realization Via Invariant System Descrip- 
tions. 

UCRL-79255 78-01 


CANELLA, CHARLES J. 


An Examination of the Technique of Cupulometry 
AD-119 600/5GI 78-22 6P PC A02/MF A01 


CANFIELD, CRAIG J. 
Reprint: Plasmodium knowlesi: in vitro Biosynthesis 
of Methionine. 
AD-A046 333/1GI 78-03 6M PC A02/MF A01 
Reprint: Plasmodium knowlesi: in vitro Biosynthesis 
of Methionine and Thymidylic Acid. 
AD-A046 419/8GI 78-03 6M PC A02/MF A01 
CANFIELD, PHILLIP R. 
Family Medicine: An Historical Perspective. 
HRP-0015304/9GI 78-05 6E Not Available NTIS 
CANFIELD, RICHARD C. 
H-Alpha Profiles from Electron-Heated Solar Flares. 
AD-A056 708/1GI 78-22 3B PC A02/MF A01 
CANHAM, D. W. JR. 
Professional Assessments of Several Selected 


Research Projects Supported by the Foundation's 
Research Management Improvement (RMI) Pro- 


gram. 
PB-275 825/8GI 
CANHAM, H. O. 
Nuclear Energy Center: Upper St. Lawrence Region. 
Part |. Siting. Part Il. Fort Drum Surrogate Site, 
Description and Impact Assessment. Part Il. 
Dispersed Sites Impact Assessment and Com- 


parison with the NEC. 
ANL/ES-57 


CANHAM, J. E. 


Establishment and Assessment of Certain US Milita- 
ry Nutrient Requirements. 
AD-A053 774/6GI 78-16 6P PC A02/MF A01 


5A PC A06/MF A01 


12A PC A02/MF A01 


78-07 5A PC A04/MF AO1 


78-02 18E PC A17/MF A01 


Reprint: Vitamin A Metabolism and Requirements in 
the Human Studied with the Use of Labeled Retinol. 
AD-A050 985/1GI 78-11 6A PC A03/MF A01 


CANHAM, JOHN E. 


Reprint: Effects of a Glucose Meal on Human Pul- 
monary Function at 1600-m and 4300-m Altitudes. 
AD-A050 953/9GI 78-11 6P PC A02/MF A01 


Laser Bioeffects; Low Level Effects; Impact on 
Army Laser Systems, 
78-21 


AD-A056 498/9GI 6R PC A02/MF A01 


CANITEZ, NEZIHI 


Reprint: Optimum Filter for Surface-Wave Group- 
Velocity Determination. 


AD-A052 224/3GI 78-14 8K PC A02/MF A01 


CANN, C. D. 


Many-Beam Electron Extinction Distances in Zir- 
conium. 
AECL-5690 


78-22 11F MF A01 


CANNADAY, R. L. 


Effects of Control Inputs on the Estimation of Sta- 
bility and Control Parameters of a Light Airplane. 
N78-13071/3GI 78-08 1C PC A04/MF A01 


CANNADAY, S. S. 


Simulation of Space Radiation Effects on Polyimide 
Film Materials for High Temperature Applications. 
N78-28604/4GI 78-23 10A PC A03/MF A01 


CANNELL, CHARLES F. 


Experiments in Interviewing Techniques: Field Ex- 
periments in Health Reporting, 1971-1977. 
PB-276 080/9GI 78-09 6E PC A19/MF A01 


Experiments in Interviewing Techniques: Field Ex- 
periments in Health Reporting, 1971-1977. Execu- 
tive Summary. 

PB-282 374/8GI 78-19 6E PC A02/MF A01 


Summary of Studies of Interviewing Methodology. 
HRP-0016890/6G! 78-06 6E Not Available NTIS 


CANNEMEWER, F. 


Occurrence and Advection of Fog at Amsterdam/ 
Airport (Schiphol). 
N78-24771/5GI 


78-19 1E PC A04/MF A01 


CANNING, G. P. 


Diagrammatic Group Theory in Quark Models. 
BONN-HE-77-10 78-23 20H PC A03/MF A01 


CANNON-BONVENTRE, K. 


A Literature Study on Primitive Populations in Rela- 
tion to Diet. Appendix A. Volume 2, Number 2. 
PB-279 943/5GI 78-15 6H PC A06/MF A01 


A Literature Study on Primitive Populations in Rela- 
tion to Diet. Appendix B. Volume 2, Number 3. 
PB-279 944/3GI 78-15 6H PC A13/MF A01 


A Literature Study on Primitive Populations in Rela- 
tion to Diet. Appendix C. Volume 2, Number 4. 
PB-279 945/0GI 78-15 6H PC A03/MF A01 


A Literature Study on Primitive Populations in Rela- 
tion to Diet. Volume 2, Number 1. 
PB-279 942/7GI 78-15 6H PC A04/MF A01 


A Literature Study to Evaluate Health Parameters in 
Various Human Populations in Relation to Diet. Ap- 
pendix A. Volume 3, Number 2. 

PB-281 060/4GI 78-17 6E PC A06/MF A01 


A Literature Study to Evaluate Health Parameters in 
Various Human Populations in Relation to Diet. Ap- 
pendix B. Volume 3, Number 3. 

PB-281 061/2GI 78-17 6E PC A03/MF A01 


A Literature Study to Evaluate Health Parameters in 
Various Human Populations in Relation to Diet. Ap- 
pendix C. Volume 3, Number 4. 

PB-281 062/0GI 78-17 6E PC A12/MF A01 


A Literature Study to Evaluate Health Parameters in 
Various Human Populations in Relation to Diet. 
Volume 3, Number 1. 


PB-281 059/6GI 78-17 6E PC A04/MF A01 


CANNON, C. J. 


Reprint: The Formation of Mg (I) 4571 A in the Solar 
Atmosphere. V. The Multi-Dimensional Structure of 
the Photosphere and Low Chromosphere. 

AD-A048 376/8GI 78-07 3B PC A02/MF A01 


CANNON, D. L. 


Mechanization of Housing Solid Waste Collection. 
AD-A045 468/6GI 78-01 13B PC A03/MF A01 


CANNON, GEORGE E. JR. 


Explosive Impulse Welding. Volume |. 
AD-A047 955/0GI 78-06 13H PC A19/MF A01 


CANNON, HELEN L. 


The Geochemical Environment as Related to the 
Distribution of Cancer in Washington County, Mary- 
land. 

PB-273 233/7GI 78-02 6F PC A03/MF A01 


Trace Metals in the Environment. 
PB-274 428/2GI 78-04 6F PC A04/MF A01 


CANOBBIO, E. 


CANNON, J. B. 


Selective Analysis of Power Plant Operation on the 
Hudson River with Emphasis on the Bowlirie Point 
Generating Station. Volume 1. 

ORNL/TM-5877/V1 78-06 13B PC A99/MF A01 


Selective Analysis of Power Plant Operation on the 
Hudson River with Emphasis on the Bowline Point 
Generating Station. Volume 2. 
ORNL/TM-5877/V2 78-06 


CANNON, JAMES Q. 


Regional Coordination of Emergency Medical Ser- 
vices in Central Massachusetts. A Planning Study. 
HRP-0016505/0G! 78-01 6E PC A06/MF A01 


CANNON, JAMES W. 


War Gaming--A Sound Procedure for Testing Milita- 
ty Plans and Concepts. 
AD-A057 229/7G! 78-22 


CANNON, JOEL R. 
Salinity Management Options for the Colorado 
River, Damage Estimates and Controi Program Im- 
pacts, 
PB-285 482/6GI 
CANNON, JOSEPH E. 


Third-Party Coverage in Rhode Island. 
HRP-0019394/6GI 78-01 6E Not Available NTIS 


CANNON, JOSEPH F. 


Emergency Medical 
Evaluation. 
PB-285 961/9GI 


CANNON, MARK W. JR. 


Terrain Contour Matching (TERCOM): Sensitivity to 
Heading and Ground-Speed Errors. 
AD-A056 127/4G! 78-21 17G PC A02/MF A01 


CANNON, P. H. 
CAMAC Driver for the RSX-11M V3 Operating 


13B PC A14/MF A01 


15G PC A04/MF A01 


78-25 13B PC A16/MF A01 


Technician Performance 


78-26 6E PC A04/MF A01 


System. 
CONF-771144-5 
CANNON, P.R. 


The Problem of Heat Injury to Dietary Protein 
AD-015 343/7GI 78-18 6H PC A02/MF A01 


CANNON, PAUL R. 


The Changing Pathologic Picture of Infection Since 
the Introduction of Chemotherapy and Antibiotics 
AD-101 919/9GI 78-22 6E PC A02/MF A01 
The Influence of Cortisone Upon Protein Metabol- 
ism 

AD-115 537/3GI 78-22 60 PC A02/MF A01 
The Protiem of the Metabolic Response to Injury 
AD-101 920/7GI 78-22 6S PC A02/MF A01 


The Relationship Between Potassium Utilization and 
Nitrogen Balance 
AD-120 086/4GI 78-22 6P PC A02/MF A01 


Sodium as a Toxic lon in Potassium Deficiency 
AD-040 459/0GI 78-21 6T PC A02/MF A01 
CANNON, STEVEN C. 


Ignition of Liquid Fuels in Supersonic Air Streams. 
AD-A055 951/8G! 78-20 21B PC AOS/MF A01 


CANNON, T. M. 
Application of Protons to Computer Tomography. 
LA-UR-77-2385 78-10 6L PC AQ2/MF A01 
Class of Near-Perfect Coded Apertures. 
LA-UR-77-2369 78-12 18D PC A02/MF A0O1 


Class of Near-Perfect Coded Apertures. 

N78-25398/6GI 78-20 14B PC A02/MF A01 

Uniformly Redundant Arrays. 

LA-UR-77-2683 78-12 9B PC A02/MF A01 
CANNON, W. W. 

Mine Wide Test of the WVU Monitoring Concept: 


System Design, Installation and Test Results. 
PB-280 119/9GI 78-16 81 PC A08/MF A01 


CANNON, WALTER WAYNE 


Error Budget Analysis of Automatic Cannons on Ar- 
mored Combat Vehicles. 
AD-A047 112/8GI 78-04 


CANO AGUADO, M. 


Boron Concentration Evolution in the Temporary 
Curtains of a BWR Reactor. BURCUR Code. 
JEN-372 78-18 181 


CANO, R. 


Electron 
Tokamak. 
PPPL-1362 78-05 18A PC A02/MF A01 


Turbulent Temperature Fluctuations in the PLT 
Tokamak Plasma. 
PPPL-1363 


CANOBBIO, E. 


Heating of Toroidal Plasmas. 
CEA-CONF-3863 


78-17 9B PC A02/MF A01 


19F PC AOS/MF AO1 


MF A01 


Cyclotron Emission from the PLT 


78-05 18A PC A02/MF A01 


78-16 201 MF AQ1 


PA-205 





New Method of Collisioniess Heating for Toroidal 
Plasmas Involving Low Frequency Axisymmetric 


Pumping. 
AED-Conf-76-506-024 78-01 20! MF A01 


CANON, L. 


Localization of an Experimental Ecological Unit in 
the Maradi — of — 
N78-12553/1G 8-07 8F PC A14/MF A01 


CANONICO, D. A. 
Feasibility Study of Prestressed Concrete Pressure 
Vessels for Coal Gasifiers. 
ORNL-5312 78-03 7A PC A08/MF A01 
Significsxce of Reheat Cracks to the Integrity of 


Pressure Vessels for Light-Water Reactors. 
ORNL/NUREG-15 8-03 18! PC A03/MF A01 


Stable and Unstable Crack Growth in Pressure Ves- 
sel Models. 
CONF-780213-3 


CANONICO, P. G. 


Reprint: Fate of ‘Coxiella burnetii’ in Macrophages 

from immune Guinea Pigs. 

AD-A045 896/8G! 78-02 6M PC A02/MF A01 
CANOSA, JOSE 

Dynamics of an Adiabatic Point Reactor, 

AD-445 875/8Gi 78-14 10B PC A02/MF A01 
CANOSA MAS, C. E. 

Photolysis (Lambda = 366 nm) of NO sub 2 in the 

Presence of Ethylene. 

KFK-2346 78-06 7D Not available NTIS 


CANTARANO, S. 


GEOS S 331 Flux-Gate Magnetometer. 

N78-14093/6GI 78-09 148 PC A04/MF A01 
CANTER, LARRY W. 

An Assessment of Problems Associated with 

Evaluating the Physical, Chemical, and Biological 


Impacts of Discharging Fill Material. 
AD-A052 519/6G! 78-14 13B PC A11/MF A01 


CANTERBURY, W. J. 


Alterations in Plasma Amino Acid Homeostasis Dur- 
ing Experimental Endotoxemia. 
AD-A054 198/7Gi 78-17 6A PC A03/MF A01 


CANTERBURY, W. J. JR. 


Induction of Hypozincemia and Hepatic Metal- 
lothionein Synthesis in Hypersensitivity Reactions. 
AD-A056 538/2GI 78-21 6P PC A02/MF A01 


Reprint: Involvement of Hepatic Metallothioneins in 
Hypozincemia Associated with Bacterial infection. 
AD-A056 129/0GI 78-21 6A PC A02/MF A01 


CANTEY, J. ROBERT 


Reprint: Scanning and Transmission Electron 
Microscopic Study of ‘Escherichia Coli’ 015 (RDEC- 
1) Enteric Infection in Rabbits. 

AD-A057 381/6G! 78-23 6M PC AO2/MF A01 


CANTLEY, D. A. 


Core Design Methods for Advanced LMFBRS. 
HEDL-SA-1205 78-06 181 PC A02/MF A01 


Design and Economics of Large LMFBRs. 
HEDL-SA-1321 78-25 181 PC A03/MF A01 
CANTONI, GIULIO L. 


3-Deazaadenosine as an Inhibitor of Adenosyihomo- 

cysteine Hydrolase with Antiviral Activity. 

PAT-APPL-886 106/GI 78-25 6A PC A02/MF A01 
CANTONI, MARY 

Automated Information Services in Education. 

ED-148 381 78-26 5B Not available NTIS 
CANTOR, ALAN 

Powered Inertia Reel Retraction during Ejection. 

AD-A054 157/3GI 78-17 6G PC A03/MF A01 
CANTOR, C. 

Automation of the Schonfeld Method of Highway 

Surface Texture Code Assignment. Volume V. 

Specification of a Single-Line Instrument for Mea- 

suring Highway Surface Texture. 

PB-279 201/8GI 78-15 13B PC A05/MF A01 


CANTOR, CHARLES J. 


Investigation of Micropulsation Activity. 1. MAGAF 
——— Additions. 2. Data Analysis. 
AD-A056 716/4GI 78-22 14B PC A03/MF A01 


CANTOR, CLARENCE . 


Application of Silicon Controlled Rectifiers to a D-C 
Servomotor 
AD-232 187/5GI 


CANTOR, D. M. 


Fully Automated System for Pulsed NMR Measure- 

ments. 

COO-1198-1203 
CANTOR, MARJORIE 


Health and the Inner City Elderly. 
HRP-0015316/3GI 78-10 6E Not Available NTIS 


78-18 13M PC A02/MF A01 


78-13 9C PC A04/MF A01 


78-20 7D PC A07/MF A01 


PA-206 


CANTOR, MARJORIE MOORE 
Roles and Responsibilities of Continuing Education 
in Nursing. 
HRP-0017004/3GI 


CANTOR, S. 
Applications of Differential Scanning Calorimetry to 


the Study of Thermal Energy Storage. 
CONF-770943-1 78 7D PC A02/MF A01 


Molten Carbonate Fuel Cell Research at ORNL. Il. 
Theoretical and Experimental Transport Studies, 
Thermochemistry, and Electron Microscopy. 

ORNL/TM-6168/V2 78-14 10B PC A02/MF A01 


Thermophysical Properties and Behavioral Charac- 
teristics of Phase-Change Materials. 
CONF-770955-2 78-10 10A PC A02/MF A01 


CANTRELL, B. H. 
Updating the Kalman Filter in Terms of Correlation 


Coefficients and Standard Deviations. 
AD-A056 359/3GI 78-21 12A PC A02/MF A01 


CANTRELL, BEN H. 


High PRF Unambiguous Range Radar. 
PATENT-4 053 884 78-04 171 Not available NTIS 


A Short-Pulse Area MTI. 
AD-A047 419/7GI 78-05 171 PC A02/MF A01 


A Simple Means of Updating the SRIF Filter When 
the State Equations are in Triangular Form. 
AD-A053 356/2GI 78-15 12A PC A02/MF A01 


CANTRELL, C. D. 


Reprint: ot Precipitates in Cadmium Tellu- 
ride: Estimates for Catastrophic Laser-Damage 
Thresholds. 

PB-275 149/3Gi 78-06 


Infrared Laser System. 
PATENT-4 061 921 
78-24 20E Not available NTIS 


78-02 5! Not Available NTIS 


20F Not available NTIS 


CANTRELL, E. L. 
Feedback Stabilization Experiments Using L = 2 
Equilibrium Windings in Scyllac. 
LA-UR-77-1142 78-04 201 PC A02/MF A01 
Feedback Stabilization of an L = 0, 1, 2 High-beta 


Stellarator. 
LA-7243 


CANTRELL, J. H. JR. 


High Resolution Ultrasonic Scanning of Animal and 
Human Tissue in-Vivo. 
ORNL/TM-5934 78-07 6E PC A05/MF A01 


Ultrasonic Technique for Characterizing Skin Burns. 
PAT-APPL-738 982/GI 78-22 6E PC A02/MF A01 


CANTRIL, ALBERT H. 


Unemployment, Government and the American Peo- 
ple: A National Opinion Survey. 
PB-285 205/1GI 78-25 51 


CANTRIL, HADLEY 


(Research Projects on Experimental and Physiologi- 
cal Psychology) 
AD-040 970/6GI 


CANTRIL, SUSAN D. 


Unemployment, Government and the American Peo- 
ple: A National Opinion Survey. 
PB-285 205/1GI 78-25 5i 


CANTWELL, JAMES R. 


Weiskotten Survey, Class of 1960: A Profile of 

Physician Locaticn and Specialty Choice. 

HRP-0017198/3GI 78-05 6E Not Available NTIS 
CANZLER, T. 


Separation of Longitudinal Polarized and Transver- 
sely Unpolarized Cross Sections in pi exp + -Elec- 
troproduction Above the Resonance Region. 

DESY-77/22 78-10 20H MF A01 


CAPDEVILA, C. 


Analysis of Uranium Concentrates by Atomic-Ab- 
sorption Spectrometry. 
JEN-391 


CAPE, J. 


The Strength of Eccentrically Bored Tubes. 
N78-11444/4GI 78-06 13H PC A04/MF A01 


CAPE, J.A. 


The Kinetics of SrO on W and Mo by Field Electron 
Microscopy. Part | 
AD-150 428/1GI 78-13 7D PC A03/MF A01 


The Kinetics of SrO om W and Mo by Field Electron 

Microscopy. Part Il 

AD-207 421/9GI 78-11 20L PC A02/MF A01 

Kinetics of Strontium Oxide on Tungsten 
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Soil Strength and Soil Temperature: Their Effects 
on Root Growth of Tall Fescue. 
PB-282 101/5GI 78-19 2D PC A08/MF A01 


CASO, EDUARDO L. 
A Tropical Cyclone Data Tape for the North Atlantic 
Basin, 1886-1977: Contents, Limitations, and Uses. 
PB-285 504/7GI 78-24 4B PC A03/MF A01 
CASPAR, GAIL 
Highlights of Center Materials (1966-1975): An An- 


notated Resource. 
PB-282 332/6GI 


CASPARI, M. E. 


Reprint: PAC Study of the Hyperfine Interactions in 
154Gd(3+ ) in Rare-Earth Garnets. 
AD-A052 /7G1 78-15 7D PC A02/MF A01 


CASPER, LAWRENCE 


Biogeochemistry of Deep Lakes in the Central 
Alaska Range. 
PB-279 031/9GI 


CASPER, W. 
Raw Material Supply: Challenge and Chance for 


Economy and State. 
AED-CONF-76-576-006 78-03 81 PC A03/MF A01 


CASPERS, HUBERT H. 


Low-Loss Signal Coupler for Optical Communica- 
tions and Integrated Optics. 
PATENT-4 081 672 


78-25 20F Not available NTIS 

CASPERSSON, S. A. 

Performance Potential of (Th,U) Carbide and (Th,U) 

Nitride Fuel in 1200 MWe LMFBR’S. 

COO-2426-133 78-19 18) PC A02/MF A01 
CASPI, S. 

Cryogenic-Coolant He-4-Superconductor 

tion. 

N78-21406/1GI 


CASS, JOHN C. 
Vocational Development, the Election of a Seconda- 
ty School Curriculum, and Public Policy 
AD-226 732/6GI 78-11 51 PC A02/MF A01 
CASS, R. W. 


Filtration Model for Coal Fly Ash with Glass Fabrics. 
PB-276 489/2GI 78-08 13K PC A21/MF A01 


CASSADY, JANET 
Reprint: Reproducibility of Micro-Mills Procedure 
for Pesticide Residues in Fat, 
PB-275 116/2GI 
78-05 6F 
CASSADY, JANET C. 
Reprint: The Pesticide Problems of the Agricultural 
Worker, 
PB-280 007/6GI 
78-16 6J (Order as PB-280 001, MF A01) 
Reprint: The Role of Social Class in Human Pesti- 
cide Pollution, 
PB-276 872/9GI 
78-10 6F (Order as PB-276 868, MF A01) 
CASSADY, MEL 
industrial Hygiene Survey. IMC, Agricultural Opera- 
tion Division, Bartow, Florida, 
PB-278 802/4GI 78-14 6J PC A02/MF A01 
Industrial Hygiene Survey. IMC, Phosphate Chemi- 
cal Complex, New Wales, Florida, 
PB-278 804/0GI 78-14 6J PC A02/MF A01 


CASSADY, MELVIN 


Industrial Hygiene Survey. CF Chemicals, Inc., Bar- 
tow, Florida, 
PB-278 801/6GI 


CASSANOVA, R. A. 


Investigation of the Properties of the Combustion 
Products Generated by Building Fires. 
PB-276 549/3GI 78-08 21B PC A06/MF A01 


CASSANTO, JOHN M. 


The Challenge of Reentry Vehicle instrumentation. 
AD-A057 929/2GI 78-24 16C PC A07/MF A01 


CASSAPAKIS, C. G. 


Assessment of Thick Section Radiography. Final 
Report. 
EPRI-NP-461 


CASSEL, DAVID G. 


Experimental measurement of the electromagnetic 
form factor of the negative pi meson. 
AD-457 811/8GI 78-01 20H PC A09/MF A01 


78-06 12A MF A01 


78-19 5K PC A04/MF A01 


78-14 8H PC A03/MF A01 


Interac- 


78-16 20M PC A0S/MF A01 


(Order as PB-275 107, MF A01) 


78-14 6J PC A02/MF A01 


78-04 14B PC A08/MF A01 


CASTELEIRO, MANUEL 


CASSEL, J. F. 


Highway Right-of-Way: Mowing Versus Succession 
as Related to Waterfowl Nesting in North Dakota. 
TID-28042 78-16 6F MF AO1 
CASSEL, JAMES M. 
Properties and Interactions of Oral Structures and 
Restorative Materials. 
PB-275 392/9GI 
CASSEL, JOHN C. 
Medication Use and Misuse: Physician - Patient Dis- 
crepancies. 
HRP-0017485/4G! 
CASSEL, R. 
Ohmic Heating System for the TFTR Tokamak. 
CONF-771029-173 78-15 18A PC A02/MF A01 
CASSELL, A. H. 


Six Year Report on the Continuing Education Pro- 

gram in the Mechanical Engineering Department. 

LLL-MISC-104 78-01 51 PC A03/MF A01 
CASSELL, FRANK H. 

Directon of Labour-Management Relations in the 

United States Health Sector. 

HRP-0019803/6GI 78-09 5A Not Available NTIS 


CASSELLIUS, R. H. 


Evaluation of Bituminous Surfaces Produced by the 

Turbulent Mass Process. 

PB-284 701/0GI 78-24 13C PC A02/MF A01 
CASSENTI, B. N. 

Redesign of Structural Vibration Modes by Finite 

Element Inverse Perturbation. 

AD-A057 662/9G! 78-23 20K PC A04/MF A01 


CASSIDY, D. A. 


Method of Sealing. 
PAT-APPL-763 167/GI 
78-10 11A PC A02/MF A01 


78-06 6L PC A05/MF A01 


78-02 6E Not Available NTIS 


CASSIDY, E. C. 


Optical Methods of Electrical Measurement at High 
Voltage Levels. 
PB-282 879/6GI 


CASSIDY, J. E. 


Fiber Optics Cost Analysis Program (FOCAP). 
AD-A049 859/2G! 78-09 20F PC A12/MF A01 


CASSIDY, JOHN J. 


Analytical Study of Flow Over a Spillway Toe Curve. 
AD-A054 192/0GI 78-17 20D PC A03/MF A01 


CASSINIS, R. 


Field Measurements of Irradiation: First Use in 
Italian Geology. 
NP-22879 


CASSUTO, A. 


Absorption States, Rates of Oxygen Adsorption and 
Desorption on Rhenium, and Atomization and Ox- 
idation Mechanism at High Temperature and Low 
Pressure. 

BNWL-tr-261 


CASTAGNET, A. C. G. 


Application of Radioisotopes in Oil, Gas and 
Petrochemical Industries. Transport of Hydrocar- 
bons. 

1EA-TI-51 


CASTALDINI, CARLO 


Boiler Design and Operating Variables Affecting Un- 
controlled Sulfur Emissions from Pulverized Coal- 
Fired Steam Generators. 

PB-281 469/7GI 78-18 


CASTALINE, ALAN H. 


Information Documents on Automobile Emissions 
Inspection and Maintenance Programs. 
PB-277 776/1GI 78-11 13B PC A06/MF A01 


CASTANEDA, VICTOR F. 
Inhibited Fluorocarbon Rocket Propellant. 
PATENT-4 062 709 78-22 211 Not available NTIS 
CASTEL, J. G. 
Applications of 
Gauging. 
FRNC-CONF-177 
CASTELAN, W. B. 


A Liapunov Functional for a Matrix Neutral Dif- 
ference-Differential Equation with one Delay, 
AD-A049 868/3G! 78-09 12A PC A03/MF A01 


On the Structure of a Liapunov Functional for a Dif- 
ference-Differential Equation with One Delay, 
AD-A053 802/5G! 78-16 12A PC A02/MF AQ1 


CASTELEIRO, MANUEL 


Use of Dredgings for Landfill. Technical Report No. 
3. Mathematical Model for One-Dimensional Desic- 
cation and Consolidation of Dredged Materials. 

PB-282 782/2GI 78-20 138 PC A07/MF A01 


78-21 14B Not available NTIS 
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CASTELLANI, A. 


An Introduction to the Problem of Dynamic Struc- 

tural Damping. 

N78-17074/3GI 
CASTELLANI, ANTONIO 


An Introduction to the Problem of Dynamic Struc- 
tural Damping, 
AD-A050 279/9G! 78-10 


CASTELLI, J. P. 

Reprint: Spectral Distributions of Microwave Bursts. 

AD-A048 540/9GI 78-07 3B PC A02/MF A01 
CASTELLI, JOHN P. 

Reprint: Sagamore Hill Radio Observatory 

AD-A057 498/8GI 78-23 3B PC A02/MF A01 
CASTERLINE, J. 


Scaled Thermal Hydraulic Simulation of Open Lat- 
tice PWR Cores: A Scoping Study. Final Report, 
Task B 


EPRI-NP-296 
CASTI, J. 

Polyhedral 

N78-11751/2 
CASTILLA, ADOLFO 


A Statistical Analysis of Minority Personnel Upgrad- 
ing Opportunities in the Enlisted Navy. 
AD-A052 495/9GI 78-14 5i PC A04/MF A01 


CASTLE, ANNETTE 


Adult Day Care -- Community Work with the Elderly. 
Volume |. 
HRP-0026336/8G! 


CASTLE, C. B. 


Light Airplane Crash Tests at Three Flight-Path An- 
les. 


9 
N78-26494/2GI 
CASTLE, C. HILMON 


Employment of MEDEX Graduates and Trainees. 
Five-Year Progress Report for the United States. 
HRP-0016568/8GI 78-04 6E Not Available NTIS 


CASTLE, CHARLES H. 


Physician-Medex Radio Communication Link to 
Support Rural Health Care Delivery: Final Report 
and Executive Summary. 
PB-281 800/3GI 78-18 6& PC A05S/MF A01 


CASTLE, D. A. 
The Use of 
Floodlighting, 
PB-277 504/7GI 78-12 

CASTLE, GILBERT H. Ill. 


Study of Workers’ Location Decisions. Land Use 
and Urban Development Project. BART Impact Pro- 


78-12 1A PC A02/MF A01 


1C PC A03/MF A01 


78-09 181 PC A08/MF A01 


race and the Geometry of Systems. 
78-06 12A PC A03/MF A01 


78-24 6E Not Available NTIS 


78-21 1C PC A04/MF A01 
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13A PC A02/MF A01 


gram, 
PB-285 969/2Gi 
CASTLE, J. 


LMFBR Fuel Analysis. Task B: Post-Accident Heat 
Removal. 
PB-277 827/2GI 


78-26 13B PC AOS/MF A01 


78-10 181 PC A08/MF A01 


CASTLE, J.G. JR. 
Heat Conduction in Carbon Materials 
AD-117 765/8GI 78-16 7D PC A02/MF A01 
Measurements of Material Properties for Solar 
Cells. 
N78-31531/4GI 78-26 10B PC A03/MF A01 
Paramagnetic Resonance Absorption in a Soft Car- 
bon 
AD-117 775/7GI 78-16 7D PC A02/MF A01 


Paramagnetic Resonance Absorption in Graphite 
AD-034 105/7GI 78-16 7D PC AQ2/MF A01 


Paramagnetic Resonance Absorption 

Treated Carbon Blacks 

AD-249 972/1GI 78-21 
CASTLE, JOHN G. 

Real-Time Acoustical Holography Systems. 

AD-A052 000/7GI 78-13 14E PC A04/MF AO1 
CASTLE, JOSEPH E. 

NAVSEC Shipboard Habitability Design Process, 

AD-A055 312/3GI 78-20 13J PC A03/MF AO1 
CASTLE, STEVE G. 


Software Reliability: Modelling Time-to-Error and 

Time-to-Fix. 

AD-A055 227/3GI 78-18 9B PC A09/MF A01 
CASTLEBERRY, PAUL J. JR. 


Mathematical Background and Programming Aids 
for the Physical Vulnerability System for Nuclear 
Weapons. 

AD-B010 375/4GI 


CASTLEBERRY, SAM 


EASE: Employment Assistance and Support for the 
Ex - Offender. 
SHR-0002156 


in Heat- 


11G PC A02/MF A01 


78-19 15F PC A06/MF A01 


78-26 5K PC A03/MF AO1 


PA-218 


EASE: Employment Assistance and Support for the 
Ex-Offender: Appendix and Technical Data. 
SHR-0002157 78-26 5K PC A04/MF A01 


Juvenile Alien Borderlands Conference. 
SHR-0002181 78-26 5K PC A06/MF A01 


CASTLEMAN, LOUIS S. 
Reprint: Bonding and Subsequent Deformation of 


Alpha and Beta Titanium. 
AD-A049 233/0GI 78-08 


CASTLES, T. R. 


Comparative Toxicity of Methyl! CCNU (NSC-95,441) 
Administered intravenously in an __ Intralipid 
(Trademark), Propylene Glycol, Emulphor 
Trademarek), or Cremaphor (Trademark) Vehicle. 

PB-274 697/2GI 78-05 6T PC A25/MF A01 


CASTLES, WALTER JR. 


The Computed instantaneous Velocities Induced at 
the Blade Axes by the Skewed Helical Vorticles in 
the Wake of a Lifting Rotor in Forward Flight 

AD-210 613/6GI 78-18 1A PC A06/MF A01 


CASTNER, T. G. 
Zero-Bias Resistance of Grain Boundaries in 


Neutron Transmutation Doped Polycrystalline Sil- 
icon. 


SAND-78-1159C 
CASTOR, S. B. 


Preliminary Study of Uranium Favorability of the 

Boulder Batholith, Montana. 

GJBX-5(78) 78-15 &l 
CASTORINA, THOMAS C. 

Charcoal Regeneration. Part |. Mechanism of TNT 

Adsorption. 

AD-A048 757/9GI 


CASTRO, A. F. 
Statistical Mapping of Sheet Aiquile Se-20-9 


(National MAP) Making Use of ERTS Images. 
N78-17450/5GI 78-12 8B PC A03/MF A0O1 


CASTRO, C. A. 


Reprint: Preparation and Characterization of the 
Platinum Metal Phosphides RuP2 and IrP2. 
AD-A057 851/8GI 78-24 7B PC A02/MF AO1 


Preparation and Photoelectrolytic Behavior of the 

Systems WO(3-x) and WO(3-x)Fx. 

AD-A048 463/4GI 78-07 7D MF A0O1 

Tungsten Oxyfluoride Photoanodes. 

AD-A048 499/8G! 78-07 9A MF A01 
CASTRO FARIA, N. V. DE 


Relative Radiative Decay Rates of Vacancies in L- 
Subshells of Heavy Elements. 
PUC-TN-2/77 


CASTRO, J. J. 


Electron-Hydrogen Atom Collisions in the Presence 
of a Strong Laser Field. 
PUC-TN-6/77 78-21 7D MF AO1 


Theory of Electron-Hydrogen Atom Collisions in the 
Presence of a Laser Field. 
PUC-TN-17/77 


CASTRO, LUIS J. 
— Multiregional Life Tables and Stable Popula- 


PB-276 068/4GI 
CASTRO, WALTER E. 


Reprint: Engineering 
Aquaculture of 
South Carolina, 
PB-286 675/4GI 


CASTRONOVO, FRANCESCA 


Effective Use of the Clinical Specialist. 
HRP-0016667/8GI 78-08 6E Not Available NTIS 


CASWELL, M. F. 
Report on a Survey of Rhode island Households 


Concerning Their Outdoor Recreational Activities, 
PB-283 398/6GI 78-20 5K PC A03/MF A01 


CASWELL, R. S. 
Interactions of Charged Particles with Matter: lons 
and Electrons. 
PB-280 391/4GI 78-16 20H Not available NTIS 
Kerma Factors for Tissue Compositions, Com- 
pounds and Mixtures. 
PB-277 310/9GI 78-11 6R Not available NTIS 
Neutron Measurement Intercomparisons. 
PB-280 390/6GI 78-16 18D Not available NTIS 
CASWELL, RANDALL S. 


The National Measurement System for lonizing 
Radiations. 
PB-280 564/6GI 


CATALANO, A. W. 


Improved Semiconductors for Photovoltaic Solar 
Cells. Quarterly Report No. 2, October 1, 1976-- 
December 31, 1976. 


11F PC A02/MF A01 


78-26 10B PC A03/MF A01 


PC A03/MF A01 


78-07 7D PC A04/MF A01 


78-21 7D MF AO1 


78-22 7D MF A01 


78-07 SK PC AOS/MF A01 
Considerations in the 
‘Macrobrachium rosenbergii’ in 


78-26 6C PC A02 


78-16 6R PC A07/MF A01 


DSE/2460-2 
CATALANO, G. D. 


Unsteady Loads Due to Propulsive Lift Configura- 
tions. Part B: Pressure and Velocity Measurements 
in a Three Dimensional Wall Jet. 

N78-20068/0GI 78-15 1A PC A03/MF A01 


CATALANO, J. 


Spinal Pathways for Cortical and Cerebellar Projec- 
tions in the Monkey (Macaca Mulatta) 
AD-025 792/3GI 78-16 6P PC A02/MF A01 


CATALANO, S. B. 


Ultrasonic Lubrication. 
AD-A056 050/8G! 78-21 


CATALANOTTO, FRANK A. 


Reprint: Prevalence of Cariesfree Naval Recruits 
from Cities with Fluoridated and Nonfluoridated 
Water Supplies. 
AD-A050 865/5G! 


CATALDI, R. 


Does Temperature Affect Electric Resistivity of 
Rocks in the Larderello Region. 
NP-22319 78-14 81 PC A02/MF A01 


Recent Developments of Geothermal Exploration in 
the Travale-Radicondoli Area. 
NP-22321 78-09 8! 


CATALDO, J. C. 


Phenomenological Models for Prediction of Water 
Temperatures Due to Thermal-Electric Power Plant 
Heated Discharges. 
PB-273 468/9GI 


CATALDO, R. L. 
Response of Lead-Acid Batteries to Chopper-Con- 


trolled Discharge. 
N78-25010/7GI 78-19 10C PC A02/MF A01 


Response of Lead-Acid Batteries to Chopper-Con- 
trolled Discharge: Preliminary Results. 
N78-20023/5GI 78-14 10C PC A02/MF A01 


CATALOGNE, P. R. 


Logistic Support Group Performance Standards, 
AD-A055 720/7G! 78-20 15E PC AOS/MF A01 


CATANESE, A. J. 


Hawaii Coastal Zone Management Program. Docu- 
ment 11. Organizational Aspects of Managing 
Hawaii's Coastal Zone, 

PB-273 261/8GI 78-01 


CATANO, PAUL S. 


Image Stabilizer System for Stop-Action Playback. 
PAT-APPL-871 313/GI 78-14 5H PC A03/MF A01 


Optical Logic Elements. 
PAT-APPL-836 265/GI 
78-03 20F PC A02/MF A01 


CATANZARO, PHILLIP J. 


Reprint: Characteristics of a Xenogeneic Lympho- 
cyte Transfer Reaction: Its Use in the Study of Graft 
versus Host Capability of Mouse Lymphoid Cells 
from Various Anatomic Sites. 

AD-A046 998/1GI 78-04 6E PC A02/MF A01 


Reprint: Host Defenses in Experimental Scrub 
Typhus: Effect of Chloramphenicol. 
AD-A048 515/1GI 78-07 6E PC A02/MF A01 


Reprint: Host Defenses in Experimental Scrub 
Typhus: Role of Spleen and Peritoneal Exudate 
Lymphocytes in Cellular immunity. 

AD-A047 332/2G! 78-04 6E PC A02/MF A01 


Reprint: Interaction of Peritoneal Exudate Lympho- 
cytes with Histocompatibility Antigens. 
AD-A046 326/5G! 78-03 6P PC A02/MF A01 


CATCHPOLE, B. G. 


Tests of Wisconsin S12D Engine Running on Natu- 
ral Gas with Addition of Carbon Dioxide. 
AD-A058 486/2G! 78-25 21G PC A02/MF A01 


CATCHPOLE, S. 


UK Experience of Planning the Nuclear Contribu- 
tion to the UK Power Programme. 
N78-10605/1GI 78-05 18E PC A02/MF A01 


CATE, C. L. 


Computer Aided Approach to Qualitative and Quan- 
titative Common Cause Failure Analysis for Com- 


plex Systems. 
CONF-770438-3 78-05 


CATE, E.G. 
Power System Dynamic Analysis: Phase |. Final Re- 
port. 
EPRI-EL-484 
CATE, J. H. 


Rancho Seco Building Wake Effects on Atmospher- 
ic Diffusion. 
PB-285 165/7GI 
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21G PC A02/MF A01 


78-11 6E PC A02/MF A01 


PC A02/MF A01 


78-02 13B PC A05/MF A01 


13B PC A08/MF A01 


14D PC A02/MF A01 
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13B PC A08/MF A01 
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CATE, J. L. 


Preparation of Uranium Standard Solutions for X- 
Ray Fluorescence Analysis. 
UCRL-80778 78-23 7D PC A02/MF AO1 


CATE, T. M. 


Test of 6-in.-Thick Pressure Vessels. Series 3: Inter- 
mediate Test Vessel V-7A under Sustained rooms. 
ORNL/NUREG-9 78-17 18J PC E06§/MF A01 


CATEORA, J. V. 


Automatic Path Delay Corrections to GOES 
(Geostationary Operational Environmental Satel- 
lites) Satellite Time Broadcasts, 

PB-279 335/4GI 78-15 14B PC A04/MF A01 


A Time Code from NOAA's Geostationary Opera- 
tional Environmental Satellites. 
PB-275 612/0GI 78-09 14B Not available NTIS 


Time from NBS by Satellite. 
PB-285 015/4GI 78-25 


CATER, DOUGLASS 
Television as a Social Force: New Approaches to TV 


Criticism, 
PB-282 756/6GI 78-20 


TV and the Thinking Person. 
PB-283 240/0G! 78-20 


CATER, J. P. 


Equipment Development for 
Anthropometric Measurements. 
N78-25757/3GI 78-20 6B PC A04/MF A01 


CATES, NORMAN 


Undergraduate Education of the Allied Health 
Professions -- Gerontology and Improving the 
Quality of Health Care for the Elderly. 

HRP-0019811/9GI 78-10 51! Not Available NTIS 


CATFORD, J. R. 


Strap-Down Inertial Systems. 
AD-A055 778/5GI 78-20 


CATHCART, J. V. 


Quarterly Progress Report on the Zirconium Metal-- 
Water Oxidation Kinetics Program Sponsored by 


the Nrc Division of Reactor Safety Research, April-- 
June 1977. 


ORNL/NUREG/TM-132 
78-05 18) PC A03/MF A01 


Quarterly Progress Report on the Zirconium Metal-- 
Water Oxidation Kinetics Program Sponsored by 
the NRC Division of Reactor Safety Research for 
July--September 1977. 
ORNL/NUREG/TM-159 

78-12 18) PC A03/MF A01 


Zirconium Metal-Water Oxidation Kinetics. Iv. Reac- 
tion Rate Studies. . 
ORNL/NUREG-17 78-05 181 PC A10/MF A01 


Zirconium Metal-Water Oxidation Kinetics. V. Ox- 
idation of Zircaloy in High Pressure Steam. 
ORNL/NUREG-31 78-12 18) PC A03/MF A0O1 


CATHERS, G. I. 


Laboratory and Pilot-Plant Studies on the Conver- 
sion of Uranyl Nitrate Hexahydrate to UF sub 6 by 
Fluidized-Bed Processes. 

ORNL/TM-5913 78-07 


CATHEY, W. N. 


Hydrogen-in-Metals Conference, Paris, June 1977. 
AD-A046 019/6GI 78-02 11F PC A02/MF A01 


CATLETT, C. W. 


Sample Preparations for Spark Source Mass Spec- 
trography. 
Y-2093 


CATLETT, D. S. 


Rate and Pressure Dependence of Contaminants in 
Vacuum Deposited Aluminum Films. 
LA-UR-77-2110 78-14 11F PC A02/MF A01 


Structure and Mechanical Properties of Al--Al/sub 
X/O/sub Y/ Vacuum Deposited Laminates. 
LA-UR-78-884 78-23 11D PC A03/MF A01 


CATO, G. A. 


Reference Guideline for Industrial Boiler Manufac- 
turers to Control Pollution with Combustion Modifi- 
cation. 

PB-276 715/0GI 


CATOLINE, JAMES E. 


Software for Managing the Process of Manpower 
Training for Economic and Industrial Development, 
ED-140 845 78-14 51 Not available NTIS 


CATON, G. M. 


Energy Directory of Organizations and Researchers 
in Great Plains/Great Basin Area (Arizona, 
Colorado, Montana, Nebraska, Nevada, New Mex- 
ico, North Dakota, South Dakota, Utah, Wyoming). 

ORNL/EIS-116 78-11 10A PC A04/MF A01 


14B Not available NTIS 
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ORNL/EIS-118 8-11 10A PC A08/MF A01 


CATON, R. 
Effect of Neutron Irradiation on Single Crystal V sub 


3 Si. 
BNL-23015 78-05 20L PC A02/MF A01 


CATRAVAS, G. N. 


Reprint: Cerebrospinal Fluid Cyclic AMP Levels in 
Rhesus Monkeys: Daily Fluctuations. 
AD-A054 580/6G! 78-17 6P PC A02/MF A01 


CATRAVAS, GEORGE N. 


Reprint: Morphine Reduces Cerebellar Guanosine- 
3”5'-Cyclic Monophosphate Content and Elevates 
Cerebrospinal Fluid Guanosine-3',5'-Cyclic 
Monophosphate Content in Rhesus Monkey. 

AD-A054 336/3GI 78-17 60 PC A02/MF A0O1 


CATRON, H. C. 


Filtered Detector Arrays for Single Pulsed Photon 
Measurements Above 100 Kev. 
UCRL-80314 78-14 18A PC A02/MF A01 


High Energy Electron Spectra from 1.06 mu M 
Laser Produced Plasmas. 
UCRL-80322(Sum.) 78-14 


CATS, G. J. 


Calculation of the Geostrophic Wind Berekening 
van de Geowind. 
N78-11654/8GI 


CATSIFF, E. 


Approximate Methods for Determining the Distribu- 
tion of Relaxation Times and Predicting Dynamic 
Properties from Stress-Relaxation Studies (Of) 
Viscoelastic Materials. Il. Second Approximation 
Methods 

AD-008 308/9GI! 78-18 7D PC A02/MF A01 


Approximate Methods for Determining the Distribu- 
tion of Relaxation Times and Predicting Dynamic 
Properties from Stress-Relaxation Studies of 
Viscoelastic Materials. |. First-Approximation 
Methods 

AD-008 309/7GI 78-18 7D PC A02/MF A01 


Elastoviscour Properties of Amorphous Polymers in 
the Transition Region. lil. Reduced Equation for 
Viscoelastic Behavior of Amorphous Polymers in 
the Transition Region 

AD-025 264/3GI 78-21 7D PC A02/MF A01 


Elastoviscous Properties of Amorphous Polymers in 
the Transition Region. Il. Stress-Relaxation of Bu- 
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Far-infrared Inspection of Cable insulation. Interim 


Report. 
EPRI-EL-738 


CHER, L. 


Application of Correlation Analysis Method for 
Study of Slow Neutron Unelastic Scattering Spec- 
trum. Theory. 


JINR-14-9485 78-10 18D MF A01 
Possibility of the Stoner Excitation Study in Transi- 
tion Metals by Using Neutron Scattering. 

JINR-R17-9656 78-08 20L MF A01 


CHER, MARK 


Souble Waves in Gaseous Detonations 

AD-158 522/3GI 78-11 19D PC A02/MF A01 
CHERBU, A. V. 

Properties of “Leading” Hadrons Produced in Mul- 


tiple Production Processes. 
JINR-R-2-8760 


CHEREGUINI, S. 


Determination of Carbon-14 Content in Biological 

Materials and Its Application to Vinegars. 

JEN-360 78-08 7D MF A0O1 
CHEREMNYKH, P. A. 

Magnetic System for Investigations in the Stationary 


Magnetic Fields to 25 T. 
\AE-2436 


CHEREMUKHOV, B. V. 


Activation Detectors for Recording Pulsed Fluxes of 
Fast Neutrons. 
ORNL-tr-4529 


CHEREPANOVA, T. G. 


A Study of Interdiffusion Processes in Powder 
Metallurgical Bimetals (isliedovania Protsessof 
Vzaimnoi Diffuzii v Metalokeramicheskikh Bimatal- 
lakh)--Translation. 


PB-280 765-T/GI 78-17 11F PC A02/MF A01 
CHERESCAVICH, GERTRUDE D. 


Textbook for Nursing Assistants. 
HRP-0023855/0GI 78-11 5I 


CHEREVATENKO, E. P. 


Neutron Field Near the pi Meson Beam for Medical 
and Biological Researches on the Jinr Synchro- 
cyclotron. 
JINR-R-16-9123 

CHERKES, A. I. 
Unithiol - a Cobalt Antidote. 
KFK-tr-529 

CHERLIN, ANDREW 
Employment, Income, Marriage, and Divorce in Two 
Cohorts of Women. 
PB-284 501/4GI 78-24 5K PC A06/MF A01 


CHERLIN, ANDREW JAMES 


Social and Economic Determinants of Marital 
Separation. 
PB-274 296/3GI 


CHERNAK, EDWARD S. 


Further Progress in CT Scanning and Computerized 
Radiation Therapy Treatment Planning. 
HRP-0018247/7GI_ 78-10 6L Not Available NTIS 


CHERNESKY, ROSLYN H. 


Functional Analysis Study: A First Step in Quality 
Assurance. 
HRP-0015312/2GI 


CHERNIAVSKY, E. A. 


Energy Modeling and Data Support for the Electric 
Power Research Institute. Annual Report, July 1977. 


13A PC AOS 


PC A02/MF A01 


PC A04/MF A01 


78-09 20! PC AQS/MF A01 


78-26 9A PC AOS/MF A01 


78-19 20H MF A01 


78-10 20C MF A01 


78-14 18D PC A02/MF A01 


Not Available NTIS 


78-10 20G MF A01 


78-21 


60 MF A01 


78-04 5K PC A10/MF A01 


78-04 6E Not Available NTIS 


BNL-50696 78-15 10A PC A04/MF A01 


Integrated Multi-Regional Energy and Interindustry 
Model of the United States. 
BNL-22728 78-05 10A PC A04/MF AO1 


Multi-Objective Function Analysis of ERDA 
Forecast-2, Year-2000 Scenario. 
BNL-50685 78-07 10A PC A03/MF A01 


Overview of Technological-Economic Models for 
Energy Policy Analysis. 
BNL-22730 78-04 10A PC A03/MF A01 


Technical-Economic Modeling in Energy Planning. 
BNL-23087 78-07 10A PC A03/MF A01 


Validation and Assessment of the RESPONS Model. 
NL-50642 78-06 10A PC A07/MF A01 


CHERNIKOV, N. A. 
Born-infeld Equations in the Einstein Unified Field 
Theory. 
JINR-R2-9714 78-08 20J MF A01 
Torsion Covector in the Unified Field Theory. 
JINR-R-2-9651 78-09 20H MF A01 
CHERNILIN, Y. F. 
Nuclear Data for Nuclear Fusion Devices. 
KFK-tr-545 78-26 18A PC A02/MF A01 
CHERNOBROVIN, V. I. 
Magnetic Analyzer for Study on Relativistic Electron 
Beam High-Current Energy Spectra. 
NIIEFA-T-0192 78-08 
CHERNOFF, H. 
The Distribution of Shadows 
AD-118 693/1GI 78-22 20F 
CHERNOFF, HERMAN 
An Antenna Propagation Problem 
AD-146 213/4GI 78-22 9E 
A Classification Problem 
AD-082 493/8GI 78-24 12A PC A02/MF A01 


Graphical Representations as a Discipline. 
AD-A056 633/1GI 78-21 12A PC A03/MF A01 


Large Sample Theory, Parametric Case 

AD-063 918/7GI 78-20 12A PC A04/MF AO1 
A Satellite Control Problem. 

AD-A049 510/1GI 78-09 22A PC A04/MF AO1 
Selection of a Distribution Function to Minimize an 
Expectation Subject to Side Conditions 

AD-029 564/2G! 78-21 12A PC A03/MF A01 


Sequential Design of Experiments 
AD-162 694/4GI 78-24 12A PC A03/MF AO1 


CHERNOFF, N. 


Reprint: Disposition of 14C and/or 74As-Cacodylic 
Acid in Rats After Intravenous, Intratracheal, or 
Peroral Administration. 
PB-278 450/2GI 


CHERNOFF, NEIL 


Reprint: Prenatal Effects of Dieldrin and Photodiel- 
drin in Mice and Rats, 
PB-280 892/1GI 

78-17 6T (Order as PB-280 889, MF A01) 
Reprint: Teratogenic Effects of Cadmium in Rats, 
PB-277 619/3GI 

78-12 6T (Order as PB-277 586, MF A01) 

CHERNOFF, R. C. 

Large Active Retrodirective Arrays for Space Appli- 
cations. 
N78-21333/7GI 


CHERNOPLEKOV, N. A. 


Magnetic System for Investigations in the Stationary 
Magnetic Fields to 25 T. 
\AE-2436 


CHERNOUSOV, A. N. 


Individual Differences in the Swimming Capability 
of Carp and the Effect of Starvation on It. 
ORNL-tr-4452 78-07 6C PC A02/MF A01 


CHERNUKHINA, G. M. 


Calculation of the Fuel Temperature Field under 
Heat Release and Heat Conductance Transient Con- 
ditions. 
FEI-483 


CHERNY, J. J. tll 


Marine Traffic Data for the Port of Boston. 
AD-A047 153/2G! 78-04 15E PC A06/MF A01 


Marine Traffic Data of Corpus Christi, Texas. 
AD-A056 977/2GI 78-22 13J PC AOS/MF AO1 


Marine Traffic Data of Tampa, Florida. 
AD-A056 952/5G! 78-22 13J PC A06/MF AO1 


CHERNY, YA. 
Control Autocollimator with Electronic Data Read- 
i 


ing. 
JINR-13-9440 


18D MF A01 


PC A03/MF A01 


PC A02/MF A01 


78-14 6T PC AQ2/MF A01 


78-16 9E PC A04/MF A01 


78-10 20C MF A0O1 


78-17 18) MF A01 


78-19 18D MF A01 





CHERNYI, S. A. 
Power Recuperation in a He Charged Particle 


Separator. 
IFVE-OP-76-18 
CHERNYKH, E. V. 

Block Data Transmission in the CAMAC Standard. 


Review. 
JINR-10-8614 78-20 9B MF A01 


CAMAC Countroller for the Multipurpose Driver with 
the ES-1010 Computer. 
JINR-10-8971 78-23 9B PC A02/MF A01 


IKR-10 Interface Device for Switching on to Pro- 
ramming Channel of the ES 1010 Computer. 
INR-10-9019 78-20 9B MF A01 


Register Reading with Nonzero Information in the 
CAMAC Modules in the Address Scanning Regime. 
JINR-10-8615 78-23 9B PC A02/MF A01 


CHERNYSHENKO, V. YA. 


Absorption of Thermal Radiation by Layers of Con- 
densed Gases. 
LA-tr-77-59 


CHERNYSHEV, V. A. 


Analog Multiplier on Field Transistors. 
\AE-2457 78-10 9E MF A01 


CHERNYSHEV, V. P. 


interface Between the CAMAC Crate and the RAZ- 
DAN-3 Computers. 
ITEF-31 


CHERNYY, A. V. 


The Rate of Synthesis and Decomposition of Tissue 
Proteins in Hypokinesia and Increased Muscular Ac- 
tivity. 

N78-19751/4GI 


CHERRINGTON, B. E. 


Potential Well Formation in Electrostatic Confine- 
ment Devices. Technical Progress Report. 
COO-2323-6 78-08 201 PC A02/MF A01 


Study of the Acceleration, Focussing and Bunching 
of lons by Electronic Space Charge for Pellet Fu- 
sion. Technical Progress Report. 

COO-2765-5 78-05 18A PC A02/MF A01 


CHERRINGTON, D. C. 


Industrial Application Fiuidized Bed Combustion. 
Category Ill. Indirect Fired Heaters. Monthly Techni- 
cal Report No. 9, July 1--31, 1977. 

FE-2471-13 78-09 13A PC A02/MF A01 


industrial Application Fluidized Bed Combustion. 
Category Ill. Indirect Fired Heaters. Monthly Techni- 
cal Report No. 10, August 1--31, 1977. 

FE-2471-14 78-23 21B PC AQ2/MF A01 


Industrial Application Fluidized Bed Combustion. 
Category Ill. indirect Fired Heaters. Monthly Techni- 
cal Report No. 11, October 1--31 1977. 

FE-2471-16 78-21 21B PC A02/MF A01 


Industrial Application Fiuidized Bed Combustion. 
Category Ill. indirect Fired Heaters. Monthly Techni- 
cal Report No. 12, January 1--31, 1978. 

FE-2471-19 78-23 21B PC A02/MF A01 


industrial Application Fluidized Bed Combustion. 
Category Ill. Indirect Fired Heaters. Quarterly 
Technical Report No. 4, April 1--June 30, 1977. 

FE-2471-12 78-17 21B PC A02/MF A01 


industrial Application Fluidized Bed Combustion. 
Category Ill. Indirect Fluid Heaters. Quarterly 
Technical Report No. 2, October 1--December 31, 
1976. 


FE-2471-6 78-23 21B PC A03/MF A01 


industrial Application Fluidized Bed Combustion, 
Category Ill, Indirect Fiuid Heaters. Quarterly 
Technical Report No. 3, January 1--March 31, 1977. 
FE-2471-9 78-12 21B PC A03/MF A01 


CHERRY, J. M. 


OPSES-DEWAC: Operational Sea State and Design 
Wave Criteria for Ocean Thermal Energy Conver- 
sion Projects. Volume 1. Literature Available. 

SAN-235P13-39(V.1) 78-14 8C PC A08/MF A01 


OPSES-DEWAC: Operational Sea State and Design 
Wave Criteria for Ocean Thermal Energy Conver- 
sion Projects. Volume 2. Prediction Techniques. 

SAN-235P13-39(V.2) 78-14 8C PC A16/MF A01 


CHERRY, J. T. 


The Dependence of Body Wave Magnitude on Yield 
for Underground Explosions in Salt. 
AD-A053 526/0GI 78-16 17J PC A03/MF A01 


Improved Yield Determination and Event Identifica- 
tion Research. 


AD-A046 568/2GI 78-03 17J PC A04/MF A01 


Seismic Ground Motion from Free-Field and Un- 
derburied Explosive Sources. 
AD-A055 141/6GI 78-18 8K PC A04/MF AO1 


Utilization of Seismic Exploration Technology for 


High Resolution Mapping of a Geothermal Reser- 
voir. Final Report. 


78-10 20G MF A01 


78-12 7D PC A02/MF A01 


78-17 9B MF AO1 


78-14 6S PC A02/MF A01 


SAN/1249-1 
CHERRY, N. H. 


Investigation of Fuels Containing Coal--Oil--Water 
Emulsions. First Quarterly Report, August 24-- 
December 31, 1977. 
FE-2689-1 
CHERRY, N. J. 


Wind Energy Resource Survey of New Zealand: 
Preliminary Analysis of Meterological Data. Report 


No. 8. 
NP-21761 
CHERRY, R. 


IUPAP Conference on Statistical Physics (13th). 
AD-A050 790/5GI 78-11 20M PC A02/MF A01 


CHERRY, R. S. 


Dispersion of Miscible Fluids in Packed Columns. 
ORNL/MIT-252 78-08 81 PC A03/MF A01 


Parameters Influencing Dispersion in a Three-Phase 
Fluidized Bed. 
ORNL/MIT-254 


CHERRY, W. PETER 


Analytic Methods for Studies of Command and 
Control in Anti-Ship Cruise Missile Defense. 
AD-A052 085/8Gi 78-13 15C PC A03/MF A01 


CHERRY, WILLIAM R. 


Reprint: Energy Acquisition, Storage, and Release. 
Photochemistry of Cyclic Azoalkanes as Alternate 
Entries to the Energy Surfaces interconnecting Nor- 
bornadiene and Quadricyclene. 

AD-A055 356/0GI 78-20 7D PC A02/MF A01 


Reprint: Solvent Isotope Effect on the Fluorescence 
of Azoalkanes. 
AD-A055 363/6GI 


CHERTOCK, A. J. 


Locked-Wrap Fuel Rod. 
PATENT-4 005 521 78-04 


CHERTOK, B. T. 


Measurement of the Electron--Deuteron Elastic 
Scattering Cross Section in the Range 0.8 Less 
Than or Equal to Q exp 2 Less Than or Equal to 6 
Gev exp 2. 

SLAC-PUB-1596 


CHERTOV, YU. P. 


Express Separation of a Few Atoms of a Rare Gas 
out of Large Volume of Liquid. 
1AE-2388 


CHERUBINI, G. 


Application of Inversion Theory to New Satellite 
Systems for Determination of the Gravity Field. 
AD-A057 188/5GI 78-22 8E PC A03/MF A01 


Small Angle Neutron Scattering. Interpretation of 
Experimental Curves in the Hypothesis of 
Homogeneous Particle Scattering. 

CAMEN-1126 78-17 


CHERWONY, WALTER 


Bus Service Planning. 
PB-274 536/2GI 78-06 


CHESALOV, A. A. 


Analog Multiplier on Field Transistors. 
\AE-2457 78-10 9E MF AO1 


CHESEBROUGH, EBEN W. 


Quaboag and Quacumquasit Ponds, Water Quality 
Study April 1974-April 1975, 
PB-273 757/5GI 78-03 


CHESIRE, JOHN 


Design and Implementation Social 
System, Bridgeport, Connecticut. 
PB-278 711/7GI 78-13 5K PC A06/MF A01 


CHESLER, S. N. 


Reprint: An Analysis of Petroleum Hydrocarbons in 
the Marine Environment: Results of an Interlabora- 
tory Calibration Exercise. 

PB-283 839/9GI 78-23 7D Not available NTIS 


Reprint: The Application of a Chemically-Bonded 
Aminosilane Stationary Phase for the High-Per- 
formance Liquid Chromatographic Analysis of 
Polynuclear Aromatic Compounds. 

PB-275 029/7GI 78-05 14B Not available NTIS 


Reprint: Determination of Trace Level Hydrocarbons 
in Marine Biota. 


PB-281 922/5GI 78-18 7D Not available NTIS 


Reprint: interlaboratory Calibration for the Analysis 
of Petroleum Levels in Sediment. 
PB-275 017/2GI 78-05 7D Not available NTIS 


Reprint: interlaboratory Comparison of Determina- 
tions of Trace Level Petroleum Hydrocarbons in 
Marine Sediments. 

PB-280 433/4GI 78-16 7D Not available NTIS 


Reprint: Methods for Polynuclear Aromatic 
ee tal Analysis in the Marine Environment, 
PB-285 155/8GI 78-25 7D Not available NTIS 


78-06 8! 


PC A04/MF A01 


78-23 21D PC A02/MF A01 


78-02 10A Not available NTIS 


78-10 21B PC A03/MF A01 


78-20 7D PC A02/MF A01 


18J Not available NTIS 


78-06 20H PC A02/MF A01 


78-14 14B MF A01 


14B MF A01 


13B PC$2.20/MF A01 


13B PC A04/MF A01 


Assessment 


CHESTER, C. V. 


The NBS Program for Standards for Trace Organic 
Analysis in the Marine Environment. 
PB-281 362/4GI 78-17 7D Not available NTIS 


Reprint: Trace Organic Analysis. 
PB-281 340/0GI 78-18 7D Not available NTIS 


CHESNEY, ALAN P. 


Nurses Want to Keep Up to Date. 
HRP-0024301/4G! 78-23 51 


CHESNOKOVA, T. D. 


Program of the Matter Stopping Power for Charge 

Particles with the Energy Up to 100 Mev ("Atos"). 

KIYI-75-6 78-08 18F MF A01 
CHESNOVA, S. I. 

Optimization of the Meson-Producing Target Posi- 

tion in a Chamber of a Phasotron with a Spatial 


Variation of a Magnetic Field. 
JINR-9-9078 


CHESNUT, WALTER G. 


A Search by Radar Backscatter, for Irregularities 
Produced by the Lagopedo F-Region Electron 
Depletion Releases. 

AD-A056 385/8G! 78-21 


CHESNUTT, CHARLES B. 


Laboratory Effects in Beach Studies. Volume Il. 
Movable-Bed Experiments with H sub o/L sub o = 
0.021 (1970). 

AD-A045 462/9G! 78-01 8C PC A0S/MF A01 


Laboratory Effects in Beach Studies. Volume Il. 
Movable-Bed Experiments with H sub o/L sub o = 
0.021 (1971). 

AD-A049 871/7GI 78-09 8C PC A06/NF A01 


Laboratory Effects in Beach Studies. Volume IV. 
Movable-Bed Experiments with H sub 0/L sub 0 = 
0.021 (1972). 

AD-A051 872/0GI 78-13 8C PC A04/MF A01 


Laboratory Effects in Beach Studies. Volume V. 
Movable-Bed Experiment with H sub o/L sub o = 
039. 


0.039. 
AD-A051 484/4GI 


Not Available NTIS 


78-20 20G MF A01 


4A PC A03/MF A01 


78-12 8C PC A04/MF A01 


Laboratory Effects in Beach Studies. Volume VI. 
Movable-Bed Experiments With H (Sub 0)/L(sub 0) 
004 


AD-A05S5S 186/1GI 78-18 8C PC AOS/MF A01 


Laboratory Effects in Beach Studies. Volume Vii. 
Movable-Bed Experiments with H sub 0/L sub o = 
0.013. 

AD-A055 021/0GI 78-18 8C PC A0S/MF A01 


Laboratory Effects in Beach Studies. Volume ViIil. 


Analysis of Results from 10 Movable-Bed Experi- 
ments. 


AD-A058 703/0GI 
CHESS, R.H. 


Preparation and Properties of Organic Derivatives 
of Tin Hydride 
AD-020 632/6GI 


CHESSELL, C. I. 


Meteorological and Ground Effects on the Propaga- 
tion of Aircraft Noise Close to the Earth's Surface. 
AD-A054 968/3G! 78-18 20A PC A03/MF A01 


CHESSER, N. J. 
Reprint: Nature of the Phase Transition in KCN at 
168 K. 
PB-281 976/1GI 78-19 7D Not available NTIS 


Reprint: Neutron Scattering Studies of Crystal 
Dynamics and Order-Disorder Phase Transitions in 
Alkali Cyanides. 
PB-276 223/5GI 


CHESSICK, J.J. 


Calorimetric and Adsorption Studies of the Oxida- 
tion of Ni, Co and Cu in the Thin Film Region. Ad- 
sorption Studies on Attapulgite Clay 

AD-138 186/2GI 78-11 11F PC A04/MF A01 


CHESSIN, HYMAN 


The Effect of Ultrasonic Waves on the Elec- 
trodeposition of Copper 
AD-056 244/7GI 78-16 


CHESTEK, RICHARD 


Research on Adaptive Antenna Techniques. 
AD-B019 329/2G! 78-10 9E PC A06/MF A01 


CHESTER, ALEXANDER J. 
Seasonal Distributions of Plankton in the Strait of 


Juan de Fuca. 
PB-281 833/4GI 


CHESTER, C. V. 


Blast Tests of Expedient Shelters in the DICE 
THROW Event. 

ORNL-5347 78-18 15C PC A06/MF A01 
KFM: A Homemade Yet Accurate and Dependable 


Fallout Meter. 
ORNL-5040 


78-25 13B PC A07/MF A01 


78-21 7B PC A02/MF A01 


78-08 20L Not available NTIS 


11F PC A02/MF A01 


78-17 8A PC A03/MF AC1 


78-17 18D PC A04/MF A01 


PA-237 





CHESTER, CONRAD V. 
Blast Tests of Expedient Shelters in the DICE 
THROW Event, 
AD-A052 913/1GI 


CHESTER, G. V. 
Monte Carlo Simulation of the Classical Two- 


Dimensional One Component Plasma. 
N78-29911/2GI 8-24 20M PC A04/MF A01 


CHESTER, J. W. 
Drilling in the Monument Valley Area of Arizona and 


Utah. 
RMO-830(Rev.) 


CHESTER, K. A. 


Characterization of Methanol/Gasoline Blends as 
Automotive Fuel - Performance and Emissions 
Characteristics, 
PB-277 135/0G! 


CHESTER, R. O. 


Radiation Emergency Response in lilinois, Alabama, 
and Texas. 
ORNL-5242 


CHESTERS, GORDON 
Interaction of Soluble Phosphate with Aluminum 


Hydroxide in Lakes. 
PB-275 571/8GI 


CHESTON, W. 


“Nonmesonic” Bound V-Particle Decay 
AD-028 634/4GI 78-18 20H PC A02/MF A01 


On Statistical Estimation in Physics 
AD-028 270/7GI 78-18 12A PC A02/MF A01 


CHETWYND, J. H. JR. 
Atmospheric Transmittance/Radiance: 
Code LOWTRAN 4. 
AD-A058 643/8G! 78-25 20F PC A06/MF A01 


CHETWYND, JAMES H. JR. 


Aigorithm for the Calculation of Absorption Coeffi- 
cient - Pressure Broadened Molecular Transitions. 
AD-A047 515/2GI 78-05 7D PC A04/MF A01 


CHEUN, CHEN CHU 


Application of Chemiluminescence Analysis in Air 
Pollution Research -- Translation. 
AD-A052 549/3GI 78-14 7D PC A02/MF A01 


CHEUNG, ALAN 


Application of Clinical Pharmacy Services in Ex- 
tended Care Facilities. 
HRP-0023504/4G!i_ 78-09 6E Not Available NTIS 


Pharmacy Policy and Procedures. A Model and 
Workbook for Developing the Pharmacy Policy and 
Procedure Manual for Long-Term Care Facilities. 

HRP-0023995/4Gi_ 78-14 60 Not Available NTIS 


CHEUNG, AUGUSTINE Y. 


The Physical Basis of Electromagnetic Interactions 
with Biological Systems, 
AD-A051 218/6GI 78-12 6R PC A17/MF A01 


CHEUNG, H. 


Low Cost Silicon Solar Array Project Silicon Materi- 
als Task: Establishment of the Feasibility of a 
Process Capable of Low-Cost, High Volume 
Production of Silane (Step 1) and the Pyrolysis of 
Silane to Semiconductor-Grade Silicon (Step 2). 

N78-24624/6GI 78-19 10B PC A0S/MF A01 


CHEUNG, JOHN B. 


Backwashing System for Slurry Pick-Up Used in 

Hydraulic Borehole Mining Devices. 

PATENT-4 074779 78-15 81 Not available NTIS 
CHEUNG, K. C. 

Preliminary Structural Analysis of PCRV for 300- 

MW(E) Gas Cooled Fast Breeder Reactor. 

GA-A-14857 78-25 181 PC A04/MF A01 
CHEUNG, SUNMING 

A Simulated Patient-Physician Encounter Using a 

Talking Computer. 

HRP-0025425/0GI 
CHEVAKO, ROBERT J. 

Mosaic Infrared Sensor. 

PATENT-4 053 773 

78-05 


78-15 19D PC AOS/MF A01 


78-07 81 PC A04/MF A01 


78-10 21D PC A10/MF A01 


78-17 18F PC A08/MF A01 


78-06 13B PC AOS/MF A01 


Computer 


78-23 6E Not Available NTIS 


17E Not available NTIS 
CHEVALIER, G. 
Destruction of Contaminated Metallic Sodium 


Wastes by Reaction on Alcohol and Hydrolysis. 
CEA-N-1955 78-06 18G MF A01 


CHEVALIER, H. L. 


Agricultural Aviation Research. 
N78-12999/6GI 78-08 


CHEVALIER, L. 


Tests at the FOS Terminal on the LNG Behavior in 
Large Tanks. 
DOE-tr-17 


1B PC A08/MF A01 


78-12 21D PC A02/MF A01 


PA-238 


CHEVALIER, M. 


An Electric Current Preamplifier Associated to the 
Cathodic Planes of Proportional Multiwire Cham- 
bers Etude d’'UN Preamplificateur de Courant As- 
socie aux Plans Cathodiques de Chambres Propor- 
tionnelles Multifils. 
N78-18342/3GI 


CHEVALIER, PETER A. 


Protection of the Cardiopulmonary Systems against 
the Injurious Effects of Acceleration. 
AD-A050 142/9GI 78-10 6S PC A03/MF A01 


CHEVALLIER, M. 


Performances of Small Area Recoil Wire Chambers 
in A-CO sub 2 and A-ISO C sub 4 H sub 10 Operat- 
ing Gas Mixtures. 

LYCEN-7653 78-17 18D MF AO1 


Performances of Small Area Recoil Wire Chambers 
in a-CO2 and a-ISO C4H10 Operating Gas Mixtures. 
N78-14377/3GI 78-09 7D PC A02/MF A01 


Study of a Current Preamplifier Associated to the 
Cathode Planes of Multiwire Proportional Cham- 


bers. 
LYCEN-7705 


78-13 9E PC A02/MF A01 


78-17 18D MF AO1 


CHEVERTON, R. D. 
Experimental Verification of Thermal Shock Analy- 


sis. 
CONF-771126-4 78-12 181 PC A02/MF A01 


Pressure Vessel Fracture Studies Pertaining to a 
PWR LOCA-ECC Thermal Shock: Experiments TSE- 
3 and TSE-4 and Update of TSE-1 and TSE-2 Analy- 


sis. 
ORNL/NUREG-22 78-12 181 PC A08/MF A01 


Thermal Shock Studies Associated with Injection of 


Emergency Core Coolant in Pressurized Water 
Reactors. 


CONF-770807-29 
CHEVOKIN, V. K. 
Electron-Optical Cameras for Laser and Laser- 


Plasma Diagnostics. 
UCRL-Trans-11272 


CHEW, FRANK 


A Data Report of Florida Gulf Coast Cruises 
AD-220 751/2G! 78-16 8A PC A06/MF A01 


An Interpretation of the Transverse Component of 
the Geomagnetic Electrokinetograph Readings in 
the Florida Straits off Miami 

AD-219 464/5GI 78-17 8C PC A02/MF AO1 


(Results of Eleven Oceanographic Cruises) 
AD-206 541/5GI 78-18 8C PC A04/MF A01 


Some Results of the Florida Current Study: Prelimi- 
nary Report on the Grand Cayman Cruise, 15 
November 1953 to 15 May 1954 

AD-037 620/2GI 78-16 8C PC A03/MF A01 


Some Results of the Florida Current Survey, 15 
November 1952-15 May 1953 
AD-018 834/2GI 78-14 8C PC A04/MF A01 


Some Results of the Oceanographic Studies in the 
Straits of Florida and Adjacent Waters 
AD-058 489/6GI 78-14 8J PC A04/MF A01 


Tropical Oceanography 
AD-079 318/2GI 


Tropical Oceanography 
AD-100 177/5GI 


Tropical Oceanography 
AD-129 474/3GI 


CHEWNING, BETTY 


Project to Improve the Utilization of Nurses in Am- 
bulatory Care Settings. 
HRP-0018211/3G! 


CHEYNE, JAMES 


Distribution of Room Size in Hospitals. 

HRP-0018793/0GI 78-09 6L Not Available NTIS 
CHI, C. T. 

Source Assessment: Rubber Processing, State of 


the Art. 
PB-281 423/4GI 


CHI, J. W. H. 


Conceptual Studies of Toroidal Field Magnets for 
the Tokamak Experimental Power Reactor. Final 
Report. 

ORO-5153-1 78-06 18A 


Fusion-Driven Actinide Burner 
Second Quarterly Progress Report. 
WFPS-TME-024 78-08 18A PC A0S/MF A01 


Poloidal Field Coil Design for a Fusion--Fission 
Breeder Reactor. 


WFPS-TME-067 78-13 18A PC A02/MF A01 


Selection of a Cryostabilized Nb sub 3 Sn Conduc- 
tor Cooling System for the Large Coil Program. 
CONF-771029-91 78-13 18A PC A03/MF AO1 


78-05 18! PC A02/MF A01 


78-10 201 PC A02/MF A01 


78-16 8J PC A04/MF A01 
78-21 8J PC A03/MF A01 


78-16 8J PC A07/MF A01 


78-12 6E PC A12 


78-18 13B PC A07/MF A01 


PC AS9/MF A01 
Design Study. 


CHI, JOSEPH 


Seasonal Operating Performance of Gas-Fired 
Hydronic Heating Systems with Certain Energy Sav- 
ing Features. 

PB-285 021/2GI 78-25 13A Not available NTIS 


Use of a Computer Model to Evaluate Energy Sav- 
ing Potentials for Gas-Fired Furnaces. 
PB-285 311/7GI 78-25 10A Not available NTIS 


CHI, LOTTA 


Executive and Tabular Summary of Air Bag Field 
Experience. Volume 2, Number 1. 
PB-283 956/1GI 78-23 13L PC AOS/MF A01 


CHI, M. 


Revision of Simulation Model of Automobile Colli- 
sions Computer Program: Investigation of New In- 
tegration Algorithm. 

PS-280 753/5GI 


CHI, MICHAEL 
Assessment of Injury Criteria in Roadside Barrier 


Tests. 
PB-281 543/9GI 78-18 13B PC A04/MF A01 


Determination of Strouhal Characteristics and 
Power Spectrum for Elastically Restrained H-Shape 
Sections. 

PB-284 784/6GI 78-25 13B PC AOS/MF A01 


Response of Bridge Structural Members Under 
Wind-induced Vibrations. 
PB-284 783/8GI 78-25 


CHIAN, E. S. K. 


Monitoring to Detect Previously Unrecognized Pol- 
lutants in Surface Waters. 
PB-273 349/1GI 78-01 13B PC AOS/MF A01 


Monitoring to Detect Previously Unrecognized Pol- 
lutants in Surface Waters--Appendix: Organic Anal- 
ysis Data. 

PB-273 350/9GI 


CHIAN, EDWARD S. K. 


Evaluation of Leachate Treatment. Volume Il. 
Biological and Physical-Chemical Processes. 
PB-277 038/6GI 78-10 138 PC A12/MF A01 


CHIANG, C. C. 


Direct Determination of Atom and Radical Concen- 
trations in Thermal Reactions of Hydrocarbons and 
Other Gases. Progress Report, January 1, 1977-- 
December 31, 1977. 

CO0/2944-2 78-18 7D PC A02/MF AO1 


Reprint: Synthesis, Structure, and Spectral Proper- 
ties of (TTF)(HgC13), and Unusual Metal- 
lotetrathiaethylene. 
PB-280 380/7GI 


CHIANG, C. K. 


Anisotropic Electrical 
Oriented Polyacetylene. 
AD-A058 378/1GI 78-25 7D PC A02/MF AO1 


Conducting Polymers: 
Polyacetylene. 
AD-A058 373/2G! 


Reprint: Electrical 
Polyacetylene. 
AD-A057 627/2G! 78-23 7C PC A02/MF A01 


Polyacetylene, (CH) sub x:n-Type and p-Type Dop- 
ing and Compensation. 
AD-A058 372/4G1 78-25 7D PC A02/MF A01 


Reprint: Synthesis of Highly Conducting Films of 
Derivatives of Polyacetylene, (CH) sub x. 
AD-A057 628/0G! 78-23 7C PC A02/MF AO1 


CHIANG, CHWAN K. 


Reprint: Synthesis of Electrically Conducting Or- 
ganic Polymers: Halogen Derivatives of 
Polyacetylene, (CH) sub x. 
AD-A057 626/4G! 78-23 7C PC A02/MF A01 
CHIANG, D. D. 
Residual Stresses in Peach Bottom Test Elements 
Analysis Vs Experiment. 
GA-A-14329 78-05 
CHIANG, H. S. 
Reprint: Nasal 
Macaque. 
AD-A048 405/5GI 78-07 6E PC A02/MF A01 
Reprint: A Surveillance of Human Influenza Virus in 


Swine in Southern Taiwan. 
AD-A053 276/2GI 78-15 6M PC A02/MF A01 


CHIANG, I. H. 


Proportional Wire Chamber System for Beam 


Definition in Precision Total Cross Section Mea- 
surements. 
BNL-24349 


CHIANG, L. C. 


Project Geological Map to the Millionth Scale. 
N78-29540/9GI 78-24 8G PC A02/MF A01 


78-17 13L PC A07/MF A01 


13B PC A13/MF A01 


78-01 138 PC A14/MF A01 


78-17 7D Not available NTIS 


Conductivity of Partially 


Halogen Doped 


78-25 7D MF AO1 


Conductivity in Doped 


18) PC A03/MF A01 


Adenocarcinoma in a_ Taiwan 


78-26 20G PC A03/MF A01 





CHIANG, PETER K. 
3-Deazaadenosine as an Inhibitor of Adenosylhomo- 


cysteine Hydrolase with Antiviral Activity. 
PAT-APPL-886 106/GI 78-25 6A PC A02/MF A01 


CHIANG, S. H. 


Hydrogen Distribution and Transfer in Coal 
Hydrogenation Systems. Phase |. Quarterly Report, 
September--November 1977. 

FE/2699-1 78-17 7D PC A02/MF A01 


CHIANG, TZE I. 


Pyrolytic Conversion of Agricultural and Forestry 

Wastes to Alternate Energy Sources in Indonesia; a 

Feasibility Study, 

PB-275 569/2G 78-07 
CHIANG, Y. S. 


Microwave Devices in Silicon-on-Sapphire. 
AD-904 488/4GI 78-14 9E PC A03/MF A01 


Representing Industry and Population Structure for 
Estimating Freight Flows. 
CTS-76-8 78-26 


CHIANTA, M. A. 
Heat Transfer 


Fabrics. 
AD-A057 328/7GI 


CHIAO, C. C. 


Lifetimes of Fiber Composites under Sustained Ten- 
sile Loading. 
UCRL-78367 


CHIAO, SUN-HAI S. 
Reprint: Photoelectronic 


GaAs:Cu. 
AD-A055 811/4GI 


CHIAQ, T. T. 


Epoxy Matrices for Filament-Wound Flywheels. 

UCRL-79573 78-12 10C PC A02/MF A01 
Lifetimes of Fiber Composites under Sustained Ten- 
sile Loading. 
UCRL-78367 


CHIAPALE, J. P. 


Use of Different Methods to Determine the Sensitive 
and Latent Heat Flux under Natural Conditions. Part 
1: Measuring the Surface Layer Flux and Regional 
Evapotranspiration. Part 2: Perfection of a Method 
for the Direct Measurement of Turbulent Heat 
Fluxes in the Lower Atmospheric Layers Utilisation 
de Differentes Methodes pour la Determination des 
Flux de Chaleur Sensible et Latente dans les Condi- 
tions Naturelles 1ERE Partie: Mesure des Flux de la 
Couche de Surface et Evapotranspiration Re- 
gionale. 2EME Partie: Mise au Point d’Une 


Methodologie de Mesure Directe des Flux Turbulent 
dans. 


N78-22326/0Gi 
CHIAPPINELLI, B. 


Ducted Propeller Assault Transport. Preliminary 
Structural Analysis 
AD-102 192/2GI 


CHIARENA, J. C. 
Auger Spectrometry and Mass Spectrometry of Car- 
bon Monoxide Chemisorption on Polycrystalline 
Molybdenum. 
INEL-tr-19 
CHIARULLI, P. 


Refraction of Plane Shock Waves at a Density Inter- 

face 

AD-066 763/4GI 
CHIBA, M. 

Magic-Gas Mixer with Continuous Flow System for 

Multi-Wire Proportional Chambers. 

INS-TH-101 78-01 18D Not available NTIS 
CHICARELLO, PETER J. 

Integration of Fire Protection Into Large Automated 

Storage Systems at Naval Shore Facilities. 

AD-A050 916/6GI 78-11 13L PC AQ4/MF A01 
CHICHEROV, V. M. 

Collection of Abstracts of Works on Atomic and 

Molecular (A + MM) Data Published in the Soviet 

Literature over the January--May 1977 Period. 

ORNL-tr-4532 78-21 7D PC A02/MF A01 
CHICHILNISKY, GRACIELA 


Problems of Labor Market Adjustments to Industrial 
Health Hazards. 
PB-279 796/7GI 


CHICK, L. A. 
Preliminary Flowsheet for the Conversion of Han- 


ford High-Level Waste to Glass. 

ARH-F-113 78-18 18G PC A03/MF A01 
CHICKLIS, E. P. 

Energy Transfer in a Rare Earth Doped Activator- 


Activator System. 
AD-A047 468/4GI 


13B PC A04/MF A01 


10A PC A03/MF A01 
Measurements of Safety Apparel 


78-23 6Q PC A02/MF A01 


78-04 11D PC A02/MF A01 


Properties of LPE 
78-20 20L PC A02/MF A01 


78-04 11D PC A02/MF A01 


78-17 4A PC A02 


78-01 1C PC A03/MF A01 


78-06 7D PC A02/MF A01 


78-14 20D PC A02/MF A01 


78-16 5C PC A07/MF A01 


78-05 20E MF A01 


CHICOINE, JOEL B. 


Studies on a Frustrated Multiple internal Reflection 
(FMIR) Detection System. 
AD-881 740/5GI 78-02 


CHICUREL, RICARDO 


Load-Deformation Behavior of Elastic Filaments 

with Arbitrary Initial Configuration 

AD-220 740/5GI 78-16 11E PC AO7/MF A01 
CHIDA, T. 

Beta -Ray Absorbed Dose Rate Meter. |. Selected 

Pulse Counting Method to Obtain the Energy-inde- 


pendent Response. 
JAERI-M-6753 


15B PC A06/MF A01 


78-01 18D MF A01 


CHIDAKEL, MYER R. 
The Starting and Managing Series. Volume 14. 
Starting and Managing a Carwash, 

78-20 5A PC AOS/MF A01 


PB-282 723/6GI 
CHIDSEY, I. L. JR. 


Reprint: HF/VHF Absorption in the Disturbed D Re- 
gion. 
AD-A045 633/5GI 


CHIEN, Y. T. 
Computer Techniques for Identifying Oil Spills. 
PB-277 487/5GI 78-11 7D PC A02/MF A01 
CHIENGMAI, S. N. 


Production of Krypton Isotopes by (P,XN) Reactions 
on Bromine. 
GWI-R-11/76 


CHIGRINOV, S. E. 
High Energy Deuteron Beam 


Matter. 
JINR-R-2-7848 
CHIJIYA, M. 
Studies on Fluoride Volatility Process for the 


Reprocessing of LMFBR Fuels. 

|AEA-AG-63-11 78-23 18J PC A02/MF A01 
CHIKKAPPA, G. 

Chronic Lymphocytic Leukemia: Concepts and Ob- 


servations. 
BNL-22664 


CHILADZE, B. G. 


Four-Prong pi exp - p Interactions with pi exp 0 
Production. Pt. 2. Cross Section Determination by 
Statistical Method; Study on Characteristics of 
Proton and Neutron Production. 

JINR-R-1-8793 78-22 20H MF A01 


Study of the Invariant Cross Section for Inclusive 
Reaction pi exp - p implies gamma + ... At 5 Gev/ 
Cc 


JINR-E1-9854 
CHILCOAT, B. R. 


Method for Applying Pyrolytic Carbon Coatings to 
Small Particles. 
PATENT-4 016 304 78-10 


CHILD, EDWARD T. 

The Decay of Radical Radiation 

AD-156 506/8GI 78-11 70 PC A02/MF A01 
CHILD, H. R. 


New Small Angle Neutron Scattering (SANS) Instru- 
ment at ORNL Using a Position Sensitive Area De- 
tector. 


CONF-771031-6 78-08 18D PC A03/MF A01 


Small-Angle Neutron Scattering from Voids in 
Neutron Irradiated Type 304 Stainless Steel. 

CONF-771031-5 78-13 11F PC AQ2/MF AO1 
Small-Angle Neutron Scattering of Reactor-ir- 
radiated Niobium. 
CONF-771031-7 


CHILD, JOHN 


The Inter-American Military System: Historical 
Development, Current Status and Implications for 
US Policy. 
AD-A047 591/3GI 
CHILDERS, E. E. 


Organic Composition of Devonian Shale from Perry 
County, Kentucky. 
MERC/TPR-77/3 
CHILDERS, KENDALL 
OWL II Diode Study. 
AD-A052 578/2GI 
CHILDERS, THOMAS 


The Blue Collar Adult's Information Needs, Seeking 
Behavior and Use. 
ED-143 364 


CHILDRESS, W.S. 


Design Study of a Modified High Lift and Lateral 
Control System for the L-21 Airplane 
AD-212 827/0GI 78-11 1C PC A02/MF A01 


CHILDS, C. B. 
Passive Particle Dosimetry. 


78-01 4A PC A02/MF A01 


78-08 20H MF A01 


Interaction with 


78-18 20H MF A01 


78-01 6E Not available NTIS 


78-08 20H MF A0O1 


18J Not available NTIS 


78-08 18F PC A02/MF A01 


78-05 5D PC A04/MF A01 


78-14 81 PC A0Q3/MF A01 


78-14 20G PC A04/MF A01 


78-22 5! Not available NTIS 


CHIN, D. T. 


N78-27965/0GI 
CHILDS, E. L. 


Waste Management Analysis for the Nuclear Fuel 
Cycle: Parts | and Il. Progress Report for Period 
Ending March 31, 1977. 
RFP-2667 78-08 18G PC A02/MF A01 


78-23 14B PC A04/MF A01 


CHILDS, ELLIOT F. 


Proceedings of a Seminar on Urban Hydrology held 
on 1-3 September 1970, at Davis, California, 
AD-A052 602/0G! 78-14 138 PC A13/MF A01 


CHILDS, ERNEST LINCOLN 
Computer Assisted Map Maneuver System 
(CAMMS). A Combined Arms Wargame Simulation. 
AD-A051 258/2G! 78-12 15G PC A06/MF A01 
CHILDS, GEORGE E. 
Reprint: Partial Purification of Amastigotes from 


Cutaneous Lesions of American Leishmaniasis. 
AD-A057 036/6G! 78-22 6E PC A02/MF A01 


CHILDS, K. W. 


HEXERE12: Computer Program for the Transient 
Thermal-Hydraulic Analysis of High Temperature 
Gas-Cooled Reactors. 

K/CSD/TM-3 78-05 18! 


CHILDS, M. E. 
An Experimental Investigation of Shock Wave-Tur- 


bulent Boundary Layer interactions with and 
Without Boundary Layer Suction: A Data Summary 


Report. 

N77-33440/7GI 
CHILDS, NORMAN L. 

Service Test of Men and Women Experimental Blue 


1549 Washable Uniforms. 
AD-A045 751/5GI 78-01 


CHILENSKAS, A. A. 


High-Performance Batteries for Stationary Energy 
Storage and Electric-Vehicle Propulsion. Progress 
Report, January--March 1977. 

ANL-77-35 78-06 10C PC A05/MF A01 
High-Performance Batteries for Stationary Energy 
Storage and Electric-Vehicle Propulsion. Progress 
Report, October--December 1976. 

ANL-77-17 78-06 10C PC A04/MF A01 


CHILES, M. M. 


Procedures and Instructions for Fabrication, As- 
sembly, and Test of PCP Ill Multisection lonization 
Chamber (Q-2633) for Reactor Control. 

ORNL/TM-5835 78-17 181 PC AQ4/MF A0O1 


CHILES, W. D. 


The Effects of Altitude and Two Decongestant-An- 


tihistamine Preparations on Physiological Functions 
and Performance, 


AD-A054 793/5G! 
CHILES, W. DEAN 

Assessing Pilot Workload, 

AD-A051 587/4GI 78-12 5I 
CHILLINGWORTH, MARY-ANNE 


Residuals Management Priorities for the Monon- 
gahela River Basin. 
PB-273 900/1GI 


CHILTON, ARTHUR B. 


A Mathematical Analysis of Carbon Dioxide Respira- 

tion in Man 

AD-014 085/5GI 
CHILTON, F. 


Electric and Magnetic Sensing Systems: Applica- 

tions. 

UCID-17597 
CHILTON, HAROLD 


Future Economic Development in Garland, Texas. 
An Analysis and a Plan. 
PB-278 732/3GI 


CHIMA, RODRICK V. 


Development of a Method for Predicting Subsonic 
Turbulent Separating Boundary Layers. 
AD-A051 535/3G! 78-12 20D PC A08/MF A01 


CHIN, B. L. 


Cu/sub X/S-(Cd,Zn)S Photovoltaic Solar Energy 
Converters. Quarterly Report No. 2, July--September 
1977. 
HCP/T7405-1 
CHIN BING, S. A. 


Optical Angular Motion Sensor. 
AD-A047 736/4G! 78-05 


CHIN, C. H. 

Studies on Organic Acid Metabolism, 

AD-202 185/5GI 78-13 6A PC A02/MF A01 
CHIN, D. T. 


Hydrogen--Chlorine Energy Storage System. 
BNL-23670 78-16 10B PC A02/MF A01 


PC A08/MF A01 


78-04 20D PC A99/MF A01 


15E PC A03/MF A01 


78-18 60 PC A02/MF A01 


PC A05/MF A01 
78-05 13B PC A09/MF A01 

78-18 6P PC AQ2/MF A01 
78-09 


17F PC AQ3/MF A01 


78-13 5C PC A03/MF A01 


78-23 10B PC A03/MF A01 


17H MF AO1 


PA-239 





CHIN, FRANCIS 
Reprint: A Fast Error Evaluation Algorithm for 
Polynomial Approximation. 
AD-A048 093/9G! 78-06 
CHIN, FRANCIS Y. 


Reprint: A Generalized Asymptotic Upper Bound on 
Fast Polynomial Evaluation and Interpolation. 
AD-A048 092/1GI 78-06 12A PC A02/MF A01 


Reprint: The Partial Fraction Expansion Problem 


and Its Inverse. 
AD-A055 809/8G! 78-20 12A PC A02/MF A01 


CHIN, G. Y. 


Survey of Inductive Communication Systems. 
PB-276 189/8GI 78-10 17B PC A04/MF A01 


CHIN, J. 
Radioisotope Space Power Generator. Annual Re- 
port, July 1, 1975--September 30, 1976. 

GA-a-14629 78-18 18N PC AO06/MF AO1 

CHIN, JIN H. 

The Transmission of Thermal Radiation through 
Real Atmospheres. 
AD-156 131/5GI 78-11 

CHIN, R. C. 

Computer Model for in Situ Oil Shale Retorting: Ef- 
fects of Input-Gas Properties. 
UCRL-79033 78-03 8! 


CHIN, T.N. 
General Problems of Broadband Amplification in 


the Microwave Frequency Range 
AD-204 292/7GI 78-24 9E PC A02/MF AO1 


Thermodynamics and Statistics of the Electron Gas. 
|. Thermodynamics of the Electron Flow. li. Deter- 
mination of the Electron Temperature 

AD-034 923/3GI 78-21 20J PC AOS/MF A01 


CHIN, W. K. 
Combustion of Coal in an Opposed Flow Diffusion 
Burner. 
LBL-6339 78-08 13A PC A02/MF A01 
Combustion of Solvent Refined Coal in an Opposed 


Flow Diffusion Flame. 
LBL-6897 


CHIN, WILSON C. 
A General Approach for Kinematic Waves. 
AD-A050 077/7GI 78-10 20K PC A06/MF A01 
Wave Back-interaction on Inviscid Shear Flows. 
AD-A050 412/6GI 78-10 20D PC A03/MF A01 
CHING, BARBARA K. 


The Response of Atmospheric and Lower lono- 
spheric Layer Structures to Gravity Waves. 
AD-A051 718/5GI 78-13 4A PC A03/MF A01 


CHING, W. Y. 
Monte-Carlo Modeling of Phase Changes in the 
Chemisorption System O/W(110). 

AD-A053 453/7GI 78-16 7D PC A02/MF A01 
Order-Disorder Transformations in Chemisorbed 
Layers: Oxygen on W(110). 

AD-A058 623/0G! 78-25 7D PC A02/MF A01 

CHINGAS, G. C. 

Study of Stress Induced Free Radicals in Nylon 6 
Fibers Using High Speed Fracture and ESR 
Techniques. 

AD-A055 582/1GI 


CHINITZ, WALLACE 


Exploratory Studies of Combustion in Supersonic 
Flow. Ill. Chemical Reactions in a Supersonic Boun- 
dary Layer. IV. Supersonic Flame Stabilization 

AD-217 765/7GI 78-11 7D PC A02/MF AC1 


CHINN, B. P. 


Articulated Vehicle Roll Stability: Methods of As- 
sessment and Effects of Vehicle Characteristics, 
PB-284 513/9GI 78-24 13F PC A03/MF A01 


CHINN, HERMAN I. 


Evaluation of the Health Aspects of Certain Com- 
pounds Found in Irradiated Beef. 
AD-A045 716/8GI 78-01 6H PC A06/MF A01 


CHINN, KENNETH S. K. 


Reprint: Metabolic Responses to Prolonged Fasting 
and Subsequent Refeeding in the Pig. 
AD-A057 029/1G! 78-22 6S PC A02/MF A01 


CHINN, STEPHEN P. 


Urban Growth Management Systems: An Evaluation 
of Policy-Related Research. 
PB-281 577/7GI 78-18 


CHINNERY, MICHAEL A. 


Seismic Discrimination. 
AD-A045 453/8GI 78-01 


Seismic Discrimination. 
AD-A050 584/2GI 78-11 


Seismic Discrimination. 


12A PC A02/MF A01 


20F PC E04/MF A01 


PC A03/MF A01 


78-23 21B PC A02/MF A01 


78-20 11E MF A01 


13B PC A08/MF A01 


17J PC A07/MF AO1 


17J PC AOS/MF AO1 


PA-240 


AD-A057 279/2GI 
CHINOWSKY, W. 


Absorption of Negative Pions in Deuterium; Parity 
of the Pion 
AD-035 347/4GI 78-21 20H PC A02/MF A01 


Lifetime of the K Super o sub 2-Meson 
AD-156 836/9GI 78-23 20H PC A02/MF A0O1 


Long-Lived Neutral K-Mesons; the tau Zero Particle; 
Mixtures 
AD-122 287/6GI 


CHIODI, HUGO P. 


The Reaction of Oxides of Nitrogen with Human 
Hemoglobin in vivo and in vitro. 
PB-274 407/6GI 78-04 6A PC A03/MF A01 


CHIONI, ROSE MARIE 


Preparing Tomorrow's Nurse Practitioner. 
HRP-0015787/5GI 78-02 51 Not Available NTIS 


CHIOTTI, P. 


Literature Survey of Dust Explosions in Grain Han- 
dling Facilities: Causes and Prevention. 
IS-EMRRI-2(Rev.) 78-22 13L PC A07/MF A01 


Overview of Grain Dust Explosion Problems. 
1S-M-111 78-13 6H PC A03/MF A01 


CHIOU, C. T. 


Chemodynamic Studies on Bench Mark Industrial 
Chemicals. 
PB-274 263/3GI 78-03 7D PC A03/MF A01 


Chemodynamics: Transport and Behavior of Chemi- 
cals in the Environment. A Problem in Environmen- 
tal Health. 

PB-273 234/5GI 78-01 


CHIOU, H. H. 


Suppression Pool Dynamics. 
PB-275 350/7GI 78-06 18! 


Suppression Pool Dynamics. 
PB-278 826/3GI 78-16 18! 


CHIOU, J. SR.. 


Comparison of Solar System Measured Data for 
Various Sample Rates. 
N78-17480/2GI 78-12 13A PC A03/MF AO1 


Thermal Performance Evaluation of Solar Energy 
Products Company (SEPCO) ‘Soloron’ Collector 
Tested Outdoors. 
N78-17478/6GI 


CHIOU, WUN C. 


Physiological Parameters Associated with Extended 
Helicopter Flight Missions: An Assessment of Pupil- 
lographic Data. 

AD-A052 771/3GI 


CHIPLEY, K. K. 


Obsolete Cask Program: End-on Drop Tests with 
and Without an Impact Limiter and the 40-inch 
Puncture Test. 

ORNL/TM-1312(V.19) 


78-01 18G PC A04/MF A01 


Obsolete Cask Program: Oblique and Center-of- 
Gravity Drop Tests. 
ORNL/TM-1312(V.17) 

78-09 18G PC A04/MF A01 


Safety Analysis Report for Packaging: The ORNL 
HFIR Spent-Fuel-Element Shipping Cask. 
ORNL/ENG/TM-12 78-09 18F PC A11/MF A01 


Safety Analysis Report for Packaging: The ORNL in- 
Pile Capsule Shipping Cask. 
ORNL/ENG/TM-10 78-09 18F PC A09/MF A01 


Safety Analysis Report for Packaging: The ORNL 
Loop Transport Cask. 
ORNL/ENG/TM-11 


78-23 17J PC AOS/MF A01 


78-22 20H PC A02/MF A01 


6F PC AQ3/MF A01 


PC A04/MF A01 


PC A11/MF A01 


78-12 10A PC A05/MF A01 


78-14 6S PC A02/MF AO1 


78-09 18F PC A10/MF A01 


Safety Analysis Report for Packaging: The ORNL 
Uranium-Shielded Shipping Cask. 


ORNL/ENG/TM-4 
CHIPLEY, NAN L. 


Pilot Study to Determine the Overwintering Patterns 
of White Shrimp. 
PB-279 025/1GI 


CHIPMAN, MARK 


Forecasting the Naval Enlisted Personnel Force 
Structure to Estimate Basic Pay. 
AD-A046 878/5GI 78-04 51 


CHIRLIN, GARY R. 


Assessing Non-Point Source Pollution: A Detailed 
Study of a Rural Watershed in the Coastal Plain of 
Maryland, 

PB-276 178/1GI 78-07 13B PC A04/MF AO1 


Non-Point Source Studies on Chesapeake Bay. IV. 
Weekly Surface Hydrology of Seven Sub-basins 
within the Rhode River Watershed, Calendar Years 
1974-1975-1976, 
PB-276 863/8GI 


78-08 18F PC A08/MF A01 


78-13 6C PC A06/MF A01 


PC A03/MF A01 


78-09 8H PC A04/MF A01 


CHIRSTRUP, HELEN 


The Case for Written Tests in Federal Employment. 
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AD-A046 258/0G! 78-02 20D PC A03/MF A0O1 


CHRISTOPHER, E. 


Analysis and Test of the Reduced Height Per- 
formance of the AN/GRN-27 ILS System Course and 
Clearance Near Field Detector Antennas. 

AD-A051 456/2G1 78-12 17G PC A03/MF A01 


CHRISTOPHER, J. P. 


Reprint: Time Dependent Formation of 
Acetyicholinesterase lsozymes. 
AD-A057 469/9GI 78-23 6A PC A02/MF A01 


CHRISTOPHER, JOHN D. 


Establishment of Production Machinability Data. 
AD-A050 904/2GI 78-11 131 PC A19/MF A01 


CHRISTOPHOROU, L. G. 


Dielectric Strengths of New Gases and Gas Mix- 
tures. 


CONF-780301-1 78-19 9A PC A03/MF A01 


Elementary Electron-Molecule Interactions and 
Negative lon Resonances at Subexcitation Energies 
and Their Significance in Gaseous Dielectrics. 

CONF-770930-1 78-13 7D PC A02/MF AO1 


Gaseous Dielectrics. 
CONF-780301- 78-26 9A PC A20/MF A01 


High Voltage Research (Breakdown Strengths of 
Gaseous and Liquid Insulators). Fourth Quarterly 
Report, Period Ending March 31, 1977. 

ORNL/TM-5917 78-02 9A PC A03/MF A01 


High Voltage Research (Breakdown Strengths of 
Gaseous and Liquid Insulators). Semiannual Report, 
April 1--September 30, 1977. 

ORNL/TM-6113 78-12 9A PC A06/MF A01 


Improved Unitary and Multicomponent Gaseous In- 
sulators. 





CONF-770981-1 78-12 9A PC A02/MF A01 


Interaction of Slow Electrons with High-Pressure 
Gases ("Quasi-Liquids”); Synthesis of Our 
Knowledge on Slow Electron-Molecule Interactions. 
Progress Report, February 1, 1977--January 31, 


1978. 

ORO-4703-16 78-20 7D PC A02/MF A01 
CHRISTOU, A. 

Semiconductor Measurement Technology: Auto- 
mated Scanning Low-Energy Electron Probe 


(ASLEEP) for Semiconductor Wafer Diagnostics. 
PB-279 065/7GI 78-14 13H PC A03/MF A01 


CHRISTOU , ARISTOS 
Multi-Refractory Films for Gallium Arsenide 


Devices. 
PAT-APPL-899 935/GI 78-22 9A PC A02/MF A01 


CHRISTY, R.F. 
The Coupling of Angular Momenta in Nuclear Reac- 


tions 
AD-008 049/9GI 78-18 20H PC A02/MF AO1 


Low Excited States of F Superscript 19 Ill. Coulomb 
Excitation by Alpha Particles 
AD-093 348/1GI 78-22 20H PC A02/MF AO1 


Low Excited States of F19 IV. Angular Distributions 
AD-093 349/9GI 78-22 20H PC A02/MF A01 


CHRISWELL, C. D. 


Chemical and Mutagenic Analysis of Water Sam- 
ples. 


IS-M-126 78-17 7D PC A02/MF A01 


Evaluation of Sorbents as Organic Compound Ac- 
cumulators. 


IS-M-123 78-14 13B PC A02/MF A01 
CHROSTEK, WALTER 


Health Hazard Evaluation Determination Report 
Number 74-25-267, Kaiser Aluminum and Chemical 
Corporation, Ravenswood, West Virginia, 

PB-273 840/9GI 78-03 6J PC A03/MF A01 


CHROSTEK, WALTER J. 


Health Hazard Evaluation/Toxicity Determination 
Report 76-69-323, Roy K. Yaeger, D.D.S., Lititz, 
Pennsylvania, 

PB-273 911/8GI 78-03 6J PC A02/MF A01 


CHRZAN, PATTI ANN 


Joint Local State Comprehensive Human Service 

Planning and Delivery in Virginia. A Report on Vir- 

ginia's Efforts. 

SHR-0002143 78-17 5K PC A04/MF A01 
CHU, A. W. 

Heat Transfer in Tube Bundles of Heat Exchangers 


with Flow Baffles Induced Forced Mixing. 

CONF-761107-27 78-07 181 PC A02/MF A01 
CHU, B. 

Reprint: Advances in Methods of Light-Scattering 


Spectroscopy. 
AD-A050 228/6GI 78-10 7D PC A02/MF AO1 


Reprint: Photon Correlation in the Nanosecond 
Range and its Applications to the Evaluation of RCA 
C31034 Photomultiplier Tubes. 

AD-A056 657/0GI 78-22 9A PC A02/MF A01 


CHU, B. B. 


GO Methodology--Fault Sequence Identification and 
Computer Code Manual. Final Report. 
EPRI-NP-767 78-25 9B PC A14/MF A01 


CHU, BOA-TEH 


Thermodynamics of Elastic and of Some Visco- 
Elastic Solids and Non-Linear Thermoelasticity 
AD-143 755/7GI 78-16 20L PC A03/MF A01 


Weak waves in relaxing flows. 

AD-464 314/4GI 77-20 20D PC A03/MF A01 
CHU, C. 

Whistler Cavity Eigenmodes in Tokamaks. 

GA-A-14785 78-20 18A PC A02/MF A01 
CHU, C. W. 


Alpha - gamma Phase Transitions in Ce--Th Alloys 
under High Pressure. 

LA-UR-77-2153 78-13 11F PC A03/MF A01 
Magnetic and Superconducting Transitions in Gd/ 
sub X/Er/sub 1-X/Rh sub 4 B sub 4 and Gd/sub X/ 
Y/sub 1-X/Rh sub 4 B sub 4. 

LA-UR-77-2372 78-13 20L PC AQ2/MF A01 


CHU, E. 


Emission Characterization of Stationary NOx 
Sources: Volume Il. Data Supplement. 
PB-285 429/7GI 78-26 13B PC A13/MF A01 


CHU, EDWARD 


Jet Engine Test Cells - Emissions and Control Mea- 
sures: Phase 2. 
PB-282 412/6GI 78-20 13B PC A08/MF A01 


CHU, F. H. 


Transient Analysis of Structural Members by the 
CSDT Riccati Transfer Matrix Method. 


AD-A054 256/3GI 78-17 13M PC A03/MF A01 
CHU, F. K. C. 


Distribution of Naphthalene Between Commercial 
Resins and Water--Methanol Solutions. 
IS-T-802 78-18 7D PC A03/MF A01 


CHU, F. S. Y. 


Extended Neutral Wind Modelling. 
AD-A048 812/2GI 78-08 18C PC A04/MF A01 


CHU, F. Y. F. 


Nonlinear Evolution of Lower Hybrid Waves. 
PPPL-1452 78-25 201 PC A03/MF A01 


CHU, H. Y. 


Analysis of LMFBR Containment Response to an 
HCDA Using a Multifield Eulerian Code. 
CONF-770807-53 78-12 181 PC A02/MF A01 


CHU, J.T. 


Errors in Normal Approximation to Dertain Types of 
Distribution Functions 
AD-065 470/7Gi 78-20 12A PC A02/MF A01 


The Moments of the Sample Median 
AD-044 789/6GI 78-21 12A PC A03/MF A01 


CHU, JOHN T. 


The “Inefficiency” of the Sample Median for Many 
Familiar Symmetric Distributions 
AD-055 304/0GI 78-21 12A PC A02/MF A01 


Some Uses of Quasi-Ranges 
AD-055 303/2GI 78-21 12A PC A02/MF AO1 


CHU, K. R. 


Calculation of Optimum Operating Parameters for a 
Gyrotron Travelling Wave Amplifier. 
AD-A049 506/9GI 78-09 9E PC A03/MF A01 


Comparative Study of the Axial and Azimuthal 
Bunching Mechanisms in Electromagnetic 
Cyclotron Instabilities. 

AD-A046 802/5GI 78-03 20G PC A03/MF AC1 


The Effects of Cross-Sectional Elongation on 
Trapped Electron Modes. 
AD-A047 184/7GI 78-04 201 PC A02/MF A01 


Frequency Up-Shift for Cyclotron Wave Instability 
on a Relativistic Electron Beam. 
AD-A057 687/6GI 78-23 20F PC A02/MF A01 


Theory of Electron Cyclotron Maser Interactions in 
a Cavity at the Harmonic Frequencies. 
AD-A057 686/8GI 78-23 20E PC A03/MF A01 


CHU, KERRY KIER-TEN 


Dynamics of Submerged Cylindrical Shells with Ec- 
centric Stiffening. 
AD-A058 218/9GI 78-24 20K PC AOS/MF A01 


CHU, RUEY-SHI 


Reprint: Modal Theory of Spatially Periodic Media. 
AD-A046 140/0GI 78-02 20F PC A02/MF A01 


CHU, S. S. 


Gallium Arsenide Thin Films on Tungsten/Graphite 
Substrates: Phase Il. Quarterly Project Report No. 1, 
September 1, 1977--November 30, 1977. 

SAN-1284-1 78-21 10B PC A03/MF A01 


Thin Films of Gallium Arsenide on Low-Cost Sub- 
strates. Quarterly Project Report No. 1, September 
1, 1976--November 30, 1976. 

SAN-1284-T1 78-23 10B PC A03/MF A0O1 


Thin Films of Gallium Arsenide on Low-Cost Sub- 
strates. Quarterly Project Report No. 2, December 1, 
1976--February 28, 1977. 

SAN/1284-2 78-05 10B PC A03/MF A01 


CHU, T. K. 


Electron Number Density Measurement by Ruby 
Laser Interferometry. 
CONF-770725-1 78-07 201 PC A02/MF AO1 


Measurements of the Parametric Decay of CO sub 2 
Laser Radiation into Plasma Waves at Quarter Criti- 
cal Density Using Ruby Laser Thomson Scattering. 

PPPL-1394 78-14 201 PC A02/MF A01 


CHU, T.L. 
Paramagnetic Resonance Absorption of Free Radi- 


cals 
AD-019 749/1GI 78-21 7D PC A02/MF A01 


Process for Utilizing Low-Cost Graphite Substrates 
for Polycrystalline Solar Cells. 
PATENT-4 077 818 

78-18 10B Not available NTIS 


Thin Films of Silicon on Low-Cost Substrates. 
Quarterly Project Report No. 1, September 1, 1976-- 
November 30, 1976. 

TID-27913 78-17 10B PC A03/MF A01 


Thin Films of Silicon on Low-Cost Substrates. 
Quarterly Project Report No. 2, December 1, 1976-- 
February 28, 1977. 

SAN/1285-2 78-07 10B PC A03/MF A01 
Thin Films of Silicon on Low-Cost Substrates. 


Quarterly Project Report No. 3, March 1, 1977--May 
31, 1977. 


CHUBB, GERALD P. 


SAN-1285-3 78-20 10B PC A03/MF A01 


Thin Films of Silicon on Metallurgical Silicon Sub- 
strates: Phase Il. Quarterly Project Report No. 1, 
September 1, 1977--November 30, 1977. 

SAN-1285-1 78-23 10B PC A03/MF A01 


Thin Films of Silicon on Metallurgical Silicon Sub- 

strates: Phase Il. Quarterly Project Report No. 2, 

December 1, 1977--28 February 1978. 

SAN-1285-4 78-26 10B PC A03/MF A01 
CHU, T. Y. 

Radiant Heat Evaluation of Concrete: A Study of the 

Erosion of Concrete Due to Surface Heating. 

SAND-77-0922 78-17 18) PC A08/MF AO1 
CHU, TING LI 

Magnetic and Spectroscopic Studies on Triphenyl- 

boron Sodium 

AD-019 746/7GI 78-21 7D PC A02/MF A01 


CHU, W. P. 


Sam-2 Ground-Truth Plan: Correlative Measure- 
ments for the Stratospheric Aerosol Measurement-2 
(Sam 2) Sensor on the Nimbus G Satellite. 

N78-27689/6GI 78-23 4B PC A06/MF A01 


CHU, W. T. 


Axial Source Strength Distribution in Subsonic Jets. 
PB-274 842/4GI 78-05 20D PC A03/MF A01 


CHU, W. W. 
Earth Resources Technology System Standalone 
Software Package: Description and User's Guide. 
N77-33591/7GI 78-04 9B PC A04/MF A01 
CHU, Y. E. 
Volume-Restricted Freezing of Living Cells and Tis- 


sues. 
ORNL/MIT-265 78-21 6E PC A03/MF A01 
CHUA, LEON O. 


Reprint: An Efficient Heuristic Cluster Algorithm for 
Tearing Large-Scale Networks. 
AD-A052 947/9GI 78-15 12A PC A02/MF A01 


CHUANG, A. S. 


Comparison Study on GCFR Core Support Grid 
Plate Displacement among Experimental, Analytical, 
and Finite-Element Models. 

GA-A-14325 78-05 181 PC A02/MF A01 


Static Test of the Gas-Cooled Fast Breeder Reactor 
Core Support Grid Plate: Comparison of Experi- 
mental, Analytical, and Finite-Element Models. 

GA-A-14121 78-14 181 PC AO5/MF A01 


Structural Analysis of the Gas-Cooled Fast Breeder 
Reactor Core Support. 
GA-A-14098 78-08 18! PC A07/MF A01 


Thermal Stress Analysis of the 300-MW(E) Gas- 


Cooled Fast Breeder Reactor Grid Plate. 
GA-A-14766 78-25 181 PC A0Q4/MF A01 


CHUANG, C. W. 


Backscatter of a Large Rotating Conducting 
Cylinder with Arbitrary Cross Section. 
AD-A052 414/0G! 78-14 20N PC A03/MF A01 


Radam Phenomena of Tracked Vehicles. 

AD-A053 634/2G! 78-16 171 PC AQ2/MF A01 
CHUANG, DAVID T. 

Stable Decision Problems. 

AD-A046 701/9G! 78-03 12B PC A03/MF A01 
CHUANG, H. Y. K. 


Antithrombogenic Surfaces: Platelet-interface Reac- 
tions. 


PB-273 483/8GI 78-03 6L PC AO5S/MF A01 
CHUANG, LUCY T. 


Reprint: Dehydrogenation: A Previously Unreported 
Pathway of Lindane Metabolism in Mammals, 
PB-279 180/4GI 

78-14 6T (Order as PB-279 175, MF A01) 
Reprint: Dehydrogenation: A Previously Unreported 


Pathway of Lindane Metabolism in Mammals, 
PB-280 894/7GI 


78-17 6T (Order as PB-280 889, MF A01) 
CHUANG, SHENG-LUN 


Reprint: Analytical Determination of Slamming 

Pressures for High-Speed Vehicles in Waves. 

AD-A045 898/4G! 78-02 13J PC A02/MF AO1 
CHUBB, C. R. 

Integrated Circuit Electromagnetic Susceptibility In- 

vestigation - Phase Ill. 

AD-A046 286/1G! 78-03 9E PC A06/MF A01 


CHUBB, GERALD P. 


Analyzing SAINT Output Using SPSS. 
AD-A058 723/8G! 78-25 SH PC A06/MF A01 


The SAINT User's Manual. 
AD-A058 724/6G! 78-25 5H PC A07/MF A01 


Simulation using SAINT: A User-Oriented Instruc- 
tion Manual. 
AD-A058 671/9G! 78-25 5H PC A09/MF A01 
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CHUBB, TALBOT A. 

Spiral-Passage-Honeycomb Chemical Converter- 

Heat Exchanger. 

PAT-APPL-876 447/GI 

78-14 10B PC A02/MF A01 

CHUBB, WILLIAM R. 

Coal Mine Electrical System Evaluation. Volume Il. 

Transients Analysis. 

PB-283 491/9GI 78-22 81 PC A04/MF A01 
CHUDE, A. A. 

The Use of a Logarithmic Amplifier in Designing an 

Alternate-Period Compensator for Passive 

Jamming--Translation. 

AD-A051 472/9GI 78-12 9E PC A02/MF A01 


CHUDINOV, E. G. 


Application of Infrared Spectroscopy for Study of 
Chemical Bonds in Complexes of Rare Earth 
Nitrates with Alkylammonium Nitrates. 

|AE-2363 78-18 7D MF A01 
Roentgenoelectron Spectroscopic Investigation of 
Neutral Organic Phosphorus Compounds and Their 
Complexes with Neodymium Chloride. 

IAE-2544 78-10 7D MF A01 
Semi-Empirical Calculation of Element Separation 


Factors in Extraction. Theoretical Principles of the 
Method. 


IAE-2521 78-13 7D MF AO1 
CHUDINOV, EH. G. 
Calculation of Sevaration Factors for Trivalent Acti- 


nides and Lanthanides in Various Extraction 
Systems. 


|AE-2557 78-18 7D MF AO1 

Coordination Polyhedrons of F-Elements in Certain 

Extraction Systems. 

\AE-2556 78-18 7D MF A01 
CHUDONOV, E. G. 

Checking the Mechanism of Extraction of Trivalent 

F-Elements by Alkyl Amine Chlorides with the Use 


of Computer Calculation of Activities of Water in 
Ternary Water-Salt. 


1AE-2611 78-18 7D MF A01 
CHUE, E. 

Emission Characterization of Stationary NOx 

Sources: Volume 1. Results. 

PB-284 520/4GI 78-24 13B PC A11/MF A01 
CHUFO, ROBERT L. 

Technical Guidelines for Installing, Maintaining, and 

Inspecting Underground Telephone Systems. 

PB-285 054/3GI 78-25 81 PC AOS/MF A01 
CHU, C. 

Progress in the Development of a Reactivity Capa- 

bility in the SAM-CE System for Validating Fuel 

Management Codes. Interim Report. 

EPRI-NP-638 78-17 18K PC A04/MF A01 


CHUKREEV, F. E. 

Decay of exp 115 Cd and /Sup 115M/Cd. 

|AE-2414 78-18 20H MF AO1 
CHULAY, J. D. 

Cultivation of Human Malaria Parasites, 

AD-A056 444/3GI 78-21 6F PC A02/MF A01 
CHULKOV, L. V. 


Program for Calculation of Efficiency of Neutron 
Detection with Stilbene Cristal. 


IAE-2594 78-21 18D MF A01 
CHUM, HELENA LI 

Reprint: Photochemistry of Iron (Il) Diimine Com- 

plexes in a Room Temperature Molten Sait. 

AD-A053 912/2GI 78-16 7D PC A02/MF AO1 
CHUMACHENKO, A. D. 


Heat Transfer in a Vertical-Tube Irrigation Heat 
Exchanger. 


ORNL-tr-4376 78-05 7D PC A02/MF A01 
CHUN, CONNIE C. 

Hawaii State Plan for Health Facilities and Services. 

HRP-0018020/8Gi 78-11 6E Not Available NTIS 
CHUN, HING HUA 

Team Care -- Progress Through Partnership. 

HRP-0017499/5GI 78-07 5! Not Available NTIS 
CHUN, K. S. 

Studies on the Thermal Decomposition of Nitrates 

Found in Highly Active Waste and of Chemicals 

Used to Convert the Waste to Glass. 

AERE-R-8735 78-14 18G MF AO‘ 
CHUN, M. H. 

SUNYAB/EPRI Combined Injection ECCS Program. 

Facility Description; Key Phase Report. 

EPRI-NP-446 78-09 181 PC A06/MF A01 
CHUN, MICHAEL J. 

Rotating Disc Sewage Treatment Systems for Sub- 


urban Development and High-Density Resorts of 
Hawaii. 
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PB-281 806/0GI 78-18 13B PC A02/MF A01 
CHUN, P. M. 

Nucleation and Evolution of Slag Droplets in Coal 

Combustion. 

CONF-780307-8 78-25 21B MF A01 


CHUNG, D. H. 


Elasticity of Stishovite Revisited. 
UCRL-79058 78-06 8G PC A02/MF A01 


CHUNG, D. W. 


Influence of Hydrogen on High Cycle Fatigue of 
Polycrystalline Vanadium. 
COO-3459-13 78-07 11F PC A0Q2/MF A01 


CHUNG, H. H. 


Study of Low-Cost Fabrication Methods for 
Aerospace Composite Materials. 
N78-19205/1GI 78-14 11D PC A03/MF A01 


CHUNG, H. M. 


High-Temperature Deformation and Rupture 
Behavior of  iInternally-Pressurized Zircaloy-4 
Cladding in Vacuum and Steam Enivronments. 

CONF-770708-16 78-08 18J PC A03/MF A01 


Uniaxial Tensile Properties of Zircaloy Containing 
Oxygen: Summary Report. 
ANL-77-30 78-13 11F PC A06/MF A01 


CHUNG, HO 


Reprint: The Disposition of Threo-Alpha-(2- 
Piperidyl)-2-Trifluoromethyl-6-(4- 
Trifluoromethyliphenyl)-4-Pyridinemethanol 
Phosphate in Mice. 

AD-A054 392/6GI 78-17 60 PC A02/MF A01 


Reprint: The Mechanism of the Effect of Acute 
Stress on Hexobarbital Metabolism. 
AD-A046 515/3GI 78-03 60 PC A02/MF A01 


CHUNG, HYUNG C. 


A Long-Term Forecast of U.S. Waterborne Foreign 
Trade 1976-2000. Volume 1. Summary, 
PB-274 601/4GI 78-04 5C PC A14/MF A01 


A Long-Term Forecast of U.S. Waterborne Foreign 
Trade 1976-2000. Volume 2. 3-Digit World, Regional 
and Coastal Route Forecast, 

PB-274 602/2GI 78-04 5C PC A10/MF A01 


A Long-Term Forecast of U.S. Waterborne Foreign 


Trade 1976-2000. Volume 3. 3-Digit Trade Route 
Forecast, 


PB-274 603/0GI 78-04 5C PC A16/MF A01 
CHUNG, J. R. 

Radurization of Korean Horse Mackerel. Part of a 

Coordinated Programme on Radiation Preservation 

of Asian Fish and Fishery Products. Final Report for 

the Period 1 April 1974--31 December 1976. 

IAEA-R-1476-F 78-18 6H MF A01 


CHUNG, K. C. 
Relativistic Neutral Yukawa Systems. 
CBPF-A0007/77 78-22 20H MF A01 
CHUNG, KUNMO 


Visiting Team Report on 1977 Industrial Survey in 
Korea on Precision Measurements and Standards. 
PB-275 561/9GI 78-08 148 PC A03/MF A01 


CHUNG, L. T. 


Effect of Dietary Lipid and Dimethyl! Sulfoxide on 
Lindane Metabolism. 


PB-278 597/0GI 78-14 6T Not available NTIS 
CHUNG, LUNG OCK 
Reprint: Biharmonic and Quasiharmonic Degenera- 


cy. 
AD-A054 780/2GI 78-18 12A PC A02/MF A01 


Reprint: Harmonic and Polyharmonic Degeneracy. 
AD-A051 598/1GI 78-12 12A PC A02/MF A01 


CHUNG, M. 3. 
Environmental Effects of the Secondary Discharges 
from Fly Ash Ponds. 
ORNL/MIT-200 78-06 6F PC A03/MF A01 
CHUNG, P. M. 
Analysis of a High-Temperature Coal Combustor 
According to a One-Dimensional Flow Model. 
ANL/MHD-77-2 78-14 10B PC A07/MF AO1 
High Temperature Coal and Slurry Combustor Ac- 
cording to a One-Dimensional Flow Model. 
CONF-770530-2 78-03 21B PC A02/MF A01 
Slag and Seed Deposition on Heat Exchanger Sur- 


faces from Gas-Droplet Mixtures. 
CONF-780307-5 78-26 10B MF A01 


CHUNG, S. U. 
Considerations on W implies Hadron Jets. 
BNL-23592 78-17 20H MF A01 
CHUNG, TAI HAK 
Nitrification of Secondary Municipal Waste Effluents 
by Rotating Bio-Discs. 
PB-285 240/8GI 78-25 13B PC A08/MF A0O1 


CHUNG, Y. 
Temperature Data from the Pacific Abyssal Water 
from the CIRCE, NOVA, SHOW, TRIPOD and ZETES 
Expeditions. 
AD-A052 263/1GI 78-14 8J PC A06/MF A01 
CHUNG, Y. W. 
Electron Spectroscopy and Low Energy Electron 
Diffraction Studies of Silicon and Titanium Oxide 
Surfaces. 
LBL-6625 78-13 20L PC A08/MF A01 


CHUPP, E.L. 


Cosmic-Ray Time Variations and Cosmic-Ray Inten- 

sity Fluctuations at Sea Level 

AD-057 457/4GI 78-21 20H PC A03/MF A01 
CHURAKOV, G. F. 


Magnetic System for Investigations in the Stationary 
Magnetic Fields to 25 T. 
IAE-2436 78-10 20C MF A01 


Preliminary Structural Analysis of the Toroidal Field 
Coils for T-10M. 
CONF-771029-60 78-12 18A PC A02/MF A01 


Test Solenoid of a Superconducting Bus Stabilized 
with Aluminium. 
NIIEFA-B-0245 78-10 9A MF A01 


CHURCH, C. R. 


Reprint: An Observational Study of the West 
Lafayette, Indiana Tornado of 20 March 1976, 
PB-281 637/9GI 78-16 4B PC A02 


CHURCH, D.A. 


Skyhook Flight 1597 
AD-134 517/2GI 78-11 4B PC A02/MF A01 


Skyhook Flight 1772 
AD-122 337/9GI 78-10 4B PC A02/MF A01 


CHURCH, H. W. 


Environmental Issues Associated with Solar Heating 
and Cooling of Residential Dwellings. 
SAND-77-0172 78-03 13A PC A03/MF A01 


Investigations of the Adequacy of the Meteorologi- 
cal Transport Model Developed for the Reactor 
Safety Study. 

SAND-77-1383C 78-18 18H PC A02/MF A01 


Investigations of the Adequacy of the Meteorologi- 
cal Transport Model Developed for the Reactor 
Safety Study. 

SAND-78-0574C 78-25 18F MF AOt 
Overview of the Reactor Safety Study Consequence 
Model. 

SAND-77-0151C 78-05 181 PC A03/MF A01 
Simulated Atmospheric Disperison of Radioactive 
Material Released in an Urban Area. 
SAND-77-0854C 78-10 18H PC A02/MF A01 


Workshop on Research Needs for Atmospheric 
Transport and Diffusion in Complex Terrain. 
CONF-7609160- 78-07 4A PC A02/MF A01 


CHURCH, J. C. 
Annual Review of Selected Mining Research Activi- 


ties on the Bureau of Mines. 
TID-22789 78-09 81 PC AOS/MF A01 


CHURCH, JAMES C. 
Mining Research Review - An Annual Review of 


Selected Mining Research Activities of the Bureau 
of Mines, 


PB-272 912/7GI 78-01 8! PC A05/MF A01 
CHURCH, MERTON 

Time-Sharing is Not a Unitary Ability. 

AD-A056 632/3G! 78-21 5I PC A03/MF A01 
CHURCH, OLGA 

Evanston Story: Primary Nursing Comes Alive. 

HRP-0018981/1Gi 78-14 6E Not Available NTIS 
CHURCH, T. L. 

Avionics Subsystem Mechanization Analysis and 

Recommendations. 

AD-915 575/5GI 78-16 19E PC A13/MF A01 
CHURCHILL, D. 

Flow Measurement and Characterization in Shallow 

Geothermal Systems Used for Downhole Heat 

Exchanger Applications. 

RLO/2429-1 78-13 81 PC A03/MF A01 
CHURCHILL, EDMUND 


The AMRL Anthropometric Data Bank Library: 
Volumes I-V. 


AD-A047 314/0GI 78-04 5E PC A09/MF A01 
Anthropometry of Women of the U.S. Army--1977. 


Report Number 3. Bivariate Frequency Tables. 
AD-A046 692/0G! 78-03 6N PC A16/MF A01 


Anthropometry of Women of the U.S. Army--1977. 
Report Number 5. Comparative Data for U.S. Army 


Men. 
AD-A048 591/2G! 78-07 5E PC A11/MF A01 


Intercorrelations of Anthropometric Measurements: 
A Source Book for USA Data. 
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10A PC A03/MF A01 


“13F Not available NTIS 


CLARKE, ROBERT F. 


Directory of Drug Experience Resources - An Inter- 
national Listing of Persons and Programs Active in 
Studies and Drug Information, 
-275 609/6G! 78-06 60 

CLARKE, THOMAS R. 

Quality Assurance Audits Equal Pandora’s Box. 

HRP-0023983/0G!I 78-12 6E Not Available NTIS 
CLARKE, W. L. 


Detection of Sensitization in Stainless Steel Using 

Electrochemical Techniques. 

GEAP-21382 78-02 
CLARKSON, CHRISTOPHER C. 

River Basin Water Quality Sampling. 

PB-278 029/4GI 78-12 138 PC A06/MF A01 
CLARKSON, GLENN 

Forms and Formalities: A Resource, 

ED-142 178 78-19 51 Not available NTIS 
CLARKSON, J. E 


Oil Shale Retorting: Part 3, a Correlation of Shale 

Oil 1-Alkene/N-Alkane Ratios with Yield. 

UCRL-52256(Pt.3) 78-07 7D PC A02/MF AO1 
CLARKSON, T. W. 

Fetal Methyimercury Poisoning: New Data on Clini- 

cal and Toxicological Aspects. 

UR-3490-1343 78-23 6T PC A02/MF A01 


X-Ray Fluorescence Analysis Applied to Small Sam- 

ples. 

LBL-6451 
CLARY, J. B. 


A Study of a Standard BIT Circuit. 
AD-A056 147/2GI 78-21 14B PC A11/MF A01 


CLARY, JAMES B. 


Microprocessing Techniques for Advanced Sensors 
Applications. 
AD-A051 247/5Gi 


CLASBY, ROBERT 


Some Aspects of the Carrying Capacity of Prince 
William Sound, Alaska for Hatchery Released Pink 
and Chum Salmon Fry, 
PB-286 186/2GI 


CLASPY, PAUL C. 
Parameter Studies Relative to an Electric Field-in- 


duced Dipole Moment Laser. 
AD-A048 327/1Gi 78-07 20E PC A03/MF A01 


CLASS, G. 


investigation of Wall Loadings Arising Due to Steam 
Condensation in the Pressure Suppression System 
of Boiling Water Reactors. 

UCRL-Trans-11328 78-18 18! 


CLASSEN, BEN J. JR. 
Electrostatic Precipitator Apparatus Using Fluid 
Collection Electrodes. 

PAT-APPL-837 488/GI 
78-20 13B PC A02/MF A01 

CLASSEN, KATHLEEN 
The Arizona CWBH (Continuous Wage and Benefit 
History) Project. 

PB-281 709/6GI 78-18 5! PC A03/MF A01 
The Effect of Unemployment Insurance on the Du- 
ration of Unemployment and Subsequent Earnings. 

PB-281 682/5GI 78-18 51 PC A03/MF AQ1 
The Effects of Unemployment Insurance on the Du- 
ration of Unemploymentand Job Search--Summary. 

PB-281 681/7GI 78-18 5I PC A02/MF A01 

CLASSEN, KATHLEEN P. 

The Distributional Effects of Unemployment in- 
surance. 
AD-A054 423/9GI 78-17 5C PC A03/MF A01 

CLASSEN-NEKLUDOWA, M. 

Stepwise Deformation. 
UCRL-Trans-11291 

CLAUER, A. H. 
Investigation of Rejuvenation of Fatigue Damage in 
Ti-6AI-4V. 
AD-A053 289/5G! 


CLAUS, J. 


New Scheme for the Design and Operation of 
Proton--Proton Storage Accelerators. 
BNL-22926 78-12 20G PC A02/MF A01 


CLAUS, KAREN E. 


Power and influence in Health Care -- A New Ap- 
proach to Leadership. 
HRP-0023308/0G! 78-16 5! 


CLAUSEN, J. 


Destroying Chemical Wastes in Commercial Scale 
Incinerators. 
PB-278 816/4GI 


PC A08/MF A01 


11F PC AOS/MF A01 


78-22 14B PC A02/MF A01 


78-12 171 PC A04/MF A01 


78-25 6C PC AO06/MF A01 


PC A04/MF A01 


78-14 20L PC A02/MF A01 


78-15 


11F PC A0S/MF A01 


Not Available NTIS 


78-13 7A PC A07/MF A01 


CLAY, EVA 


CLAUSER, CHARLES 


The AMRL Anthropometric Data Bank Library. 
Volume |. 1968 Survey of USAF Women. 
AD-A056 154/8G! 78-21 6N CP TO2 


The AMAL Anthropometric Data Bank Library. 
Volume Il. 1967 or of USAF pying Personnel. 
AD-A056 155/5G! 8-21 6N CP TO2 


The AMRL Anthropometric Data Bank Library. 
Volume IV. 1950 Survey of USAF oo, Personnel. 

AD-A056 157/1GI 8-21 6N CP TO2 
The AMRL Anthropometric Data Base 
Volume Ill. 1965 Survey of USAF Personnel. 
AD-A056 156/3GI 78-21 6N CP TO2 

CLAUSER, CHARLES E. 

Comparative Anthropometry of Air Standardization 
Coordinating Committee Personnel for Equipment 
Design: Helmets. 
AD-A052 893/5G! 


CLAUSER, M. J. 
Electron Beam Driven Implosions. 
SAND-77-1506C 78-10 18A PC A02/MF A01 


Electron Deposition in Thin Targets. 
SAND-77-2000C 78-12 7D PC A02/MF A01 


CLAUSING, R. E. 


Sputtering and Chemical Attack of 304 Stainless 
Steel, Aluminum, and Gold by Hydrogen lons of 100 
ev Energy. 

CONF-780431-10 78-25 11F PC A02/MF A01 


Studies of Hydrogen-Recycle from the Walls in 

Se Using a Plasma-Wall Interaction Simula- 

CONF-780431-7 
CLAUSS, H. 


Si-Semiconductor Device Failure Mechanisms. 
BMFT-FB-T-76-77 78-10 9A MF AO1 


CLAUSS, R. C. 


Dielectric-Loaded Waveguide Circulator for 
Cryogenically Cooled and Cascaded Maser 
Waveguide Structures. 
PAT-APPL-SN-876 432/GI 

78-17 9A PC A02/MF A01 


Library. 


78-15 5E PC A02/MF A01 


78-25 18A PC A02/MF A01 


CLAUTICE, W. E. 


Automatic — of Stainless Stee! Tubing. 
N78-30203/1GI 78-25 13F PC A08/MF A01 


CLAXTON, B. 


Reprint: Work-Heat Tolerance of Distance Runners. 
AD-A053 746/4GI 78-16 6S PC A02/MF A01 


CLAXTON, DALE C. 


TED BPSK Modulator/Demodulator Integrated Cir- 
cuit Development. 
AD-A053 051/9G! 78-15 9E PC A05/MF A01 


TED IC Technique Evaluation and A/D Cell Develop- 
ment. 
AD-A053 320/8G! 


CLAXTON, DOUGLAS 


Community Funds Flow Task Force Report on 
Sources and Uses of Health Care Dollars in New 
Hampshire. 

HRP-0019101/5G! 


CLAXTON, LARRY 


Biomedical Data Validation Through an On-Line 
Computer System, 
PB-285 249/9G! 


CLAXTON, MARCIA L. 

Forms of City Government in lowa, 

PB-285 272/1GI 78-25 5D PC A04/MF A0O1 
CLAY, 8. R. 


HHSD Demonstration Model Development. 
AD-A054 437/9G! 78-17 1D PC A04/MF AQ01 


Zero Order Diffraction Display Systems. 
AD-A052 867/9G! 78-15 8B PC A04/MF A01 


CLAY, C. W. 


Application of Advanced Technologies to Smail, 
Short-Haul Aircraft. 
N78-22074/6GI 


CLAY, CYNTHIA K. 


Development and Maintenance of the Cooperative 
Health Statistics System in Rhode Island. 
HRP-0900057/1G! 78-11 6E PC A03/MF A01 


Microanalytic Approach to the Development of a 
System of Health Accounts: A Case Study of Child 
Health Services. 

HRP-0016148/9G! 78-04 6E PC A05/MF A01 
Microanalytic Approach to the Development of a 
System of Health Accounts: A Case Study of Child 
Health Status. 
HRP-0016147/1G! 


CLAY, EVA 


Population of Benthic Macroinvertebrates in Ham's 
Lake. 


78-15 9E PC A03/MF A01 


78-13 5C PC A03/MF A01 


78-25 6E PC A02/MF A01 


78-17 1C PC A15/MF A01 


78-01 6E PC A0S/MF A01 


PA-251 





PB-278 037/7GI 
CLAY, J. P. 
The Spectral Stape of Flow Noise, Turbulence and 


Wall Pressure Fluctuations and Interrelation. 
AD-A056 291/8GI 78-21 20D PC A03/MF A01 


CLAY, MARGARET 


Attitudes, Opposites Structuring and F Scores 
AD-219 040/3GI 78-11 5J PC A02/MF A01 


CLAY, PETER R. 


Validation Testing of the DOCMS intermediate 
Mooring. 
AD-A047 984/0GI 


CLAY, R.B. 


Test of Multiple Shaped Charge Terrier Warhead 
AD-089 290/1GI 78-22 16C PC A02/MF A01 


CLAY, W. H. 


Flight Tests for Prototype Felt Wedge/White 
Phosphorous Improved Smoke Concept. 
AD-A054 643/2GI 78-17 19A PC A02/MF A01 


Interior Temperature Measurements on XM650E4 
RA Projectiles at Yuma Proving Ground in June 
1976. 

AD-A056 275/1GI 


CLAY, W. T. 


Procedures and Instructions for Fabrication, As- 
sembly, and Test of PCP Ili Multisection lonization 
Chamber (Q-2633) for Reactor Control. 

ORNL/TM-5835 78-17 181 PC A04/MF A01 


CLAYBAUGH, J. R. 


Reprint: Hana Kai Il: A 17-Day Dry Saturation Dive 
at 18.6 ATA. ill. Body Fluid Balance. 
AD-A050 730/1GI 78-11 6S PC A02/MF A01 


CLAYBERG, RICHARD 


Analysis of the Soviet Crisis Management Ex- 
perience. 
AD-A055 790/0GI 


CLAYPOOLE, G. 


Multicell Fluidized-Bed Boiler Design, Construction, 
and Test Program. 
FE-1237/N-78/64 78-21 13A PC A03/MF AO1 


Multicell Fiuidized-Bed Boiler Design, Construction, 
and Test Program. Monthly Progress Report No. 66. 
FE-1237-T-7 78-26 13A PC A03/MF A01 


Multicell Fluidized-Bed Boiler Design, Construction, 
and Test Program. Monthly Progress Status Report 
No. 59. 


FE-1237-T6 78-17 
CLAYSHULTE, RUSSELL N. 


Urban Runoff Pollutant Adsorption and Filtering by 
Selected Northern Guam Soils and Limestone, 
PB-280 692/5GI 78-17 8H PC A03/MF A01 


Urban Runoff Quality in Northern Guam. 
PB-278 564/0GI 78-13 13B PC A09/MF A01 


CLAYSMITH, C. R. 


Real Time Dust Fall Monitor (RTDFM). 
N78-10436/1GI 78-05 228 PC A03/MF A01 


CLAYSON, D. B. 


Carcinogenesis. 
PB-273 246/9GI 


CLAYTON, A. 


Forecasting the Effects of Events on Consumer Af- 
fairs. Phase | Final Report: Analysis, 
PB-276 183/1GI 78-07 5A PC A11/MF A01 


CLAYTON, A. R. 


Environment and Radar Operation Simulator. 
AD-A048 473/3GI 78-07 171 PC A04/MF A01 


CLAYTON, C. 


The Response of Coated Steels to Cavitation in 
Corrosive Environments. 
AD-A047 472/6GI 


CLAYTON, C. ANDREW 


Optimum Meteorological and Air Pollution Sam- 
pling Network Selection in Urban Areas. 
PB-281 067/9GI 78-17 13B PC A07/MF A01 


CLAYTON, E. D. 


Critical Separation Between Subcritical Clusters of 
2.35 Wt % exp 235 U Enriched UO sub 2 Rods in 
Water with Fixed Neutron Poisons. 

PNL-2438 78-13 18) PC A03/MF A01 


Critical Separation Between Subcritical Clusters of 
4.29 Wt % exp 235 U Enriched UO sub 2 Rods in 
Water with Fixed Neutron Poisons. 

NUREG/CR-0073 78-26 18F PC A0Q3/MF A01 


Critical Separation between Subcritical Clusters of 
4.29 Wt % 235U Enriched UO2 Rods in Water with 
Fixed Neutron Poisons. 

PB-281 345/9GI 78-16 18J PC A03/MF A01 


Handbook of Critical Experiments Benchmarks. 
PNL-2700 78-26 18F PC A04/MF A01 


78-12 6F PC A02/MF A01 


78-06 8C PC A06/MF A01 


78-21 19A PC A03/MF A01 


78-20 5D PC A09/MF A01 


13A PC A04/MF A01 


78-02 6E PC A03/MF A01 


78-05 11F MF A01 


PA-252 


CLAYTON, J. C. 


Thorium Oxide Granule and Compact Properties 
Which Are Important to ThO sub 2 and ThO sub 2 -- 
UO sub 2 Fuel Pellet Fabrication (L.WBR Develop- 
ment Program). 
WAPD-TM-1231 


CLAYTON, J. Q. 


Segregation Effects and the Toughness of High- 
Strength Steels. 
AD-A048 448/5GI 


CLAYTON, R. K. 
Annual Progress Report, September 1, 1975--Au- 


ust 31, 1976. 
00-3162-32 78-07 10B PC A02/MF A01 
Progress Report, September 1, 1976-- 


Annual 
78-16 6A PC AQ2/MF A01 


78-07 18) PC A06/MF A01 


78-07 11F PC A09/MF A01 


November 30, 1977. 
COO-3162-36 


CLAYTON, RICHARD M. 


Performance Evaluation of a Catalytic Partial Oxida- 
tion Hydrogen Generator Using Turbine Engine 
F 


uels. 
AD-A047 355/3GI 
CLAYTON, WILLIAM H. 


A Circular Slide Rule for Determination of Pressure 
Independent Specific Volume Anomalies of Sea 
Water 


AD-067 074/5GI 78-20 8J PC A02/MF A01 


Transfer Processes Operating at the Ocean Boun- 
daries 


AD-019 393/8G! 78-21 4B PC A03/MF A01 
Transfer Processes Operating at the Ocean Boun- 
daries 

AD-033 142/1GI 


CLEAR, K. C. 


Sampling and Testing for Chloride lon in Concrete. 
PB-275 428/1GI 78-07 13C PC A03/MF A01 


CLEAR, KENNETH C. 
Styrene-Butadiene Latex Modifiers for Bridge Deck 


Overlay Concrete. 
PB-283 945/4GI 


CLEARWATERS, A. 


Computer Family Architecture Selection Committee 
Final Report. Volume V. Procedure For and Results 
of the Evaluations of Software Bases of the Can- 
didate Architectures for the Military Computer 
Family. 

AD-A049 484/9GI 


CLEARWATERS, ALLAN 


Computer Family Architecture Selection Committee 
Final Report. Volume Vill. CFA Final Selection. 
AD-A049 485/6GI 78-09 9B PC A02/MF A01 
CLEARY, C. G. 

A Long-Term Study of Produce Transportation. 
Volume 9. Fresh Fruit and Vegetable Commodity/ 
Origin/Destination Selection and Description. 
PB-283 639/3GI 78-22 13B PC A09/MF A01 


CLEARY, FRED K. 

Functions of Battalion Command Groups. 

AD-A052 760/6GI 78-14 15G PC A04/MF A01 
CLEARY, L. D. 


Electric Utility Solar Energy Activities: 1977 Survey. 
EPRI-ER-649-SR 78-22 13B PC A07/MF A01 


CLEARY, WILLIAM J. 
New Hanover Banks: Then and Now. A Guide to the 


New Hanover County Beaches. 
PB-281 455/6G! 78-16 13B PC A05/MF A01 


CLEGG, B. R. 
Oahu Surface Wind Network: Summary of Data, Au- 


gust 1976 Through July 1977. 
UCID-17798 78-25 48 PC A12/MF A01 


CLEGG, DONALD A. 
Validation and Revision of the U. S. Medical 


Research Laboratory Personal History Form, 
AD-491 194/7GI 78-16 5! PC A04/MF A01 
CLEGG, L. J. 

Radioactive Decay Properties of CANDU Fuel. 
Volume 1: The Natural Uranium Fuel Cycle. Part 3: 
Reprocessed Fuel: Plutonium Product, and High 
Level Waste. 
AECL-4436/2 


CLELAND, BRUCE R. 


Water Resources Management and Planning: Op- 
timization Modeling of Reservoir Systems. 
PB-277 821/5GI 78-11 13B PC AQ4/MF A01 


CLELAND, E. L. 


Bag for Storing Whole Blood. 

PAT-APPL-700 467/GI 78-20 6L PC A0Q2/MF A01 
CLELAND, J. G. 

Multimedia Environmental Goals for Environmental 


Assessment. Volume |. 
PB-276 919/8GI 78-09 


78-05 21D PC A03/MF A01 


78-18 4B PC A02/MF A01 


78-23 13C PC A07/MF A01 


78-09 9B PC A06/MF A01 


78-23 18J PC A1S/MF A01 


13B PC A16/MF A01 


Multimedia Environmental Goals for Environmental 
Assessment. Volume il. MEG Charts and 
Background Information. 

PB-276 920/6GI 78-09 13B PC A20/MF A01 


CLELAND, J. W. 
Solar Cells from lon-implanted, Laser-Annealed Sil- 


icon. 
CONF-771051-1 78-08 10B PC A02/MF A01 


Transmutation Doping of Silicon Solar Celis. 
CONF-770439-1 78-03 108 PC A02/MF A01 


CLELAND, L. L. 
Approach to Performance Based Regulation 


Development. 
UCRL-79218 78-05 18J PC A02/MF A01 


Electronics Engineering Research Proposals for 


FY78. 
UCID-17711 78-17 5A PC A03/MF A01 


Safeguards Material Control at Licensed Processing 
Facilities. Quarterly Report. 
UCID-17525-77-1 78-05 


CLELAND, R. E. 


Studies on the Control of Cell Wall Extension. 

Progress Report, July 1, 1976--September 1, 1977. 

RLO/2225/T19-43 78-16 6A PC A02/MF A01 
CLELAND, VIRGINIA 


Developing a Doctoral Program. 
HRP-0016295/8GI 78-07 5i 


Professional Model. 
HRP-0018004/2GI 78-11 6E Not Available NTIS 


Social and Psychologic Influences on Employment 
of Married Nurses. 
HRP-0016298/2G! 


CLELLAND, D. A. 


Support for a Nuclear Future: Student Response to 
the CRBRP. 
CONF-771109-49 


CLEM, J. R. 


Critical Currents of a One-Dimensional Array of Su- 
perconducting Vortices in a Periodic Pinning 
Potential. 

IS-M-137 78-25 20L PC A02/MF A01 


Theory of Flux-Flow Noise in Superconductors. 
IS-M-138 78-25 20L PC A02/MF AO1 


CLEMANDOT, DOROTHY V. 


Fourier Analysis of the Airfoil 
AD-148 200/9GI 78-16 1A PC A03/MF A01 


CLEMANS, SID 


PSRO: An Evaluation of the Professional Standards 
Review Organization. Volume 8. The Costs of 
Utilization Review Programs in Hospitals and 
PSRO's. 

PB-275 512/2GI 


CLEMENA, G. G. 


Comparative Study of Procedures for the Analysis 
of Chloride in Hardened Concrete. 
PB-276 296/1GI 78-07 7D PC A04/MF A01 


CLEMENA, GERARDO G. 


The Applicability of Infrared Thermography in the 
Detection of Delamination in Bridge Decks. 
PB-279 508/6GI 78-15 13B PC A03/MF A01 


CLEMENCE, G.M. 


Periodic Status Rept. No. 33 
AD-069 945/4GI 78-14 3B PC A02/MF AO1 


CLEMENCY, CHARLES V. 


A Quantitative Geochemical, Mineralogical and 
Physical Study of Some Selected Rock Weathering 
Profiles from Brazil. 
AD-A047 642/4GI 


CLEMENT, C. F. 


Movement of Lenticular Pores in Mixed Oxide 
(U,Pu)O sub 2 Nuclear Fuel Elements. 
AERE-TP-708 78-13 18J PC A03/MF A01 


Plutonium Redistribution in Mixed-Oxide (U,Pu)O 
sub 2 Nuclear Fuel Elements. 
AERE-TP-714 78-25 


CLEMENT, DAVID M. 


Assessment of Cable Response Sensitivity to Cable 
and Source Parameters in Low Fluence X-Ray En- 
vironments. 

AD-A050 703/8G! 78-11 9A PC A03/MF A01 


Definition of the Linear Region of X-Ray Induced 
Cable Response. 
AD-A052 609/5G! 78-14 9A PC A02/MF A01 


Measured and Predicted Radiation-induced Cur- 
rents in Semirigid Coaxial Cables. 
AD-A046 697/9G! 78-03 9A PC A03/MF A01 


Stored Charge Release in Cables in Low Fiuence X- 
Ray Environments. 
AD-A050 112/2GI 


18) PC A06/MF A01 


Not Available NTIS 


78-10 5! Not Available NTIS 


78-15 10B PC A02/MF A01 


78-07 6E PC A18/MF A01 


78-05 8G PC A07/MF A01 


18) PC A02/MF A01 


78-10 9C PC A03/MF A01 





CLEMENT, GEORGE K. JR. 


Capital and Operating Cost Estimating System 
Handbook. Mining and Beneficiation of Metallic and 
Nonmetallic Minerals Except Fossil Fuels in the 
United States and Canada. 

PB-277 348/9GI 78-12 8 


CLEMENT, J. D. 
Analysis of the Gas Core Actinide Transmutation 


Reactor (GCATR). 
N78-10861/0GI 78-05 18E PC A07/MF A01 


Gas Core Reactors for Actinide Transmutation and 
Breeder Applications. 
N78-22884/8GI 


CLEMENT, J. G. 


Efficacy of Pro-PAM (N-methyl-1,6-dihydropyridine- 
2-carbaldoxime Hydrochloride) as a Treatment for 
Organophosphate Poisoning, 

AD-A051 779/7GI 78-13 6Q PC A02/MF A01 


CLEMENT, LINDA LEE 


Health Effects Profiles for Searching Selected 
Lockheed DIALOG Data Bases. 
ED-144 619 78-13 5B Not available NTIS 


CLEMENT, PH. 


On the Structure of Continua of Positive and Con- 
cave Solutions for Twopoint Nonlinear: Eigenvalue 
Problems. 

AD-A046 375/2GI 


CLEMENT, R. 


Air/Water Heat Pump. 
NP-tr-2012 


CLEMENT, WARREN F. 


Simulation and Analysis of Wind Shear Hazard. 
AD-A052 435/5GI 78-14 1B PC A08/MF A01 


CLEMENTE, F. 


Public Participation in Energy Related Decision 
Making: Six Case Studies. 
PB-283 546/0GI 78-22 


CLEMENTS, DAVID T. 


Voice Output for Student Information Inquiry, 
ED-144 533 78-08 51 Not available NTIS 


CLEMENTS, DONALD F. 


A Study of the Feasibility of an Optical-Flash 
Acoustic-Ping Transponder System for Short Range 
Underwater Tracking 
AD-240 885/4GI 


CLEMENTS, L. L. 


Comparative Properties of Fiber Composites for 
Energy Storage Flywheels. Part B. Engineering Pro- 
perties of Composites. 

UCRL-80116(Pt.B) 78-12 10C PC A02/MF A01 


Problems in Testing Aramid/Epoxy Composites. 
UCRL-79450 78-13 11D PC A02/MF AO1 


CLEMENTS, W. E. 


Some Atmospheric Tracer Experiments in Complex 
Terrain at LASL: Experimental Design and Data. 
LA-7198-MS(V.1) 78-20 13B PC A03/MF A01 


Workshop on Research Needs for Atmospheric 
Transport and Diffusion in Complex Terrain. 
CONF-7609160- 78-07 4A PC A02/MF A01 


CLEMESHA, B. R. 


Concerning the Seasonal Variation of the Meso- 
spheric Sodium Layer at Low Altitudes. 
N78-28711/7GI 78-23 4A PC A02/MF A01 


Correlations Between OH NaD and O! 5577 a Emis- 
sions in the Airglow. 
N78-28721/6GI 78-23 4A PC A03/MF A01 


Evidence of an Extraterrestrial Source for the Meso- 
spheric Sodium Layer. 
N78-28719/0GI 78-23 4A PC A02/MF AO1 


Laser Radar Mesospheric Temperature Measure- 
ments: Preliminary Results. 
N78-28708/3GI 78-23 4A PC A02/MF A01 


The Mesospheric Sodium Layer at 23 Deg S: Noc- 
turnal and Seasonal Variations. 
N78-28718/2GI 78-23 4A PC A03/MF A01 


Nocturnal and Seasonal Variation in the Meso- 
spheric Sodium Layer. 

N78-28707/5GI 78-23 4A PC A02/MF AO1 
Simultaneous Measurements of the OH(8,3) Band Ol 
5577 A Airglow Emissions. 

N78-28717/4GI 78-23 4A PC A02/MF AO1 
Simultaneous Observations of the Na 5893A. 
N78-29667/0GI 78-24 4A PC A02/MF A01 
Sodium Nightglow Measurements and Implications 
on the Sodium Photochemistry. 

N78-28715/8GI 78-23 4A PC A02/MF AO1 


CLEMM, GEOFFREY 


The FSCAN Lexical Analyzer Generating System. 
AD-A056 821/2GI 78-22 9B PC A02/MF A01 


PC A17/MF A01 


78-17 181 PC A07/MF A01 


78-03 12A PC A03/MF A01 


78-26 13A PC A02/MF A01 


10A PC A16/MF A01 


78-11 17A PC A02/MF A01 


CLEMMER, D. |. 


Alumni-Faculty Feedback for Curriculum Revision. 
HRP-0900382/3GI 78-24 51 PC A0S/MF A01 


Alumni-Faculty Feedback for Curriculum Revision. 
Appendix A -- Report on Survey of Graduates 


(1969-73). 
HRP-0900380/7G! 78-24 51 PC A10/MF A01 


Alumni-Faculty Feedback for Curriculum Revision -- 
Study Manual. 
HRP-0900381/5G! 78-24 5I 


CLEMMER, R. G. 


Simulation of Large-Scale Air Detritiation Opera- 
tions by Computer Modeling and Bench-Scale Ex- 


perimentation. 
ANL/FPP-77-3 78-21 18A PC A03/MF A01 


Tritium Handling Trade Studies and Design Options 
for the GA/ANL TNS. 
GA-A-14640 


CLEMONS, L. 


Benefit/Cost Analysis of Accelerating R and D Ac- 
tivities Directed at Near-Term Electric Utility Appli- 
cations. Volume Il. Program Description. 

MTR-7447(V.2) 78-26 13B PC A06/MF A01 


CLEMONS, V. D. 


PWR Blowdown Heat Transfer Separate-Effects 
Program. Thermal-Hydraulic Test Facility Experi- 
mental Data Report for Test 103. 
ORNL/NUREG/TM-187 

78-21 181 PC E03/MF AO1 


PWR Blowdown Heat Transfer Separate-Effects 
Program. Thermal-Hydraulic Test Facility Experi- 
mental Data Report for Test 105. 
ORNL/NUREG/TM-143 


78-16 181 PC E03/MF A01 


PWR Blowdown Heat Transfer Separated-Effects 
Program. Thermal-Hydraulic Test Facility Experi- 
mental Data Report for Test 102. 
ORNL/NUREG/TM-151 

78-18 181 


PC A08/MF A01 


78-15 18A PC A02/MF A01 
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Development Program for an lonizer-Precipitator 
Fine Particle Dust Collection System as Applied to 
Coal-Fired Utility Steam Generators. Volume Il. 
Final Report. 

EPRI-FP-291(V.2) 78-01 7A PC A16/MF A01 


Reprint: He | lambda 4471 Profiles in B Stars: Cal- 
culations with an Improved Line-Broadening 


Theory. 
PB-273 088/5GI 78-02 3B Not available NTIS 


Reprint: He | lambda 4922 Profiles in B Stars: Cal- 
culations with an Improved Line-Broadening 
Theory. 

PB-273 089/3GI 78-02 3B Not available NTIS 


Reprint: Influence of lon Dynamics on H alpha and 
H beta at Low Densities. 
PB-274 349/0GI 78-04 7D Not available NTIS 


Reprint: A Unified Theory of Stark Broadening for 
Hydrogenic tons - |. A General Theory (including 
Time Ordering). 

PB-274 507/3GI 


COOPER, J. A. 


Orthogonal Transformations of Digital Data. 
SAND-77-1605C 78-12 9B PC A0Q2/MF A01 


Techniques for Digital Data Transformation and 
Monitoring. 
SAND-77-1604C 


COOPER, J. F. 


Behavior of the Calcium Electrode in Aqueous Elec- 
trolyte. 
UCRL-79457 78-14 7D PC A02/MF AO1 


High Performance Metal/Air Fuel Cells. Part 1. 
General Review. 
UCID-17558(Pt.1) 78-08 10C PC A03/MF A01 


Investigation of the Kinetics of the Li/LiOH(Aq) 
Electrode: Coulombic Efficiency, Electrode 
Polarization. 

UCID-17457 78-02 10C Not available NTIS 


Lithium--Water--Air Battery Project: Progress Dur- 
ing the Month of April 1976. 
UCID-17426-76-4 78-02 10C PC A02/MF AO1 


Lithium--Water--Air Battery Project: Progress Dur- 
ing the Month of August 1976. 
UCID-17426-76-8 78-02 10C PC A02/MF A01 


Lithium--Water--Air Battery Project: Progress Dur- 
ing the Month of July 1976. 
UCID-17426-76-7 78-06 10C PC A02/MF A01 


Lithium--Water--Air Battery Project: Progress Dur- 
ing the Month of June 1976. 
UCID-17426-76-6 78-02 10C PC A02/MF A01 


Lithium--Water--Air Battery Project: Progress Dur- 
ing the Month of March 1976. 
UCID-17426-76-3 78-02 10C PC A02/MF A01 


Lithium--Water--Air Battery Project: Progress Dur- 
ing the Month of May 1976. 
UCID-17426-76-5 78-02 10C PC A02/MF A01 


Lithium--Water--Air Battery Project: Progress Dur- 
ing the Month of October 1976. 
UCID-17426-76-10 78-02 10C PC A02/MF AO01 


Lithium--Water--Air Battery Project: Progress Dur- 
ing the Months of August--November. 
UCID-17426-77-8-9-10-11 

78-17 10C PC A02/MF A01 


Lithium--Water--Air Battery Project: Progress Dur- 
ing the Months of May--July. 
UCID-17426-77-5.6.7 78-06 10C PC A02/MF A01 


Mechanically Rechargeable, Metal--Air Batteries for 
Automotive Propulsion. 
UCRL-81178 78-26 10C PC AQ2/MF A01 


Summary of the Metal--Air Fuel Cell Research Pro- 
ram. 


78-04 7D Not available NTIS 
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Systematic Approach to the Evolution of High Per- 
formance Electric Vehicles. 
UCRL-79155 78-07 13F PC A03/MF A01 


Utilization of Flywheels for the Evolution of High- 
Performance Electric Vehicles. 
UCRL-52346 78-14 


COOPER, J. R. 


F-106 Scheduled Maintenance Study. Phase Ill. Pre- 
dictions and Recommendations. 
AD-A045 399/3GI 78-01 1C PC A15/MF A01 


F-106 Scheduled Maintenance Study. 

Manual, 

AD-A045 625/1GI 
COOPER, J. W. 

Shaking Processes in beta Decay. 

N78-17858/9GI 78-12 20H PC A03/MF A01 
COOPER, L. 

Reports on Roads and Transport Planning in Tropi- 

cal and Sub-Tropical Countries, 

PB-276 125/2GI 78-08 13B PC A05/MF A01 


13F PC A02/MF A01 


User's 


78-01 9B MF A01 


COOPER, L. P. 
Supercritical Fuel Injection System. 
PAT-APPL-916 654/GI 
78-23 21E PC A02/MF/A01 


COOPER, LARRY 
Measurement of High-Temperature, High-Pressure 


Processes. 
PB-284 041/1GI 78-24 14B PC A12/MF A01 


COOPER, LEON N. 


Theory of Multiple Coulomb Scattering from Ex- 
tended Nuclei 
AD-036 479/4GI 78-21 20H PC A02/MF A01 


Theory of Multiple Coulomb Scattering from Ex- 
tended Nuclei 
AD-042 634/6GI 


COOPER, M. H. 


Proceedings of the International Conference on 
Liquid Metal Technology in Energy Production. 
CONF-760503-P1 78-03 11F PC A20/MF A01 


Proceedings of the International Conference on 
Liquid Metal Technology in Energy Production. 
CONF-760503-P2 78-03 11F PC A20/MF A01 


COOPER, M. J. 


Computer Program for Determining Multiplicities of 
Bragg Reflections for Any Space Group. 
AERE-R-8456 78-04 20B MF A01 


COOPER, N. G. 
Theoretical Division Annual Report, July 1975--Sep- 


tember 1976. 
LA-6816-PR 


COOPER, P. P. 
Strategic Planning for Automation within an Infor- 


mation Services Department. 
LA-UR-78-628 78-20 5B PC A02/MF A0O1 


COOPER, P. S. 


Reprint: Depolarization Effects in 
Photoionization of State-Selected Lithium. 
AD-A046 770/4GI 78-03 7D PC A02/MF A01 


COOPER, PAUL G. 


The Assessment of Rehabilitation Facility Service in 
Arkansas. 
PB-282 333/4GI 78-19 5J PC A03/MF A01 


The Development of a Quick Measure of Rehabilita- 
tion Client Adjustment via Cluster Analysis. 
PB-282 331/8GI 78-19 5J PC A02/MF A01 


COOPER, PAUL W. 


Safety Status Data Collection Methodology. Volume 
ll. Technical Report on PMVI Experiment Design. 
PB-275 479/4GI 78-06 13F PC A05/MF A01 


COOPER, R. B. 


M113A1 Day/Night Movement Rate Analysis. 
AD-A050 608/9GI 78-11 19C PC A02/MF A01 


COOPER, R. E. 


Computer Programs at SRL to Evaluate Environ- 
mental Effects SRP Operations and Postulated Ac- 
cidental Releases. 

DPST-75-384 78-01 18G PC A07/MF A01 


Methods and Calculations for Regional, Continen- 
tal, and Global Dose Assessments from a Hypotheti- 
cal Fuel Reprocessing Facility. 

OP-MS-77-92 78-20 6R PC A02/MF AO1 
Trace Elements in the Terrestrial Environment of a 


Coal-Fired Powerhouse. 
DP-1475 78-12 7D PC A04/MF A01 


COOPER, R. H. 


Assessment of Very High-Temperature Reactors in 
Process Applications. Appendix ll. VHTR Process 
Heat Application Studies. 

ORNL/TM-5410 78-01 18E PC A06/MF A01 


Corrosion Analysis of Boiler Tubes from a 100-HP 
Boiler Burning an Oil Coal Slurry. 
ORNL/TM-6275 78-23 21D PC A03/MF A01 


Preliminary Report on Corrosion Analysis of Heat 
Exchanger Tubes from a Fluidized-Bed Coal Com- 
bustor. 

CONF-770670-1 


COOPER, R. K. 


Lampf Line D Fast Deflector System. 
LA-6748-MS 78-12 20G PC AQ2/MF A01 


Magnetic Fringe-Field Neutron-Beam Depolariza- 


tion. 
LA-6765-MS 78-01 18F PC AQ2/MF AO1 


Proton Accumulator Ring Injection Studies. 
LA-UR-77-1291 78-10 20G PC A02/MF A01 


Proton Storage Ring Summer Workshop. 
LA-6749-C 78-12 20G PC A05/MF A01 


COOPER, R. L. 


LEM-SEAS Compatibility Test. 
UCRL-52398 78-21 


78-21 20H PC A04/MF A01 


78-08 5B PC A08/MF A01 


Pulsed 


78-05 11F PC AQ2/MF A0O1 


10A PC A02/MF A01 


COOPER, W.W. 


Survey and Evaluation of Alternative Theories of 
Economic Growth and Technical Change with Spe- 
cial Emphasis on Institutional R and D. 

UCRL-52299 78-05 10A PC A03/MF AO1 


COOPER, R.M. 


Propagation of Elastic Waves in Cylindrical Shells, 
Including the Effects of Transverse Shear and Rota- 
tory Inertia 

AD-071 947/6GI 78-02 20K PC A02/MF A01 


Propagation of Non-Axially Symmetric Waves in 
Elastic Cylindrical Shells 
AD-135 757/3GI 78-11 


COOPER, RICHARD V. L. 


Military Manpower and the All-Volunteer Force-- 
Testimony Before the House Armed Services Com- 
mittee (Subcommittee on Military Personnel): 
February 15, 1978, 
AD-A055 545/8G! 


A National Service Draft, 
AD-A056 880/8G! 


COOPER, SAUL 


The Use of the LANDSAT Data Collection System 
and Imagery in Reservoir Management and Opera- 
tion. 

E78-10102 


COOPER, SIGNE S. 


Plan for Continuing Education in Nursing in Five 
North Central States (Michigan, Minnesota, Mon- 
tana, North Dakota, and Wisconsin). A Proposal for 
Discussion and Action. 
HRP-0017247/8G! 


COOPER, STAFFORD S. 


Geophysical Survey of Cavernous Areas, Patoka 
Dam, Indiana. 
AD-A053 174/9G! 


COOPER, T. O. 


Method of Preparing a Powdered Electrically Insula- 

tive Separator for Use in an Electrochemical Cell. 

PAT-APPL-782 874/GI 
78-17 
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78-22 51 PC A03/MF A01 


78-14 13B PC A08/MF A01 


78-06 5Ii PC A04/MF A01 


78-15 8G PC A04/MF A01 


10C PC A02/MF A01 
COOPER, TERESA 


Development and Evaluation of a Hexokinase/Glu- 
cose-6-Phosphate Dehydrogenase Procedure for 
Use as a National Glucose Reference Method, 

PB-284 908/1GI 78-25 7D PC A08/MF A01 


COOPER, TOM 


Community Brokerage of Transportation Services 
for the Elderly in Mountain View, California. 
PB-285 234/1GI 78-25 13B PC A06/MF A01 


COOPER, W. S. 


Calorimetric and Optical Beam Diagnostics on the 
LBL 120-Kev Neutral Beam Test Facility. 
LBL-6383 78-14 18A PC A02/MF A01 


Compact 80-Kev Neutral-Beam Module. 
UCRL-79682 78-13 18A PC AO2/MF A01 


Neutron Production in a High-intensity Deuterium 
Neutral Beam Facility. 
LBL-6366 78-13 18A PC A0Q2/MF A01 


Performance of a Developmental 120-Kev, 10-A 
Deuterium (14-A Hydrogen) Neutral Beam System. 
-6384 78-14 18A PC A0Q2/MF A01 


Status of the LBL/LLL Development Program. 
LBL-6830 78-16 18A PC A02/MF A01 


COOPER, W.W. 


Chance-Constrained Programming 
AD-258 373/0GI 78-16 12B PC A02/MF A01 


Chance Constrained Programs’ with 
Deviates and Linear Decision Rules 
AD-231 475/5GI 78-13 12B PC A02/MF A01 


Duality, Regrouping and Warehousing 
AD-089 509/4GI 78-16 5A PC A02/MF A01 


Economic Research in Business Behavior and 
Models of the Business Firm 
AD-089 513/6GI 78-16 5C PC A02/MF A0O1 


An Experimental Approach to Ascertaining the Ef- 
fects of an Audit 


AD-246 167/1GI 78-21 SA PC A02/MF A01 


Generalizations of the Warehousing Model 
AD-089 519/3GI 78-16 5A PC A04/MF A01 


Measuring the Efficiency of Decision Making Units 
with Some New Production Functions and Estima- 
tion Methods. 

AD-A049 149/8G! 78-08 5C PC A04/MF A01 


Mixing Routines for a Class of Coupled Models 
AD-220 606/8GI 78-11 12A PC AO2/MF A01 


A Model for Optimizing Production by Reference to 
Cost Surrogates 
AD-089 514/4GI 78-16 5A PC A03/MF A01 


A Nonlinear Goal-Arc Network Extension of the 
Multi-Level Coherence Model for EEO. 
AD-A055 154/9GI 78-18 5! PC AQ3/MF A01 
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Nonlinear Network Flows and Convex Programming 
over Incidence Matrices 
AD-221 220/7GI 78-16 12B PC AQ2/MF A01 


Programming and Financial Budgeting. |. Rationing 
and the Cost of Money under Certainty 

AD-125 805/2GI 78-16 5A PC A04/MF A01 
Some Uses of Model Prototypes in an Operations 
Research Study 

AD-258 369/86! 78-16 12B PC A02/MF A01 
Systems Evaluation and Repricing Theorems 

AD-243 807/5GI 78-13 5C PC A02/MF A01 


Workforce Goals Planning for the Naval Laboratory 


—. 
AD-A045 427/2GI 78-01 5! PC A03/MF A01 
COOPER, WILLIAM E. 

Ecological Effects, 

PB-283 484/4GI 78-22 6F PC A03/MF A01 


Resource Management in a Changing Environment: 
With Applications to the Rural Sector, 
PB-283 596/5GI 78-22 13B PC AG5/MF A01 


Scientific Logic and the Environmental Review 

Process, 

PB-283 577/5GI 
COOPER, WILLIAM J. 


An Antibody Technique for Detecting Small Molecu- 
lar Weight Substances in Water: A Feasibility Study. 
AD-A048 320/6GI 78-07 7C PC A02/MF A01 


COOPERBAND, ALVIN 
PRIM System: AN/UYK-20 User Guide and User 
Reference Manual. 
AD-A048 265/3GI 78-06 9B PC A04/MF A01 
PRIM System. U1050 User Guide and User 


Reference Manual. 
AD-A055 043/4G! 


COOPERRIDER, N. K. 
An Investigation of Techniques for Validation of 
Raiicar Dynamic Analyses. 
PB-279 996/3GI 78-16 13F PC A06/MF AO1 
Users’ Manual for Asymmetric Wheel/Rail Contact 
Characterization Program, 
PB-279 707/4GI 78-16 13F PC A06/MF A01 


COOPERSTEIN, G. 


Intense Focussed lon Beams and Their Interaction 
with Matter. 
AD-A048 753/8GI 


COOPRIDER, LEE 


Modularization and Hierarchy in a Family of Operat- 
ing Systems. 
AD-A056 069/8GI 78-21 


Coops, W. J. 
Cleaning, Disassembly, and Requalification of the 


FFTF in Vessel Handling Machine. 
HEDL-SA-1387 78-18 181 MF AO1 


COORS, D. 
Design and Calibration of 5-Point Conical Pressure 


Probes for Measuring in Supersonic Flow. 
N78-18015/5GI 78-13 14B PC A03/MF A01 


Design and Calibration of 5-Point Conical Pressure 
Probes for Measuring in Supersonic Flow. 
N78-24531/3GI 78-19 14B PC A04/MF A01 


COPE, ARTHUR C. 
Cyclic Polyolefins. XXV. Cyclooctanediols. Molecu- 
lar Rearrangement of Cyclooctene Oxide on Solvol- 
ysis 
AD-002 228/5GI 
COPE, D. F. 


Expansion Potential for Existing Nuclear Power Sta- 
tion Sites. 


ORNL/TM-5927 78-11 18E PC A07/MF A01 
Utility Survey on Nuclear Power Plant Siting and 


Nuclear Energy Centers. 
ORNL/TM-5928 78-05 18E PC A0S/MF A01 


COPE, FREEMAN W. 
Solid State Biology, Cellular Water Structure, and 


lon Complexing with Application to Navy Medicine. 
AD-A056 012/8G! 78-21 6E PC A02/MF AQ1 


COPE, J. 


Commercial Demand for Energy: A Disaggregated 
Approach. 
ORNL/CON-15 


COPE, OLIVER 


Intracellular Changes in Trauma, Depletion and 
Repair 
AD-128 936/2GI 
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9B MF A01 


78-22 7D PC A0Q2/MF A01 
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78-13 6E PC A02/MF A01 


Intracellular Changes in Trauma, Depletion and 
Repair 
AD-149 587/8GI 78-11 


6P PC A02/MF A01 
COPELAND, CHARLES S. 


The Dielectric Constant of Supercritical Steam 
AD-019 738/4GI 78-21 7D PC A02/MF AO1 
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The Electrical Conductivity of Supercritical Solu- 
tions of Sodium Chloride and Water 
AD-019 739/2GI 78-21 7D PC A02/MF A01 


Molal Volumes and Compressibilities of the System 
NaCl-H20 Above the Critical Temperature of Water 
AD-019 734/3GI 78-21 7D PC A03/MF A01 


A Phenomenological Approach to the Behavior of 
One and Two-Component Systems in the Vicinity of 
the Critical Point 

AD-019 732/7GI 78-21 7D PC A02/MF A01 


A Pressure Counterbalancing Apparatus for the 
Measurement of the Electrical Conductivity of 


Aqueous Solutions Above Their Critical Tempera- 
tures 


AD-019 740/0GI 78-21 7D PC A02/MF A01 


Properties of Solutions in the Neighborhood of the 
Critical Temperature of the Solvent 
AD-079 381/0GI 78-22 7D PC A03/MF A01 


Properties of Solutions in the Neighborhood of the 
Critical Temperature of the Solvent 
AD-141 709/6GI 78-22 7D PC A03/MF A01 


The System NaCl-H2O at Supercritical Tempera- 
tures and Pressures 


AD-019 735/0GI 78-21 7D PC A02/MF A01 


COPELAND, D. ROBERT 


Navy Recruit Training Optimization, Post-1980. 
Phase Il: Current Assessment and Options for Navy 
Apprentice Training. 
AD-A053 007/1GI 


78-15 5i PC A06/MF A01 


COPELAND, F. 


Reprint: Dynamics of DDT Storage in the Squirrel 
Monkey, 
PB-277 606/0GI 

78-12 60 (Order as PB-277 586, MF A01) 
Reprint: Fate of 14C-Labeled o,p'-DDT in the Rat, 
PB-277 601/1GI 

78-12 6T (Order as PB-277 586, MF A01) 
Reprint: Fate of 14C-Ring and 14C-Ethy! Labeled 


Parathion in the Rhesus Monkey, 
PB-277 602/9GI 


78-12 6T (Order as PB-277 586, MF A01) 


COPELAND, G. L. 


Volume Reduction of Low-Level Contaminated 
Metal Waste by Melting: Selection of Method and 
Conceptual Plan. 
ORNL/TM-6388 


78-25 18G PC A02/MF A01 


COPELAND, JOSEPH P. 


Graded Pyrolytic Graphite/Silicon Carbide Coating 
Deposition Studies. 


AD-A046 000/6GI 78-02 11C PC A08/MF A01 


COPELAND, M. F. 


Reprint: Concentration of O,P'-DDT in Rat Brain at 
Various Intervals after Dosing, 
PB-279 749/6GI 


78-15 6T (Order as PB-279 739, MF A01) 
Reprint: Determination of DDT and Metabolites, in- 
cluding DDA, in Human Urine by Gas Chromatog- 
raphy, 
PB-275 114/7GI 

78-05 7D (Order as PB-275 107, MF A01) 
Reprint: Effects of o,p'-DDT on the Adrenal Cortex 
of the Beagle, 
PB-277 589/8GI 

78-12 6T (Order as PB-277 586, MF A01) 
Reprint: Effects of o,p'-DDT on the Adrenal Gland 
and Hepatic Microsomal Enzyme System in the 
Beagle Dog, 
PB-279 721/5GI 

78-16 6T (Order as PB-279 718, MF A01) 


Reprint: Electron Capture Gas Chromatographic 
Analysis of DDA: Utilization of 2-Chloroethanol 
Derivative, 

PB-275 496/8GI 


78-06 7D (Order as PB-275 495, MF A01) 


COPELAND, M. FRANK 


Reprint: Chlorinated Insecticides in the Body Fat of 
People in India, 
PB-279 179/6GI 


78-14 6T (Order as PB-279 175, MF A01) 


COPELAND, ROBERT L. 


Compounding Techniques for Absorbent Decon- 
taminants. 


AD-886 393/8GI 78-14 15B PC A04/MF A01 


Compounding Techniques for Absorbent Decon- 
taminants. 
AD-893 611/4GI 


78-14 15B PC A06/MF A0O1 


COPELAND, THOMAS R. 


Biennial Review on Flame Emission, Atomic Ab- 


sorption, and Atomic Fluorescence Spectrometry 
for Analytical Chemistry. 


AD-A052 756/4GI 78-14 7D PC A07/MF A01 


COPELAND, WINIFRED L. 
Development of a Modular Curriculum for Nursing 
Service Orientation. 
HRP-0016306/3G! 


COPENHAVER, E. D. 
Environmental, Health, and Control Aspects of Coal 


Conversion: An information Overview. Volume 1. 
ORNL/EIS-94 78-09 7A PC A23/MF A0i 


Environmental, Health, and Control Aspects of Coal 
Conversion: An Information Overview. Volume 2. 
ORNL/EIS-95 78-09 6F PC A13/MF A01 


COPI, IRVING M. 


Realization of Events by Logical Nets 
AD-143 363/0GI 78-13 12A PC A03/MF A01 


COPLAN, MYRON J. 


Amplification and Extended Application of the 
Theory of Blend Statistics 
AD-091 837/5GI 78-16 11E PC A03/MF A01 


Improved Utilization of Wool in Navy Fabrics 
AD-068 834/1GI 78-14 11E PC A02/MF A01 


An Index of Blend Irregularity and Its Practical Use 
AD-157 431/8GI 78-11 11E PC A02/MF A01 


Methods of Within-Section Blend Analysis 
AD-211 164/9GI 78-11 11E PC A03/MF A01 


Progress in the Study of Blended Woolen Yarns 
AD-081 105/9GI 78-16 11E PC A03/MF A01 


Some Analytical Methods for Blend Determination 
AD-200 202/0GI 78-11 11E PC A03/MF AO1 


Statistical Tests of Colour Blending in Rovings 
AD-130 376/7G! 78-16 11E PC A02/MF A01 


A Study of Tensile Mechanics of Some Blended 
Woolen Yarns 


AD-068 835/8GI 78-14 11E PC A06/MF A01 


A Study of the Distribution of Fibers in Some 

Blended Woolen Yarns 

AD-050 808/5GI 78-16 11& PC A0Q2/MF A01 
COPLEY, ALFRED L. 

Reprint: Bleeding Time, Other in Vivo Hemostasis 


Tests and the Arrest of Hemorrhage. 
AD-A047 928/7G! 78-06 6E PC A02/MF A01 


COPLEY, DEREK B. 
Reprint: Rayleigh Turbidities of Sodium Aluminate 


Solutions. 
AD-A049 405/4GI 


COPP, LAUREL ARCHER 
Inservice Education Copes with Resistance to 


Change. 
HRP-0017233/8G! 


COPP, RONALD L. 


Evaluation of the Michigan Trial Substitute Vehicle 
Inspection Progr 
PB-277 063/4GI 78-10 13F PC A12/MF A01 


Evaluation of the Michigan Trial Substitute Vehicle 

Inspection Program. Executive Summary. 

PB-277 062/6GI 78-10 13F PC A03/MF A01 
COPP, WAYNE M. 

The Psychiatric Pharmacist in Community Mental 

Health. 

HRP-0026075/2G! 
COPPAGE, DAVID L. 

Reprint: Brain-Acetylcholinesterase Inhibition in a 

Marine Teleost during Lethal and Sublethal Expo- 

sures to 1,2-Dibromo-2,2-dichloroethy! Dimethy! 

Phosphate (Naled) in Seawater, 

PB-280 834/3GI 

78-16 6T (Order as PB-280 830, MF A01) 

COPPEL, DAVID 

Community Planning for Mental Iliness, Alcohol and 

Drug Abuse and Developmental Disabilities Ser- 

vices. A Procedural Manual for Citizen Planning 

Groups. Section |: Concepts and Principles. 

HRP-0016799/9GI 78-02 6E PC A06/MF A01 
COPPENS, ALAN B. 

Comparisons of lIsogradient- and lsospeed-Layer 

Models for Ray Tracing, 

AD-A053 934/6G! 78-16 17A PC A03/MF A01 


COPPER, GEORGE R. 


Space-Time Signal Processing of Radar Returns. 
AD-A055 758/7G! 78-20 171 PC A07/MF A01 


COPPERMAN, LOIS FARRER 


Local Government and Manpower Programs for the 
Disadvantaged: An Evaluation of the Impact of the 
Portland Concentrated Employment Program. 

PB-273 786/4GI 78-03 51 PC A11/MF A01 


COPPERSMITH, W. LOUIS 


Deinstitutionalization in Pennsylvania. 
HRP-0025484/7GI_ 78-22 6E Not Available NTIS 


COPPES, ROBERT I. JR. 


Reprint: Clinical implications of Lactose-Positive 
Breast Secretions in Nonpuerperal Females. 


78-02 51 Not Available NTIS 
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AD-A057 883/1GI 
COPPI, B. 


Plasma Research. Final Report, October 1, 1968-- 
December 31, 1976. 
C00/3070-1 


COPPIN, C. E. 


Experiment Data Report for Semiscale MOD-1 Test 
S-06-4 (LOFT Counterpart Test). 
TREE-NUREG-1124 78-14 181 PC A12/MF A01 
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Introduction to Wiener-Hopf Methods in Acoustics 
and Vibration. 
AD-A048 766/0G! 


CRIGLER, JOSEPH C. 


Preliminary Analysis of Available Inflight Respiratory 
Data. 
AD-A054 241/5G1 


CRIM, F. F. 


Reprint: Photon-induced lonization Changes in a 
Neon Discharge. 
PB-285 141/8GI 


CRIMBRING, WILLIAM 


An Evaluation of Modified RNAV Terminal 
Procedures Using a Single-Waypoint RNAV System. 
AD-A054 510/3G! 78-17 17G PC A06/MF A01 


CRIMBRING, WILLIAM R. 


Simulation Tests of Flight Technical Error in 2D/3D 
Area Navigation (RNAV) Using a Multiple Waypoint 
RNAV System with and without a Flight Director 
System. 

AD-A047 246/4GI 78-04 


CRIMI, PETER 
Reprint: Analysis of Leading-Edge Separation Bub- 


bles on Airfoils. 
AD-A049 991/3G! 78-10 20D PC A02/MF A01 


Theoretical Study of Leading-Edge Bubbles and 
Leading-Edge Stall of Airfoils. 
AD-A048 316/4G! 78-07 1A PC A03/MF A01 


MF AO1 
78-13 8! 
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CRIMINALE, WILLIAM O. JR. 


Three-Dimensional Laminar Instability 
AD-250 108/8GI 78-14 20D PC A06/MF A01 


CRISCO, CARL 


A Combinatorial Geometry Computer Description of 
the US Marine Corps Landing Vehicle, Tracked, 


Personnel, LVTP-7. 
AD-A057 756/9G! 78-23 19C PC A14/MF A01 


CRISCUOLO, A. 


€-5 Microcontroller User's Manual. 
LA-6826-M 78-01 9B PC A03/MF A01 


CRISCUOLO, A. L. 


Coulometer Operator's Manual. 
LA-6883-MS 78-04 14B ?C A02/MF A01 


CRISFIELD, M. A. 


The Strength of Stiffened Box Girder Diaphragms, 
PB-277 694/6GI 78-12 13B PC A03/MF A01 


CRISPIN, J.W. 


Effects of Oil Slicks on Sea Clutter 
AD-312 980/6G! 78-18 13B PC A06/MF A01 


Criss, R. E. L. 


The Diagnostic Significance of Selected Serum En- 
zymes in a Rat Heatstroke Model, 
AD-A053 166/5GI 78-15 6S PC A02/MF A01 


Evidence for a Direct Role of Physical Effort in the 

Etiology of Heatstroke Injury and Mortality, 

AD-A050 547/9GI 78-11 6S PC A02/MF A01 
CRISSMAN, H. A. 


Cytotoxic Characterization of ““Cadmium-Resistant” 


Chinese Hamster Cells. Progress Report, January 1, 
1976--June 30, 1977. 
LA-6905-PR 78-08 6T PC A02/MF AO1 


Detailed Studies on the Application of Three 
Fluorescent Antibiotics for DNA Staining in Flow 
Cytometry. 

LA-UR-77-2748 78-13 6C PC A02/MF A01 


Development of a Cell-Analysis and Sorting System 
Applicable to Tumor Cell Characterization and 
Kinetic Studies. Progress Report, April 17--October 
16, 1977. 

LA-7073-PR 78-14 6E PC A02/MF A01 


Development of a Cell-Analysis and Sorting System 
Applicable to Tumor Cell Characterization and 
Kinetic Studies. Progress Report, October 17, 1976- 
-April 16, 1977. 

LA-6854-PR 78-01 6E PC A02/MF A01 


Flow Microfluorometric and Spec- 
trophotofiluorometric Analysis of DNA Staining in 
Mammalian Cells. 

LA-UR-77-365 78-04 6C PC A02/MF A01 


Flow Microfiuorometric and Spec- 


trophotofluorometric Analysis of DNA Staining in 
Mammalian Cells. 
LA-UR-77-677 


CRISSMAN, JOHN M. 


Performance of Plastic Packaging for Hazardous 
Materials Transportation: Part Ill. Stress Cracking. 
PB-280 215/5GI 78-16 111 PC AQ4/MF A01 


CRISSY, W.J. 


An Evaluation of the Effectiveness of a Naval Officer 
Correspondence Course 
AD-122 744/6GI 


CRIST, ERIC P. 


Investigation of Techniques for iInventorying 
Forested Regions. Volume 2. Forestry Information 
System Requirements and Joint Use of Remotely 
Sensed and Ancillary Data. 

E78-10047 78-06 2F PC A07/MF A01 


CRIST, HOWARD L. 


Reprint: Electron Capture Gas Chromatographic 
Determination of Kepone Residues in Environmen- 
tal Samples. 

PB-278 594/7GI 78-13 7D PC A02/MF A01 


Reprint: Simplified Micro Perchlorination Method 
for Polychlorinated Biphenyls in Biological Sam- 
ples. 

PB-278 379/3GI 


CRIST, ROBERT A. 


Earthquake Resistant Masonry Construction: Na- 
tional Workshop. 
PB-276 501/4GI 


CRIST, STEPHEN C. 


A Microprocessor Based Performance Monitor for 
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AD-A055 864/3GI 78-20 


CRISTAN, ANITA 


A Classification Scheme for Textbook Collections in 
Teaching Materials Centers, 
ED-140 813 78-14 5B Not available NTIS 
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CRISTOL, J. 


Mechanisms of Elimination Reactions. XVIll. Reac- 
tivities of Some 2,3-Norbornane Derivatives 
AD-143 034/7GI 78-22 7D PC A02/MF A01 


CRISTOL, STANLEY J. 
The Electric Moments and Configurations of Some 


Cis-Trans Isomers 
AD-082 411/0GI 78-24 7D PC A02/MF A01 


Mechanisms of Elimination Reactions. Vil. The Al- 
kaline Dehydrohalogenation of Chloro-and Bromo- 
Maleate and Fumarate 

AD-001 944/8GI 78-18 7D PC A02/MF A01 


Mechanisms of Elimination Reactions. Vill. The 
Spontaneous Decomposition of Salts of beta-Halo 
Acids. |. Trans-M-Nitrocinnamic Acid Dibromide 

AD-010 487/7GI 78-18 7D PC A02/MF AO1 


Mechanisms of Elimination Reactions. Xill. 1, 4- 
Conjugate Eliminations. I. Some Meso- 
Dihydroanthracene Derivatives 

AD-082 412/8GI 78-24 7D PC A02/MF A01 


Mechanisms of Elimination Reactions. XIX. Elimina- 
tion and Solvolytic Reactivities in Some Bicyclo 
(2,2,1) Heptane and Bicyclo (2,2,2) Octane Deriva- 
tives 


AD-143 035/4GI 78-22 7D PC A02/MF AO1 


Mechanisms of Elimination Reactions. XV. The 
Reaction of Phenyllithium with Cis-and Trans- B - 
Bromostyrene 

AD-092 518/0GI 78-22 7D PC A02/MF A01 


Rates of Acetolysis of Cis- and Trans-2-Nitroxy- 
cylohexyl p-Bromobenzenesulfonates and  p- 
Toluenesulfonates 
AD-149 650/4GI 


CRISWELL, ALFRED W. 


Mobility Analysis of IFV Task Force Alternatives. 
AD-A057 118/2GI 78-22 19C PC A04/MF A01 


CRISWELL, D. R. 
Utilization of Lunar Materials and Expertise for 


Large Scale Operations in Space: Abstracts. 
N78-21180/2GI 78-16 22A PC A09/MF A01 


CRITCHLOW, D.L. 


An Analysis of Magnetic Amplifiers in Push-Pull 
AD-101 639/3GI 78-16 9E PC A02/MF A01 


Dynamic Core Behavior and Magnetic Amplifier 
Performance 
AD-083 062/0GI 78-14 9E PC A02/MF A01 


Oscillographic Techniques for the Evaluation of 


Magnetic Amplifier Response 
AD-063 207/5GI 78-20 9E PC A02/MF A01 


CRITES, RONALD W. 


Long-Term Effects of Land Application of Domestic 
Wastewater, Hollister, California, Rapid Infiltration 
Site, 

PB-283 405/9GI 


CRITTENDEN, E.C. JR. 


Evidence for Collapse of Lattice Vacancy Ag- 
gregates to Form Dislocation Rings 

AD-014 949/2GI 78-18 20B PC A02/MF A01 
Thin Films of Ferromagnetic Materials 

AD-014 948/4GI 78-18 20L PC A02/MF AO1 


CRITTENDEN, R. R. 


Technical Progress Repori of the Indiana University 

High Energy Physics Group, December 1, 1976-- 

November 30, 1977. 

COO-2009-132 78-08 20H PC A02/MF A01 
CROCHETIERE, CLAUDETTE A. 

Army Occupational Health Program, 1977. 

AD-A056 565/5G! 78-21 6E PC A03/MF A01 
CROCK, J. W. JR. 


Effects of NOSET-A on Rhesus Monkey Visual 

Evoked Response and Sidman Avoidance Task. 

AD-A045 416/5GI 78-01 6T PC A02/MF A0O1 
CROCKER, ANNA RUTH 

Minorities and Women in the Health Fields. Appli- 

cants, Students, and Workers. 

HRP-0002215/2G! 78-02 6E PC A04/MF A01 
CROCKER, DAVID H. 

Framework and Functions of the ‘MS' Personal 


Message System. 
AD-A048 774/4GI 


CROCKER, LARRY D. 


Glow Discharge Optical Spectroscopy of Magnetic 
Bubble Garnet Films. 
AD-A052 919/8GI 


CROCKER, M. E. 


Review of Petroleum Oil Saturation and Its Deter- 
mination. 
BERC/RI-77/15 


CROCKER, OLGA L. K. 


Sources of Judgmental Uncertainty, 
AD-A049 745/3Gi 78-09 5J PC A03/MF A01 


78-22 7D PC A02/MF A01 


78-22 13B PC A08/MF A01 


78-07 


17B PC A04/MF A01 


78-15 20L PC A04/MF A01 


78-16 81 PC A03/MF A01 


CROCKER, STEPHEN D. 


ARPANET Transition Opportunities and Gateway 
Considerations. 
AD-A052 021/3G! 78-13 9B PC A03/MF A01 


Multi-Microprocessor Emulation: Annual Report for 


1977. 
AD-A055 527/6GI 78-20 9B PC A03/MF A01 


State Deltas: A Formalism for Representing Seg- 
ments of Computation. 


AD-A046 273/9GI 78-03 9B PC A07/MF A01 


CROCKER, T. D. 


Critical Review of Estimating Benefits of Air and 
Water Pollution Control. 


PB-285 555/9GI 78-26 13B PC A09/MF A01 


CROCKER, T. H. 


Models of Optimal File Allocation in a Distributed 
Data Base: A Survey. Classifies Distributed File Allo- 
cation Models and Describes the Parameters 
Needed in Modeling. 


AD-A051 142/8GI 78-12 9B PC A03/MF A01 


CROCKER, THOMAS D. 


Oxidant Air Poliution and Work Performance of 
Citrus Harvest Labor. 
PB-272 934/1GI 


78-01 6J PC A06/MF A01 


CROCKER, THOMAS H. 


System for Digitizing and Interfacing Analog Data 
for a Digital Computer. 
PATENT-4 050 062 78-04 9B Not available NTIS 


CROCKET, L. 


Analysis of Populations of Boring and Fouling Or- 
ganisms in the Vicinity of the Oyster Creek Nuclear 
Generating Station. 
PB-284 232/6GI 


78-21 8A PC A04/MF A01 


CROCKETT, A. B. 


Reprint: Pesticide Residue Levels in Soils and 
Crops, FY-70--National Soils Monitoring Program 
(i), 
PB-275 993/4GI 

78-08 13B (Order as PB-275 989, MF A01) 


CROCKETT, LAURALYNN 


The Effects of Nuclear Power Plant Operations on 
Populations of Boring and Fouling Organisms. 
PB-282 166/8GI 78-17 13B PC A04/MF AO1 


CROCKETT, PERNELL W. 


Air Pollution Effects on Plants. Volume 1. 1964- 
March 1976 (A Bibliography with Abstracts). 
NTIS/PS-78/0230/9GI 78-11 6C PC NO1/MF NO1 


Air Pollution Effects on Plants. Volume 2. April 
1976-March 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0231/7GI_ 78-11 6C PC NO1/MF NO1 


Allied Health Personnel: Education, Licensure, and 
Certification (A Bibliography with Abstracts). 
NTIS/PS-77/0961/1GI 78-02 5! PC NO1/MF NO1 


Allied Health Personnel: Manpower Supply, Needs, 
and Demand (A Bibliography with Abstracts). 
NTIS/PS-77/0965/2GI_ 78-02 5! PC NO1/MF NO1 
Antineoplastic Agents (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/0692/0G!I 78-19 60 PC NO1/MF NO1 
Artificial Kidneys (Citations frm the Engineering 
Index Data Base). 

NTIS/PS-78/0451/1GI_ 78-15 6L PC NO1/MF NO1 


Artificial Kidneys (Citations from the NTIS Data 


Base). 
NTIS/PS-78/0450/3GI 78-15 6L PC NO1/MF NO1 


Assessment and Quality Assurance: Long Term 
Care (A Bibliography with Abstracts). 
NTIS/PS-78/0952/8GI 78-23 6E PC NO1/MF NO1 


Assessment and Quality Assurance: Medical Care (A 
Bibliography with Abstracts). 
NTIS/PS-78/0953/6GI 78-23 6& PC NO1/MF NO1 


Assessment and Quality Assurance: Mental Health 
Care (A Bibliography with Abstracts). 
NTIS/PS-78/0955/1GI_ 78-23 6E PC NO1/MF NO1 


Assessment and Quality Assurance: Nursing Care (A 
Bibliography with Abstracts). 
NTIS/PS-78/0954/4GI 78-23 6E PC NO1/MF NO1 


Automobile Air Pollution: Public Health (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0209/3G!I 78-10 6T PC NO1/MF NO1 


Behavior and Physiological Effects of Noise. 
Volume 2. 1972-1976 (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/0037/8GI_ 78-07 6S PC NO1/MF NO1 


Behavior and Physiological Effects of Noise. 
Volume 3. 1977-January 1978 (A Bibliography with 
Abstracts). 

NTIS/PS-78/0038/6G!I 78-07 6S PC NO1/MF NO1 


Biocompatible Materials. Volume 2. 1974-June, 1978 
(A Bibliography with Abstracts). 
NTIS/PS-78/0675/5GI 78-19 6L PC NO1/MF NO1 


Biofeedback (A Bibliography with Abstracts). 





NTIS/PS-77/1188/0G! 78-05 5J PC NO1/MF NO1 


Biological Effects of Laser Radiation (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0036/0G! 78-07 6R PC NO1/MF NO1 


Biological Pest Control (A Bibliography with Ab- 


stracts). 
NTIS/PS-77/1180/7GI_ 78-05 6F PC NO1/MF NO1 


Blood Preservation and Storage. Volume 2. 1974- 
August, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0991/6GI 78-23 6L PC NO1/MF NO1 


Burn Therapy (A Bibliography with Abstracts). 
NTIS/PS-78/0123/6GI 78-09 6E PC NO1/MF NO1 


Cardiovascular Diseases. Volume 2. 1973-February 
1977 (A Bibliography with Abstracts). 
NTIS/PS-78/0102/0G!I 78-08 6E PC NO1/MF NO1 


Cardiovascular Diseases. Volume 3. March 1977- 
January 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0103/8G! 78-08 6E PC NO1/MF NO1 


Chronic Obstructive Lung Disease (A Bibliography 
with Abstracts). 
NTIS/PS-78/0207/7GI_ 78-10 6E PC NO1/MF NO1 


Color Vision (A Bibliography with Abstracts). 
NTIS/PS-78/0047/7Gi 78-07 6P PC NO1/MF NO1 


Computer Technology in Medicine. Volume 2. July, 
1976-June, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0652/4GI 78-18 6E PC NO1/MF NO1 


Computerized Axial Tomography (Citations from the 
Engineering Index Data Base). 
NTIS/PS-78/0093/1G! 78-08 6L PC NO1/MF NO1 


Computerized Axial Tomography (Citations from the 
NTIS Data Base). 
NTIS/PS-78/0092/3G! 78-08 6L PC NO1/MF NO1 


Control of Health Care Costs (A Bibliography with 
Abstracts). 


NTIS/PS-78/0317/4GI_ 78-12 6E PC NO1/MF NO1 


Dentists: Education, Licensure, and Certification (A 
Bibliography with Abstracis). 
NTIS/PS-77/0970/2GI_ 78-02 5! PC NO1/MF NO1 


Dentists: Manpower Supply, Needs, and Demand (A 
Bibliography with Abstracts). 
NTIS/PS-77/0959/5GI_ 78-02 5! PC NO1/MF NO1 


Effects of Fatigue on Human Behavior and Per- 
formance (A Bibliography with Abstracts). 
NTIS/PS-78/0126/9GI 78-09 6S PC NO1/MF NO1 


Electroretinography (A Bibliography with Abstracts). 
NTIS/PS-78/0856/1GI 78-21 6P PC NO1/MF NO1 


Environmental Carcinogens. Volume 1. 1964- 
November, 1976 (A Bibliography with Abstracts). 
NTIS/PS-77/1181/5GI 78-05 6& PC NO1/MF NO1 


Environmental Carcinogens. Volume 2. November 
1976-December 1977 (A Bibliography with Ab- 
stracts). 

NTIS/PS-77/1182/3GI 78-05 6E PC NO1/MF NO1 


Foreign Medical Graduates (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0335/6GI 78-13 6& PC NO1/MF NO1 


GRAS (Generally Recognized as Safe) Food In- 
gredients (A Bibliogtaphy with Abstracts). 
NTIS/PS-78/0656/5GI 78-18 6H PC NO1/MF NO1 


Health Insurance: General Studies (A Bibliography 
with Abstracts). 
NTIS/PS-78/0704/3GI 78-19 6E PC NO1/MF NO1 


Health Insurance: Health Maintenance Organiza- 
tions and Related Prepaid Health Plans (A Bibliog- 
raphy with Abstracts). 

NTIS/PS-78/0702/7GI 78-19 6E PC NO1/MF NO1 


Health Insurance: Public Programs (A Bibliography 
with Abstracts). 
NTIS/PS-78/0515/3GI 78-16 6E PC NO1/MF NO1 


Health Insurance: Third Party Coverage Plans (A 
Bibliography with Abstracts). 
NTIS/PS-78/0703/5GI 78-19 6E PC NO1/MF NO1 


Hepatitis and Blood Transfusion (A Bibliography 
with Abstracts). 
NTIS/PS-78/0759/7G! 78-20 6E PC NO1/MF NO1 


Hypertension (A Bibliography with Abstracts). 
NTIS/PS-78/0398/4GI 78-14 6E PC NO1/MF NO1 


Immunologic Diseases. Volume 2. 1975-August, 
1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0820/7GI 78-20 6E PC NO1/MF NO1 


Interferon (A Bibliography with Abstracts). 
NTIS/PS-78/0498/2GI 78-15 60 PC NO1/MF NO1 


Long Term Care: Home Health Services (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0013/9GI 78-06 6E PC NO1/MF NO1 


Lung Cancer (A Bibliography with Abstracts). 
NTIS/PS-77/1095/7GI 78-04 6E PC NO1/MF NO1 


Malaria. Volume 2. 1971-March, 1978 (A Bibliog- 
pes with Abstracts). 
NTIS/PS-78/0390/1GI 78-14 6E PC NO1/MF NO1 


Mechanical Hearts (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0682/1GI 78-19 6L PC NO1/MF NO1 


Mechanical Hearts. Volume 2. 1974-June, 1978 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0681/3GI 78-19 6L PC NO1/MF NO1 


Medical Entomology. Volume 2. 1970-1975 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0396/8GI 78-14 6F PC NO1/MF NO1 


Medical Entomology. Volume 3. 1976-March, 1978 
(A Bibliography with Abstracts). 
NTIS/PS-78/0397/6G! 78-14 6F PC NO1/MF NO1 


Mental Health Services: Comprehensive Health 
Planning (A Bibliography with Abstracts). 
NTIS/PS-78/0742/3GI_ 78-20 5J PC NO1/MF NO1 


Mental Health Services; Delivery Plans, Programs, 
and Studies (A Bibliography with Abstracts). 
NTIS/PS-78/0743/1GI 78-20 5J PC NO1/MF NO1 


Mental Health Services: Needs and Demands (A 
Bibliography with Abstracts). 
NTIS/PS-78/0744/9GI 78-20 5J PC NO1/MF NO1 


Mental Health Services: Personal Health Care (A 
Bibliography with Abstracts). 
NTIS/PS-78/0746/4GI 78-20 5J PC NO1/MF NO1 


Mental Health Services: Resources (A Bibliography 
with Abstracts). 
NTIS/PS-78/0745/6Gi 78-20 5J PC NO1/MF NO1 


Mental Health Services: Utilization (A Bibliography 
with Abstracts). 
NTIS/PS-78/0741/5GI 78-20 5J PC NO1/MF NO1 


Methods in Carcinogen Bioassay (A Bibliography 
with Abstracts). 


NTIS/PS-78/0300/0GI 78-12 6T PC NO1/MF NO1 


Mine Safety. Part 3. Occupational Health - General 
Studies (A Bibliography with Abstracts). 
NTIS/PS-78/0908/0GI 78-21 6J PC NO1/MF NO1 


Mine Safety. Part 4. Occupational Health - Radioac- 
tivity (A Bibliography with Abstracts). 
NTIS/PS-78/0909/8GI 78-21 8J PC NO1/MF NO1 


Molecular Biology (A Bibliography with Abstracts). 
NTIS/PS-78/0046/9GI 78-07 6A PC NO1/MF NO1 


National Health Insurance (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0460/2GI 78-15 6E PC NO1/MF NO1 


Nerve Regeneration (A Bibliography with Abstracts). 
NTIS/PS-78/0747/2GI 78-20 6P PC NO1/MF NO1 


Night Vision and Dark Adaptation (A Bibliography 
with Abstracts). 
NTIS/PS-78/0206/9G!I 78-10 6P PC NO1/MF NO1 


Nuclear Power Plants: Ecology and Health Physics 
(A Bibliography with Abstracts). 
NTIS/PS-77/1070/0GI 78-03 6F PC NO1/MF NO1 


Nurses: Education, Licensure, and Certification. 
Volume 1. 1971-1977 (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/0695/3GI 78-19 51 PC NO1/MF NO1 


Nurses: Education, Licensure, and Certification. 
Volume 2. January, 1978-June, 1978 (A Bibliography 
with Abstracts). 

NTIS/PS-78/0696/1GI 78-19 5! PC NO1/MF NO1 


Nurses: Emerging Roles (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0683/9GI 78-19 51 PC NO1/MF NO1 


Nurses: Manpower Supply, Needs, and Demand (A 
Bibliography with Abstracts). 
NTIS/PS-78/0728/2GI_ 78-19 5! PC NO1/MF NO1 


Physicians: Education, Licensure, and Certification 
(A Bibliography with Abstracts). 
NTIS/PS-78/0344/8GI 78-13 6E PC NO1/MF NO1 


Physicians: Geographical Distribution (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0342/2GI 78-13 6E PC NO1/MF NO1 


Physicians: Manpower Supply, Needs, and Demand 
(A Bibliography with Abstracts). 
NTIS/PS-78/0343/0G!I 78-13 6E PC NO1/MF NO1 


Professional Standards Review Organizations 
(PSRO’s) (A Bibliography with Abstracts). 
NTIS/PS-78/0229/1Gi 78-11 6E& PC NO1/MF NOt 


Prostaglandins (A Bibliography with Abstracts). 
NTIS/PS-78/0484/2GI 78-16 6A PC NO1/MF NO1 


Psychotropic Drug Research (A Bibliography with 
Abstracts). 


NTIS/PS-78/0875/1GI 78-21 60 PC NO1/MF NO1 


Radiation Effects on Cells and Chromosomes (A 
Bibliography with Abstracts). 
NTIS/PS-78/0834/8GI 78-21 6R PC NO1/MF NO1 


Radiodiagnostic Agents and Techniques. Volume 2. 
1974-1976 (A Bibliography with Abstracts). 
NTIS/PS-78/0456/0GI 78-15 6E PC NO1/MF NO1 


Radiodiagnostic Agents and Techniques. Volume 3. 
1977-April, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0457/8GI 78-15 6E PC NO1/MF NO1 


CROFT, T. A. 


Radioimmunoassay Studies (A Bibliography with 
Abstracts). 
NTIS/PS-78/0084/0GI 78-08 6E PC NO1/MF NO1 


Radiotherapeutic Agents and Techniques. Volume 
1. 1964-1975 (A Bibliography with Abstracts). 
NTIS/PS-78/0458/6G!I 78-15 6E PC NO1/MF NO1 


Radiotherapeutic Agents and Techniques. Volume 
2. 1976-April, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0459/4GI 78-15 6E PC NO1/MF NO1 


Shark Behavior and Biology (A Bibliography with 
Abstracts). 
NTIS/PS-77/1183/1GI 78-05 6C PC NO1/MF NO1 


Terminal Care (A Bibliography with Abstracts). 
NTIS/PS-78/0871/0G! 78-21 6E PC NO1/MF NO1 


Toxicity of Gaseous Halogenated Organic Com- 
pounds (A Bibliography with Abstracts). 
NTIS/PS-78/0600/3G! 78-17 6T PC NO1/MF NO1 


Toxicity of Pesticides. Volume 2. October, 1976-Au- 
gust, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0939/5GI 78-22 6T PC NO1/MF NO1 


Toxicity of Vinyl Chloride (A Bibliography with Ab- 


stracts). 
NTIS/PS-78/0442/0GI 78-14 6T PC NO1/MF NO1 
Transplantation Immunology (A Bibliography with 


Abstracts). 
NTIS/PS-77/1069/2GI 78-03 6E PC NO1/MF NO1 


Tumor Immunology (A Bibliography with Abstracts). 
NTIS/PS-78/0400/8G!I 78-14 6E PC NO1/MF NO1 


Tumor Viruses (A Bibliography with Abstracts). 
NTIS/PS-78/0205/1GI 78-10 6M PC NO1/MF NO1 


Ultrasonics in Medicine (Citations from the NTIS 
Data Base). 
NTIS/PS-78/0494/1GI 78-15 6E PC NO1/MF NO1 


Ultrasonics in Medicine. Volume 2. February, 1975- 


April, 1978 (Citations from the Engineering Index 
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CROSS, VALMORE 


Collagen Formation in Vitamin a-Deficient Rats 
AD-053 342/2GI 78-21 6A PC A02/MF A01 


CROSS, W. V. 


Fixed Wing Stability and Control, Theory and Flight 

Test Techniques, 

AD-A051 864/7GI 78-13 1A PC A99/MF A01 
CROSS, WILLIAM B. 

Study of Materials and Methods for Subpackaging 

Biological Agents. 

AD-487 497/0GI 78-24 15B PC A03/MF A01 
CROSSLEY, D. 


Controlled-Potential Coulometric Determination of 
Plutonium Based Upon Cerium Oxidation and the 
Pud sub 2 exp 2+ /Pu exp 4+ Valency Change. 

AERE-R-8885 78-26 7B PC A02/MF A01 


Determination of Plutonium/Uranium Ratios by 
Controlled-Potential Coulometry at a Solid Elec- 


trode. 
AERE-R-8794 78-13 18) PC A02/MF A01 
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CROSSLEY, D.A. JR. 
A New Species of Chigger from Eastern Kansas 
(Acarina, Trombiculidae) 
AD-016 618/1GI 78-18 6C PC A02/MF A01 


Radioactive Tracer Studies of Soil and Litter 
Arthropod Food Chains. Progress Report, 


November 1, 1976--October 31, 1977. 
78-15 6R PC A03/MF AO1 


SRO-641-24 
CROSSMAN, G. L. 


Potentiometric Micro Determination of Pen- 
taerythritol-Tetranitrate (Petn) in PETN-Containing 
Composites. 
UCID-17679 


CROSSWHITE, H. M. 


Fluorescence and Excitation Spectra of Bk exp 3+ 


, CF exp 3+ , and es exp 3+ _ Ions in Single 
Crystals of Laci sub 3. 
CONF-771039-6 


CROSSWY, F. L. 
Design and Evaluation of a Laser Doppler 


78-13 19A PC A02/MF A01 


78-15 7D PC A02/MF A01 


Metallographic Study of Ferrite implies sigma 
Transformation Using Ferromagnetic Colloid, 
Microprobe Analysis, and Color Etching. 

CONF-760731-7 78-05 11F PC A03/MF A01 


Shielded Scanning Electron 
Radioactive Samples. 
CONF-770735-1 78-05 14B PC A02/MF AO1 


Transformations Occurring on Aging of 16-8-2 Weld 


Microscope for 


78-25 11F PC A04/MF A01 


CROUT, PRESCOTT D. 


Low Frequency Passive Guidance Method. 
PATENT-4 058 275 


78-22 17G Not available NTIS 


CROUTHAMEL, C. E. 


Fuel Performance Improvement Program. Quarterly/ 
Annual Progress Report, April--September 1977. 
COO/4066-4 78-17 181 PC A06/MF A01 


Fuel Performance Improvement Program. Quarterly 
Progress Report, October--December 1977. 
COO-4066-5 78-25 18) PC A0O5/MF A01 


LA-7225-MS 
CROWE, C. R. 
Thin Film Corrosion of Anodized High-Strength Alu- 


minum Alloys. 
AD-A054 424/7GI 


CROWE, C. T. 


Metering Low-Quality Steam-Water Flows. 
UCRL-52271 78-05 8! PC A03/MF A01 


CROWE, CLAYTON T. 


Effect of Turbulence on the Pressure Distribution 
and Vibration of Angular Bodies. Part |. Pressure 
Distribution on Model Buildings at Small Angles of 
Attack in Turbulent Flow. Part Il. The Aeroelastic 
Vibration of the Square and H-Shaped Sections in 
Turbulent Cross Flows. 

PB-282 439/9GI 78-19 


CROWE, J. C. 


Electromagnetic Methods for Inspection of Ferrous 
Tubing. 


BN-SA-311 78-26 14B MF A01 


78-25 18G PC A04/MF A01 


78-17 11F PC A03/MF A01 


13M PC A08/MF A01 


Velocimeter for the AEDC-PWT 4-Foot Transonic 

Tunnel. 

AD-A057 327/9GI 
CROST, MUNSEY E. 


Apparatus for Adding Electronic Display Information 
to a Night Vision Goggle Display. 
PATENT-4 000 419 


Steam Generator Tube Integrity Program. 
PB-273 967/0G! 78-03 13A PC A07/MF A01 


Steam Generator Tube Integrity Program. Quarterly 
Report, January 1--March 31, 1977. 
BNWL-2314 78-13 18! 


CROWE, J. L. 


Lime/Limestone Scrubbing Sludge Characterization 
- Shawnee Test Facility. 
PB-284 111/2GI 78-23 13B PC A04/MF A01 


CROWELL, C. R. 


Reprint: The Physical Significance of the T sub O 
Anomalies in Schottky Barriers. 
AD-A057 729/6G! 78-23 20L PC A02/MF A01 


Reprint: Variable-Frequency Capacitance/Con- 
ductance System for Impurity Profile and Deep 
Level Determination. 

AD-A045 563/4GI 78-01 


CROWELL, DOUGLAS W. 


Report of the International Ice Patrol in the North 
Atlantic Ocean, Season of 1974, 
AD-A055 267/9G! 78-18 8L PC A04/MF A01 


CROWELL, J. M. 


Automated Cancer-Cell Sorting and Analysis. 
Progress Report, June 1--November 30, 1977. 
LA-7076-PR 78-16 6C PC A03/MF A01 


CROWELL, P. G. 


Analytic Solution for the Equilibrium Composition 
of a Carbon- Nitrogen-Oxygen Gas Mixture. 
AD-A048 597/9GI 78-07 7D PC A0S/MF A01 


Analytic Solutions for Carbon Sublimation in At- 
mospheres of Elemental Carbon, Hydrogen, 
Nitrogen, and Oxygen. 
AD-A051 699/7G! 


CROWELL, R. T. 


System and Method for 

Processing Parachutes. 

PAT-APPL-SN-862 878/GI 
78-17 


CROUTHAMEL, M. 


Solar Driven Air Conditioning System Semiannual 

Status Report. 

COO/2938-77/1 78-01 13A PC A03/MF A01 

Technical and Economic Feasibility of Thermal 

Storage. Final Report. 

CO0/2591-76/1 78-07 
CROW, DOUGLAS ROGER 


Impact of the Changing Congressional Budget 
Focus on Navy Financial Management Techniques. 
AD-A047 233/2GI 78-04 5C PC A10/MF A01 


CROW, EDWIN L. 


Relations Between Bit and Block Error Probabilities 
under Markov Dependence, 
PB-281 545/4Ci 78-18 9D PC A02/MF A01 


CROW, FRANK WwW. 


Reprint: Pulsed Positive Negative !on Chemical 
lonization Mass Spectrometry. 
AD-A045 847/1GI 78-01 


CROW, GENE 
The $6-Million Eel, or from Bait to Delicacy in Four 


78-23 14B PC A04/MF A01 


PC A05/MF A01 


78-10 17H Not available NTIS 10A PC ANG/MF AGt 


CROTEAU, JACK 
Follow-up Study: Floating Glass Beads for Traffic 
Stripes. 
PB-275 800/1GI 


CROTEAU, P. 


Feasibility Study of Filament Wound Cartridge 
Cases. 
AD-A055 966/6G! 


CROTHERS, D. S. F. 


Reprint: Proton Hydrogen Close-Capture Collision 
Spectroscopy. 
AD-A055 288/5GI 


Reprint: 
Phases. Years, 

AD-A053 128/5GI 78-15 12A PC A02/MF AO1 PB-279 771/0GI 
Reprint: Stueckelberg Phases: The Three-Parameter CROW, M. M. 
Exponential Model. Environmental Analysis Concerning ICP Coal 


AD-A054 528/5G! Beneficiation Plant for lowa Coal Research Project. 


Reprint: Total IS-ICP-25 78-01 13B PC A10/MF A0O1 
Cross Sections. CROW, N. B. 


AD-AO! 6/4GI 78-11 
olengatca . Environmental Geology Workshop for the Geysers-- 
CROTHERS, W. T. Calistoga Known Geothermal Resources Area. 
Multiple Fuel Supply System for an Internal Com- UCRL-52418 78-21 8! PC AG2/MF A01 
bustion Engine. CROW, R. M. 
PATENT-4 031 864 The Effect of Footwear on the Movement of the 


Foot during Walking. 
AD-A058 157/9GI 


CROW, R. T. 


DEMAND 77: EPRI Annual Energy Forecasts and 
Consumption Model. Volume 1. Forecasts and 
General Description of the Model. 

EPRI-EA-621-SR(V.1) 78-21 10A PC AOS/MF A01 


CROW, RITA M. 


Pattern of Heat Loss from a Subject Wearing CF 
Temperature - Climate Combat Clothing. 
AD-A057 746/0GI 78-23 6P PC A02/MF A01 


CROW, S. A. 


Microbial Interactions with Pesticides in Estuarine 
Surface Slicks. 
PB-273 978/7GI 


CROW, TERRY T. 


A Study of the Waveguide Mode Excitation and 
Propagation in a Parallel Plate Transmission Line. 
AD-A050 118/9GI 78-10 9E PC A04/MF A01 


CROWDER, DEAN M. 


Total Commitment to Goals Is Secret of Hospital's 
Success. 
HRP-0013539/2GI 78-01 


CROWDER, HARVEY R. 


Group A Streptococcus in Pets and Group A 
Streptococcal Disease in Man. 


AD-A046 837/1GI 78-03 6M PC A04/MF A01 
CROWDER, LARRY 


Ecological Effects, 
PB-283 484/4GI 


CROWDES, NANCY E. 


Nurse Consultation: The instilling of Hope. 
HRP-0017918/4GI_ 78-11 6E Not Available NTIS 


CROWE, B. M. 


Stratigraphy of the Bandelier Tuff in the Pajarito 
Plateau. Applications to Waste Management. 


78-07 13F PC A04/MF A01 


78-20 19A PC A02/MF A01 


20L PC A02/MF A01 


7D PC A02/MF A01 
78-18 7D PC A02/MF A01 
Stueckelberg Close-Curve-Crossing 


78-14 6C PC A02 


78-17 12B PC A02/MF A01 
Proton-Helium Electron-Capture 


7D PC A02/MF A01 


78-13 7D PC A04/MF A01 
78-09 


CROUCH, JUDITH B. 


Survey of Selected Hospital Pharmacy Services. 
HRP-0025612/3G!I 78-26 6E Not Available NTIS 


CROUCH, PAMELA 


Early Intervention for Families: Respite, Training, 
and integration (CAIR). 
PB-283 092/5GI 


CROUCH, S. L. 


Interim Report on Development of a Semi-Empirical 
Numerical Model for Simulating the Deformational 
Behavior of a High-Level Radioactive Waste Reposi- 
tory in Bedded Salt. 
ORNL/TM-5462 


CROUCHER, D. W. 


Irradiation Effects Test Series: Test IE-2. Test 
Results Report. 
TREE-NUREG-1074 78-08 181 PC A09/MF A01 


Irradiation Effects Test Series: Test !E-3. Test 
Results Report. 
TREE-NUREG-1106 78-13 18) PC A08/MF A01 


Irradiation Effects Test Series, Test IE-5. Test 
Results Report. 
TREE-NUREG-1130 78-18 181 PC AQ9/MF A01 


Postirradiation Examination Results for the Irradia- 
tion Effects Test 2. 
TREE-NUREG-1195 


CROUSE, JOHN D. 


Can Feediot Lambs be Fed Economically to Heavier 
Weights. 
PB-279 852/8G! 


CROUSE, R. S. 


Analysis of Valve Springs from Hydrogen Compres- 
sor at Solvent Refined Coal Plant, Wilsonville, 
Alabama. 

ORNL/TM-6179 78-17 


13F Not available NTIS 


78-24 15E PC A02/MF A01 Refurbishing and 


1C PC A02/MF A01 
CROWLEY, C. J. 


Effect of Superheated Wallis on Plenum Filling at 1/ 
15 Scale. Quarterly Progress Report, October 1, 
1976--December 31, 1976. 

CREARE-TN-255 78-04 181 PC A02/MF A01 


Lower Plenum Voiding with Scaled PWR Plenum 
Geometries. 


CREARE-TN-258 78-05 181 PC A03/MF A01 


Preliminary Analysis of Condensation-induced 
Transients. Quarterly Progress Report, July 1, 1977- 
-September 30, 1977. 

CREARE-TN-271 78-14 181 PC A04/MF A01 


Preliminary Ramped Transient Analysis with Super- 
heated Walls. Quarterly Progress Report, April 1, 
1977--June 30, 1977. 
CREARE-TN-261 


CROWLEY, FRANCIS J. 
The immediate and Long Range Goals of Male High 


School Seniors and College Freshmen 
AD-140 826/9Gi 78-16 5J PC A04/MF A01 


Teacher Estimates of immediate and Long Range 
Goals of Male High School 
AD-207 447/4GI 78-18 5J PC A04/MF A01 


CROWLEY, JAMES D. 
Electronically Controlled Surface-Acoustic-Phase 
Shifter. 
PAT-APPL-858 771/G! 78-12 9E PC A02/MF A01 


CROWLEY, JAMES P. 


Reprint: (51Cr) Sodium Chromate Incorporation into 
the Soluble Protein Fraction of the Human Erythro- 
cyte: Binding not Associated with the Hemoglobin 
Monomeric Subunit. 

AD-A050 899/4GI 78-11 


78-22 6E PC A02/MF A01 


78-22 18G PC AOS/MF A01 


78-02 8A PC A03/MF A01 


78-07 181 PC A03/MF A01 


5A_ Not Available NTIS 


78-18 181 PC A09/MF A01 


78-22 6F PC A03/MF A01 
78-16 2B PC At2/MF A01 


13K PC A02/MF A01 6A PC A02/MF A01 
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Reprint: The Effect of Cryogenic Storage on Human 
Erythrocyte Membrane Proteins as Determined by 
Polyacrylamide-Gel Electrophoresis. 

AD-A051 307/7GI 78-12 6C PC A02/MF A01 


Reprint: The Purification of Red Cells for Transfu- 

sion by Freeze-Preservation and Washing V. Red 

Cell Recovery and Residual Leukocytes after 

Freeze-Preservation with High Concentrations of 

Glycerol and Washing in Various Systems. 

AD-A051 633/6GI 78-12 6E PC A02/MF A01 
CROWLEY, K. W. 


Mobility of People and Goods in the Urban Environ- 
ment. Facilitation of Urban Goods Movement. 
PB-274 570/1GI 78-04 13B PC A06/MF A01 


CROWLEY, W. K. 


Safety Analysis Report for Packaging: The ORNL in- 
Pile Capsule Shipping Cask. 
ORNL/ENG/TM-10 78-09 18F PC AQ9/MF A0O1 
Safety Analysis Report for Packaging: The ORNL 
Loop Transport Cask. 
ORNL/ENG/TM-11 
CROWLEY, W. P. 
SIMPLE Code. 
UCID-17715 
CROWN, MICHELE F. 


Report to the Federal Trade Commission on the Use 
of Automatic Fuel Adjustment Clauses and the Fuel 
Procurement Practices of Investor-Owned Electric 
Utilities, 

PB-275 451/3GI 


CROWN, ROBERT W. 
Concepts and Surveys for Area Health Care Plan- 


ners. 
HRP-0019552/9GI 78-24 6E PC A04/MF A01 


Economic Impact of the Selenium Effluent Standard 

in Itlinois (R76-21). 

PB-276 173/2GI 
CROWTHER, J. H. 

A Report on Software Functional Variability. 

AD-A048 303/2GI 78-07 9B PC A03/MF A01 
CROZIER, G. F. 

Mobile Bay Turbidity Study. 

N78-25506/4GI 78-20 8J PC A04/MF A01 
CROZIER, W.D. 

Airborne Particle Study 

AD-008 478/0GI 


Airborne Particle Study 
AD-033 431/8GI 78-21 7D PC A02/MF AO1 


Black, Magnetic Spherules in Sediments 
AD-247 905/3GI 78-18 8J PC A02/MF A01 


Concentration Distributions in Aerosol Plumes 
Three to Twenty-Two Miles from a Point Source 
AD-065 780/9GI 78-20 13B PC A02/MF A01 


A Technique for Tagging and Tracing Air Parcels 
AD-070 677/0GI 78-20 13B PC A02/MF A01 


CRUCE, WILLIAM L. R. 


Reprint: Some Ipsilateral Projections to Areas PF 
and PG of the Inferior Parietal Lobule in Monkeys. 
AD-A052 173/2GI 78-13 6C PC A02/MF A01 


CRUICKSHANK, CHERYL M. 
A Division of the ‘aa’ Indices into Six Classes Based 


on the ‘Ap’ Index, 1868-1976. 
PB-276 388/6GI 78-08 4A PC A02/MF A01 


CRUISE, MARY J. 


U.B.C. Model for Nursing -- Direction for Nursing 
Practice. 
HRP-0025095/1GI 


CRUM, F. 


Investigations to Support Phase | of the USAF 
Midair Prevention Systems Program (MAPS). 
AD-A049 743/8GI 78-09 1B PC A06/MF A01 


CRUMBLY, K. H. 


Ground Cloud Effluent Measurements During the 
May 30, 1974, Titan 3 Launch at the Air Force East- 
ern Test Range. 
N77-31669/3GI 


CRUME, E. C. 


Numerical Calculation of Impurity Charge State Dis- 
tributions. 
ORNL/TM-6050 


CRUMLEY, JOHN A. 


Fatigue and Repeated-Load Elastic Characteristics 
of inservice Portland Cement Concrete. 
PB-280 124/9GI 78-16 13C PC A03/MF A01 


CRUMLEY, WILMA 


Professional Identification and Cognitive Distortion 
among Journalism Students, 
AD-420 833/6GI 78-01 


78-09 18F PC A10/MF A01 


78-16 20D PC A03/MF A01 


78-08 13B PC A08/MF A01 


78-08 13B PC A0O5/MF A01 


78-18 7D PC A02/MF A01 


78-22 6E Not Available NTIS 


78-01 13B PC A03/MF A01 


78-10 201 PC A03/MF A0O1 


5J PC A02/MF A01 


CRUMP, R. J. 
Clinch River Breeder Reactor Plant Safety Study: 


Summary and Results. 
CONF-780507-15 


CRUMPTON, CARL F. 
Study of D-Cracking in Portland Cement Concrete 


Pavements. Report 1. Field Phase. 
PB-274 038/9GI 78-03 13C PC A03/MF A01 


CRUMPTON, W. G. 
Water-Column and Benthic Invertebrate and Plant 
Associations as Affected by the Physico-Chemical 


Aspects in a Mesotrophic Bayou Estuary, Pen- 
sacola, Florida, 
PB-281 571/0GI 


CRUMRINE, D. A. 
Reprint: Development of 


Trichophyton Mentagrophytes. 
AD-A057 946/6GI 78-24 6C PC A02/MF A01 


CRUMRINE, K. 


Investigation of the Environmental Consequences of 


Disposal of the Lithium-Organic Electrolyte/SO2 
Battery. 


AD-A053 194/7GI 
CRUSE, R. E. 


Optimum Quantization Parameters for a Normalized 
Correlator with Gaussian Input, 
AD-A051 365/5GI 78-12 9E PC A02/MF A01 


CRUSE, T. A. 


Reprint: Advanced Applications of Boundary-Iin- 
tegral Equation Methods. 

AD-A058 310/4GI 78-24 12A PC A02/MF A0O1 
Boundary-integral Equation Method for Elastic 
Fracture Mechanics Analysis. 

AD-A051 992/6GI 78-13 20K PC A04/MF A0O1 


Reprint: Fatigue Growth of Surface Cracks. 
AD-A054 865/1GI 78-18 21E PC A02/MF A01 
CRUSH, J. F. 


Low Cost Air Traffic Control Experiment. 

AD-907 978/1GI 78-14 171 PC A04/MF A01 
CRUTCHER, HAROLD L. 

Temperature and Precipitation Correlations Within 

the United States. 

PB-278 831/3GI 78-12 4B PC A03/MF A01 


CRUTCHFIELD, CAROLYN A. 


Patient at Home -- A Manual of Exercise Programs, 

Self Help Devices, and Home Care Procedures. 

HRP-0019756/6GI 78-09 6E Not Available NTIS 
CRUTCHFIELD, G. 

Standardized Commodity Transportation Survey 

(CTS) Data Base: User's Manual. 

PB-275 528/8GI 78-06 5B PC A05/MF A01 
CRUTCHMER, J. A. 

90503 Mock Study. Period Covered: October-- 

December 1975. 

MHSMP-76-7C 78-19 19A PC A03/MF A01 

TATB Formulation Study. Final Report. 

MHSMP-77-20 78-03 19A PC A02/MF A01 


CRUZ, J. B. JR. 


Nonclassical Control 
Games. 
AD-A057 649/6G! 


CRUZ, JULIO C. 


Mechanisms of the Changes in Arterial Oxygen 
Saturation at Altitude, 
AD-A052 564/2GI 
CRUZ, L. L. 

Release of Cadmium, Chromium, Copper, Nickel 
and Zinc by Sewage Sludge and the Subsequent 
Uptake by Members of a Turtle Grass (Thalassia 
Testudinum) Ecosystem. 

CEER-2 78-02 8A _ Not available NTIS 


CRUZ, LUZ LEIDA 


Biological Availability of Pollutants to Marine Or- 
ganisms. 
PB-281 187/5GI 


CRUZ, M. T. 
Polycrystalline Dosimetric Discs of Natural CaF sub 
2 


78-25 18! PC A02/MF A01 


78-18 6F PC A08/MF A01 


Arthrospores_ of 


78-15 10C PC A06/MF A01 


Problems and Stackelberg 


78-23 12A PC A03/MF A01 


78-14 6S PC AOQ2/MF A01 


78-18 6F PC A07/MF A01 


IEA-474 
CRYER, COLIN W. 


A Bibliography of Free Boundary Problems. 
AD-A049 420/3GI 78-09 12A PC A03/MF A01 


The Numerical Solution of Axisymmetric Free Boun- 
dary Porous Flow Well Problems Using Variational 
Inequalities. 

AD-A046 373/7GI 


CRYNES, B. L. 


Catalysts for Upgrading Coal-Derived Liquids. Quar- 
terly Report, June 9--September 8, 1977. 
FE-2011-9 78-14 7A PC A04/MF A01 


78-21 18D MF A01 


78-03 20D PC A04/MF A01 


CTVRTNICEK, T. E. 


CRYNESS, B. L. 


Catalysts for Upgrading Coal-Derived Liquids. Quar- 

terly Report, March 9--June 8, 1977. 

FE-2011-8 78-07 7A PC A03/MF A01 
CSAKI, C. 

Dynamic Linear Programming Model for Agricul- 


tural Investment and Resources Utilization Policies. 
N78-23786/4GI 78-18 2B PC A03/MF A01 


Planning Long Range Agricultural Investment Pro- 
jects: A Dynamic Linear Programming Approach. 
N78-23787/2GI 78-18 2B PC A03/MF A01 


CSAKVARY, T. 


Programmable Assembly Research Technology 
Transfer to industry. 
PB-275 671/6GI 78-06 13H PC A06/MF A01 


Programmable Assembly Research Technology 
Transfer to industry. 
PB-277 978/3GI 78-13 13H PC A06/MF A01 


Programmable Assembly Research Technology 
Transfer to industry. 
PB-285 886/8GI 78-26 13H PC A08/MF A01 


Programmable Assembly Research Technology 
Transfer to industry, Bi-Monthly Report (3rd), 
PB-278 917/0GI 78-14 13H PC A06/MF A01 


CSANADY, ELMER R. 


Double Base Propellant Containing Azobisforma- 
mide. 
PATENT-4 025 370 


78-16 19A Not available NTIS 


CSANKY, L. 


Research Locomotive and Train Handling Evaluator 
Definition - Concept 1. Interim Report, June-Oc- 
tober 1976, 

PB-276 363/9GI 78-08 148 PC A12/MF A01 


Research Locomotive and Train Handling Evaluator 
Definition - Concept 1. Volume |. Evaluator Per- 
formance Specifications. 

PB-276 364/7GI 78-08 14B PC A05/MF A01 


Research Locomotive and Train Handling Evaluator 


Definition - Concept 1. Volume Il. Detailed System 
Studies. 


PB-276 365/4GI 78-08 148 PC A13/MF A01 


Research Locomotive and Train Handling Evaluator 

Definition - Concept 1. Volume Ill. Estimated Costs. 

PB-276 366/2GI 78-08 148 PC A03/MF A01 
CSER, L. 


Spectrometer for the Investigation of Small Angle 
Neutron Scattering by the Time-of-Flight Method 
(Theory). 

RL-77-137-B 


CSERNAI, L. P. 


Threshold States in Schematic Model. 
ZfK-329 78-18 20H MF A01 


CSIGI, K. 


Evaluation of Solar Cells and Arrays for Potential 
Solar Power Satellite Applications. 
N78-27538/5GI 78-23 10B PC AOS/MF A01 


CSIK, B. J. 


Role of Nuclear Power in the World. 
AED-Conf-76-660-013 78-01 


CSOBAJI, SANDOR B. 


Anticipating Future Codes to Allow for Later Con- 
struction. 
HRP-0016036/6G! 


CSOM, V. 


Natural Circulation Calculation: Single-Phase and 
Two-Phase Flow in Pipes. 
DOE-tr-15 78-10 18! 


CSONKA, P. L. 


Opportunities to Produce Coherent Soft X-Rays at 
Stanford. 


RLO/2230/T4-191 78-16 20E PC A03/MF A01 


Possibility of Coherent Hard X-Ray Production by 
Pumping with Synchrotron Radiation and Low 
Energy Photons. Period Covered: November 17, 
1976--August 16, 1977. 

RLO/2230/T5-192 78-16 20E PC A03/MF A01 
Suggestion for X-Ray Laser Holography. 
RLO/2230/T4-194 78-15 20E PC A02/MF A01 
X-Ray Holography Generated with Electron Storage 


Rings. 
RLO/2230/T4-193 


CSONTOS, KORNEL 


Evaluating Tisza River Basin Development Plans 
Using Multiattributes Utility Theory. 
PB-276 066/8GI 78-07 13B PC A03/MF A01 


CTVRTNICEK, T. E. 


Screening Study for Miscellaneous Sources of 
Hydrocarbon Emissions in Petroleum Refineries. 
PB-281 273/3GI 78-18 7A PC A05S/MF A01 


78-26 18D PC A02/MF A01 


18E MF AO1 


78-05 6L Not Available NTIS 


PC A02/MF A01 


78-14 148 PC A03/MF A01 
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Screening Study for Vacuum Distillation Units in 
Petroleum Refineries. 
PB-281 303/8GI 78-18 13B PC A04/MF A01 


Source Assessment: Rubber Processing, State of 


the Art. 
PB-281 423/4G! 78-18 13B PC A07/MF A01 
CUBALCHINI, RONALD 
Precision Pointing and Tracking Control System. 
PAT-APPL-866 189/GI 
78-13 20F PC A02/MF A01 


CUBAUD, R. 


Prediction and Control of the Noise Generated by 
Centrifugal Fans Prevision et Controle du Bruit des 
Ventilateurs Centrifuges. 

N78-22857/4G! 78-17 13A PC A07 


CUBICCIOTTI, D. 
Epri-NASA Cooperative Project on Stress Corrosion 
Cracking of Zircaloys. 
N78-31230/3GI 78-26 11F PC A12/MF A01 


EPRI--NASA Cooperative Project on Stress Corro- 
sion Cracking of Zircaloys. Final Report. 
EPRI-NP-717 78-20 18) PC A12/MF A01 
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PB-282 222/9GI 78-19 5! PC A04/MF A01 


North Stanley Polymer Demonstration Project, 
Second Annual Report. 
BERC/TPR-77/7 


CUNNINGHAM, L. K. 
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tion and Causal Analysis. 

PB-280 410/2GI 78-16 


CUNNINGHAM, ROBERT E. 


The Influence of Foreign Atoms on the Surface 
Rearrangement Produced by the Catalytic Reaction 
of Hydrogen and Oxygen on a Single Crystal of 
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Operated Longwall Head/Tail Supports. 
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Reprint: Chlorinated Insecticides in Human Serum, 
PB-279 177/0GI 


78-14 6T (Order as PB-279 175, MF A01) 


Reprint: DDT Metabolism: Oxidation of the 
Metabolite 2,2-bis(p-Chlorophenyljethanol by Al- 
cohol Dehydrogenase, 
PB-278 089/8GI 

78-13 6T (Order as PB-278 081, MF A01) 
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Reprint: Measurement of Endrin Following 
Epidemics of Poisoning, 

PB-279 182/0GI 

78-14 6T (Order as PB-279 175, MF A01) 
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Titanium Bolts. Report on IVD Aluminium. 
N78-20322/1GI 78-15 11C PC A03/MF A01 
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Reprint: Passive Ocean Margins. 
AD-A048 487/3G! 78-07 81 PC A02/MF A01 
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New Polyorganosiloxanes Prepared from Silicate 
Minerals. 
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BNL-23197 78-06 18) PC A02/MF A01 


Higher Order Effects and Their Influence on the 
HTGR Core. 
BNL-23196 78-08 181 PC A02/MF A01 


OSCIL and OSCVERT: Computer Codes to Evaluate 
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Citizen involvement in Energy Decision Making. 
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DAHL, A. H. 
Seismicity Near the Idaho National Engineering 
Laboratory Site from November 1, 1975 to June 30, 


1976. 
TID-27806 


DAHL, BARBARA B. 


Fathers at Sea. Characteristics of Navy Families 
Vulnerable to the Stresses of Separation, 
AD-A054 365/2GI 78-17 5J PC A02/MF AO1 


Prolonged Family Separation in the Military: A Lon- 
gitudinal Study. 
AD-A053 019/6GI 


78-14 7A PC A02/MF A01 
Oxide--Copper Sulfate Water-Splitting 


78-26 7A PC A02/MF AO1 


MF A01 


78-02 11F MF A01 


78-10 8K PC A02/MF A01 


78-15 5J MF A01 


Research on the Families in the Military System: A 
Review. 
AD-A053 012/1GI 


78-15 5K MF A01 


Reprint: War-induced Father Absence: Comparing 
the Adjustment of Children in Reunited, Non-Reu- 
nited and Reconstituted Families. 

AD-A050 697/2GI 78-11 5J PC A02/MF A01 


DAHL, D. 
Investigation and Improvement of the Reliability of 


the C-141A Aircraft Master Caution Control Unit. 
AD-A052 059/3GI 78-13 1C PC A03/MF AO1 


DAHL, D. A. 
Safety Analysis of the Main Vault at TA-41, LASL. 
LA-6913 78-17 18) PC A02/MF AO1 
DAHL, INGOLF 
Analytical Study of the Pre-Service and In-Service 


Educational Needs of Long-Term Care Administra- 
tors. 


HRP-0024564/7GI 
DAHL, JOHN P. 


The Qualitative Determination of Naval Officer Man- 
ower Requirements, 
AD-490 070/0GI 


DAHL, LENA 
Psychological Perception of Nursing Aides’ Work. 
An Attitude Study in a Geriatric Hospital. 
HRP-0023505/1GI 78-15 6E Not Available NTIS 
DAHL, P. F. 


Isabelle Quadrupoles. 
BNL-22521 78-02 20G PC A02/MF A01 


Superconducting Magnet Program at Brookhaven 
National Laboratory. 
BNL-22801 


DAHL, SVERRE 


Evaluation of Condition of Manifold Papers in File. 
PB-280 246/0GI 78-16 11L PC A03/MF A01 


The Reaction of Alum with Cation Exchange Cellu- 

lose. 

PB-280 239/5GI 
DAHLBACKA, G. 

Interpretation of X-Ray Line Spectra from Ex- 


ploded-Wire Arrays. 
AD-A054 917/0GI 


DAHLBERG, B. E. J. 


On the Distribution of Fekete Points. 
N78-23862/3GI 78-18 12A PC A02/MF AG1 


On the Existence of Radial Boundary Values for 
Functions Subharmonic in a Lipschitz Domain. 
N78-23831/8GI 78-18 12A PC AQ2/MF AO1 


On the Poisson Integral for Lipschitz and C1- 
Nomains. 
N78-14847/5GI 78-09 


DAHLBERG, DONALD E. 


Investigation of a Highly Loaded Two-Stage Fan- 
Drive Turbine. Volume |. Phase |. Preliminary Design 
Evaluation. 

AD-506 837/4GI 78-19 21E PC A16/MF A01 


Investigation of a Highly Loaded Two-Stage Fan- 
Drive Turbine. Volume Il. Phase Il, Part 1. Prelimina- 
ty Experimental Evaluation. 

AD-506 870/5GI 78-19 21E PC A07/MF A01 


Investigation of a Highly Loaded Two-Stage Fan- 
Drive Turbine. Volume Ill. Phase Il, Part 2. Experi- 
mental Baseline Airfoil Evaluation. 

AD-506 871/3GI 78-19 21E PC A09/MF AO? 


Investigation of a Highly Loaded Two-Stage Fan- 
Drive Turbine. Volume IV. Phase li. End Wall Boun- 
dary Layer Control Evaluation. 

AD-A056 285/0G! 78-21 21E PC A10/MF A01 


Investigation of a Highly Loaded Two-Stage Fan- 
Drive Turbine. Volume V. Phase Ill. Boundary Layer 
Control Optimization and Off-Design Evaluation. 

AD-A050 537/0G! 78-11 21E PC A12/MF A01 


Investigation of a Highly Loaded Two-Stage Fan- 
Drive Turbine. Volume VI. 
AD-518 002/1GI 78-19 21E PC A11/MF A01 


DAHLBERG, E. 


Electromagnetic Shielding, Some Simple Formulae 
for Closed Uniform Shields. 
N78-17282/2GI 78-12 9A PC A05S/MF A01 


On the Determination of Modes _in 


Waveguides with Wall Losses. 
N78-24440/7GI 78-19 9E PC A03/MF A01 


DAHLBERG, E. D. 


Reprint: Investigation of the Residual Linewidth of 
Ag:Er Dilute Alloys. 
AD-A048 707/4GI 


DAHLBERG, R. C. 


Low-Enrichment and Denatured (Thorium) Fuels for 
the HTGR: A Status Report. 
GA-A-14606 78-07 


DAHLEM, T. 


On a Centrifugal Spectrometer with a Punctiform 
Aerosol inlet ueber Ein Zentrifugalspektrometer MIT 
Punktfoermiger Aerosoleinstroemung. 

N78-14376/5GI 78-09 14B PC A03/MF AO1 


DAHLEN, ALICE L. 
With Primary Nursing We Have It All Together. 
HRP-0025234/6GI 78-22 6E Not Available NTIS 
DAHLER, JOHN S. 
Addenda to the Improved Optimum Free Volume 
Theory of Liquids, I! 
AD-054 414/8GI 78-21 7D PC A02/MF AO1 


Improved Free-Volume Theory of Liquids 
AD-075 109/9GI 78-20 7D PC A03/MF AO1 


The Improved Optimum Free Volume Theory of 
Liquids, I 
78-21 


78-20 5! Not Available NTIS 


77-20 51 PC A02/MF A01 


78-01 20G MF A01 


78-16 7D PC A03/MF A01 


78-18 7D PC A03/MF A01 


12A PC A02/MF AQ1 


Proper 


78-07 7D PC A02/MF A01 


18) PC A04/MF AO1 


AD-052 640/0GI 7D PC AQ2/MF AO1 





The Kinetic Energy of Relative Motion 
AD-093 563/5GI 78-22 7D PC A02/MF A01 


The Kinetic Theory of Multi-Component Systems of 
Non-Spherical or Loaded Sphere Molecules 
AD-117 614/8GI 78-22 7D PC A03/MF A01 


The Optimum Free Volume Theory of Liquids 
AD-044 174/1GI 78-21 7D PC A02/MF A01 


DAHLGREN, D. A. 
Exploratory Study of Molten Core Material/Concrete 


Interactions, July 1975--March 1977. 
SAND-77-2042 78-21 181 PC A07/MF A01 


Large Scale Sodium Interactions. Part 2. Prelimina- 
ry Test Results for Limestone Concrete. 
SAND-77-1059C 78-08 181 PC A02/MF A01 


Light Water Reactor Safety Research Program. 
Quarterly Report, January--March 1977. 
SAND-77-1249 78-15 181 PC A04/MF A01 
LOCA Analyses Quarterly Report, April--June 1977. 
SAND-77-1530 78-18 181 PC A0O7/MF A01 
Molten LWR Core Material Interactions with Water 
and with Concrete. 

SAND-77-1216C 78-05 181 PC A02/MF A0O1 


Uncertainty Propagation Through Computer Codes. 
SAND-78-0614C 78-21 181 PC A02/MF AO1 


DAHLGREN, S. D. 
Method for Preparing Superconductors. 
PATENT-3 988 178 
78-04 20L Not available NTIS 
New High-Pressure Phases of Nb3Si Produced by 


Recrystallization of Metastable Sputter Deposits. 
PB-280 529/9GI 78-17 20L Not available NTIS 


Permanent Magnetic Field in Large Superconduct- 

ing Cylinders. Final Report. 

EPRI-EL-541 78-15 20C PC A03/MF A01 
DAHLINGER, A. 

Canadian Heavy Water Production. 

AECL-5710 78-21 188 MF A01 
DAHLMAN, R. C. 

Comparative Distribution of Plutonium in Con- 

taminated Ecosystems at Oak Ridge, Tennessee and 

Los Alamos, New Mexico. 

CONF-770429-2 78-02 6F PC A03/MF A01 

Linear Compartment Model of Plutonium Dynamics 

in a Deciduous Forest Ecosystem. 

CONF-770429-1 78-02 2F PC A03/MF A01 
DAHLSTROM, BASIL 

Regional Data Center. 

PB-278 814/9GI 78-13 13B PC A02/MF A01 
DAHM, A. J. 

Reprint: Blackbody Radiation from a Single-Mode 

Source: A Demonstration. 

AD-A053 816/5GI 78-16 20N PC A02/MF A01 


DAHM, T. J. 
Analysis and Design of a Two-Stage Hybrid 
Launcher. 
AD-A050 702/0G! 78-11 19A PC AO5/MF A01 
DAHNEKE, BARTON 
Time-of-Flight Aerosol Beam Spectrometer for Par- 


ticle Size Measurements. 
PB-276 644/2GI 78-09 14B PC AOS/MF A01 


DAIBER, J. W. 


Reprint: Electron-Temperature and Spontaneous- 
Magnetic-Field Measurements in a Laser-irradiated 
Free Jet. 


AD-A053 152/5GI 78-15 201 PC A02/MF A01 
DAIELLO, R. V. 

Automated Array Assembly. 

N78-28598/8GI 78-23 10B PC A09/MF A01 


Epitaxial Silicon Growth for Solar Cells. 
N78-24641/0GI 78-19 10B PC A02/MF A01 


DAIGLE, DONALD J. 


Phosphorus, Nitrogen, Bromine Containing 
Polymers and Process for Producing Fiame Retar- 
dant Textiles. 

PATENT-4 067 687 


78-18 11E Not available NTIS 
Water Soluble Adduct of Hydroxymethyl 
Phosphorous Compound and Ammonia or Amine 
Compound and Method of Preparation. 
PATENT-4 -71 501 78-18 11E Not available NTIS 


DAIGLE, R. E. 
Transcutaneous Measurement of Volume Blood. 
N78-11691/0GI 78-06 6P PC A05/MF A01 
DAILEY, C. C. 


Method of and Means for Testing a Glancing-in- 


cidence Mirror System of an X-Ray Telescope. 
PATENT-4 063 088 


78-10 20F Not available NTIS 


DAILEY, GEORGE H. JR. 


Population Change, Migration, and Displacement 
Along the McClellan-Kerr Arkansas River Navigation 
System. 

AD-A055 053/3GI 78-18 5K PC A02/MF A01 


DAILEY, J. M. 


Dosimeter Sample Preparation, Quality Assurance, 
and Materials Development for the lirr, Frmdc, and 
Fftf Dosimetry Programs. 

CONF-771 2 78-08 18D PC A02/MF A01 


DAILEY, JOHN T. 
Development of New Selection Tests for Air Traffic 


Controllers, 
AD-A049 049/0GI 78-08 51 PC A02/MF A01 


DAILEY, M. L. 
Characterization Studies of BWR-4 Neutron Noise 


Analysis Spectra. 
CONF-770902-1 78-08 18K PC A02/MF A01 


DAILEY, N.S. 
Data Base on Avian Mortality on Man-Made Struc- 


tures. 
CONF-780129-2 78-20 6C PC A02/MF A01 


Environmental Aspects of Transmission Lines: A 

Selected, Annotated Bibliography. 

ORNL/EIS-122 78-14 6F PC A09/MF A01 

Environmental/Chemical Thesaurus. 

PB-284 310/0GI 78-24 5B PC A14/MF A01 
DAILEY, NANCY 

EASE: Employment Assistance and Support for the 

Ex - Offender. 

SHR-0002156 78-26 5K PC A03/MF A01 


EASE: Employment Assistance and Support for the 
Ex-Offender: Appendix and Technical Data. 
SHR-0002157 78-26 5K PC A04/MF A01 


Juvenile Alien Borderlands Conference. 
SHR-0002181 78-26 5K PC A06/MF AO1 


DAILEY, RICHARD 


Monograph on Benzoyl Peroxide. 
PB-284 877/8GI 78-24 6H PC A03/MF A01 


Monograph on Glucono-delta-lactone. 
PB-284 879/4GI 78-24 6H PC A03/MF A01 


DAILEY, RICHARD L. 


Monograph on Char-Smoke Flavor. 
PB-280 130/6GI 78-16 6H PC A04/MF A01 


DAILY, A. D. 


Forecast of Personnel Requirements for Operation 
and Maintenance of the ASROC Mk 111 Fire Con- 
trol System. 


AD-315 343/4GI 78-18 5! PC A02/MF A01 


Personnel and Training Requirements for the 
ASROC Missile 
AD-309 239/2GI 78-14 16D PC A06/MF A01 


DAILY, J.W. 


The Distribution of the Mean Static Pressure in Tur- 

bulent Boundary Layers in Relation to Inception of 

Cavitation 

AD-225 052/0GI 78-13. 20D PC A04/MF A01 
DAILY, M. 

Application of Multispectral Radar and Landsat 


Imagery to Geologic Mapping in Death Valley. 
N78-30635/4GI 78-25 8G PC A04/MF A01 


DAILY, W. D. 
Crustal Evolution Inferred from APOLLO Magnetic 


Measurements. 
N78-32029/8GI 78-26 3B PC A03/MF A01 


DAIN, F. W. 


High Resolution 10 mu Spectrometry at Different 

Planetary Latitudes. A Practical Hadamard Trans- 

form Spectrometer for Astronomical Application. 

N78-17976/9GI 78-12 3B PC A11/MF A01 
DAINES, M. E. 


Adhesion Tests for Coated Chippings for Applica- 
tion to Premixed Materials, 
PB-277 108/7GI 78-10 13C PC A02/MF AO1 


The Permittivity Test for Bitumen, 
PB-277 352/1GI 78-11 13C PC A03/MF A01 
DAINES, SAMUEL 


Rural Enterprises: An Overview of the Role and 
Potential of Rural Enterprises to Contribute to the 
Employment and Income of the Rural Poor, 

PB-285 984/1GI 78-26 2B PC A02/MF A01 


DAION, M. I. 


Setup for the Investigation of pi exp 0 Meson 

Photoproduction on exp 4 He Nuclei. 

EFI-195(41)-(76) 78-08 18D MF AO1 
DAIRIKI, SETSUO 

Study of EMP Testing of Satellites. 

AD-A047 571/5GI 78-05 14B PC A03/MF A01 


DALE, WILLIAM E. 


DAITZ, BENSON R. 
New Mexico Health Day -- A University-Community 
Partnership in Recruiting Health Professionals. 
HRP-0025420/1GI_ 78-21 6E Not Available NTIS 


DAJANI, A. T. 
Computer Program SCAP-BR for gamma-Ray 
Streaming Through Multi-Legged Ducts. 
CONF-771109-88 78-15 181 PC A02/MF A01 
DAJANI, J. S. 


Air Freight Demand Models: An Overview. 
N78-25979/3GI 78-20 1B PC A03/MF A01 


Assessing the Future of Air Freight. 
N78-14016/7GI 78-09 1C PC A03/MF A01 


The Environmental Analysis of Helicopter Opera- 
tions by Federal Agencies: Current Procedures and 
Research Needs. 

N78-11519/3GI 78-06 1C PC A04/MF A01 


Infrastructure Dynamics: A Selected Bibliography. 
N78-25824/1GI 78-20 13B PC AQ2/MF A01 


Planning for Airport Access: An Analysis of the San 
Francisco Bay Area. 
N78-26152/6GI 78-21 1& PC A13/MF A01 


DAKIN, L. JORN 


Report to the Federal Trade Commission on the Use 

of Automatic Fuel Adjustment Clauses and the Fuel 

Procurement Practices of Investor-Owned Electric 

Utilities, 

PB-275 451/3GI 78-08 13B PC A08/MF A01 
DALAL, H. M. 

Development of Basic Processing Technology for 


Bearing Quality Silicon Nitride Balls. 
AD-A053 330/7G! 78-15 131 PC AQ4/MF A01 


DALAL, SIDDHARTHA R. 
Reprint: Allocation of Observations in Ranking and 


Selection with Unequal Variances. 
AD-A049 415/3G! 78-09 12A PC A04/MF A01 


DALAL, V. 
Improved Semiconductors for Photovoltaic Solar 
Cells. Quarterly Report No. 2, October 1, 1976-- 
December 31, 1976. 
OSE/2460-2 78-10 10B PC A04/MF A01 


DALBY, E. 


Pedestrian and Traffic Management Techniques in 
Delft: Report of a Visit Made in December 1975, 
PB-276 421/5GI 78-08 13B PC A02/MF A01 


Space-Sharing by Pedestrians and Vehicles. 
PB-280 876/4GI 78-16 13B PC A02/MF AO1 


OALCHER, A. W. 


Materials Data Requirements for the High-Tempera- 

ture Structural Design of 2 1/4 Cr-1 Mo Steel Com- 

ponents. 

CONF-770545-3 78-07 18) PC A02/MF A01 
DALE, JOHN A. 

Present Concepts in Internal Medicine at Gastroen- 

terology Symposium, Fall 1977, 

AD-A048 893/2G! 78-08 6E PC A0S/MF A01 
DALE, L. S. 


Use of a Total Intensity Internal Standard for the 
Emission Spectrographic Analysis of Multicom- 
ponent Alloy Systems. 
AAEC/E-412 78-22 11F MF A01 
DALE, R. H. 
Hydrologic Analysis of the U.S. Bureau of Mines’ 
Underground Oil-Shale Research-Facility Site, 
Piceance Creek Basin, Rio Blanco County, 
Colorado. 
PB-284 267/2GI 78-24 81 PC A03/MF A01 
DALE, W. E. 
Reprint: Concentration of O,P’-DDT in Rat Brain at 
Various Intervals after Dosing, 
PB-279 749/6GI 
78-15 6T (Order as PB-279 739, MF A01) 
DALE, WILLIAM E. 
Reprint: Chlorinated Hydrocarbon Pesticides in the 
Fat of People in New Orleans, 
PB-279 715/7GI 
78-15 6T (Order as PB-279 709, MF A01) 
Reprint: Chlorinated Insecticides in Human Serum, 
PB-279 177/0GI 
78-14 6T (Order as PB-279 175, MF A01) 
Reprint: Chlorinated Insecticides in the Body Fat of 
People in India, 
PB-279 179/6GI 
78-14 6T (Order as °B-279 175, MF A01) 
Reprint: Chlorinated Insecticides in the Body Fat of 
People in the United States, 
PB-280 089/4GI 
78-16 6T (Order as PB-280 085, MF A01) 
Reprint: Concentration of DDT in Brain and Other 


Tissues in Relation to Symptomatology, 
PB-279 274/5GI 


78-14 6T (Order as PB-279 272, MF A01) 


PA-303 





Reprint: Determination of Chlorinated Insecticides 
in Human Blood, 
PB-280 090/2GI 

78-17 6T (Order as PB-280 085, MF A01) 


Reprint: Hexane Extractable Chlorinated Insecti- 
cides in Human Blood, 
PB-279 727/2G! 

78-16 6T (Order as PB-279 718, MF A01) 
Reprint: Hexane Extractable Chlorinated Insecti- 
cides in Human Blood, 

PB-280 616/4GI 

78-17 6T (Order as PB-280 602, MF A01) 
Reprint: Poisoning by DDT: Relation between Clini- 
cal Signs and Concentration in Rat Brain, 

PB-280 087/8GI 
78-16 6T (Order as PB-280 085, MF A01) 


Reprint: Storage and Excretion of DDT in Starved 


Rats, 
PB-279 726/4GI 
78-16 6T (Order as PB-279 718, MF A01) 


Reprint: Use of Paired Columns in Conjunction with 
a Quadruple Inlet System in Gas Chromatography, 
PB-276 898/4GI 


78-09 148 (Order as PB-276 897, MF A01) 
DALEN, V. 
A Finite Element Model for the Analysis of Water- 


flood Performance. 
N77-33464/7GI 78-04 8! 


FLOW 22: Users's Description. 
N77-33462/1GI 78-04 20D PC A04/MF A01 
GASSIM. User's Description: A Gas Reservoir Simu- 
lation Model. 

N77-33467/0GI 78-04 8I 


immiscible Flow by Finite Elements. 
N77-33466/2GI 78-04 8! 


Numerical Solutions of the 
Problem. 
N77-33463/9G! 78-04 8! PC A04/MF A01 


Reservoir Fiow: Two-Phase incompressible Flow. 
N77-33461/3GI 78-04 8! PC A04/MF A01 


WFLOOD: Users's Description. A Simulation Model 
for Oil Reservoirs Subjected to Waterflooding. 
N77-33465/4GI 78-04 8! PC A03/MF A01 


DALES, LORING G. 

Multiphasic Checkup Evaluation Study. 

PB-274 283/1GI 78-04 6E PC A04/MF A0O1 
DALESSANDRO, J. 

Design Characteristics of a TNS Reactor. 

GA-A-14882 78-25 18A PC A02/MF A01 
DALESSANDRO, J. A. 


Assessment of Carbon and Silicon Carbide as First 
Wall Materials in inertial Confinement Fusion Reac- 


tors. 
UCRL-13801 78-25 18A MF AO1 


Carbon and Silicon Carbide as First Wall Materials 
in Inertial Confinement Fusion Reactors. 
GA-A-14894 78-25 18A PC A06/MF A01 
First Wall Thermal Stress Analysis for Suddenly Ap- 
plied Heat Fluxes. 

UCRL-13802-1 78-23 18A MF A01 
Mechanical and Thermal Design of a Gas-Cooled 
Fusion Blanket Module. 

GA-A-14671 78-12 18A PC A02/MF A01 
Structural Design Considerations for a Free Stand- 


ing ITR Vacuum Vessel. 
GA-A-14649 78-15 


DALEY, E. M. 


Status Report of an Experimental Dairy Herd Main- 
tained on the Nevada Test Site, 1 January 1976 
Through 31 December 1976. 

EMSL-LV-0539-11 78-22 6R PC A02/MF A01 


DALEY, PETER S. 


Air Quality impact of Aircraft at 10 USAF Bases. 
AD-A045 464/5GI 78-01 13B PC A02/MF A01 


Sampling Submicrometer Particles Suspended in 

Near Sonic and Supersonic Free Jets. 

AD-A047 829/7GI 78-06 
DALEY, RICHARD 

Monograph on Peptone. 

PB-284 882/8G! 78-24 6H PC A04/MF AO1 
DALEZMAN, JOSEPH J. 


Opinions of Air Force Maintenance Personnel about 
Conventional Technical Orders. 
AD-A058 340/1G! 78-25 51 


DALGARNO, A. 


Theoretical Studies of Highly lonized Species. 

colasere Report, March 1, 1977--February 28, 1978. 

2887-2 78-15 7D PC A02/MF AO1 
DALGARN®O, ALEX 


Calculations Pertaining to the Energy Balance and 
Plasma Motions in the lonosphere. 


PC A04/MF A01 


PC A03/MF A01 


PC A02/MF A01 
Buckley-Leverett 


18A PC A02/MF A01 


13B MF A01 


PC A02/MF A01 


PA-304 


AD-A058 684/2GI 
DALKE, BRUCE A. 


State Master Plan for Special Education in Oregon. 
PB-273 658/5GI 78-02 51 PC A03/MF A01 


DALKHSUREN, B. 
Search for the Conversion Electrons Emitted in the 


Decay of Spontaneously re isomers. 
JINR-R6-9397 -08 20H MF A01 


DALL’OLIO, A. 


Spatial Variability of Physical Properties of a Tropi- 
cal Soil. ill. The Use of a Neutron Probe to Access 
Soil Water Content. 
CENA-BT-006 


DALLAS, J. 
Test and Demonstration Prototype Tracked Air 


Cushion Vehicle (PTACV) - Phase IIIC. 
PB-279 970/8GI 78-16 13F PC A15/MF A01 


DALLAS, S.S. 


Effect of Performance Criteria on the Optimum 
Design of the Tilt-Wing Propeller and Vertodyne 
AD-147 926/0GI 78-11 1C PC A02/MF A01 


DALLE DONNE, M. 


Heat Transfer from Rough Surfaces. 
EURFNR-1428 78-25 18! 


Heat Transfer from Rough Surfaces. 
KFK-2397 78-06 


DALLEK, S. 
Lithium-Boron Alloy Anodes for Molten Salt Batte- 
ries (I). 
AD-A053 621/9GI 78-16 10C PC A03/MF A01 


Lithium-Boron Alloy Anodes for Molten Salt Batte- 
ries (Il). 
AD-A057 258/6GI 


DALLEMURA, PIO H. 


Investigation of the Photoelectric Work Function of 
Titanium 
AD-001 286/4GI 


DALLEY, DUANE G. 


Near-Zone Fields of Paraboloid Reflectors 
AD-084 114/8GI 78-20 20N PC AOS/MF AO1 


DALLMAN, BRIAN E. 


Evaluation of PLATO IV in Vehicle Maintenance 
Training. 
AD-A052 623/6GI 


DALLMANN, VIRGINIA C. 


PSRO Coordinator Describes Concurrent Review. 
HRP-0018472/1GI_ 78-11 6E Not Available NTIS 


DALLOSTA, P. M. 


Evaluation of Methods for Calculating System 
Operating Time in Accordance with Reliability Im- 
provement Warranty (RIW) Contractual Terms. 

AD-A054 822/2GI 78-18 17G PC A09/MF A01 


DALLY, E. B. 


Measurement of the Electron--Deuteron Elastic 
Scattering Cross Section in the Range 0.8 Less 
Than or Equal to Q exp 2 Less Than or Equal to 6 
Gev exp 2. 

SLAC-PUB-1596 


DALMAN, G. C. 


Analysis of Small A-C Signal Response of a Space- 
Charge-Limited Parallel-Plane Diode Having an 
Oxide Cathode, 
AD-495 289/1GI 


78-25 4A PC A03/MF A01 


78-21 8M MF A01 


PC A11/MF A01 


18J MF A01 


78-22 10C PC A02/MF A01 


78-18 20L PC A02/MF A01 


78-14 5i PC A07/MF A01 


78-06 20H PC A02/MF A01 


78-20 9A PC A02/MF A01 


Oxide Cathode Coating Impedance, 


AD-495 286/7GI 
DALMAN, G. CONRAD 


Oxide Cathode Resistance and Rectifying Charac- 
teristics, 
AD-495 356/8GI 78-20 9A PC A02/MF A01 


A Study of the Characteristics of Vacuum Tubes 
with Oxide Cathodes at Low and High Frequencies, 
AD-495 288/3GI 78-20 9A PC AOS/MF A01 


DALMAZZONE, J. 


Metrology of alpha and beta Emitters Radionuclides 
by High Sensitivity Calorimetry; Errors Due to Ther- 
mal Effects. 
CEA-R-4858 


DALPE, A. 


The DREO Fabric Wear and Design Course. 
AD-A047 431/2GI 78-05 11E PC A03/MF A01 


DALRYMPLE, DANA G. 


Controlled Environment Agriculture: 
Review of Greenhouse Food Production. 
PB-279 517/7GI 78-15 2D PC A08/MF A01 


Development and Spread of High-Yielding Varieties 


of Wheat and Rice in the Less Developed Nations. 
Edition 5. 
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Reprint from international economic review on a 
limit theorem on the core of an economy. 
AD-427 216/7GI 78-14 5C PC A02/MF A01 


Stochastic Choice and Cardinal Utility 
AD-219 044/5GI 78-24 12B PC A02/MF A01 
DEBRODT, H. 


Isolation and Explanation of the Structure of Frac- 


tions Rich in Sulfur Obtained from Bituminous 
Coal. 
ERDA-tr-310 


DEBROTNIC, JOHN S. 


Degasser and Liquid Seal Reservoir. 
PAT-APPL-848 622/GI 
78-07 13D PC A02/MF AO1 


11B PC A02/MF A01 


78-25 13B PC A07/MF A01 


78-05 20J PC A17/MF A01 


78-18 181 MF AQ1 


78-08 81 PC A02/MF A01 


DEBRUIN, H. A. R. 


Computer Program for Calculation of the Incident 
Radiation Per Day on a Horizontal Surface at the 
Edge of the Atmosphere een Computerprogramma 
voor Het Berekenen van de Inkomende Straling Aan 
de Rand van de Atmosfeer Per DAG Door een 
Horizontaal Opperviak. 

N78-23668/4GI 78-18 4A PC A02/MF A01 


The Evaporation from a Clayland Grass Surface in 
the Summer of 1976 Compared with the Penman 
Formula de Verdamping Uit Gras OP Kleigrond in 
de Zomer van 1976 Vergeleken Met de Penman-For- 


mule. 
N78-28755/4GI 

DEBRULER, M. 
Argonne Code Center: Compilation of Program Ab- 


stracts. 
ANL-7411(Sup.11) 


DEBUSK, A. GIB 
P-Hydroxyphenyipyruvic Acid Function 


rosposa Crassa 
AD-024 272/7GI 


DEBYE, P. 


Nonionic Detergents in Nonaqueous Solvents |: The 
Behavior of a-Monoglycerides (Con'd) 
AD-217 262/5GI 78-23 11K PC A03/MF A01 


DECARLO, R. 
Reprint: The Encirclement Condition, An Approach 
using Algebraic Topology. 
AD-A050 993/5GI 78-11 12A PC A0Q2/MF A01 


Frequency Domain Stability in Single and Multi- 
Dimensional Systems, 
AD-A055 393/3G! 78-20 9B PC A06/MF A01 


A Nyquist-Like Test for the Stability of Two-Dimen- 
sional Digital Filters. 
AD-A051 073/5G! 78-12 9A PC A02/MF AO1 


Three Graphical Tests for the Stability of Mul- 
tidimensional Digital Filters. 
AD-A050 994/3G! 78-11 


DECARLO, R. A. 


Reprint: Multivariable Nyquist Theory. 
AD-A051 041/2Gi 78-11 9E PC A02/MF A01 


78-23 4B PC A03/MF AO1 


78-12 9B PC A19/MF A01 


in Neu- 


78-16 6C PC A02/MF A01 


9E PC A02/MF A01 


PA-321 





Reprint: Representation of Weakly Additive Opera- 


tors. 
AD-A045 774/7GI 78-01 12A PC A02/MF A01 


Resolution Space, Networks, and Non-Self-Adjoint 
Spectral Theory Il. 
AD-A055 613/4G! 


DECARLO, VINCENT J. 


Assessment of the Hazards of Polybrominated 
Po get 
PB-285 532/8G! 


DECARVALHO, H. O. 


Automatic Retrieval System of Bibliographic Materi- 
al: An Approach to the Application of Cataloging 
Regulations Sistema de Armazenamento E Recu- 
peracao de Material Bibliografico: Uma Abordagem 
Sobre as Regras Catalograficas Aplicadas. 

N78-30989/5G! 78-25 5B PC A03/MF A01 


DECELL, H. P. JR. 


Characterizations of Linear Sufficient Statistics. 
N78-11778/5GI 78-06 12A PC A02/MF A01 


Linear Dimension Reduction and Bayes Classifica- 


tion. 

N78-19886/8GI 78-14 
DECHAIRO, DOUGLAS C. 

Epidemiology for the Infection Control Nurse. 

HRP-0026406/9GI 78-25 6E Not Available NTIS 
DECHARMS, R. 


Religious and Other Sources of Parental Attitudes 
Toward independence Training 
AD-046 312/5GI 78-21 


DECHARMS, RICHARD 


Status Variable and Matching Behavior 
AD-237 641/6GI 78-18 5J PC A02/MF A01 


Structural Factors and Individual Needs in Group 
Behavior 


AD-228 638/3GI 78-16 5J PC A02/MF A01 


Structural Factors and Individual Needs in Group 
Behavior 


AD-248 527/4GI 78-21 5J PC AQ2/MF A01 


Studies in the Psychology of Aggression 
AD-241 140/3GI 78-18 5J PC A06/MF A01 


DECHMAN, GORDON H. 


Iterative Approximation 
Microseismic Source Location. 
PB-275 006/5GI 78-05 8! 


DECICCO, S. G. 


Environmental Monitoring Handbook for Coal Con- 
version Facilities. 
ORNL-5319 


DECIUS, J.C. 


Theory of the Elementary Processes in the Spec- 
trophone 
AD-033 037/3GI 


DECK, C. 


Torus 2. Part 2: Technical Description of the Design 
Proposal. 
N77-31982/0GI 


DECK, G. E. 


Problems of Energy-Economics Associated with In- 
dustrial Space Heating. 
DOE-tr-78 78-17 


DECK, JOHN Ill. 


Progress Report on the Test and Evaluation of 
Three Escape Systems. 
AD-A050 203/9GI 


DECKER, C. E. 
Evaluation of the EPA Reference Method for Mea- 
surement of Non-Methane Hydrocarbons, 
PB-278 296/9GI 78-13 148 PC A09/MF A01 


Project Da Vinci Il: Data Analysis and Interpretation. 
PB-284 100/5GI 78-23 4A PC A11/MF A01 


DECKER, D. R. 
Nonoily Aqueous Waste Streams on USS SIERRA 


(AD 18). Volume |. 
AD-A052 165/8G! 


DECKER, FRANCIS J. 


Community Funds Flow Task Force Report on 
Sources and Uses of Health Care Dollars in New 
Hampshire. 

HRP-0019101/5GI 


DECKER, G. 


Current and Neutron Yield Scaling of Fast High 
Voltage Plasma Focus. 
N78-29930/2GI 


DECKER, G. E. 


Reprint: Determination of Hardness and Modulus of 
Rubber with Spherical indentors. 
PB-280 798/0GI 78-17 11J Not available NTIS 


78-20 12A PC A07/MF A01 


78-26 6T PC A02/MF A01 


12A PC A02/MF A01 


5J PC A02/MF A01 


Techniques for 


PC A03/MF A01 


78-25 7A PC A17/MF A0O1 


78-14 7D PC A02/MF A01 


78-01 


18A PC A09/MF A01 


10A PC A02/MF A01 


78-10 6G PC AOS/MF A01 


78-13 13B PC A04/MF A01 


78-13 5C PC A03/MF A01 


78-24 201 PC A03/MF A01 


PA-322 


DECKER, HAROLD A. 


System for Planning and Achieving Comprehensive 
Health Care in Residential institutions for the Men- 
tally Retarded. 

HRP-0015124/1GI 


DECKER, J. P. 


Siability and Performance Characteristics of a Fixed 
Arrow Wing Supersonic Transport Configuration 
(Scat 15F-9898) at Mach Numbers from 0.60 to 1.20. 
N78-30087/8GI 78-25 1C PC A16/MF A01 


DECKER, JAMES L. 


The Application of Air Cushion Configurations to 
Icebreaking, 
PB-284 011/4GI 


DECKER, JOHN 


The Cartographic System. 
AD-A049 228/0G! 78-08 8B PC A04/MF A01 


DECKER, LAWRENCE A. 


Development of a New Method of Presurgical 
Scrub, 
AD-A048 721/5GI 
DECKER, MICHAEL 
Determination of Newborn Special Care Bed 
Requirements by Application of Queuing Theory to 
1975-1976 Morbidity Experience. 
HRP-0025413/6GI 78-21 6E Not Available NTIS 


DECKER, PAUL ROGER 


Acquisition Management of Peculiar Ground Sup- 
port Equipment. 
AD-A048 531/8GI 


DECKER, T. R. 


Radioactive Materials Released from Nuclear Power 
Plants (1976). 
PB-278 007/0GI 


DECKERS, F. 


A Case Study in Structured Programming: Con- 
struction of a Compiler for Arithmetic Assignment 
Statements. 

N78-28849/5GI 78-23 9B PC A0S/MF A01 


A Case Study in Structured Programming: Con- 
struction of a Compiler for Arithmetic Assignment 
Statements. Appendix 1: Compiler Listing in Shel- 
tran. 

N78-28850/3GI 


78-01 6E Not Available NTIS 


78-23 13J PC A10/MF A01 


78-07 6E PC A02/MF A01 


78-07 SA PC AOS/MF A01 


78-10 18H PC A09/MF A01 


78-23 9B PC A04/MF A01 


A Case Study in Structured Programming: Con- 
struction of a Compiler for Arithmetic Assignment 
Statements. Appendix 2: Compilation of Some Sam- 
ple Statements. 
N78-28851/1GI 


78-23 9B PC A02/MF A0O1 
DECKERT, J. C. 


Reliable Dual-Redundant Sensor Failure Detection 

and Identification for the NASA F-8 DFBW Aircraft. 

N78-20141/5GI 78-15 1C PC A10/MF A01 
DECOCK, J. 


External Loadings on Nozzles in Cylindrical Shells. 
N78-29520/1GI 78-24 13D PC A03/MF A01 


DECOITE, DENNIS C. Ww. 


Process Control Manual for Aerobic Biological 
Wastewater Treatment Facilities. 
PB-279 474/1GI 78-15 13B PC A15/MF A01 


DECORPO, J. J. 


Evaluation of an Electrochemical Detector for Trace 
Concentrations of Hydrazine Compounds in Air. 
AD-A054 636/6GI 78-17 14B PC A03/MF AO1 


DECOSTE, R. 


Enhanced Backscatter with a Structured Laser 
Pulse. 


NRL-MR-3560 78-06 18A PC A02/MF A01 


Fast lons from Laser Plasmas: Analytic Solution and 
Scaling Laws. 
AD-A047 399/1GI 78-05 201 PC A02/MF A01 


Fast lons from Laser Plasmas: Analytic Solution and 
Scaling Laws. 
NRL-MR-3578 78-12 18A PC A02/MF A01 


High Energy lon Expansion in Laser-Plasma In- 
teractions. 


AD-A049 504/4G! 78-09 20! PC A02/MF A01 


High Energy lon Expansion in Laser-Plasma in- 
teractions. 
NRL-MR-3669 


High Energy 
Plasma. 
AD-A046 799/3GI 


High Energy 
Plasma. 
NRL-MR-3549 78-06 201 PC A02/MF A01 


High-Energy lons in Laser-Plasma Interactions. 
AD-A049 061/5GI 78-08 20! PC A02/MF A01 


High-Energy lons in Laser-Plasma Interactions. 
NRL-MR-3577 78-13 201 PC A02/MF A01 


78-16 18A PC A02/MF A01 
lons from a Nd-Laser Produced 


78-03 201 PC A02/MF A01 
fons from a Nd-Laser Produced 


Laser-Fusion Studies at NRL - A Report to ERDA 
for the Period July 1975 to September 1976. 
AD-A050 089/2G! 78-10 20E PC A10/MF A01 


DECOSTE, REAL 


High-Energy ton Expansion in Laser-Plasma in- 

teractions. 

AD-A057 439/2G! 78-23 201 
DECOSTER, R. J. 


Reply in Response to Comment by E. W. Hones. 
N77-32879/7GI 78-02 201 PC A02/MF A01 


DECROOCA, D. 
Solubilization of Coal in Organic Media. 
N78-11213/3GI 78-06 7D PC A03/MF A01 
DECYK, V. K. 
Excitation of Lower Hybrid Waves 


Plasma. 
AD-A056 844/4G! 


DEDERICHS, B. 


Radiation Chemical Addition of Dimethylformamide 
to alpha -Olefins. 
BMFT-FB-K-77-03 


DEDIEMAR, NANCY 


PSRO: An Evaluation of the Professional Standards 
Review Organization. Volume 5. A Comprehensive 
Case Study: The Colorado PSRO Experience. 

PB-277 040/2GI 78-10 6E PC A17/MF A01 


DEDNEY, RAYMOND 


Characteristics of the Sidewall and Floor Boundary 
Layers in BRL Supersonic Wind Tunnel Number 1. 
AD-B008 566/2G! 78-14 20D PC A03/MF A01 


Environmental Quality Assessment in Multiobjective 
Planning. 
PB-279 219/0GI 


DEEDS, R. S. 
Heat Transfer Characteristics of a Surface Type 
Direct Contact Boiler. 
1DO/1523-2 78-04 10A PC AO0S/MF A01 


THERRP: A Thermodynamic Properties Program. 
TREE-1081 78-07 7D PC A06/MF A01 


Operational Constraints on the Design and Imple- 
mentation of Health Education Research in a 
Teaching Hospital Setting. 

HRP-0006668/8G! 78-15 6E PC A02/MF A01 


Research in Meteor-Scatter Communication 
AD-144 562/6GI 78-16 17B PC A02/MF AO1 


DEEG, H. J. 


Theoretical and Experimental Investigations on 
Shock Waves in Gas-Solid Flows Theoretische und 
Experimentelle Untersuchungen von Druckwellen in 
Gas-Feststoff-Stroemungen. 

N77-33468/8GI 78-04 20! 


DEEGAN, ARTHUR X. 
Management by Objectives for Hospitals. 
HRP-0026592/6GI 78-25 6E Not Available NTIS 
DEEHR, CHARLES STERLING 


Reprint: Simultaneous Observations of Discrete and 
Diffuse Auroras by the ISIS 2 Satellite and Airborne 
Instruments. 

AD-A049 002/9G! 


DEEL, OMAR 


Engineering Data on New Aerospace Structural 
Materials. 
AD-A054 461/9GI 


DEELY, DAN 


Water Quality Management Guidance for Mine-Re- 
lated Pollution Sources (New, Current, and Aban- 
doned). 

PB-280 625/5GI 


DEEM, ROBERT N. 


Predicting Powered Support Equipment and As- 
sociated Maintenance Manpower Requirements. 
AD-A048 876/7GI 78-08 5! MF A01 


DEEMER, ROBERT L. 


Revised Economic Inventory Procedure (EIP) Tables 
for DARCOM Depots. 
AD-A047 993/1G! 


DEEN, J. R. 


Alternative Fuel Cycle Options: 
Characteristics and 
Growth Potential. 
ANL-77-70 


DEEPAK, A. 
Inversion Methods in Atmospheric Remote Sound- 


ing. 
N78-12586/1GI 


PC A07/MF A01 


in a Finite 


78-22 201 PC A03/MF A01 


78-26 7E PC A03/MF A01 


78-14 13B PC A08/MF A01 


PC A07/MF A01 


78-08 4A PC A02/MF A01 


78-17 1C PC A10/MF A01 


78-16 13B PC A10/MF A01 


78-06 15E PC A04/MF A01 


Performance 
Impact on Nuclear Power 


78-11 181 PC A03/MF A01 


78-07 4A PC A99/MF A01 





DEES, JAMES W. 
Hearing Degradation While Wearing Cold Weather 
Headgear, 
AD-A054 103/7GI 
DEESE, D. A. 


Legal, Political, and Institutional Implications of the 
Seabed Assessment Program for Radioactive Waste 
Disposal. 

CO00/4172-1 


DEESE, DAVID A. 


Sub-Seabed Disposal of Radioactive Waste: Preven- 

tion or Management. 

PB-279 502/9GI 
DEETS, CAROL 

Evaluating the Effectiveness of Selected Continuing 

Education Offerings. 

HRP-0024262/8G! 78-19 51 Not Available NTIS 

Outcome Criteria Based on Standards. 

HRP-0024358/4G!I 78-23 6E Not Available NTIS 
DEEVEY, EDWARD S. JR. 

The Natural C14 Contents of M Terials from Hard 

Water Lakes 

AD-028 845/6GI 78-16 8H PC A02/MF AO1 

Yale Natural Radiocarbon Measurements. |. Pyramid 

Valley, New Zealand, and Its Problems 

AD-011 716/8GI 78-14 8G PC A02/MF A01 


DEFACIO, B. 


Path Integral Representation of S-Matrix. 
IS-M-121 78-13 20H PC A02/MF A01 


DEFANT, F. 


A Kinematic-Graphical Method for the 24 Hour 
Prognosis of the 500-Mb Chart 
AD-010 294/7GI 78-18 4B PC A0Q2/MF A01 


DEFAUCHY, J. 

Device for Thermal Shielding of a Reactor Vessel. 

ANL-Trans-1121 78-16 181 PC A02/MF A01 
DEFAY, ELIZABETH A. 

Federal Coordinative Strategies. 

SHR-0001839 78-10 5K PC A03/MF A01 
DEFIELD, J. G. 


Disposal of Radioactive lodine in Space. 
N78-31740/1GI 78-26 18G PC A03/MF A01 


DEFILIPP!, GEORGE JR. 
Station Keeping at the L4 Libration Point: A Three- 


Dimensional Study. 
AD-A048 965/8GI 


DEFILIPPS, P. J. 


Manpower Analysis in Transportation Safety. 
PB-275 445/5GI 78-06 51 PC A16/MF A01 


DEFOE, DAVID L. 


Reprint: Chronic Effects of Cadmium and Zinc Mix- 
tures on Flagfish (Jordanelila floridae). 
PB-284 034/6GI 78-23 6T PC A02/MF A01 


Temperature Safety Device for Aquatic Laboratory 


Systems. 
PB-274 390/4GI 


DEFOIX, C. 


Confirmation of a Broad Structure in Formation 
Near Threshold in the Reaction Anti-Pp Implies pi 
exp + pi exp - pi exp + pi exp - pi exp 0. 
Evidence for a Corresponding Enhancement in the 
Channel Anti-Pp implies Neutrals. 

LPC-76-10 78-03 20H MF A01 


Experimental Evidence for a Anti-Pp implies K sub 


10 K exp + - pi exp + - Effect in Formation at 
2.01GEV. 
LPC-76-08 


DEFOREST, S. 


The Effect of Environmental Plasma Interactions on 
the Performance of the Solar Sail System. 
N78-13325/3GI 78-08 22B PC A06/MF A01 


Study of Effects of Space Power Satellites on Life 
Support Functions of the Earth's Magnetosphere. 
N78-29674/6GI 78-24 6F PC A08/MF A01 


DEFRAN, R. H. 


Dolphin Trainer's Handbook. Part 1. Basic Training. 
AD-A056 636/4GI 78-21 6C PC A04/MF A01 


DEFRANCE, RUDOLPH B. 


Managing the Balance: Executive-Legislative Roles 
in Foreign Policy. 
AD-A054 368/6G! 78-17 5D PC A02/MF A01 


DEFREITAS, MICHAEL H. 
Artificially Simulating the Geological History of 
Cla 


y- 
AD-A046 946/0GI 
DEFRETIN, G. 


Effect of Solidification Thermal Parameters on the 
Quality of a Cast Piece. 
ORNL-tr-4455 78-14 


78-17 6Q PC A03/MF A01 


78-17 18G PC A03/MF A01 


78-13 18G PC A19/MF A01 


78-08 22B PC A06/MF A01 


78-05 


14B PC A02/MF A01 


78-08 20H MF AO1 


78-04 8G PC A12/MF A01 


11F PC A02/MF A01 


DEFRIES, HUGH O. 
Reprint: Hearing Loss after Eustachian Tube Liga- 
tion Measured Electrocochleographically. 
AD-A053 894/2GI 78-16 6P PC A02/MF A01 
DEFRIES, T. 
Ho gy Self-Diffusion in Compressed Liquid Heavy 
ater. 
AD-A046 525/2GI 
DEFRIESE, GORDON H. 
Physician Receptivity to Nurse Practitioners -- A 
Study of the Correlates of the Delegation of Clinical 


Responsibility. 
HRP-0025071/2GI 


DEFRONZO, RALPH 
Carbohydrate Intolerance in Uremia: insulin Re- 
sistance and Hypersensitivity to Glucagon. 
PB-284 687/1GI 78-24 6E PC A03/MF A01 
DEGAN, JAMES W. 


Mechanical Aptitude Vi. A Re-Analysis of the Army 

Air Force Battery of Mechanical Tests, 

AD-490 043/7GI 78-20 5J PC A02/MF A01 
DEGELMAN, L. O. 


Parameter Grouping and Regionalizing to Simplify 
Solar Life Cycle Cost Models for Application to 

Solar Heating and Cooling of Buildings. Final Re- 
ort. 


p 
TID-27681 
DEGENER, M. 


Development of Modal Techniques Using Experi- 
mental Modal Data. End of Phase 1. 
N78-11191/1GI 78-06 22B PC A04/MF A01 


Dynamic Response Analysis of Spacecraft Struc- 
tures Based on Modal Survey Test Data Including 
Nonlinear Damping. 

N78-17144/4GI 78-12 22B PC A04/MF A01 
Dynamic Response Analysis of Spacecraft Struc- 
tures Based on Model Survey Test Data Including 
Nonlinear Damping. 
N78-14092/8GI 


DEGENHARDT, K. H. 


MUMTI A_ Multi-User-Multi-Task-interpreter for 
Process-Control Applications with CAMAC. 
HMI-B-228 78-19 9B MF A01 


DEGGES, T. C. 


Comparison of ICECAP and EXCEDE Rocket Mea- 
surements with Computer Code Predictions. 
AD-A047 526/9GI 78-05 4A PC A10/MF A01 


DEGGES, THOMAS C. 


Reprint: Rocketborne Measurement of Mesospheric 
H20 in the Auroral Zone. 
AD-A045 500/6GI 78-01 


DEGIOVANNI, INA SUE 


Beyond Outcomes -- Evaluating Staff Functioning 
on an Inpatient Psychiatric Ward. 
HRP-0025553/9GI 78-22 6E Not Available NTIS 


DEGISCHER, H. P. 


Model Calculations for Evaluation of Bulk- and 
Grain Boundary Diffusion Coefficients. 
SGAE-2547 78-26 20L PC A02/MF A01 


DEGISI, S. L. 


Improved Bondability of Molded Rigid Urethane 
Form by Plasma Treatment. 
BODX-613-1915 78-18 


DEGNAN, J. J. 


Life Test Results for an Ensemble of CO2 Lasers. 
N78-27404/0GI 78-23 20F PC A03/MF A01 


DEGOES, J. 


Vehicle Selection Matrix. 
PB-282 575/0GI 78-20 


DEGONIA, P. K. 


A Study of a Self Healing Radar Signal Processor. 
AD-A056 255/3GI 78-21 171 PC A06/MF A01 


DEGRAAF, E. A. B. 

Application of Failure Analysis in Aviation. 
N78-14449/0GI 78-09 1C PC A04/MF A01 
The Determination of Crack Propagation Curves 
with the Aid of Electron Microscopy. 

N78-18475/1GI 78-13 11F PC A02/MF A01 
Preliminary Investigation into the Application of 
Magnetic Rubber Inspection (M.R.1.). 

N78-26507/1GI 78-21 13H PC A02/MF A01 
Present and Possible Future Applications of 


Neutron Radiography in Aviation in the Netherlands. 
N78-28476/7GI 78-23 1C PC A02/MF A01 


Repair Machining and inspection of Cracked Com- 

ponents. 

N78-29483/2GI 
DEGRAAF, J. G. A. 


Mechanism of Combustion of Solid Carbon. 
N78-19231/7GI 78-14 21B PC A02/MF A01 


78-03 7D PC A02/MF A01 


78-20 6E Not Available NTIS 


78-07 13A PC A06/MF A01 


78-09 22B PC A04/MF A01 


4A PC A02/MF A01 


13H PC AQ2/MF A01 


13F PC A08/MF A01 


78-24 11F PC A02/MF A01 


DEHNE, H. C. 


DEGRABA, MICHAEL E. 


Pyrotechnically Activated Lithium-Chlorine Cell hav- 
ing a Lithium Vapor Barrier. 
PATENT-4 087 591 
78-25 
DEGRAEVE, G. MICHAEL 

Disinfection Efficiency and Residual Toxicity of 
Several Wastewater Disinfectants. Volume II. Wyom- 
ing, Michigan. 
PB-274 448/0GI 


DEGREY, S. P. 


Utilization of Waste Heat in Trucks for increased 
Fuel Economy. 
N78-27532/8GI 


DEGROOT, J. S. 


Acceleration of Solid Macro-Particles 
Produced Ablation. 
UCRL-79732 78-20 18A PC A02/MF A01 


Trapped Particles and Harmonic Generation. 
UCRL-13727 78-04 201 PC A02/MF A01 
DEGROOT, MORRIS H. 


Optimal Challenges for Selection. 
AD-A052 829/9G! 78-14 12B PC A03/MF A01 


DEGTYAREV, A. G. 
High-Pressure Gas Lasers Using Molecular Electron 
Transitions. 
UCRL-Trans-11265 
DEHART, ROBERT Cc. 
A Wet and Dry Deep Submergence Electrical Power 
Transmission System. Phase |. Volume I. 
AD-892 356/7GI 78-24 9A PC A05/MF A01 
A Wet and Dry Deep Submergence Electrical Power 


Transmission System. Phase Il. Volume Il. 
AD-892 357/5GI 78-24 9A PC A04/MF A01 


10C Not available NTIS 


78-05 13B PC A06/MF A01 


78-23 10A PC AQ3/MF A01 


by Laser 


78-06 20F PC A04/MF A01 


A Wet and Dry Deep Submergence Electrical Power 
Transmission System. (Phase 1). 
78-24 9A PC A07/MF A01 


AD-862 148/4GI 
DEHAVEN, J. 


Reprint: Production of Neutral Atoms by Pulsed 
Laser Heating. 
AD-A054 867/7GI 


DEHAVEN, P. W. 


Investigation of Metal Hydrides Using Multiple 
Wavelength Neutron Powder Diffraction and the 
Crystal Structure Determinations of the 2,4- 
Dinitrophenylhydrazone Derivative of 5- 
Bromomethylidenecyclononanone and the 1- 
Hydroxy-6-aceto xy-10 alpha -bromo- 
bicyclo(4.3.1)Deca-3-ene. 

IS-T-748 78-06 7D PC A08/MF A01 


DEHEER, LEROY H. 


Phase | Inspection Report. National Dam Safety 
Program. East Lake Dam. Cumberland County, New 
Jersey. 

AD-A056 562/2G! 


DEHGAN, BIJAN 


Propagation and Culture of New Species of 
Drought-Tolerant Plants for Highways. 
PB-273 477/0GI 78-02 13B PC A09/MF A01 


DEHL, R. E. 


Interaction of Blood Proteins with Solid Surfaces. 
PB-279 827/0GI 78-16 6L PC A04/MF A01 


DEHLIN, OVE 


Psychological Perception of Nursing Aides’ Work. 
An Attitude Study in a Geriatric Hospital. 
HRP-0023505/1Gi 78-15 6E Not Available NTIS 


DEHLINGER, PETER 


Oregon State University Seismological Bulletin No. 
5 July 1 to September 30, 1964. 
AD-470 459/9GI 78-14 8K PC A02/MF A01 


Reliability at Sea of LaCoste-Romberg Surface-Ship 
Gravity Meter S-9 when Accelerometer Damping is 
0.75 that of Critical. 
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Wideband Waveguide Lens. 
PAT-APPL-872 203/GI 78-12 9A PC A02/MF A01 


DIONNE, JEAN-CLAUDE 


Notion of Ice-Foot with Special Reference to the 
Saint-Laurent Estuary -- Translation. 
AD-A056 041/7G! 78-21 8L PC A03/MF A01 


bIOSI, L. 


Extension of the Generator Functional Technique; 
the General Method of the Correction of Detection 
Losses in High Energy Measurements. 

KFKI-76-39 78-01 18D MF A01 


DIPASQUA, ALDO 


The Cartographic System. 
AD-A049 228/0GI 78-08 8B PC A04/MF A01 


DIPASQUALE, L. C. 


Reprint: Disposition of 14C and/or 74As-Cacodylic 
Acid in Rats After intravenous, intratracheal, or 
Peroral Administration. 

PB-278 450/2GI 78-14 6T PC A02/MF AO1 


DIPERNA, R. J. 


Reprint: The Riemann Problem for Certain Classes 
of Hyperbolic Systems of Conservation Laws. 
AD-A051 113/9GI 78-12 12A PC A03/MF A01 


DIPERNA, RONALD J. 


Uniqueness of Solutions to Hyperbolic Conservation 
Laws. 
AD-A054 557/4GI 78-17 12A PC A03/MF A01 


DIPERSIO, J. 


X-Ray Topographic Experiments with Si, Ge, alpha- 
S, HMT and PtCo Crystals and with Integrated Cir- 
cuits Using Synchrotron Radiation... 

N78-17319/2GI 78-12 20L PC A02/MF A01 


DIPILLO, SALVATORE A. 


Connecticut Occupational Staffing Patterns: 
Federal, State and Local Governments, 
PB-281 752/6GI 78-18 5!i PC A03/MF A01 


DIPIPPO, R. 


Minutes: Fourth Meeting of the Centers for the 
Analysis of Thermal/Mechanical Energy Conversion 
Concepts. Report No. Catmec/3. 

COO-4051-4 78-03 81 PC A09/MF A01 


Minutes: Sixth Meeting of the Centers for the Analy- 
sis of Thermal/Mechanical Energy Conversion Con- 
cepts. 

COO-4051-9 78-17 8| MF A01 


DIPPE, STEPHEN E. 


Reprint: Are Abnormalities in Insulin Secretion 
Responsible for Reactive Hypoglycemia. 
AD-A050 979/4GI 78-11 6E PC A02/MF A01 


DIPPOLD, D. G. 


Economic Effects of Metallic Corrosion in the 
United States. Appendix B. Part Il. A Report to NBS 
by Battelle Columbus Laboratories. 

PB-282 632/9GI 78-20 11F PC A12/MF A01 


Economic Effects of Metallic Corrosion in the 
United States. Appendix C. Battelle Columbus 
Laboratories Input/Output Tables. 

PB-279 430/3GI 78-20 11F PC A99/MF A01 


DIPRIMA, R. C. 


Reprint: Amplification Rates and Torques for 
Taylor-Vortex Flows between Rotating Cylinders. 
AD-A045 885/1GI 78-01 20D PC A02/MF A01 


Bending Vibrations of Uniform Twisted Beams 
AD-243 975/0GI 78-13 13M PC A02/MF A01 


Numerical Investigation of the Effect of a Coriolis 
Force on the Stability of Plane Poiseuille Flow. 
AD-A049 521/8GI 78-09 20D PC A03/MF A01 


Some Variational Principles for Problems in 
Hydrodynamic and Hydrodymagnetic Stability 
AD-229 361/1GI 78-16 20D PC A02/MF A01 


DIRECTOR, B. 


Pressurized Multiwire Proportional Chamber for 

Neutron Imaging. 

LBL-6779 78-17 18D PC A02/MF A01 
DIRECTOR, MARK N. 

Reprint: An Experimental Investigation of Variable 

Energy Blast Waves. 

AD-A048 700/9GI 78-07 19D PC A02/MF A01 


Reprint: An Experimental Investigation of Variable 
Energy Blast Waves. 
AD-A058 313/8GI 78-24 19D PC A02/MF A01 


Reprint: Predictions of Variable-Energy Blast 
Waves. 
AD-A058 314/6GI 78-24 19D PC A02/MF A0O1 


DIRENZO, JOHN F. 
Air Quality Impacts of Transit Improvement, 
Preferential Lane, and Carpool Programs: An An- 


notated Bibliography of Demonstration and Analyti- 
cal Experience. 


PB-282 347/4GI 78-19 13B PC A0S/MF A01 

Air Quality Impacts of Transit Improvement, 

Preferential Lane, and Carpool/Vanpool Programs. 

PB-282 346/6GI 78-19 13B PC A06/MF A01 
DIRKES, M. ANN 

Do-it-Yourself Kit for Individualized and Indepen- 

dent Learning, 

ED-144 525 78-08 5! Not available NTIS 


DIRKSE, T.P. 


A Study of the Oxides of Silver 
AD-084 335/9GI 78-02 7D PC A02/MF A01 


A Study of the Oxides of Silver 
AD-099 421/0GI 78-02 7D PC A02/MF A01 


A Study of the Oxides of Silver 
AD-118 885/3G! 78-13 7D PC AQ2/MF A01 


A Study of the Oxides of Silver 
AD-135 164/2GI 78-11 7D PC A02/MF A01 


DIRKSE, THEDFORD P. 


The AgO-Ag20 Electrode in Alkaline Solution 
AD-253 663/9G! 78-13 7D PC A02/MF A01 


The Cathodic Behavior of AgO in Alkaline Solutions 
AD-233 898/6GI 78-13 70 PC A02/MF A01 
Constant-potential and constant-current silver-cad- 
mium cells. 

AD-469 933/6GI 78-14 10C PC A02/MF A01 


Corrosion of the Zinc Electrode in the Silver-Zinc- 
Alkali Cell 
AD-150 753/2GI 78-13 10C PC A02/MF A01 


The Electrolytic Transition of Ag2O to AgO in Al- 
kaline Solutions 

AD-200 602/1GI 78-11 7D PC A02/MF A01 
The Oxidation of the Silver Electrode in Alkaline 
Solutions 

AD-217 758/2GI 78-11 7D PC A02/MF A01 
The Stability and Solubility of AgO in Alkaline Solu- 
tions 

AD-227 077/5GI 78-11 7D PC A02/MF A01 


The Standard Potential of the Ag/Ag20 Electrode in 

Alkaline Solutions 

AD-248 618/1GI 78-11 7D PC A02/MF A01 
DIRR, PETER J. 

School TV Utilization Study, 

ED-148 397 78-26 51 Not available NTIS 
DISALVO, LOUIS H. 


Assessment and Significance of Sediment-As- 
sociated Oil and Grease in Aquatic Environments. 
AD-A050 044/7Gi 78-10 138 PC A08/MF A01 


Reprint: ‘Vibrio anguillarum’ and Larval Mortality in 
a California Coastal Shellfish Hatchery. 
AD-A051 901/7GI 78-13 6M PC A02/MF A01 


DISCENZA, RICHARD 


Administering Long-Term Care Services -- A Deci- 

sion-Making Perspective. 

HRP-0025449/0GI 78-19 5A _ Not Available NTIS 
DISERENS, N. J. 

Gfun3d User Guide. 

RL-76-029/A 78-04 20G MF A01 

Toroidal Simulation for a Superconducting 

Tokamak. 

RL-77-040/A 78-06 18A MF A01 
DISHON, J. 

Experimental Studies of Soil Thermal Irradiation. 

Volume Il. Thermochemical Pulse Generator 

Development. 

AD-A058 303/9G! 78-24 8M PC A04/MF A01 
DISMUKE, K. I. 

Reprint: The Carbon Four Molecule. 

AD-A052 194/8GI 78-13 7D PC A02/MF A01 


Reprint: Optical and ESR Spectra of the Butadiny! 
Radical in Rare Gas Matrices at Four Degrees K. 
AD-A058 167/8GI 78-24 7D PC A02/MF A01 


DISMUKES, EDWARD B. 


Fly Ash Conditioning with Sulfur Trioxide. 
PB-276 651/7GI 78-09 7A PC A04/MF A01 


DISNEY, R. K. 


Radiation Protection/Shield Design: A Need for a 

Systems Approach. 

CONF-770401-24 78-01 18F PC A02/MF A01 
DISNEY, RALPH L. 

Reprint: An M/M/1 Queue with Delayed Feedback. 

AD-A049 099/5G! 78-08 12B PC A02/MF A01 


Research into Queueing Network Theory. 
AD-A047 148/2GI 78-04 12B PC A03/MF A01 


DITTER, JEROME F. 


DISSINGER, G. R. 
Development of a Modular Software System for the 
Dynamic Simulation of Coal Conversion Plants. 
Quarterly Report. 
FE-2338-6 


78-13 7A PC A02/MF A01 
DISTEFANO, ANTHONY F. 


Rationalizing the Delivery of Eye Care -- Part I. 
HRP-0025539/8G! 78-24 6E Not Available NTIS 


Rationalizing the Delivery of Eye Care -- Part ll. 
HRP-0025540/6GI 78-24 6E Not Available NTIS 


Rationalizing the Delivery of Health Care -- Part Ill. 
HRP-0025541/4GI 78-24 6E Not Available NTIS 


DISTEFANO, J. R. 


Creep-Rupture Properties and Corrosion Behavior 
of 2 1/4 Cr-1 Mo Steel and Hastelloy X Alloys in 
Simulated Htgr Environment-interim Report. 

ORNL/TM: 1 78-08 18J PC A03/MF A01 


Safety Status of HTGR Structural Ceramics. 
ORNL/TM-5680 78-09 18) PC A03/MF A01 


DISTEFANO, T. 


Study of the Physics of insulating Films as Related 
to the Reliability of Metal-Oxide Semiconductor 
Devices. 

AD-A048 483/2G! 78-07 20L PC A06/MF A01 


DISTEFANO, T. H. 


Reprint: Electronic Structure of SiO2, Si(x)Ge(1- 
x)O2, and GeO2 from Photoemission Spectroscopy. 
AD-A047 337/1GI 78-05 20L PC A02/MF A01 


DISTEFANO, THOMAS H. 


Reprint: The Electronic Structure of Si02, GeO2 
and Intermediate Si(x)Ge(1-x)O2 Compositions Ex- 
periment and Theory. 

AD-A045 552/7GI 78-01 20L PC A02/MF A01 


DISTENFELD, C. H. 


High Efficiency Mixed Species Radioiodine Air 
Sampling, Readout, and Dose Assessment System. 
BNL-22307 78-01 18H PC A02/MF A01 


Monitoring of Radioiodine from Containment Ac- 
cidents. 
BNL-23112 78-09 18H PC A02/MF A01 


DISTIN, J. 


Office of University Affairs Management information 
System: Users Guide and Documentation. 
N78-10947/7GI 78-05 5A PC A17/MF A01 


DITCHBURN, R. G. 


Extraction of Thorium from Solution Using 
Tribenzylamine. 
INS-LN-43 78-09 7D MF A01 


Measurement of Steam Separator Efficiency Using 
Sodium 24. 
INS-R-192 78-09 18E MF A01 


DITLOV, V. A. 


Determination of Nuclear Charges by the Method of 
Grain Counting in Heavy Particles Tracks. 
AED-Conf-76-421 -006 78-04 18D MF A01 


DITMARS, D. A. 


Measurements and Standards for Nuclear Materials 
Safeguards. 
PB-277 829/8G! 78-10 18J PC A02/MF A01 


DITMARS, J. D. 


OTEC Physical and Climatic Environmental impacts: 
An Overview of Modeling Efforts and Needs. 
CONF-780236-1 78-23 10A PC A02/MF A01 


Water Resources Research Program. Thermal 
Plumes from Submerged Discharges at Zion 
Nuclear Power Station: Additional Prototype Mea- 
surements of Interacting Plumes. 

ANL/WR-77-3 78-26 13B PC A04/MF A01 


DITSWORTH, G. R. 


New York Bight Suspended Matter and Oceano- 

graphic Data 1973-1974. Total Suspended Matter; 

Traverse Stations, June, 1974 and Prior Cruises; 

Total Suspended Matter and Physical Oceano- 

— Data June-July, 1974 Cruise; Total 
uspended Matter, December, 1974, Cruise. 

PB-281 188/3G! 78-18 138 PC AOS/MF AO1 


DITTBENNER, G. R. 
Fabrication Procedure for the Adiabatic Surface 


Thermometer. 
UCID-17484 78-03 148 PC A02/MF AQ01 


Measured Air Overpressures, Soil-Particle Pres- 
sures, and Slumps During the Pre-ASIAGO U2Ar 
Stemming Experiment. 

UCID-17619 78-20 18C PC A04/MF A01 


DITTER, JEROME F. 


Synthesis of Beta-Methyl Derivatives of 2,4-Dicarba- 
Closo-Heptaborane-7. 
PATENT-4 065 509 78-11 7C Not available NTIS 


PA-343 





DITTERT, ALFRED E. JR. 


Pattern Mathematics and Archaeology. 1. The Pat- 
tern Technology of the Hohokam, and 2. A Guide to 
Analyzing Prehistoric Ceramic Decorations by Sym- 
metry and Pattern Mathematics. 

PB-279 315/6GI 78-15 5F PC A0O5/MF A01 


DITTMAN, DAVID A. 


Foundation for Health Care Regulation: PL 92-603 
and PL 93-641. 
HRP-0017679/2GI 


DITTMAN, R. 


Changes in the surface structure of a single crystal 
molybdenum point with temperature and applied 
electric field. Field emission patterns. Cyclic sharp- 
diffuse effect. Arrhenius plots. 
AD-404 758/5GI 78-01 


DITTMAN, ROGER R. 


A Study of the Fundamentals of 
Storage and Retrieval 
AD-229 709/1GI 


DITTMAR, E. 


New Concepts of Control Centre Design and 
Development. Supervision of an Electric Power Dis- 
tribution System. 
KFK-PDV-106 


DITTMAR, J. H. 


Interaction of Rotor Tip Flow Irregularities with Sta- 
tor Vanes as a Noise Source. 
N77-32156/0GI 78-02 21E PC A02/MF A01 


A Parametric Investigation of an Existing Super- 
sonic Relative Tip Speed Propeller Noise Model. 
N78-13854/2GI 78-08 20A PC A02/MF A01 


Reduction of Fan Noise in an Anechoic Chamber by 
Reducing Chamber Wall induced Inlet Flow 
Disturbances. 

N78-22860/8G! 


DITTMER, DAVID L. 


Estimated Health Benefits and Costs of Post-Onset 
Care for Stroke. (in a Three-State Area -- Min- 
nesota, North Dakota, and South Dakota). 

HRP-0018825/0GI 78-19 6E PC A06/MF A0O1 


DITTMER, KARL 


Specific Antagonists of Biologically Active Com- 
pounds 
AD-225 278/1GI 


DITTMER, PHIL H. 


An Observational Search for Large-Scale Organiza- 
tion of Five-Minute Oscillations on the Sun. 
AD-A047 842/0GI 78-06 3B PC A02/MF A01 


An Observational Search for Solar Pulsations at 
Periods from Seven to Seventy Minutes. 
AD-A047 841/2GI 78-06 3B PC A03/MF A01 


DITWILER, C. DIRCK 


The Redistributional Consequences of Public 
Recreation Provision at the Potholes Reservoir - 
Columbia Basin Project, Washington. 

PB-280 295/7GI 78-16 13B PC A07/MF A01 


DITZLER, W. R. 


Projection Chambers and de/DxX at Isabelle. 
BNL-23423 78-13 18D PC AQ2/MF A01 


DIVAN, P. 
Aerodynamic Preliminary Analysis System. Part 2: 


User's Manual and Program Description. 
N78-24043/9GI 78-19 1A PC A09/MF A01 


DIVEN, B.C. 


Equation-of-State Experiments in the Pressure Re- 
gion Near 20 Megabars. 
LA-UR-77-1890 78-05 20L PC A02/MF A01 


DIVERS, E. F. 
Comparison of Five Types of Low-Energy Scrubbers 


for Dust Control. 
PB-283 204/6GI 


DIX, R. E. 


Influences of Sway Braces and Mounting Gaps on 
the Static Aerodynamic Loading of External Stores. 
AD-A054 963/4GI 78-18 1C PC A07/MF A01 


DIXMIER, J. 


Corrosion by Uranium Hexafluoride. Part 2. 
GAT-Z-5049 78-07 7D PC A02/MF A0O1 


DIXON, A. J. 


Factorized Distorted Wave Approximation for the 
(E,2E) Reaction on Atoms : Noncoplanar Symmet- 
ric. 

FIAS-R-18 


DIXON, BRIAN 


Chemical Mechanisms of Chemi- and _ Biolu- 
minescence. Reactions of High Energy Content Or- 
= Compounds. 

D-A056 590/3GI 


78-05 5D Not Available NTIS 


11F PC AQ2/MF A01 


Information 


78-01 9B PC AOS/MF A01 


78-23 9C PC A06/MF A01 


78-17 20A PC A02/MF A01 


78-13 6A PC A02/MF A01 


78-22 13B PC A03/MF A01 


78-18 70 MF A01 


78-21 7D PC A03/MF A01 


PA-344 


DIXON, CHARLES J. 
Further Development of a Viscous Vortex/Wing In- 


teraction Program. 
AD-A046 342/2GI 
DIXON, D. 
Photographic and Video Techniques Used in the 1/ 
5-Scale Mark | Boiling Water Reactor Pressure Sup- 


pression Experiment. 
UCRL-52367(Rev.1) 


DIXON, D.R 


236-Z Canyon Utilization Study. 
ARH-CD-908 78-15 18J PC A02/MF A01 


Acquisition of the Ani 4-Mev Electrostatic Accelera- 
tor. Progress Report, September 1, 1976--August 
31, 1977. 

COO-1805-4 78-09 20G PC A02/MF A01 
Evaluation of the 241-S-111 Salt Well Jet Pump 


Prototype. 
RHO-CD-80 78-08 18G PC A03/MF A01 


In-Situ Drying Process Test Proposal. 
RHO-CD-12 78-06 18G PC A02/MF A01 
DIXON, E. JAMES JR. 
Western Gulf of Alaska Cultural Resource Study. 
Final Report. Volume 1, 
PB-281 509/0GI 78-18 8G PC A10/MF A01 
DIXON, E. R. 
Interactive Parameter Analysis Program (IPAP) 
(User's Manual) (Revision). 
AD-A052 151/8GI 78-13 
DIXON, ERNEST M. 
Reprint: Dilatation of the Pupils 
Poisoning, 
PB-279 752/0GI 
78-15 6T (Order as PB-279 739, MF A01) 
Reprint: Exposure to Organic Phosphorus Sprays 
and Occurrence of Selected Symptoms, 
PB-276 869/5GI 
78-10 6J (Order as PB-276 868, MF A01) 


DIXON, GENE A. 
Olfactory Threshold of Chlorine in Oxygen. 
AD-A046 015/4GI 78-02 6P PC A02/MF A01 


Thermal Energy Analysis of Dimethylinitrosamine 
and its Recovery in Soil and Water. 
AD-A054 950/1GI 78-18 14B PC A02/MF A01 


DIXON, GORDON H. 


Peptides Combined with 14C-Diisopropyl Phosphor- 
y! Following Degradation of 14C-Dip-Trypsin with a- 
Chymotrypsin 

AD-108 011/8Gi 78-22 7D PC A02/MF A01 
The Reaction of Dfp with Trypsin 

AD-106 188/6G! 78-22 7D PC A02/MF AO1 


DIXON, J. D. 


Study of Coal Mine Roof Behavior During Mining. 
UCRL-79145 78-04 81 Not available NTIS 


DIXON, JANE K. 


Faculty and Student Perceptions of Effective Class- 
room Teaching in Nursing. 
HRP-0016852/6G! 78-11 51 


DIXON, JOHN 


Rehabilitation -- A Team Approach To Total Patient 
Care. 
HRP-0024748/6GI 


DIXON, JON M. 


Computerized Education and Training Record. 
HRP-0017822/8Gi 78-02 5B Not Available NTIS 


DIXON, JULIAN 


A Model Penal Code for the State of California. A 
Study and Recommendation by the Staff of the As- 
sembly Committee on Criminal Justice, 1975-1976, 

PB-274 523/0GI 78-04 5D PC AO0S/MF A0O1 


DIXON, K. 


Rapid Method for the Determination on Fluoride in 
Geological Samples. 
NIM-1886 


DIXON, KENNETH R. 


A Model for Predicting the Effects of Sewage Ef- 
fluent on Wetland Ecosystems, 
PB-273 024/0GI 78-01 13B PC AO5/MF A01 


DIXON, L. C. W. 


The Optimisation of Satellite Trajectories. Volume 2: 
Theory. 
N78-13096/0GI 


DIXON, MARTIN V. 


High Altitude Attitude Determination Study. 

AD-A053 322/4GI 78-15 22A PC A12/MF A01 
DIXON, NANCY 

Measuring the Quality of Patient Care -- The Ra- 

tionale for Outcome Audit. 

HRP-0015713/1GI_ 78-09 6E Not Available NTIS 


78-03 1A PC AQ5/MF A01 


78-20 181 PC A02/MF A01 


13J PC A04/MF A01 


in Parathion 


Not Available NTIS 


78-25 6E Not Available NTIS 


78-09 8D MF A01 


78-08 22C PC A03/MF A01 


DIXON, PETER S. 


Environmental Quality Research. Use of Unicellular 

Algae for Evaiuation of Potential Aquatic Contami- 

nants. 

AD-A051 327/5GI 
DIXON, PONCE D. 

Development of a Procedure for the Evaluation of 

Soil Subsampling Routine | (Feasibility of a Weak 


Beta Emitter as a Radioactive Tracer). 
AD-A054 734/9GI 78-18 8M PC A02/MF A01 


DIXON, R. D. 
Electron-Beam Fusion Welding of Beryllium. 
RFP-2621 78-17 13H PC A03/MF A01 
Functions by dirichlet series. 
AD-412 861/7GI 78-01 12A PC AQ2/MF A01 
Statistical Tests for Locating Power in a Fourier 
Line Spectrum. 
RFP-2482 
DIXON, ROBERT H. 


Method of Producing Population Inversion and Las- 
ing at Short Wavelengths by Charge Transfer. 
PAT-APPL-889 072/GI 

78-16 20E PC A02/MF A01 


78-12 6F PC A02/MF A01 


78-09 131 PC A0Q2/MF A01 


DIXON, ROBERT M. 


Land Imprinter. 
PAT-APPL-866 079/GI 78-10 2C PC A02/MF A01 


DIXON, SAMUEL 


Low Level Broadband Limiter having Ferrite Rod 
Extending through Dielectric Resonators. 
PATENT-4 027 256 78-10 9A _ Not available NTIS 


DIXON, SAMUEL JR. 


Ferrite Power Limiter for Radio Set AN/GRC-144. 
AD-A047 772/9GI 78-06 9A PC A02/MF A01 


DIXON, T. N. 


Analysis of 
Boreholes. 
ORNL/SUB-3696/1 


DIXON, WILFRID J. 


Selected Non-Carcinogenic Effects of Industrial Ex- 
posure to Inorganic Arsenic. 
PB-276 988/3GI 78-10 6J PC A03/MF A01 


DIZENOBIO, D. 


Digital Transmission over Analog Terrestrial Radio- 
Relay Links Using Frequencies under 10 Ghz. 
N78-24436/5GI 78-19 17B PC A02/MF A01 


DJADOUN, SAID 


Reprint: Ternary Systems Containing an Acidic 
Copolymer, a Basic Copolymer, and a Solvent. |. 
Phase Equilibria. 

PB-275 620/3GI 78-06 7D Not available NTIS 


DJAFARI-ROUHANI, B. 


Reprint: Elastic Continuum Theory of Interface- 
Atom Mean-Square Displacements. 
AD-A045 736/6G! 78-01 20L PC A02/MF A01 


DJAKARI, 


Reprint: Filariasis in West Kalimantan (Borneo), In- 
donesia. 
AD-A057 639/7GI 


DJALOEIS, A. 


Contribution to the Subject ‘Fracture Criteria for 
Graphite’. 
Juel-1355 


DJAMALI-SCHAHNI, D. 


Comparison of Several Computation Methods for 
Inductive Mhdchannel and Free Jet Converters with 
Nonmagnetic Liquid Metals as Working Fluids Ver- 
gleich Verschiedener Rechenverfahren fuer Induk- 
tive Mhd-Kanal- und Freistrahlwandler MIT Nicht- 
magnetischen Fluessigen Metallen als Arbeitsmittel. 
N78-11512/8GI 78-06 10B PC A02/MF A01 


Contribution to the Calculation of a Cylindrically 

Symmetric Inductive MHD Generator with Special 

Consideration to Finite Length. 

NP-22622 78-07 10B PC A0S/MF A01 
DJUKANOVIC, V. 

Alternative Approaches to Meeting Basic Health 


Needs in Developing Countries. 
HRP-0017079/5GI_ 78-12 6E Not Available NTIS 


DJURICIC, LJ. 


Quality Control and Testing UO2 Powder and Sin- 
tering Pellets for Nuclear Fuel for LWR in out of 
Pile Condition. 
IBK-1401 


OLASKE, R. 


State and Tendencies of Chemical Protection 
Against lonizing Radiation. A Literature Survey 
1976. 

SAAS-221 


DLOOGATCH, M. A. 


Dynamic SAM Endgame Model Analyst's Manual. 
Volume lI. 


Solutioning of Salt around Well 


78-23 18G MF A01 


78-23 6E PC A02/MF A01 


78-10 18J MF AO1 


78-01 18J MF A01 


78-26 6R PC A0S/MF A01 





AD-A058 050/6GI 78-24 16D PC A03/MF A01 


Dynamic SAM Endgame Model, Volume 2. User's 
Manual. 
AD-A058 192/6GI 78-24 16D PC A04/MF A01 


DLOUGY, Z 


Fast Fission lonization Chamber with 235 U Layers. 
JINR-3-9012 78-19 18D MF A01 


DLOUHY, Z. 


Management of Radioactive Waste from Nuclear 
Power Plants. 
AED-Conf-76-660-014 78-01 18G MF AQ1 


Studies of Migration and Dispersion of 
Radionuclides from the Storage of Radioactive 
Wastes. Finai Report for the Period 1 December 
1972 - 29 February 1976. 

IAEA-R-1310-F 78-08 18G MF A01 


DMITRACHENKO, V. M. 


Communication in Millimetric Wave Band--Transla- 
tion. 
AD-A046 861/1GI 78-03 17B PC A02/MF A01 


DMITREVSKIl, YU. P. 


Thermometric Characteristics of Silicon Semicon- 
ductor Diodes. 
IFVE-PEF-75-140 78-17 9A MF AO1 


DMITREVSKWJ, YU. P. 


Study on Particle Production with Large Transverse 
Moments in Nucleon-Nucleon interactions at 70 
GeV. Proposal of Experiment. 

IFVE-SEF/OP-74-150 78-22 20H MF A01 


DMITRIYEVA, N. N. 


Effect of Weightlessness Conditions on the Somatic 
Embryogenesis in tne Culture of Carrot Cells. 
N78-11662/1GI 78-06 6C PC A02/MF A01 


DNESTROVSKII, YU. N. 


Energy Balance in Large Tokamak Facilities. 
\AE-2494 78-26 201 PC A03/MF A01 


Prospects for Using Electron-Cyclotron Waves for 
Plasma Heating in Large Tokamak Facilities. 
\AE-2610 78-20 18A MF A01 


DO CARMO, L. C. S. 


Electron-Spin Resonance Studies of Phase Transi- 
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il. Benzidine. 

ORNL/EIS-86 78-21 6T PC A08/MF AC1 

Reviews of the Environmental Effects of Pollutants. 

tl. Chromium. 

ORNL/EIS-80 78-25 6T PC A14/MF AO1 

Reviews of the Environmental Effects of Pollutants: 

IV. Cadmium. 

ORNL/EIS-106 


DRURY, JOHN S. 


Reviews of the Environmental Effects of Pollutants 
Ul. Benzidine. 

PB-281 076/0GI 78-18 6F PC A08/MF A01 
Reviews of the Environmental Effects of Pollutants: 
tl. Chromium. 

PB-282 796/2GI 78-20 6F PC A14/MF A0O1 
Reviews of the Environmental Effects of Pollutants: 
IV. Cadmium. 

PB-283 085/9GI 78-21 


DRUSCHEL, R. E. 


Zirconium Metal-Water Oxidation Kinetics. Iv. Reac- 
tion Rate Studies. 
ORNL/NUREG-17 


ORUY, M. A. 


Anisotropic Electrical Conductivity of Partially 
Oriented Polyacetylene. 
AD-A058 378/1GI 78-25 7D PC A02/MF A01 


Reprint: Synthesis of Highly Conducting Films of 
Derivatives of Polyacetylene, (CH) sub x. 
AD-A057 628/0GI 78-23 7C PC A02/MF A01 


DRUZHININ, L. K. 


Preparation of Coatings by High-Temperature 
Spraying. 

BNWL-tr-291 78-21 
DRUZKOWSKI, M. 


Environmental Conditions and the Vegetation on 
Fly-Ash Heap Near Skawina. 
ORNL-tr-4570 78-17 2A PC A03/MF A01 


DRY, DENNIS R. 


Seasonal Skid Resistance Variations. 
PB-280 542/2GI 78-17 13B PC A05/MF A01 


ORYAPACHENKO, I. P. 


Neutron Flux Production in the exp 2 H(D,N) exp 3 
He Reaction at the Cyclotron. 
KIYI-76-28 


DRYDEN, E. H. 


Automatic Alignment System for the Twenty Beam 
Shiva Fusion Laser. 
UCRL-80249 


DRYDEN, J. A. 


A Critique of Spacecraft Cost Models. 
AD-A053 555/9Gi 78-16 22B PC A05/MF A01 


ORYER, F.L. 
Detailed Modeis of Hydrocarbon Combustion. 
UCRL-80896 78-21 7D PC A02/MF A01 


Fundamental and Semi-Global Kinetic Mechanisms 
of Hydrocarbon Combustion. Progress Report, 
March 1--September 30, 1977. 

CO0/4272-1 78-09 21B PC A03/MF A01 


DRYER, FREDERICK L. 


Oxidation Kinetics of Hydrocarbon Fuels. 
AD-A050 056/1G! 78-10 7D PC A03/MF A01 


ORYER, M. 


Reprint: On the Observation of a Flare-Generated 
Shock Wave at 9.7 AU by Pioneer 10. 
AD-A053 721/7GI 78-16 3B PC A02/MF A01 


DRYSDALE, F. R. 


Energetics of the United States of America: An 
Atlas. 


BNL-50501-R 78-15 
DRYSDALE, WILLIAM H. 


Sabot Design for a 105mm APFSDS Kinetic Energy 
Projectile, 


78-10 6C PC A04/MF A01 


13J PC A03/MF A01 


78-25 6T PC A12/MF A01t 


6F PC A12/MF A01 


78-05 181 PC A10/MF A01 


11C PC A04/MF A01 


78-10 20G MF A01 


78-14 18A PC A02/MF A01 


10A PC A19/MF A01 


PA-360 


AD-A056 428/6GI 78-21 
DRZAL, LAWRENCE T. 


Summary of the Workshop Held on ‘The Role of the 

Polymer-Substrate Interphase in Structural Adhe- 

sion’. 

AD-A053 119/4GI 
DU BREUIL, FELIX 


Wet and Top Float Mine Dust Sampling. 
PB-279 870/0GI 78-16 81 PC A14/MF A01 


DU PLESSIS, T. A. 


Partial-impregnation Techniques in the Production 
of Wood-Polymer Composites Through gamma Ir- 
radiation. 

PER-14 78-10 11D MF A0O1 


Radiation Sterilisation of Pyrogen-Free Water in 
Polyethylene Sachets. 
PER-17 78-17 6L MF AO1 


Role of Radiation in Polymer Chemistry. 
PER-21 78-21 7D MF A01 


Wood-Polymer Composite Floor of the Pretoria 
North Magistrates Office. 
PER-13 


DU TOIT, G. S. 


Partial-impregnation Techniques in the Production 
of Wood-Polymer Composites Through gamma Ir- 
radiation. 

PER-14 78-10 11D MF A01 


Wood-Polymer Composite Floor of the Pretoria 
North Magistrates Office. 
PER-13 


DUANE, J. 


Environmental Development Plan for Buildings and 
Community Systems, 1977. 
DOE/EDP-0020 78-21 


DUBA, A. 


Apparatus for Simultaneously Measuring Electrical 
Conductivity and Oxygen Fugacity. 
UCRL-52394 78-20 14B PC A02/MF A01 


Capabilities for Measuring Physiocochemical Pro- 
perties at High Pressure. 
UCRL-52420 78-26 


DUBA, A. E. 


Surface Methods for Determining the Electrical 
Conductivity of Core Samples. 
UCRL-52311 78-23 8G PC A02/MF A01 


DUBACH, H. W. 


North Carolina Coastal Zone and Its Environment: A 
Compilation of Resource Materials Covering the 
Coastal Plain, Estuaries, and Offshore Waters. 

DP-1423(V.1) 78-16 13B PC A09/MF A01 


North Carolina Coastal Zone and Its Environment: A 
Compilation of Resource Materials Covering the 
Coastal Plain, Estuaries, and Offshore Waters. 

DP-1423(V.2) 78-16 13B PC A10/MF A01 


DUBAN, M. C. 


Optimal Control of Diffusion-Reaction Systems. 
AD-A055 616/7GI 78-20 6A PC A02/MF A01 


DUBASOV, V. G. 


Pulse Power Supply System for Superconducting 
Magnets. 
NIIEFA-B-0255 


DUBBERS, D. 


Defects in Neutron Capture and intrinsic Fluorine 
Self-Diffusion in CaF sub 2. 
CONF-760831-5 78-01 


DUBE, D. J. 


FASCODE - Fast Atmospheric Signature Code 
(Spectral Transmittance and Radiance), 
AD-A057 506/8GI 78-23 4A PC A07/MF A01 


Report of the Material Control and Material Ac- 
counting Task Force. Volume 3. Blueprint for the 
Future. 

PB-280 330/2G! 


DUBE, GEORGE R. 


A Theoretical Study of Navigation Precision as a 
Function of Observational Errors 
AD-043 357/3GI 78-14 17G PC A03/MF A01 


DUBE, R. J. 


Report of the Material Control and Material Ac- 
counting Task Force. Executive Summary. 
PB-280 332/8GI 78-16 18) PC A02/MF A01 


Report of the Material Control and Material Ac- 
counting Task Force. Volume 1. Summary. 
PB-280 328/6GI 78-16 18J PC AQ3/MF A01 


Report of the Material Control and Material Ac- 
counting Task Force. Volume 2. The Role of Materi- 
al Control! and Material Accounting in the 
Safeguards Program. 

PB-280 329/4GI 78-16 18J PC A08/MF A01 


Report of the Material Control and Material Ac- 
counting Task Force. Volume 4. Appendices. 


19A PC A02/MF A01 


78-15 7D PC A03/MF A01 


78-09 11L MF A01 


78-09 11L MF A01 


13B PC A09/MF A01 


14B PC A03/MF A01 


78-10 9A MF AO1 


20B MF A01 


78-16 18) PC A08/MF A01 


PB-280 331/0GI 78-16 18) PC A07/MF A01 


DUBE, R. L. 


Modified image Theory Quasi-Static Range Subsur- 
face-to-Subsurface and Subsurface-to-Air Propaga- 
tion Equations. 


AD-A046 410/7GI 78-03 20N PC A03/MF A01 


DUBE, RENE L. 


Numerical Results for Modified Image Theory 
Quasi-Static Range Subsurface-to-Subsurface and 
Subsurface-to-Air Propagation Equations. 

AD-A048 345/3GI 78-07 20N PC A03/MF A01 


DUBE, W. F. 


Descriptive Study of Enrolled Medical Students 
1975-76. 
HRP-0900001/9Gi 


78-08 51 PC A0S/MF A01 


Trend Study of Coordinated Transfer Application 
System (COTRANS) Participants, 1970 Through 
197 


HRP-0900336/9G! 78-24 5i PC AQ7/MF A01 


DUBENSKIl, A. P. 


Use of the Faraday Magneto-Optical Effect for Mea- 
suring Dynamic Characteristics of a Betatron Mag- 
netic Field. 


INIS-mf-3677 78-06 20G MF A01 


DUBENSKIl, V. P. 


Use of the Faraday Magneto-Optical Effect for Mea- 
suring Dynamic Characteristics of a Betatron Mag- 
netic Field. 


INIS-mf-3677 78-06 20G MF A01 


DUBEY, PRADEEP 


Information Conditions, 
General Equilibrium, 
AD-A054 062/5G! 78-17 5C PC A03/MF A01 


On ‘On the Foundations of the Theory of 
Monopolistic Competition’, 
AD-A054 203/5GI 78-17 5C PC A02/MF A01 


Probabilistic Values for Games, 
AD-A053 515/3GI 78-16 12A PC A04/MF A01 


A theory of Money and Financial Institutions. Part 
37. The Profit Maximizing Firm: Managers and 
Stockholders, 

AD-A054 202/7G! 


Communication and 


78-17 5C PC A02/MF A01 


DUBEY, S. C. 


Rapid and Specific Titrimetric Method for the 
Precise Determination of Plutonium Using Redox 
Indicator. 


BARC-850 78-06 7D MF A01 


DUBI, A. 


Electron Transport Code Theoretical Basis. 
LA-7227-MS 78-22 18F PC A02/MF A01 


OUBIL, J.F. 


Doppler Study Phase of the Target Classification 
Program 
AD-316 102/3GI 


78-18 17A PC A04/MF A01 


DUBININ, E. M. 


Experimental Evidence of Opened and Closed Mag- 
netospheres Existence. 


N78-17548/6GI 78-12 4A PC A02/MF A01 


DUBININ, V. N. 


Study of the Group Paramagnetism of Ferrimag- 
netic Particles by the Moessbauer Effect. 
KIYI-74-32 78-08 20L MF A01 


DUBININA, M. N. 


Parasitological Study of Birds Series: Methods of 
Parasitological Studies--Translation. 
PB-277 632-T/GI 78-12 6C PC A10/MF A01 


Coal Pressurization and Feeding Use of a Lock 
Hopper System. 


CONF-770655-1 78-03 7A PC A02/MF A01 


OUBLIN, M. 


Feasibility Study of an Integrated Program for 
Aerospace-Vehicle Design (IPAD) System. Volume 
6: Implementation Schedule, Development Costs, 
Operational Costs, Benefit Assessment, Impact on 
Company Organization, Spin-off Assessment, Phase 
1, Tasks 3 to 8. 


N78-16009/0G! 78-11 1C PC A08/MF A01 


DUBLON, G. 


Crystal Field Effects in Some Cubic Laves Rare 
Earth Transition Metal Compounds. 
NRCN-429 78-26 20L PC A06/MF A01 


DUBOIS, B. M. 


North Stanley Polymer Demonstration Project, 
Second Annual Report. 


BERC/TPR-77/7 78-09 8! PC A07/MF A01 


DUBOIS, DORIA R. 


Reprint: Cultivation of Dengue Virus Type 2 in Can- 
didate Substrates for Vaccine Production. 
AD-A054 521/0GI 78-17 6M PC A02/MF A01 





DUBOIS, J. 


Electric Heating of Industrial Premises and Energy 
Conservation. 
NP-tr-1992 


DUBOIS, JEAN T. 

Aspects of Chemical Photosensitization. 

AD-498 900/0GI 78-20 20F PC A05S/MF A01 
DUBOIS, P. 


Results of Tests Performed on the Frech 1 Electron 
Gun and Description of the Frech 2 Electron Gun of 
the Cryebis Source. 
IPNO-76-07 


DUBOIS, P. F. 
Decomposition of Crossed Polygons into Simple 


nes. 
UCID-17741 78-20 12A PC A03/MF A01 


GEARV And GEARST: Vectorized Ordinary Dif- 
ferential Equation Solvers for the 7600 and STAR 
Computers. 

UCID-30119(Rev.1) 78-17 9B MF A01 


Operator Splitting on the STAR Without Transpos- 


ing. 
UCID-17515 78-01 9B PC A02/MF A01 


Operator Splitting on Vector Processors. 
UCRL-79316 78-03 12A PC A02/MF A01 


Operator Splitting on Vector Processors. 
UCRL-79316(Rev.1) 78-03 12A PC A02/MF A01 


Pretart/Tartv User's Manual. 
UCID-17518 78-07 18F PC A02/MF A01 


Volume Calculation and Geometry Checking in a 
Monte Carlo Transport Code. 
UCID-17522 78-05 


DUBOIS, PHILIP H. 


An Analysis of Guttman’S Simplex 
AD-248 128/1GI 78-18 5J PC A02/MF AO1 


An Analytically Meaningful Approach to Matrix In- 
version 
AD-253 937/7GI 


DUBOIS, R. D. 


Reprint: Dissociative Recombination Cross Sections 
for NH4(+ ) lons and Electrons. 
PB-281 920/9GI 78-18 7D Not available NTIS 


DUBOIS, R. L. 
Seismicity and Tectonic Relationships of the 


Nemaha Uplift in Oklahoma. 
PB-281 348/3GI 78-16 8K PC AOS/MF A01 


DUBOIS, ROBERT K. 
Lessons Learned during OT Ii Testing of the AN/ 


TPQ-36 Radar. 
AD-A052 378/7GI 


DUBOIS, SUSAN M. 
A Revised and Augmented List of Earthquake Inten- 


sities for Kansas, 1867-1977. 
PB-283 518/9GI 78-26 8K PC A04/MF A01 


DUBOSE, D. 


Reprint: Survey for Positive Limulus Amebocyte Ly- 
sate Test in Plasma from Humans and Common 
Research Animals. 
AD-A054 578/0GI 


DUBOSE, DAVID A. 


Comparison of Plasma Extraction Techniques in 
Preparation of Samples for Endotoxin Testing by 
the Limulus Amoebocyte Lysate Test, 

AD-A053 097/2GI 78-15 6M PC A02/MF A01 


Endotoxin Quantitation by Measurement of Non- 
Precipitated Limulus Proteins, 
AD-A056 621/6GI 78-21 


DUBOSE, G.P. JR. 


A Linear High-Gain Amplifier for Recording Meters 
AD-115 799/9GI 78-22 14B PC A03/MF A01 


DUBOVIK, A. S. 


Wide-Band Reflex Optical Length for Diagnostics of 
an Electron Beam Accoding to the Synchrotron 
Radiation. 

JINR-R-9-9281 


DUBOVIK, I. A. 


Small Light Delay for Investigating Fast Processes. 
ORNL-tr-4533 78-15 14E PC A02/MF A01 


DUBOVIK, L. V. 


Control of Camac Modules on-Line with TPA 1001/1 
Computer by Means of the FOCAL Programming 
Languages. 

JINR-10-9493 


DUBOVIKOV, M. S. 
Fruassaron Dynamics in High Energy Physics. 
JINR-D-2-9789 78-09 20H MF A01 
DUBOVSKIl, B. G. 
Method for Control of Fissionable Materials by 
Delayed Neutrons Using Pulse Neutron Source. 
FEI-520 78-20 188 MF A01 


78-16 10A PC A02/MF A01 


78-06 20G MF A01 


18F PC A02/MF A01 


78-18 12A PC A02/MF A01 


78-14 171 PC A03/MF A01 


78-17 6E PC A02/MF A01 


6A PC A02/MF A01 


78-19 20G MF A01 


78-17 9B MF A01 


DUBREN, RON 


Evaluation of a Televised Stop-Smoking Clinic. 
HRP-0016034/1GI 78-06 6E Not Available NTIS 


DUBRIN, J. W. 
Chemiluminescence from the Reaction of Ba exp 3 


D with Nitric Oxide. 
UCRL-80521 78-20 7D PC A02/MF A01 


DUBROFF, R. E. 
Backscatter lonogram inversion by Ray Tracing 
Methods. 
AD-A057 274/3GI 
DUBROV, G. L. 
Metal-Ceramic Alloy for Packing Gas Turbines-- 


Translation. 
AD-A049 387/4GI 


DUBROVSKII, A. A. 


Vibration Engineering in Agriculture--Translation. 
PB-273 898-T/GI 78-05 2C PC A12/MF A01 


DUBROVSKIi, A. V. 


Effectiveness of Interaction of an Electron Flux with 
High nu / gamma with Preliminary Heating of a 
Plane Target. 
ORNL-tr-4537 


DUBS, REGINA 


Comparison of Student Achievement with Per- 
formance Ratings of Graduates and State Board Ex- 
amination Scores. 
HRP-0017850/9GI 


DUBY, PAUL B. 


A Survey and Analysis of Televised Course Of- 

ferings: Chicago's TV College--Spring 1975, 

ED-146 891 78-23 5! Not available NTIS 
DUBYK, W. S. 


Preliminary Study of the Geology and Uranium 
Favorability of the Forest City Basin in Kansas, Mis- 
souri, lowa, and Nebraska. 

GJBX-83(77) 78-13 81 PC A02/MF A01 


Uranium Favorability of the San Rafael Swell Area, 
East-Central Utah. 
GJBX-72(77) 


DUCAS, THEODORE W. 


Reprint: Stark Structure of Barium Rydberg States. 
AD-A053 979/1GI 78-16 7D PC A02/MF AO1 


DUCE, ROBERT A. 


Reprint: Alkali and Alkaline Earth Metal Chemistry 
of Marine Aerosols Generated in the Laboratory 
with Natural Seawaters, 

PB-273 416/8GI 78-02 4A Not available NTIS 


Reprint: Filter Washing, A Simple Means of Reduc- 
ing Blank Values and Variability in Trace Metal En- 
vironmental Samples, 

PB-276 466/0GI 78-08 7D Not available NTIS 


Reprint: Further Consideration of Alkali and Al- 
kaline Earth Geochemistry of Marine Aerosols: 
Results of a Study of Marine Aerosols Collected on 
Bermuda, 

PB-273 409/3GI 78-02 4A Not available NTIS 


Reprint: The Influence of Organic Matter and At- 
mospheric Deposition on the Particulate Trace 
Metal Concentration of Northwest Atlantic Surface 
Seawater, 

PB-273 408/5GI 78-02 8J Not available NTIS 


Reprint: Inputs of Organic Matter to the Ocean, 
PB-277 474/3GI 78-11 13B Not available NTIS 


Reprint: Organic Carbon in Marine Atmospheric 
Particulate Matter: Concentration and Particle Size 
Distribution, 

PB-276 465/2GI 


DUCHARME, A. R. 


Assessment of the Environmental Impacts Produced 
by the Transport of Radioactive Materials Through 
Urban Areas. 

SAND-77-0853C 78-10 6F PC A02/MF AO1 


Model to Predict the Radiological Consequences of 
Transportation of Radioactive Material Through an 
Urban Environment. 

SAND-77-0844C 78-10 6F PC A02/MF A01 


Transport of Radionuclides in Urban Environs: 
Working Draft Assessment. 
SAND-77-1927 


DUCHARME, DONALD M. 


An Improved Microwave Digestion System for Rapid 
Wet Ashing of Biological Fluids and Tissues. 
AD-A046 361/2GI 78-03 6C PC A02/MF A01 


DUCHEMIN, B. 
Neutron Elastic and Inelastic Scattering from exp 
208 PB, exp 232 TH and exp 238 U at 2.5MEV. 
CEA-CONF-3727 78-03 20H MF A01 
DUCHEMIN, B. H. 


Calculation of Fluctuation Compound Nucleus 
Cross-Sections. 


78-23 4A PC A06/MF A01 


78-09 21E PC A02/MF A01 


78-14 20! PC A02/MF AG1 


78-10 5! Not Available NTIS 


78-13 81 PC A07/MF A01 


78-08 7D Not available NTIS 


78-25 18F MF A01 


DUDAL, AAOUL J. 


CEA-CONF-3724 
OUCHEMIN-BERTHET, JEANNE 


Synthesis of Copolymers Suitable for the Storage 
and Slow Release of Reactants. Cases of Copper 
Salts for Intra-Uterine Devices. 
CEA-CONF-3696 


DUCHEVA, V. N. 


Processing and Analysis of Field Data of Technical 
Observations of Hydraulic Structures and the 
Evaluation of Their Safety - Translation. 

AD-A054 133/4GI 78-17 13B PC A02/MF A01 


DUCHILD, ROBERT H. 


Breakaway Link Assembly for Maintaining a Struc- 
tural Alignment of Shock-Sensitive Equipment. 
PAT-APPL-833 121/GI 

78-03 13E PC A02/MF A01 


78-03 20H MF A01 


78-01 7D MF AO1 


DUCHON, C. E. 


Measurement and Analysis of Wind Flow in Com- 
plex Terrain with Application to Siting of WECS. 
Final Report. 

DOE/NSF-00619/75/1 78-22 4B PC A0S/MF A01 


DUCKETT, E. JOSEPH 


Contaminants of Magnetic Metals Recovered from 
Municipal Solid Waste: Tin, Aluminum, Organic 


Materials, 
PB-279 461/8GI 78-16 13B PC A04/MF A01 


DUCKWORTH, RICHARD D. 
An Econometric Study of Aerial interdiction in 


Southern Laos, 10 October 1970-30 June 1971. 
AD-A046 206/9G! 78-02 5C PC A05/MF A01 


DUCKWORTH, W. H. 


Strength Analysis of Brittle Materials. 
AD-A048 188/7G! 78-06 11B PC A04/MF A01 


DUCLOS, RONALD A. 
Development of 100-W, 1.7- to 3.4-Gigahertz, Linear 


Power Transistor. 
AD-906 801/6GI 


DUCO, J. 


Experimental Studies on Sodium Fires Application 
to Reactors. 
NP-tr-1980 


DUCOFFE, ARNOLD L. 


The Final Calibration of the Low Turbulence Wind 
Tunnel Including Dynamic Pressure and Angularity 
Surveys and Free Tunnel Turbulence Measurements 
()) Turbulence Studies Behind Square Mesh Grids 
(ll). Boundary-Layer Velocity Profiles and Turbu- 
lence Studies on a Flat Plate in the Presence of a 
Zero Longitudinal Static Pressure Gradient (Ill) 

AD-138 113/6G! 78-16 14B PC A02/MF A01 


ODUCOT, E. R. 


Energy in Agriculture: On Modeling Energy Inputs 

in AGRIMOD. Final Report, August 1976--June 1977. 

SAN-1314-1 78-21 2B PC A10/MF A01 
DUCOT, ELIZABETH 


Methodology to Evaluate Strategic Command and 

Control Systems. 

AD-B008 128/1GI 
DUCOT, ELIZABETH R. 


AGRIMOD: A Dynamic Simulation Model of the U.S. 
Food Production System. Part |. Crop Production. 
PB-274 619/6GI 78-05 2B PC A07/MF A01 


AGRIMOD: A Dynamic Simulation Model of the U.S. 
Food Production System. Part Ill: Model Validation 
and Use. 
PB-276 743/2GI 
DUCROS, R. 


Mechanism of the Decomposition of Ethylene at 
Low Pressure on the Surface of Rhenium Ribbon at 
High Temperature. li. 
BNWL-tr-254 


DUCROZ, J. 


A Program to Calculate the Gamm Measure. 
N78-23792/2GI 78-18 9B PC A02/MF A01 
DUDA, FRANK T. 
Trigger Device for Explosion Barrier. 
PAT-APPL-874 953/GI 
78-16 


78-14 9A PC A03/MF A01 


78-04 181 PC A03/MF A01 


78-13 17B PC A04/MF A01 


78-09 2B PC A06/MF A01 


78-05 7D PC A02/MF A01 


148 PC A02/MF A01 
DUDA, J. R. 
A Life-Cycle Description of Underground Coal Min- 
ing. 
N78-28586/3G! 78-23 8! PC A06/MF A01 
Life-Cycle Description of Underground Coal Mining. 
Interim Technical Report, February 1978. 
FE-9036-1 78-25 81 PC A06/MF A01 


DUDAL, AAOUL J. 


The Application of ERTS Imagery to the FAO/ 
Unesco Soil Map of the World. 


E77-10236 78-01 8B PC A02/MF A01 


PA-361 





DUDEK, R. A. Cross-Section Sensitivity Analyses for a Tokamak DUERK, C. 


Human Rehabilitation Techniques, A Technology Experimental Power Reactor. Effectiveness of Highway Arterial Lighting. 
Assessment. Volume IV, Part A, Supplemental Re- LA-6942-MS 78-08 18A PC AOS/MF A01 PB-273 527/2GI 78-03 13A PC A10/MF A01 

rt: Project Papers, Imploding-Liner Reactor Nucleonic Studies: The i 

B-277 284/6GI 78-10 S| PC A17/MF A01 LiNUS BL honey — of Highway Arterial Lighting. Design 
Human Rehabilitation Techniques, A Technology LA-6948-MS 78-06 18A PC A02/MF A01 PB-273 528/0GI 78-03 13A PC A09/MF AO1 
Assessment. Volume IV, Part B, Supplemental Re- Nucleonic Aspects of the LINUS Imploding Blanket. pyERK, Cc. P. 

rt: Project Papers, LA-UR-78-1197 78-23 18A PC A02/MF A01 Y ; ‘. 

'B-277 285/3GI 78-10 5i PC A12/MF A01 , Vehicle Fog Lighting: An Analytical Evaluation. 

RIGGATRON Nucleonics: One-Dimensional Analy- PB-284 342/3GI 78-24 13F PC A12/MF A01 

Human Rehabilitation Techniques, A Technology sis. 
Assessment. Volume V, Supplemental Report: LA-7183-MS 78-19 201 PC A02/MF A01 DUERR, K. 
cae 26-10 semua an Scoping Nucleonic Studies for the RIGGATRON Fu- Dieposal of Radioactive Wastes. Annual Report 


1975. 
sion Reactor Concept. 
Human Rehabilitation Techniques, A Technology LA-UR-78-964 - 78-23 18A MF A01 GSF-T-60 78-06 18G MF A01 


Assessment. Volume 1, Part A, Final Report, DUERR, W 

* % Transport and Reactor Theory. Progress Report, cas 
P8-277 276/2G! 78-10 Si PC A22/MF Aot April ° --June 30, 1977. ad os ” Determination of the Isotope U-235 in Uranium Hex- 
Human Rehabilitation Techniques, A Technology LA-6911-PR 78-05 18K PC A03/MF A01 afluoride by Gas Mass Spectrometry: Results of an 


Assessment. Volume 1. Part B, Final Report, interlaboratory Experiment Performed in 1975. 
PB-277 277/0G! 78-10 5! PC A11/MF AO1 Transport and Reactor Theory. Progress Report, KFK-2340 78-08 7D MF AO1 


January 1--March 31, 1977. 
DUDELZAK, B. LA-6800-PR 78-03 181 PC A03/MF A01 OUERR, WAYNE H. 


Measurement of the Electron-Positron Annihilation Transport and Reactor Theory. Progress Report, Gas Sampling Capability of Vacutainers. 


Cross-Section into pi exp + pi exp - at the Ener- a PB-281 082/8GI 78-18 148 PC A02/MF A01 
gies 915, 990 and 1076MEV. January 1--March 31, 1978. 


a; isis et hes LA-7271-PR 78-25 18K PC A03/MFA01 UERRE, K. H. 


Transport and Reactor Theory. Progress Report, Ventilation Systems Analysis During Tornado Con- 
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Studies on Two-Phase Flow Mixing Pertaining to 
Liquid--Metal Magnetohydrodynamic Power 


Generation. 
CONF-771098-1 


Preliminary Design Analysis for the Solar Optical 
Telescope Main Mirror Actuator. 


N78-21999/5GI 78-16 3A PC A03/MF A01 
OUNN, R.M 
Coal-Oil Slurry Combustion Demonstration. Phase |. 


Monthly om August 1977. 
FE-2564. 78-08 


78-17 9C PC A02/MF A01 


78-19 5A MF A01 


78-09 6E Not Available NTIS 


78-07 21E PC A03/MF A01 


78-15 10B MF A01 


13A PC A02/MF A01 


Coal--Oil Slurry Combustion Demonstration, Phase 
|. Monthly Report, December 1977. 
FE-2564-10 78-16 21B PC A02/MF A01 


Coal-Oil Slurry Combustion Demonstration, Phase |. 
Monthly Report, November 1977. 

FE-2564-9 78-16 21B PC A02/MF A01 
Coal-Oil Slurry Combustion Demonstration, Phase |. 
Monthly Report, October 1977. 

FE-2564-8 78-13 13B PC A03/MF A01 


Coal--Oil Slurry Combustion Demonstration, Phase 

1. Monthly Report, September 1977. 

FE-2564-7 78-08 13A PC A02/MF A01 
DUNN, RICHARD P. 

Utah's Federal Mineral Lease Revenues: Uses and 


Potential. Report to the 42nd Legislature. 
PB-284 168/2GI 78-23 8A PC A04/MF A01 


Utah State Fair: Problems and Prospects. (Report to 
the 42nd Legislature). 
PB-285 006/3GI 


DUNN, T. D. 


Primary Coolant System Response to an HTGR 

Core Heatup. 

GA-A-14277 78-08 18! 
DUNN, W. H. 


Modal Analysis of Transient Response Data Using a 
Complex Exponential Algorithm. 
N78-30622/2GI 78-25 20K PC A02/MF A01 


DUNN, W. R. JR.. 
Aircraft Attitude Measurement Using a Vector Mag- 


netometer. 
N78-17050/3GI 78-12 1D PC A08/MF A01 


Evaluation of STOL Navigation Avionics. 
N78-17051/1GI 78-12 1D PC A13/MF A01 


DUNNE, EDWARD J. JR. 


A Reasoned Approach to Officer Evaluation. 
AD-A046 645/8GI 78-03 51 PC AQ4/MF A01 


DUNNE, P. C. 


Linear Systems with a Large Number of Sparse 
Constraints with Applications to incompressible 
Materials. 

N78-11431/1GI 78-06 20K PC A03/MF A01 


On Isochoric Finite Elements. 
N78-20537/4GI 78-15 20K PC A04/MF A01 


Post-Buckling Finite Element Analysis of Circular 
Cylinders under End Load. 
N78-11440/2GI 78-06 20K PC A02/MF A01 


DUNNE, W. M. 
Cross-Connections: 


Cures. 
LA-6847-MS 


DUNNELL, KAREN 


Health Services Planning. 
HRP-0023575/4GI_ 78-16 6E Not Available NTIS 


DUNNELL, ROBERT C. 


Test Excavations and Mitigation Plan for 45-SA-11, 
Skamania County, Washington. 
PB-281 502/5GI 78-18 5F PC A06/MF AO1 


DUNNETT, C. W. 


The Design and Development of 
Resources, 
ED-144 550 78-09 5! Not available NTIS 


Planning and Evaluating Useage of A.V. Equipment 
in Schools, 
ED-145 812 


DUNNING, BRUCE B. 


Posttraining Outcomes: Experiences with the Port- 
land WIN Voucher Training Program. 
PB-284 986/7GI 78-25 51 PC A09/MF AO1 


DUNNING, D. E. JR. 


Assessment of exp 99 Tc Releases to the At- 
mosphere: A Plea for Applied Research. 
ORNL/TM-6260 78-25 6R PC A03/MF A01 


INREM Il: A Computer Implementation of Recent 
Models for Estimating the Dose Equivalent to Or- 
gans of Man from an inhaled or ingested 
Radionuclide. 
ORNL/NUREG/TM-84 78-25 6R PC A06/MF A01 
SFACTOR: A Computer Code for Calculating Dose 
Equivalent to a Target Organ Per Microcurie-Day 
Residence of a Radionuclide in a Source Organ. 

ORNL/NUREG/TM-85 78-13 6R PC A14/MF A01 


DUNNING, J. W. JR. 


Distribution of E/N and N sub E in a Cross-Flow 

Electric Discharge Laser. 

N78-14386/4GI 78-09 20E PC A02/MF A01 

Small-Signal Gain Diagnostic Measurements in a 

Flowing CO2 Pin Discharge Laser. 

N78-13421/0Gi 78-08 20E PC A02/MF A01 
DUNNING, STEPHEN J. 


Multichannel infrared Receiver Performance. 


78-25 5D PC A05/MF A01 


PC A02/MF A01 


Causes, Consequences, and 


78-05 13L PC A02/MF A01 


Educational 


78-10 5! Not available NTIS 





AD-A052 937/0GI 
DUNPHY, J. R. 
Laser Propagation Experiments Aerosol and Stag- 


nation Zone Effects. 
AD-A048 642/3GI 


DUNSTAN, L. P. 


Reprint: Determination of Nanogram Per Gram Con- 


centrations of Iron by Isotope Dilution Mass Spec- 
trometry. 
PB-281 046/3GI 


DUNSTAN, W. M. 
Biological Processes in the Water Column of the 


South Atlantic Bight. Progress Report. 
SRO-936-2 78-16 8A PC A03/MF A01 


DUNTLEY, SEIBERT Q. 
Airborne Measurements of Atmospheric Volume 


Scattering Coefficients in Northern Europe, Fall 
1976. e 


AD-A057 144/8Gh 78-22 4B PC A09/MF A01 
Airborne Measurements of Atmospheric Volume 


Scattering Coefficients in Northern Europe, Spring 
1976. 


AD-A046 290/3GI 
DUNTZ, JOHN L. JR. 


Low Flow Gas or Liquid Calibrator. 
PATENT-3 877 287 


78-22 14B Not available NTIS 


78-15 17E PC A06/MF A01 


78-07 20E PC A06/MF A01 


78-18 7D Not available NTIS 


78-03 4B PC A08/MF A01 


DUNWOODIE, W. M. 


Study of K pi Scattering Using the Reactions K exp 
+ -p implies K exp + - piexp + N at 13 Gev. 
SLAC-PUB-1886 78-15 20H PC A02/MF A01 


DUNWOODY, J. ERNEST 


The Illinois Program for Comprehensive Solar Ener- 
gy Legislation, 
PB-275 565/0GI 


DUNWOODY, W. E. 


Feasibility Study for a Postaccident Heat Removal 

Facility. 

LA-7133-MS 
DUNWORTH, JANE A. 


Cruise Data Report, R/V Atlantis I1 93 Leg 7. 
AD-A055 725/6GI 78-20 8G PC A03/MF A01 


DUONG-KIEN, C. 


An improvement to Martin's Algorithm for Computa- 
tion of Linear Precedence Functions. 
N77-32773/2GI 78-02 12A PC A02/MF A01 


DUONG, N. 


Mode! Validation Studies of Solar Systems, Phase 
lll. Monthly Report. 
CO0/4229-1 78-08 10A PC A03/MF A01 


Model Validation Studies of Solar Systems, Phase 
itl. Monthly Report. 
TID-27827 


DUONG-VAN, M. 


Some Results in mu H exp + - X Process. 
SLAC-PUB-1822 78-16 20H PC A02/MF A01 


DUPDONALDSON, C. 


Vortex Interactions and Decay in Aircraft Wakes. 

N77-33105/6GI 78-04 1A PC A06/MF A01 
DUPHILY, R. J. 

Power Plant Data Systems. Final Report. 

EPRI-NP-736 78-23 10B PC A08/MF A01 
DUPLATRE, G. 

Chemistry of Positronium. Part lil. Inhibition and 


Quenching by Silver and Cadmium Salts. 
CRN-CNPA-77-12 78-22 7E MF A01 


DUPONT, ACHIEL M. JR. 


Compressible Fluid Recoil System. 
PATENT-4 038 905 
78-19 


78-06 10A PC A03/MF A01 


78-17 181 PC A03/MF A01 


78-13 13A PC A03/MF A01 


19F Not available NTIS 
DUPONT, JOHN G. 


Organosubstituted Phosphazenes. X. Reactions of 
Hexafluorocyclotriphosphazene with Propenyl Lithi- 
um Reagents. 

AD-A052 206/0GI 78-13 7C PC A02/MF A01 


Organosubstituted Phosphazenes. X!. Copolymers 
Derived from 2-(2-Propenyl) pentafluoro- 
cyclotriphosphazene and Vinyl Benzyl Chloride or 
Styrene. 

AD-A056 807/1GI 


DUPONT, T. 


Constructive Polynomial Approximation in Sobolev 
Spaces. 
BNL-24496 


DUPORT, P. 


Experimental Study of the Penetration of Radioac- 
tive Aerosols into the Respiratory Tract. 
ORNL-tr-4526 78-14 6R PC A02/MF A01 


78-22 111 PC AQ2/MF A01 


78-25 12A PC A02/MF A01 


DUPOUY, J.M. 
Atomic Arrangements 
Solid Solutions 
AD-253 154/9GI 78-13 7D PC A03/MF A01 


On the Aging Behavior of the Alloy Ti-6Al-4V. 
AD-215 243/7GI 78-11 11F PC A02/MF A01 
The Transformation Characteristics of a beta-Phase 
Titanium Alloy 
AD-229 740/6GI 


DUPREE, S. A. 
Conceptual Designs for 
Shipping Casks. 
SAND-77-1483 78-18 18F PC A03/MF A01 
Neutron and gamma-Ray Sources in LWR High- 
Level Nuclear Waste. 
SAND-77-0369 78-07 18G PC A02/MF A01 


Radiation Shield Design for LMFBR Spent-Fuel 
Shipping Casks. 
SAND-77-0971C 


DUPUIS, L. R. 
Data for NASA’s AVE 6 Experiment: 25-mb Sound- 


ing Data and Synoptic Charts. 

N78-15628/8GI 78-10 4A PC A10/MF A01 
DUPUIS, M. 

Chemical Detection and Precise Measurement of 


Tritium in a Gas. 

KFK-tr-504 
DUPUIS, M. C. 

Chemical Detection and Precise Measurement of 


Tritium in a Gas. 
KFK-tr-504 


DUPUIS, R. D. 


Thin Films of Gallium Arsenide on Low-Cost Sub- 
strates. Quarterly Project Report No. 1, July 5--Oc- 
tober 2, 1976. 

SAN/1202-76/1 78-05 10B PC A04/MF A01 


Thin Films of Gallium Arsenide on Low-Cost Sub- 
strates. Quarterly Project Report No. 2, October 3, 
1976--January 1, 1977. 

SAN/1202-77/1 78-07 10B PC A04/MF A01 


Thin Films of Gallium Arsenide on Low-Cost Sub- 
strates. Quarterly Project Report No. 3, January 2, 
1977--April 2, 1977. 
SAN/1202-77/2 


DUPUY, HARSTRY J. 
Reprint: An Endemic Focus of ‘Trypanosoma cruzi’ 
in a Subhuman Primate Research Colony. 
AD-A055 150/7GI 78-18 6M PC A02/MF A01 


Reprint: An Endemic Focus of ‘Trypanosoma cruzi’ 
Infection in a Subhuman Primate Research Colony. 
AD-A048 521/9GI 78-07 6E PC A02/MF A01 


DUPUY, JOHN L. 


Manual for Design and Operation of an Oyster Seed 

Hatchery for the American Oyster ‘Crassostrea vir- 

ginica’, 

PB-277 239/0GI 
DUPUY, T. N. 


Study of Breakthrough Operations. Final Report. 
SAND-77-8175 78-07 15F PC A10/MF A01 


DUPZYK, R. J. 
Half-Life of 239 Pu as Determined by Pulse-Count- 
ing Mass Spectrometry. 
UCRL-78978 78-19 20H PC A02/MF A01 
DUQUE, TERESITA 


Homebound Aged: A Medically Unreached Group. 
HRP-0015565/5GI 78-03 6E Not Available NTIS 


Hospital Home Health Care Program Aids Isolated, 
Homebound Elderly. 
HRP-0015287/6GI 78-03 6E Not Available NTIS 


DUQUETTE, ALFRED L. 


The Analogue of the Pisot-Vijayaraghavan Numbers 
in the Fields of Formal Power Series 
AD-240 548/8GI! 78-11 12A PC A04/MF A01 


DUQUETTE, D. J. 


Localized Corrosion and Stress Corrosion Cracking 

Behavior of Austenitic Stainless Steel Weldments 

Containing Retained Ferrite. Annual Progress Re- 

port, June 1, 1977--March 31, 1978. 

COO-2462-4 78-21 11F PC A02/MF A01 
DUQUETTE, DAVID J. 


Reprint: Hydrogen Embrittlement of a Cyclically 
Deformed High Strength Al Alloy. 
AD-A050 800/2GI 78-11 11F PC A02/MF A01 


DUQUETTE, JOSEPH A. 


A Computerized Model for Estimating Software Life 
Cycle Costs (Model Concept). Volume 1, 
AD-A053 937/9GI 78-16 9B PC A03/MF A01 


DURACZ, A. 


Reprint: On the Temperature Coefficient of Delay 
for Surface Acoustic Waves in LilO3. 
AD-A052 487/6GI 78-14 9A PC A02/MF A01 


in Titanium-Molybdenum 


78-11 11F PC A0Q2/MF A01 


LMFBR Spent Fuel 


78-10 18F PC A0Q2/MF A01 


78-08 7D MF A01 


78-08 7D MF AO1 


78-09 10B PC A04/MF A01 


78-09 6C PC A06/MF A01 


DURENBERGER, D. 


DURAND, J. 


From Superconductivity to Ferromagnetism in 
Amorphous Gd--La--Au Alloys. 
CALT-822-86 78-02 20L PC A02/MF A01 


Magnetic and Transport Properties of Amorphous 
Ferro Magnetic Gd--Au, Gd--Ni and Gd--Co Alloys 
Obtained by Splat-Cooling. 

CALT-822-96 78-05 20L PC AQ2/MF A01 


Magnetic Regimes in Amorphous Ni--Fe--P--B Al- 
| 


CALT-822-88 78-04 20L PC A03/MF A01 


NMR and Moessbauer Studies of the Amorphous 
System Fe sub 79 P/sub 21-x/B/sub x/. 
CALT-822-95 78-04 20 PC A02/MF A01 
Remanent Magnetization of Amorphous La--Gd--Au 
Alloys with High Gd Content. 

CALT-822-94 78-05 20L PC A02/MF A01 


Ruderman--Kittel--Kasuya--Yosida Interaction in 
Amorphous La sub 80 Au sub 20 Alloys with Dilute 
Gd Impurities. 
CALT-822-87 
DURAND, R. E. 
Fabrication inspection of Tubing, Tubesheets, and 
Tube-to-Tubesheet Welds for the CRBRP Steam 
Generators. 
GEFR-SP-046 78-19 18E PC AC3/MF A01 


Vibration Tests of a Full Scale Water Model of a 
Clinch River Steam Generator Module. 
TID-27821 78-09 181 PC A02/MF A01 


DURANDO, A. R. 


Reprint: Parameter Estimation of Nonlinear, Time- 
Variant Systems by the Method of Sensitivity Func- 
tions. 

AD-A053 080/8G! 


DURBAN, D. 


Rate Theory of a Two-Dimensional Elasto-Plastic 
Continuum. 
N78-29502/9GI 


DURBETAKI, P. 


Effects of ignition Sources and Fire Retardants on 
Material ignition. 


PB-281 451/5GI 78-18 11E PC A11/MF A01 


Prediction of Fire Hazard from Fabrics and Building 
Materials. 
PB-273 977/9GI 


DURBIN, ENOCH 


Instrumentation of a Tandem Helicopter for Static 
and Dynamic Stability and Control Flight Tests 
AD-096 282/9GI 78-22 1C PC AQ4/MF A01 


DURBIN, JAMES 


Efficient Fitting of Linear Models for Continuous 
Stationary Time Series from Discrete Data 
AD-248 652/0GI 78-21 12A PC A02/MF A01 


The Fitting of Time-Series Models 
AD-230 528/2GI 78-16 12A PC A02/MF A01 


DURBIN, P. F. 


Radiographic Inspections at the Calipatria Geother- 
mal Test Site. 
UCID-17734 


DURBIN, RICHARD L. 


Supporting Health Care Management with Health 
Services Research. 
HRP-0025176/9G! 


DURCH, WILLIAM J. 


The Cuban Military in Africa and the Middle East: 
from Algeria to Angola, 
AD-A045 675/6G! 78-01 5D PC A04/MF A01 


Revolution from a F.A.R. The Cuban Armed Forces 
in Africa and the Middle East, 
AD-A046 268/9G! 78-03 


DURELLI, A. J. 


An experimental method to analyze gravitational 
stresses in two-dimensional problems. 
AD-473 719/3GI 78-01 211 PC A02/MF A01 


New Optical Method to Determine Vibration-in- 
duced Strains with Variable Sensitivity after Record- 
ing, 

AD-A055 390/9G! 78-20 20F PC A02/MF A01 


Optimization of Geometric Discontinuities in Stress 
Fields. 
AD-A051 453/9G! 


DUREN, RICHARD E. 


A Proposed Course for Avionics Technicians. 
AD-A047 942/8G! 78-06 5! PC A03/MF A01 


DUREN, WILLIAM L. JR. 
A Study of Functional Analysis in Topological Al- 
gebras 
AD-077 362/2GI 
DURENBERGER, D. 


A Research Program to Reduce Interior Noise in 
General Aviation Airplanes. 


78-02 20L PC A02/MF A01 


78-15 12A PC A02/MF A01 


78-24 20K PC A03/MF A01 


78-03 13L PC A12/MF A01 


78-18 81 PC A02/MF A01 


78-23 6E Not Available NTIS 


15G PC A02/MF A01 


78-12 20K PC A03/MF A01 


78-20 12A PC A03/MF A01 


PA-367 





N77-33959/6G! 
DURENBERGER, D. W. 

Description of Noise Measurement and Analysis 

Procedures Developed for Light General Aviation 


Aircraft. 
78-09 1C PC AOS/MF A01 


78-04 20A PC AOS/MF A01 


N78-14874/9GI 


Experimental and Theoretical Sound Transmission. 

N78-21889/8G! 78-16 20A PC A08/M= A01 
DURET, G. L. 

Evaluation of Ammonia Evaporators for an Ocean 

Thermal Energy Conversion System. 

ORNL/MIT-251 78-09 10A PC A04/MF A01 


aoe Transport in Molten Salt Electrochemical 


ORNL/MIT-249 
DURFEE, JAMES H. 


A Supply-Demand Analysis. Executive Summary. Of 
the Mobile Oi! Drilling Rig and Support Craft Mar- 


kets. 
PB-276 408/2GI 78-08 81 PC A03/MF A01 


A Supply-Demand Analysis. Volume |. Of the Mobile 
Oil orale Market, 1977 - 1987. 
PB-276 /6GI 78-08 81 PC A16/MF A01 


A Supply-Demand Analysis. Volume Il. Of the 
Offshore Oil Industry Support Craft Market. 
PB-276 407/4GI 78-08 81 PC A06/MF A01 


A Technology Assessment of Offshore Industry and 
its Impact on the Maritime Industry 1976-2000. {x- 
ecutive Summary. 

PB-272 985/3GI 78-02 81 PC A04/MF A01 


A Technology Assessment of Offshore Industry and 
its Impact on the Maritime industry 1976-2000. 
Volume Il. 


PB-272 984/6GI 78-02 81 PC A07/MF A01 


A Technology Assessment of Offshore Industry. The 
United States Offshore Industry. Current Status, 
Trends and Forecast 1976-2000. Volume |. 

PB-272 983/8GI 78-02 81 PC A22/MF A01 


DURFEE, N. W. 


Assembly of ISX. 
CONF-771029-83 


DURFEE, R. C. 
Geographical Deta Structures Supporting Regional 


Analysis. 
CONF-780622-38 


DURFEE, R. L. 


Evaluation of a Technique for Sampling Low Con- 
centrations of Organic Vapors in Ambient Air. 
PB-279 672/0GI 78-15 14B PC A03/MF A01 


DURHAM, DON L. 


Automation Techniques for Physical Hydraulic 
Models. 
AD-A051 865/4G! 


DURHAM, DONALD L. 


Lake Erie International Jetport Model Feasibility In- 
vestigation. Report 17-9. Results of Numerical 
Three-Dimensional Wind-Driven Circulation Analysis 
for Thermally Stratified Lake Conditions. 

AD-A050 614/7GI 78-11 4B PC AO5/MF A01 


Lake Erie International Jetport Model Feasibility In- 
vestigation. Report 17-10. Nontechnical Summary of 
Project. 


AD-A050 749/1G! 78-11 
DURHAM, HOWARD L. 

The Computed Instantaneous Velocities Induced at 

the Blade Axes by the Skewed Helical Vorticles in 

the Wake of a Lifting Rotor in Forward Flight 

AD-210 613/6GI 78-18 1A PC A06/MF A01 
DURHAM, I. 

Carnegie-Melion University Multi-Microprocessor 

Review. 

AD-A050 135/3GI 


DURHAM, KENNETH C. 


Reprint: Public Health Hazards Involved in the Use 
of Organic Phosphorus Insecticides in Cotton Cul- 
ture in the Delta Area of Mississippi, 

PB-280 884/8GI 


78-18 6T (Order as PB-280 879, MF A01) 
DURHAM, W. B. 
Effect of Simultaneous and Sequential Detonation 


on Explosive-induced Fracture. 
UCRL-80390 78-25 111 PC AQ2/MF A01 


DURHAM, W. F. 


Reprint: Exposure of Mosquito Control! Workers to 
Fenthion, 
PB-276 870/3GI 

78-10 6J (Order as PB-276 868, MF A01) 
Reprint: Pesticide Residues in Foods in Relation to 
Human Health, 
PB-276 324/1GI 

78-08 6F (Order as PB-276 320, MF A01) 


Spillage of Pesticides and Residues in Soil, 


78-05 7D PC A03/MF A01 


78-13 18A PC A02/MF A01 


78-25 9B PC A02/MF AQ1 


78-13 13B PC A03/MF A01 


1E PC A04/MF A01 


78-10 9B PC A0S5S/IAF A01 


PA-368 


PB-276 317/5GI 
78-08 6F (Order as PB-276 312, MF A01) 
Reprint: Studies on Fate of Parathion in Rabbits, 


Using Radioactive Isotope Techniques, 
PB-279 740/5GI 


78-15 6T (Order as PB-279 739, MF A01) 


DURHAM, WILLIAM F. 


Reprint: Absorption and Excretion of Parathion by 
Spraymen, 
PB-279 185/3GI 

78-14 6T (Order as PB-279 175, MF A01) 


Reprint: An Additional Note Regarding Measure- 
ment of the Exposure of Workers to Pesticides, 
PB-276 886/9GI 


78-10 6J (Order as PB-276 880, MF A01) 
Reprint: Analytic Methods for Pesticides and An- 
tibiotics in Food, 
PB-276 310/0GI 

78-09 6H (Order as PB-276 303, MF A01) 


Reprint: Analytical Diagnosis of Pesticide Poison- 
ing: Collection, Storage, and Shipment of Biological 
Samples, 
PB-280 093/6GI 

78-16 6T (Order as PB-280 085, MF A01) 
Reprint: Assessment of Environmental Exposure to 
Pesticides, 
PB-276 877/8GI 

78-10 6J (Order as PB-276 868, MF A01) 
Reprint: Benefits of Pesticides in Public Health Pro- 
grams, 
PB-275 970/2GI 

78-07 6E (Order as PB-275 966, MF A01) 
Reprint: Body Burden of Pesticides in Man, 
PB-278 088/0GI 

78-13 6T (Order as PB-278 081, MF A01) 


Reprint: DDA Excretion Levels, Studies in Persons 
with Different Degrees of Exposure to DDT, 
PB-277 617/7GI 


78-12 6T (Order as PB-277 586, MF A01) 


Reprint: DDA Excretion Levels, Studies in Persons 
with Different Degrees of Exposure to DDT, 
PB-279 743/9GI 


78-15 6T (Order as PB-279 739, MF A01) 
Reprint: DDT and DDE Content of Complete 
Prepared Meals, 

PB-276 327/4GI 

78-08 6F (Order as PB-276 326, MF A01) 

Reprint: DDT in Human Milk, 
PB-276 332/4GI 
78-08 6F (Order as PB-276 326, MF A01) 


Reprint: DDT in the Diet of the Rat: Its Effect on 
DDT Storage, Liver Function and Cell Morphology, 
PB-280 098/5GI 

78-17 6T (Order as PB-280 085, MF A01) 
Reprint: DDT Storage in the US Population, 
PB-279 741/3GI 

78-15 6T (Order as PB-279 739, MF A01) 
Reprint: Effects of Pesticides on Man, 
PB-277 620/1GI 

78-12 6T (Order as PB-277 586, MF A01) 


Reprint: Evaluation of the Health Hazards Involved 
in House-Spraying with DDT, 
PB-277 656/5GI 

78-12 6J (Order as PB-277 650, MF A01) 


Reprint: Exposure to Parathion, Measurement by 
Blood Cholinesterase Level and Urinary p- 
Nitrophenol Excretion, 
PB-280 572/9GI 

78-17 6T (Order as PB-280 565, MF A01) 
Reprint: Health Hazards in the Use of Pesticides, 
PB-276 884/4GI 

78-10 6J (Order as PB-276 880, MF A01) 
Reprint: Health Hazards of Discarded Pesticide 
Containers, 
PB-280 604/0G! 

78-17 6T (Order as PB-280 602, MF A01) 


Reprint: Health Hazards of Some Dinitro Com- 
pounds, Effects Associated with Agricultural Usage 
in Washington State, 
PB-280 610/7GI 

78-17 6T (Order as PB-280 602, MF A01) 
Reprint: Hormonal Effects on DDT Storage in the 
White Rat, 
PB-277 595/5GI 

78-12 6T (Order as PB-277 586, MF A01) 
Reprint: Hormonal Influences on DDT Metabolism 
in the White Rat, 
PB-278 087/2GI 

78-13 6T (Order as PB-278 081, MF A01) 
Reprint: Measurement of the Exposure of Workers 


to Pesticides, 
PB-276 892/7GI 


78-10 6J (Order as PB-276 880, MF A01) 


Reprint: Organic Phosphorus Poisoning and Its 
Therapy, with Special Reference to Modes of Action 
and Compounds that  Reactivate Inhibited 
Cholinesterase, 
PB-279 735/5GI 

78-14 6T (Order as PB-279 730, MF A01) 
Reprint: Organophosphorus Insecticides and Mental 
Alertness, Studies in Exposed Workers and in 
Poisoning Cases, 
PB-277 618/5GI 

78-12 6T (Order as PB-277 586, MF A01) 


Reprint: Paralytic and Related Effects of Certain Or- 
ganic Phosphorus Compounds, 
PB-277 594/8GI 

78-12 6T (Order as PB-277 586, MF A01) 


Reprint: Pathologic Changes in the Liver of Rats 
after Feeding Low Levels of Various Insecticides, 
PB-279 717/3GI 

78-15 6T (Order as PB-279 709, MF A01) 


Reprint: Pesticide Exposure from Concentrate 
Spraying, . 
PB-276 871/1GI 

78-10 6J (Order as PB-276 868, MF A01) 
Reprint: Pesticide Exposure Levels in Man and 
Animals, 
PB-278 099/7GI 

78-13 6T (Order as PB-278 094, MF A01) 


Residues of Some Pesticides Found on Apples 
Grown in Central Washington, 
PB-277 583/1GI 

78-11 6F (Order as PB-277 580, MF A01) 


Reprint: Safety in the Use of Pesticides, 
PB-277 659/9GI 
78-12 6J (Order as PB-277 650, MF A01) 


Reprint: Significance of Pesticide Residues to 
Human Health, 
PB-276 875/2GI 

78-10 6T (Order as PB-276 868, MF A01) 


Reprint: Studies on the Toxicity of O,O-Dimethyl- 
2,2-Dichloroviny! Phosphate (DDVP), 
PB-278 093/0GI 

78-13 6T (Order as PB-278 081, MF A01) 


Reprint: The Trend of DDT and Parathion Residues 
on Apples Grown in Central Washington, 
PB-277 581/5GI 

78-11 6F (Order as PB-277 580, MF A01) 


Reprint: Urinary Excretion of Insecticide 
Metabolites, Excretion of Para-nitrophenol and DDA 
as Indicators of Exposure to Parathion and DDT, 
PB-280 836/8GI 

78-16 6T (Order as PB-280 830, MF A01) 


DURIVAULT, J. 


Compressible Countercurrent Flow in a Centrifuge. 
CEA-CONF-3784 78-01 18B MF A01 


Compressible Countercurrent Flow in a Strongly 
Rotating Cylinder. 
CEA-CONF-3889 78-17 20D MF AO1 


Thermal Countercurrent and Isotope Separation in 
a Centrifuge with an Isothermal Side Wall. 
CEA-CONF-3785 78-01 18B MF A01 


DURKA, G. 


Release of Fission Products at Different Power 
Levels by a Fuel Rod Having a Welding Defect. 
BNWL-tr-300 78-20 18G MF A01 


DURKIN, JOHN 
An Electronic Instrument for Radon Daughter 


Dosimetry. 
PB-275 041/2GI 


DURKIN, JOHN M. 


Reprint: Dynamic Response of Lift Fans Subject to 
Varying Backpressure. 
AD-A056 131/6GI 78-21 1C PC A02/MF A01 


Dynamic Response of Lift Fans Subject to Varying 
Backpressure. 
AD-A057 292/5GI 78-23 21E PC A02/MF A01 


The SES Lift Fan Evaluation Rig. 
AD-A046 819/9GI 78-03 13J PC A03/MF A01 


DURKIN, JOSEPH T. 


Aquatic Disposal Field Investigations, Columbia 

River Disposal Site, Oregon. Appendix E. Demersal 

Fish and Decapod Shellfish Studies. 

AD-A048 412/1GI 78-07 8A PC A09/MF A01 
DURKIN, PATRICK R. 

Information Profiles on Potential Occupational 


Hazards, 
PB-276 678/0GI 


DURLAK, E. R. 


Analysis of Chamberlin Flat Plate Solar Collector 
Using National Bureau of Standards Test Criteria. 
AD-A054 215/9G! 78-17 10A PC A02/MF A01 


Solid Waste Disposal by 
Techniques. 
AD-B017 149/6GI 


78-05 6R PC A03/MF A01 


78-09 6J PC A15/MF A01 


Landspreading 


78-02 13B PC A04/MF A01 





DUVALL, GEORGE E. 


DURLING, B. J. 
Gaussian Step-Pressure 
Viscoplastic Plates. 
N78-20536/6GI 

DURNEY, C. H. 
Radiofrequency Radiation Dosimetry Handbook. 
Second Edition. 
AD-A058 480/5GI 


DUSENBURY, JOSEPH H. 
Effect of Drawing on the Infra-Red Dichroism of 
Nylon 66 Filaments 
AD-093 253/3GI 78-02 7D PC A02/MF A01 


Effects of Crimp and Cross-Sectional Area on the 
Mechanical Properties of Wool Fibers 
AD-159 924/0GI 78-16 11E PC A03/MF A01 
DUSSAULT, JEAN 
DURNING, KATHLEEN P. On the Design of Self-Checking Systems under 
Women at the Naval Academy: The First Year of In- Various Fault Models. 
tegration. AD-A056 280/1GI 78-21 9B PC A06/MF A01 
AD-A052 878/6GI 78-15 51 PC A03/MF A01 DUSTAN, LAURA C. 


DURR, W. T. Characteristics of Students in Three Types of 
Baltimore's Automated Information Systems Inven- Nursing Education Programs. 


tory. Revised, HRP-0017117/3GI 78-08 5! Not Available NTIS 


ED-146 928 78-24 5B Not available NTIS Needed: Articulation Between Nursing Education 
DURRAN, DALE R. Programs and Institutions of Higher Learning. 

The Development of a Regional Air Pollution Model HRP-0016856/7GI_ 78-05 5! Not Available NTIS 

and its Application to the Northern Great Plains. DUSTER, TROY 


PO-205 S00/9a1 TEES 4A OS ATE Oat Impacts of BART on Bay Area Political Institutions. 
DURRANI, S. A. PB-273 389/7GI 78-02 13B PC A04/MF A01 
Development of Personnel and Environmental DUSTIN, M. O. 


Dosimeters Using Track Detection Methods. Final Baseline Tests of the AM General Dj-5E Electruck DUTTERA, M. JULIAN 
wists. the Period 1 December 1973 - 29 Februa- Electric Delivery Van. ’ Evaluation of Physician Assistants in Rural Primary 


= Ss Care. 
IAEA-R-1447/F 78-17 18D MF A01 N78-17933/0GI 78-12 13F PC A03/MF A01 HRP-0024419/4G! 
DURSCHINGER, J. A. Baseline Tests of the Battronic Minivan Electric 


a Delivery Van. DUTTON, CYNTHIA B. 
9438 Low Level Traveling Wave Tube Amplifier N78-17940/5GI 78-12 13F PC A04/MF AO1 Nurses as Providers of Ambulatory Care. 
Anomaly. Revision A. 


-002 % t Available NTIS 
AD-A0S6 714/9GI Baseline Tests of the EVA Change-of-Pace Coupe Se a ee 
DURSCHLAG, MARK S. Electric Passenger Vehicle. DUTTON, DIANA B. 


Reprint: Diffraction Limited CW Ootically.P N78-17938/9GI 78-12 13F PC A04/MF A01 Causal Model of Health Status Determinants. 
cae Pca Pees Baseline Tests of the Kordesch Hybrid Passenger HRP-0017623/0G! 78-02 6E PC A10/MF A01 
AD-A046 657/3GI Vehicle. DUTTON, E. J. 


CONS-1011-14 78-25 13F PC A04/MF A01 — Software for EWCS Performance Predic- 
DURST, B. M. 


DUTT, A. K. 

Injury Scaling Research. 

PB-285 593/0GI 78-26 13L PC A08/MF A01 
DUTT, AMITABH K. 


Accident Involvement and Crash Injury Rates by 

Make, Model, and Year of Car: A Follow-Up. 

PB-275 341/6GI 78-06 13F PC A07/MF A01 
DUTTA, S. 

Ceramics in Gas Turbine: Powder and Process 

Characterization. 

N78-17059/4GI 78-12 11B PC A02/MF A01 

Pressureless Sintered beta Prime-Si3N4 nomad Solu- 

tion: Fabrication, Microstructure, and Strength 

N78-29245/5GI 78-24 118 PC A02/MF A01 
DUTTA, S. K. 

Differential Gene Expression in Neurospora Crassa 

Cell ee a Progress Report, April 1, 1976-- 

June 30, 1 

TID-27688 
DUTTER, LEE E. 


Crisis Dynamics and Strategic Decision. 
AD-A049 056/5G! 78-08 5D PC A07/MF A01 


Loading of Rigid 
78-15 20K PC A03/MF A01 


78-25 6R PC A07/MF A01 


78-05 6C PC A02/MF A01 


78-17 6E Not Available NTIS 


78-22 9A PC A04/MF A01 


78-03 20E PC A02/MF A01 


Critical Separation Between Subcritical Clusters of 
2.35 Wt % exp 235 U Enriched UO sub 2 Rods in 
Water with Fixed Neutron Poisons. 

PNL-2438 78-13 18) PC A03/MF A01 


Critical Separation Between Subcritical Clusters of 
4.29 Wt % exp 235 U Enriched UO sub 2 Rods in 
Water with Fixed Neutron Poisons. 

NUREG/CR-0073 78-26 18F PC A03/MF AO1 


Critical Separation between Subcritical Clusters of 
4.29 Wt % 235U Enriched UO2 Rods in Water with 
Fixed Neutron Poisons. 


Baseline Tests of the Kordesh Hybrid Passenger 
Vehicle. 
N78-26551/9GI 78-21 13F PC A04/MF A01 


Baseline Tests of the Power-Train Electric Delivery 


Van. 
N78-17936/3GI 78-12 13F PC A04/MF A01 


Mechanical Characteristics of Stability-Bleed Valves 
for a Supersonic Inlet. 
N78-13063/0GI 78-08 21E PC A03/MF A01 


Performance of Conventionally Powered Vehicles 
Tested to an Electric Vehicle Test Procedure. 


AD-A04S 211/6GI 78-08 17B PC A0S/MF A01 


Precipitation Variability in the U. S. A. For 
Microwave Terrestrial System Design, 
AD-A049 041/7GI 78-08 17B MF A0O1 


Some Influences of Rainfall on Satellite/Ground 
Microwave System Installation Costs, 
PB-280 727/9GI 78-17 17B PC A03/MF A01 


DUTTON, J. C. 


Theory, Computer Program, and lilustrative Exam- 
ples for the Two-Dimensional Boundary Layer Flow 


PB-281 345/9GI 78-16 18J PC A03/MF A01 

Handbook of Critical Experiments Benchmarks. 

PNL-2700 78-26 18F PC AQ4/MF A01 
DURST, RICHARD A. 

Reprint: Continuous Determination of Free Cyanide 

by Means of Membrane Diffusion of Gaseous HCN 


and an Electrode Indicator Technique. 
PB-277 299/4GI 78-11 7D Not available NTIS 


Free Cyanide Analyzer. 

PB-286 529/3GI 78-26 7D Not available NTIS 
DURSTINE, R.M. 

Edge Wave Motion over a Shelf. Part | 

AD-229 850/3GI 78-11 8C PC A04/MF A01 
DURSTINE, RICHARD M. 


Edge Waves over a Discontinuous Ocean Bottom. 

Steady State Case 

AD-140 800/4GI 
DURSTON, J. G. 

Thermal Insulation. 

ANL-Trans-1091 78-01 18) PC A02/MF A01 
DURZO, JOSEPH J. 


Organization and Implementation of Instructional 
Development in Higher Education: Some Basic 
Considerations, 

ED-143 323 78-21 51 Not available NTIS 

DUSANG, DAVID MICHAEL 

Characterization of the Alphabet for Digital 
Processing. 
AD-A048 984/9GI 


DUSCHA, R. A. 


Thermal Energy Storage for Industrial Waste Heat 

Recovery. 

N78-29576/3GI 78-24 10A PC A02/MF A01 
DUSEL, J. P. JR. 

The Effects of Coatings Applied to Contact Surfaces 


of High Strength Bolted Joints on Slip Behavior and 
Strength of Joints. 


PB-283 154/3GI 78-21 13E PC A04/MF A01 
DUSENBURY, J. H. figurations. 

On the Bulk Compression Characteristics of Wool AD-904 811/7GI 78-19 1C PC A09/MF AO1 

Fibers DUTRA, S. L. G. 


AD-066 257/7GI 78-02 11E PC A02/MF A01 Energy Spectrum of Medium Energy gamma-Rays 
Resilience of Fibers from the Galactic Center Region. 
AD-160 009/7G! 78-16 11E PC A02/MF A01 N78-30035/7GI 78-24 3B PC A02/MF A01 


N78-20022/7GI 78-14 13F PC A04/MF A01 


Test and Evaluation of 23 Electric Vehicles for 
State-of-the-art Assessment. 
CONS/1011-21 78-14 13F PC A02/MF A01 


Test and Evaluation of 23 Electric Vehicles for 
State-of-the-art Assessment. 
N78-17937/1GI 78-12 13F PC A02/MF A01 


DUSTMANN, C. H. 
Superconductor Technology for Fusion Magnets. 
KFK-2359 78-01 18A MF AO1 
DUSTY, FLORENCE 
Civilian Air Emergency Service -- A Report of its 
Development, Technical Aspects, and Experience. 
HRP-0019867/1Gi 78-18 6E Not Available NTIS 
DUSZA, P. 
Sputtering and Surface Damage of TFTR Protective 
Plate Materials (Mo, TZM, Graphite) by Energetic D 


exp + lon Irradiation. Final Report for Princeton 
Plasma Physics Laboratory 


ANL/FPP/TM-105 78-21 18F PC A03/MF A01 
Surface Damage of Molybdenum and TZM Alloy 
under D exp + Impact. 

CONF-771110-11 78-19 11F PC A02/MF A01 


DUTCHER, JAMES P. JR. 


Foreign Military Sales Product Support. An Explora- 
tory Study of the Support Purchased as Part of the 
Initial Acquisition Effort for the F-5 Weapon System. 
AD-A055 850/2GI 78-20 5D PC A08/MF A01 
DUTHIL, R. 

Cryogenic Pump with a Long Continuous Run 
Without Filling Intended for a Particle Accelerator. 

EUR-CEA-FC-903 78-19 20G MF A01 


DUTKIEWICZ, JACEK 


A New Apparatus to Study the Microbiological Con- 
tamination of Air--Translation. 
AD-A045 993/3GI 78-02 6M PC A02/MF A01 


DUTKO, THEODORE R. 
Evaluation of Advanced Beryllium Structural Con- 


of Ideal Gases. 

AD-A056 308/0G! 78-21 20D PC A05/MF A01 
DUTTON, JOHN A. 

Heat Flux in Lake Mendota 

AD-241 296/3GI 78-11 8H PC A13/MF A0O1 
DUTTON, P. L. 

Isolated Photochemical Reaction Centers from Bac- 

teriochlorophyll B - Containing Organisms. 

BNL-23306 78-12 6A PC A02/MF A01 

Isolated Photochemical Reaction Centers from Bac- 


teriochlorophyll B-Containing Organisms. 
BNL-24247 78-25 6A PC A02/MF A01 


DUTTON, R. W. 


Computer Aided Engineering of Semiconductor In- 
tegrated Circuits. 
AD-A056 914/5GI 


DUTTON, ROBERT W. 

SUPREM Ii -- A Program for IC Process Modeling 
and Simulation. 
AD-A058 473/0G! 78-25 9E MF A01 
Techniques and Applications of Computer-Aided 
Circuit Simulation for integrated Circuit and System 
Design. Part |. CAD Techniques. 
AD-A05: 161/4GI 

DUTTWEILER, DAVID W. 
Symposium on Environmental Transport and Trans- 
formation of Pesticides: Joint U.S.-U.S.S.R. Project 
02.03-31, ‘Forms and Mechanisms by Which Pesti- 
cides and Chemicals are Transported’, 

PB-280 714/7GI 78-17 2A PC A11/MF AO1 

DUURSMA, EGBERT K. 

Reprint: inputs of Organic Matter to the Ocean, 

PB-277 474/3GI 78-11 13B Not available NTIS 
DUVA, JAMES S. 

ATE: Bane or Blessing for the Technician. 

AD-A056 336/1G! 78-21 15E PC A06/MF A01 

DUVALL, D. Ss. 

Laboratory Evaluation of High-Temperature 
Destruction of Polychlorinated Biphenyls and Re- 
lated Compounds, 
PB-279 139/0GI 


DUVALL, GEORGE E. 
Electrical Response of a Bimetallic Junction to 


Shock Compression. 
AD-A053 693/8G! 78-16 148 PC A07/MF A01 


78-22 9E PC AQS/MF A01 
78-13 8C PC A02/MF A01 


78-18 9E MF A01 


78-08 9B PC A06/MF A01 


78-14 148 PC A04/MF A01 


PA-369 





Shock-Induced Decomposition of Carbon Disulfide. 
AD-A058 230/4GI 78-24 7D PC A02/MF A01 


DUVALL, K. C. 
Structure Limitation on Accuracy of (super 235)U 
Fission Cross Section Measurements. 
PB-280 420/1GI 78-16 20H Not available NTIS 
Reprint: Subthreshold Photofission of (super 235)U 
and (super 232)Th. 
PB-281 958/9G! 78-19 20H Not available NTIS 


DUVALL, LORRAINE M. 


Software Data Repository Study. 

AD-A050 636/0GI 78-11 9B PC A08/MF A01 
DUVALL, T. L. JR.. 

A Study of Large-Scale Solar Magnetic and Velocity 

Fields. 

N78-29027/7GI 78-23 38 PC A06/MF A01 


DUVALL, THOMAS L. JR. 


On the Supposed Anticorrelation of Solar Polar and 
Equatorial Rotation Rates. 
AD-A047 840/4GI 78-06 3B PC A02/MF A01 


The Strength of the Sun's Polar Fields. 
AD-A054 060/9G! 78-17 3B PC A02/MF A01 


DUVALL, THOMAS LEE JR. 
A Study of Large-Scale Solar Magnetic and Velocity 
Fields. 
AD-A054 058/3G! 78-17 3B PC A07/MF A01 
DUVALL, WILLIAM EMMERT 
Approximate Models for Off-Shore Concrete Gravity 


Structures. 
AD-A052 639/2G! 78-14 13M PC A09/MF A01 


DUVEL, W. A. JR. 
State-of-the-Art of FGD Sludge Fixation. Final Re- 


port. 
EPRI-FP-671 78-16 13B PC A12/MF AO1 
DUVERNOY, EUGENE 


Jamesport Transmission Exits: A Review for the 
Town of Riverhead of the Long Island Lighting 
Company Application to the New York Public Ser- 
vice Commission for a Certi‘icate of Environmental 
Compatibility and Public Need for the Jamesport 
Transmission Exits. 

PB-279 695/1GI 78-15 13B PC A04/MF A01 


A Review of the Corps of Engineers’ Draft Environ- 
mental impact on the Fire Island inlet to Montauk 
Point, New York, Beach Erosion Control and Hur- 
ricane Protection Project, 

PB-280 363/3GI 78-16 13B PC A04/MF A01 


Review of the Flint Creek Small Watershed Project, 
Ontario County Environmental Management Coun- 


cil. 
PB-279 762/9GI 78-15 13B PC A04/MF A01 
DUVIVIER, C. L. 


Potential Means of Cost Reduction in Grade 
Crossing Motorist-Warning Control Equipment. 
Volume |. Overview, Technology Survey and Relay 
Alternatives. 

PB-277 946/0GI 78-12 13F PC A09/MF A01 


DUWE, R. 


Gamma -Spectrometric Burn-Up Measurements on 
Spherical Fuel Elements. 
Juel-1428 78-19 18J MF A01 


Irradiation Tests of THTR Fuel Elements in the 
DRAGON Reactor (Irradiation Experiment DR-K3). 
Juel-1408 78-19 18) MF A01 


DUWEZ, P. 


Studies of Alloy Structures and Properties. Annual 
Summary Report, December 1, 1976--December 1, 
1977. 


CALT-822-98 78-15 11F PC A02/MF A01 


Superconductivity, Magnetic Susceptibility, and 
Electronic Properties of Amorphous (Mo/sub 1-x/ 
RU/sub x/) sub 80 P sub 20 Alloys Obtained by 
Liquid Quenching. 
CALT-822-99 78-15 20L PC A03/MF A01 
DUX, C. D. 

Modeling Long-Term Coal Production with the Ar- 
jonne Coal Market Model. 

ONF-771005-7 78-13 10A PC A02/MF A01 


National Coal Utilization Assessment: Effects on Re- 

= Coal Markets of the “Best Available Control 
echnology” Policy for Sulfur Emission. 

ANL/AA-16 78-19 13B PC A04/MF A01 


National Coal Utilization Assessment: Modeling 


Long-Term Coal Production with the Argonne Coal 
Market Model. 


ANL/AA-13 78-17 81 PC A03/MF A01 


National Coal Utilization Assessment: The Price and 
Availability of Low Sulfur Coal in Eastern Markets. 
ANL/AA-12 78-17 81 PC A04/MF A01 


DUXBURY, A.C. 


Plankton Pigment wemey ‘aphs 
AD-142 480/3GI 78-22 6C PC A02/MF A01 


PA-370 


DUXBURY, ALYN C. 


Marine Science Education--Some Inequities, 
PB-277 496/6Gi 78-09 5i PC A02 


The Use, Study and Management of Puget Sound. 
Proceedings of a Symposium Held in Seattle, 
Washington on March 23-25, 1977, 

PB-277 521/1GI 78-10 13B PC A13/MF A01 


DUXBURY, MITZI 


You Can Be A Nurse Researcher. 
HRP-0024223/0Gi 78-23 6E Not Available NTIS 


DUYKERS, LUDWIG R. 
Non-Linear Acoustic Transducer. 


PAT-APPL-822 475/GI 
78-04 17A PC A02/MF A01 


DUYNSTEE, E.F.J. 


Organic Reactions Occuriing in or on Micelles. 1. 
Kinetic Studies of the Alkaline Fading of Triphenyl- 
Methane Dyes and Sulfonphthalein Indicators in the 
Presence of Detergent Salts 

AD-207 095/1GI 78-18 7D PC A02/MF A01 


Salt-induced Medium Effects. Il. Kinetic Salt Effects 
in the Solvolysis of Neophy! p-Toluenesulfonate and 
in the Racemization of L-(Plus) -Threv-3-Phenyl-2- 
Buty! p-Toluenesulfonate in 50 Wt-Percent Dioxane- 


Water 
AD-258 186/6GI 78-18 7D PC A02/MF A01 
DVORAK, A. J. 


Assessment of the Health and Environmental Ef- 
fects of Power Generation in the Midwest. Volume 
ll. Ecological Effects. 

ANL/AA-6(V.2)(DRAFT) 


78-25 6F PC A09/MF A01 
Impacts of Coal-Fired Power Plants on Fish, Wil- 
dlife, and Their Habitats, 
PB-283 658/3GI 78-22 13B PC A12/MF A01 


Regional Studies Program. Extraction of North 
Dakota Lignite: Environmental and Reclamation Is- 
sues. 

ANL/AA-7 78-17 81 PC A11/MF AO1 


DVORAK, AUGUST 
An IBM Type 650 Program for a Symmetric Correla- 


tion Matrix with Summed Quantities 
AD-204 459/2GI 78-24 98 PC A02/MF A01 


DVORETZKY, A. 
The Inventory Problem. li. Case of Unknown Dis- 


tributions of Demand 
AD-014 017/8GI 78-18 12A PC A02/MF A01 


DVORTSOVA, L. I. 
Calculation of Stresses and Deformations in a 
Cylindrical Shell with Imperfect Initial Shape and at 
the Circumference Nonuniform Temperature. 
FEI-703 78-26 18) PC A02/MF A01 
DVOSKIN, DAN 
Energy Requirements of Irrigated Crops in the 


Western United States. 
PB-282 858/0GI 78-20 2C PC A03/MF A01 


U.S. Agricultural Production Under Limited Energy 
Supplies, High Energy Prices, and Expanding 
Agricultural Exports, 

PB-282 891/1GI 78-21 2B PC A08/MF A01 


DWARSHIUS, LOUIS 


Method of Evaluating and Improving Personal Medi- 
cal Care Quality. Volume Ill. Continuing Education 
Study. 

PB-281 587/6GI 78-18 6E PC A12/MF A01 
Quality of Medical Care: Evaluatior and Improve- 
ment. 

HRP-0012828/0GI 78-04 6E Not Available NTIS 


OWASS, M. 


The Distribution of Linear Combinations of Random 
Divisions of an Interval 

AD-230 351/9GI 78-11 12A PC A02/MF A01 
Random Crossings of Cdf’s 

AD-237 865/1GI 78-13 12A PC A02/MF A01 


DWASS, MEYER 


On the Distribution of Ranks and of Certain Rank 
Order Statistics 


AD-092 185/8GI 78-21 12A PC A02/MF A01 
DWECK, J. S. 


Design and Simulation of the First Blanket Zone of 
the Demo Fusion Device. 
ORNL/MIT-246 78-05 18A PC AOS/MF A01 


DOWERSTEG, B. 


High-Frequency Configurations to Raise the Particle 
Energy in Petra. 
SLAC-Trans-178 78-10 20G PC A02/MF A01 


OWIGHT, A. 


Lanthanum Nickel Aluminum Alloy. 
PAT-APPL-816 574/GI 
78-26 11F PC A02/MF A01 


DWIGHT, A. E. 


Phase Relations in the LaNi/sub 5-x/Cu/sub x/, 
LaNi/sub x/ and Related Systems. 
CONF-771039-7 78-15 11F PC A02/MF AO1 


DWIGHT, D. W. 
A Fundamental Approach to Adhesion: Synthesis, 


Surface Analysis, Thermodynamics and Mechanics. 
N78-26184/9GI 78-21 11A PC A07/MF A01 


DWINELL, W. S. 


System for Automatically Switching Transformer 
Coupled Lines. 
PAT-APPL-SN-885 067/GI 

78-17 9E PC A02/MF A01 


DWIVEDI, P. H. 


Reprint: Population of the Vibrational Levels of the 
Ground State of Nitrogen by Low Energy Electron 
Scattering. 

AD-A052 785/3GI 78-14 7D PC A02/MF A01 


DWIWANTO, S. A. 
Agglomerated Brown Coal Fine Coke as a Sintering 


78-03 81 PC A08/MF A01 
DWORSCHAK, H. 


Eurex Euratom-CNEN Agreement Tenth Annual Re- 
port for the Year 1974. 
EUR-5620 78-22 18J MF A01 


DWORSKY, DON 


Faculty Land Use Problem Definition Seminar. Rural 
Land Use in Wisconsin: A Preliminary Description 
of Problems and Preventive Efforts, 

PB-279 830/4GI 78-15 13B PC A08/MF A01 


OWOYER, D. L. 


Three-Dimensional Incompressible Boundary Layers 
on Blunt Bodies Including Effects of Turbulence, 
Surface Curvature and Heat and Mass Transfer. Part 
1. Analysis and Results, 

AD-A051 197/2GI 78-12 20D PC A04/MF A01 


Three-Dimensional incompressible Boundary Layers 
on Blunt Bodies Including Effects of Turbulence, 
Surface Curvature and Heat and Mass Transfer. Part 
ll. Computer Code User's Manual, 

AD-A051 971/0G! 78-13 20D MF A01 


DWU, MARY K. 


Radio Observations of the Sun, 1953, 1954 
AD-089 048/3GI 78-22 3B PC A03/MF A01 


DWURAZNY, A. 


Multiwire Proportional Chambers with a Small Sen- 
sitive Area. 
INP-864/PH 78-26 18D PC A02/MF A01 


DWYER, D. 


Hydrogenation of CO and CO sub 2 on Clean 
Rhodium and Iron Foils. Correlations of Reactivities 
and Surface Compositions. 

LBL-6989 78-17 7D PC A03/MF A01 


DWYER, DANIEL J. 


Reprint: A Study of the Initial Reaction of Water 
Vapor with Fe(100) Surface. 
AD-A057 120/8G1 78-22 7D PC A02/MF A01 


DWYER, FRANCES M. 


Know Your Community Resources -- A _ Self- 
Management Health Program for the Elderly Ill and 
Disabled. 

HRP-0025440/9GI 78-19 GE Not Available NTIS 


DWYER, H. A. 


Numerical Modeling of Unsteady Flame Propaga- 
tion. 
SAND-77-8275 78-25 21B PC A03/MF A01 


DWYER, HARRY A. 


Proceedings of the 1976 Heat Transfer and Fluid 
Mechanics Institute Held at The University of 
California, Davis, on June 21 - 23, 1976, 

AD-A049 331/2G! 78-08 20M Not available NTIS 


OWYER, J. 


Reprint: Hana Kai ll: A 17-Day Dry Saturation Dive 
at 18.6 ATA. ll. Energy Balance. 
AD-A045 971/9GI 78-02 6S PC A03/MF A01 


Reprint: Maximal Physical-Work Capacity of Man at 
43.4 ATA. 
AD-A054 340/5G! 78-17 6S PC A02/MF A01 


OWYER, JOHN F. 


Improved Procedures for Valuation of the Contribu- 


tion of Recreation to National Economic Develop- 
ment. 


PB-274 446/4GI 78-04 5C PC A11/MF A01 
OWYER, JOHN P. 


Reprint: Angular Momentum Decoupling Approxi- 


mations in the Quantum Dynamics of Reactive 
Systems. 


AD-A054 073/2GI 78-17 7D PC A02/MF AO1 





Reprint: Validity of the Adiabatic Approximation for 
Vibrational see Transfer in Collisions between 
Diatomic Molecu 

AD-A054 531/9G! 


DWYER, ROGER F. 
Sequential Partition Detectors with Dependent Sam- 


ling. 

AD- 047 722/4GI 78-05 9D PC A02/MF A01 
DYAD, SEPH F. 

An Investigation to Determine the Risks and 

Hazards Associated with APNEA Monitors. 

PB-284 858/8GI 78-25 6L PC A07/MF A01 
DYAKONOV, V. S. 

Fuel Pressure Increase Limiter--Translation. 

AD-A049 393/2GI 78-09 21E PC A02/MF A01 
DYAL, L. 


Photolithographic Techniques for Surface Acoustic 
Wave (SAW) Devices. 
AD-A046 282/0G! 78-03 9E PC A03/MF A01 


Photolithographic Techniques for Surface Acoustic 


Wave (SAW) Devices. 
AD-A056 840/2G! 78-22 9E PC A03/MF A01 


DYAL, P. 


Crustal Evolution Inferred from APOLLO Magnetic 
Measurements. 
N78-32029/8GI 


DYAR, ELIZABETH E. 


Chronic Toxicity of Chlordane, Trifluralin, and Pen- 
tachlorophenol to Sheepshead Minnows 
(Cyprinodon variegatus). 

PB-278 269/6GI 78-13 6T PC A04/MF A01 


DYATLOV, V. D. 


Activation Detectors for Recording Pulsed Fluxes of 
Fast Neutrons. 
ORNL-tr-4529 


DYCKMAN, E. J. 


Antifouling Organometallic Polymers: Environmen- 
tally Compatible Materials. 
AD-917 066/3GI 78-16 11C PC A03/MF A01 


Biologically Active Polymeric Coating Materials. 
AD-B003 134/4GI 78-16 11C PC A03/MF A01 
DYCKMAN, EDWARD J. 


Low Leaching Antifouling 
Polyesters. 
PATENT-4 082 709 

78-22 11C Not available NTIS 


Antifouling Organometallic 


78-17 7D PC A02/MF A01 


78-26 3B PC A03/MF A01 


78-14 18D PC A02/MF A01 


Organometallic 


Low Leaching 
Polyvinyis. 
PATENT-4 075 319 


78-22 11C Not available NTIS 


DYCKMAN, H. L. 


Reprint: Timing of Laser Pulses Produced by Com- 
bined Passive and Active Mode-Locking. 
AD-A057 841/9GI 78-24 20E Po A02/MF A0o1 


DYCKSON, ROBERT A. 
EMP Scale-Model Testing of an Army Brigade 


Signal Center. 
AD-A051 193/1GI 


DYCUS, BILLY L. 


An Investigation of the Scope, Purpose, and Effects 
of United States Foreign Military Sales to Saudi 
Arabia. 


AD-A047 435/3GI 
DYDAK, F. 

Investigation of Parity Admixtures in Nuclear States 

by Measuring the beta - gamma Directional Correla- 

tion of the exp 203 Hg Implies exp 203 TL Decay. 

INIS-mf-3376 78-08 20H MF A01 
DYDYNSKI, M. 

A Control System for Depicting Information from 


Computer on an Electroluminophoric Plate--Trans- 
lation. 


AD-A049 394/0GI 
DYE, D.H 


Fermi Surface, Fermi Velocity, and Electron-- 
Phonon Interaction Parameter in Nb. 
CONF-770827-7 78-14 20L PC A02/MF A01 
Fermi Surface of Platinum. 

CONF-770827-8 78-14 20L PC A02/MF A01 

OVE, L.L. 

Effect of a Steam Electric Generating Station on the 
Emergence Timing of Mayfly, Hexagenia bilineata 


(Say). 
CONF-770830-1 


DYER, CHARLES R. 


Cellular Pyramids for image Analysis, 
AD-A050 137/9GI 78-10 9B PC A03/MF AO1 


Nondeterministic Bottom-up Pyramid Acceptors. 
AD-A050 466/2GI 78-10 98 PC A02/MF AO1 


Thinning Algorithms for Grayscale Pictures. 


78-12 20N PC A03/MF A01 


78-05 5D PC A09/MF A01 


78-09 9B PC A02/MF A01 


78-05 6F PC A02/MF A01 


AD-A049 587/9GI 78-09 9B PC A02/MF A01 
DYER, ELAINE DEDRICKSON 
Nurse Performance Description: Criteria, Predictors, 


and Correlates. 
HRP-0016927/6Gi 78-02 6E Not Available NTIS 
OVER, F. F. 


Distribution of Fission Products in Peach Bottom 
HTGR Fuel Element E14-01. 
ORNL/TM-5730 78-07 18J PC A07/MF A0O1 


Distribution of Fission Products in Peach Bottom 
HTGR Fuel Element F03-01. 
ORNL/TM-5996 78-25 18) PC A12/MF A01 


Fission Product Behavior in the Peach Bottom 

HTGR. 

CONF-770929-6 
DYER, H. L. 

Evaluative Methodology for Comprehensive Water 

Quality Management Planning. 

ANL-73-XX-51 78-01 13B PC A03/MF A01 
DYER, M. E. 

REVS Users Manual. SREP Final Report. Volume li. 

AD-A046 572/4GI 78-03 9B PC A18/MF A01 
DYER, N.C. 

In-Plant Source Term Measurements at Fort Cal- 

houn Station - Unit 1. 

PB-284 104/7GI 78-21 18G PC A10/MF A01 

Procedures, Source Term Measurement Program. 

PB-275 229/3GI 78-05 18E PC A0S/MF A01 


Procedures Source Term Measurement Program. 

TREE-1178 78-17 18E PC A04/MF A01 
DYER, R. H. 

Method and Apparatus for Rapid Adjustment of 

Process Gas inventory in Gaseous Diffusion 

Cascades. 

PATENT-4 040 801 

78-17 14B Not available NTIS 

DYER, ROSEMARY M. 

Dispersal of Supercooled Stratus Clouds by Silver 


lodide Seeding. 
AD-A047 338/9G! 


DYER, SHARON E. 


Health Service Providers in Psychology. 
HRP-0025886/3GI 78-25 6E Not Available NTIS 
DYETT, D. 

Design and Testing of a Small Feedwater Pump. 
AD-A053 646/6GI 78-16 13K PC A02/MF A01 
A Simple Water Trap for Use in a Flue Gas Sam- 
pling System. 
AD-A049 325/4G! 


DYETT, MICHAEL V. 


Station Area Land Use. BART Impact Program. 
Land Use and Urban Development Project, 
PB-282 996/8G! 78-21 13B PC A03/MF A01 


Study of Workers’ Location Decisions. Land Use 

and Urban Development Project. BART impact Pro- 

gram, 

PB-285 969/2GI 
DYHE, W.P. 


Field Emission Research 
AD-105 858/5GI 78-22 20C PC A02/MF A01 


DYKE, W.P. 


Field Emission Current-Density Distribution 
AD-029 576/6GI 78-21 20C PC A02/MF A01 


The Field Emission Initiated Vacuum Arc. |. Experi- 
ments on Arc Initiation 
AD-019 630/3G! 78-21 20C PC A02/MF A01 


Field Emission: Large Current Densities, Space 
Charge, and the Vacuum Arc 
AD-009 129/8GI 78-18 20C PC A02/MF A01 


Field Emission Research 
AD-009 714/7GI 78-18 20C PC A02/MF A01 


Field Emission Research 
AD-105 758/7GI 78-22 20C PC A02/MF A01 


The Field Emitter: Fabrication, Electron Microscopy, 
and Electric Field Calculations 
AD-015 624/0GI 78-18 14B PC A02/MF A01 


Pos in Electron Emission at High Fields 
77 851/4GI 78-20 20C PC A02/MF A01 


T-F Emission: Experimental Measurement of the 
Average Electron Current Density from Tungsten 
AD-120 938/6GI 78-22 9A PC A02/MF A01 


Temperature-and-Field Emission of Electrons from 
Metals 
AD-040 647/0G! 78-21 


DYKEMA, O. 
Current Status of Alternative Automotive Power 
Systems and Fuels. Volume Il. Alternative Automo- 


tive Engines. 
78-08 21G PC A20/MF A01 


78-08 18G PC A02/MF A01 


78-05 4B PC A02/MF A01 


78-08 148 PC A02/MF A01 


78-26 138 PC A0S/MF A01 


20C PC A02/MF A01 


PB-276 154/2GI 


DYSON, SAM A. 


Current Status of Alternative Automotive Power 
Systems and Fuels. Volume IV. Electric and Hybrid 
Power Systems. 


PB-276 156/7GI 78-08 21G PC A12/MF A01 


DYKEMA, OWEN W. 


Effects of Combustion Modifications for NOx Con- 
trol on Utility Boiler Efficiency and Combustion Sta- 
it 


ity. 
PB-273 057/0GI 78-01 21B PC A06/MF AO1 


Inventory of Combustion-Related Emissions from 

Stationary Sources (Second Update). 

PB-282 428/2GI 78-19 13B PC A17/MF A01 
DYKEMA, P. G 

Hot Hadronic Matter in the Early Unive 

ORO-3992-303 78-07 3B PC At A03/MF AO1 
DYKES, JACK ARTHUR 

Dementia Rating Scale for Use with Psychogeriatric 

Patients. 

HRP-0017365/8GI 78-02 6E Not Available NTIS 
DYKHUIZEN, RONALD C. 


Steam-Water Mixing and System Hydrodynamics 
Program. Task 4. 
PB-282 577/6GI 


DYKSTRA, DEWEY 


State-of-the-Art of Membrane and lon Exchange 
Desalting Processes. 
PB-273 034/9GI 


DYLLA, H. F. 


impurity Measurements in PLT. 
PPPL-1377 78-08 201 PC A03/MF A01 
Lower Limits for Parallel impurity Fluxes in the PLT 


Edge Plasma. 
PPPL-1440 78-25 201 PC A0Q2/MF A01 


Turbomolecular Pump Vacuum System for the Prin- 

ceton Large Torus. 

PPPL-1385 
DYMEK, CHESTER J. 


Studies of 02((1) Delta sub g) Production and Deac- 
tivation. 
AD-A057 351/9G! 
OYMENT, A. 
Transient Turbulent Flow Visualization by Ultrafast 
Chronophotography Etude d'Ecoulements 
Transsoniques Turbulents Par Chronophotographie 


Ultra-Rapide. 
78-04 20D PC A03/MF A01 


78-18 181 PC A04/MF A01 


78-01 7A PC A11/MF A01 


78-12 18A PC A03/MF A01 


78-23 7D PC A02/MF A01 


N77-33125/4GI 


DYNER, MARTHE F. 


Public Pensions 
Legislature, 
PB-285 505/4GI 


DYNES, R. 


Test and Demonstration Prototype Tracked Air 
Cushion Vehicle (PTACV) - Phase IlIC. 
PB-279 970/8GI 78-16 13F PC A15/MF A01 


DYNES, R. C. 


Neutron Scattering Study at High Pressure of the 
Phonon Softening in Lead. 
BNL-23349 78-14 20L PC A02/MF AO1 


DYSART, BENJAMIN C. Ili 


Attitudes, Characteristics, and Education of Water 
Resources Planners and Managers Relative to Ef- 
fective Public Participation. 

PB-278 045/0GI 78-12 5K PC A0S/MF A01 


DYSHKANT, A. S. 


Pion and Kaon Production with Large Transverse 
Momentum by Protons on Cu and Be Nuclei at 35, 
50 and 70 GeV. 

IFVE-PEF-75-115 78-19 20H MF A01 


Study on Particle Production with Large Transverse 
Moments in Nucleon-Nucleon Interactions at 70 
GeV. Proposal of Experiment. 
IFVE-SEF/OP-74-150 


DYSLIN, D. A. 


Hydrocarbonization Process Evaluation Report. 

Volume ll. Evaluation of Process Feasibility. 

ORNL-5213 78-04 7A PC A04/MF A01 
DYSON, F. J. 

JASON Laser Propulsion Study, Summer 1977. 

AD-A047 901/4GI 78-06 21C PC A03/MF AO1 


A Propagating Large-Amplitude Disturbance in a 

Stratified Ocean with a Temperature Inversion. 

AD-A046 777/9GI 78-03 8C PC A02/MF A01 
DYSON, GLORIA H. 

Periodicals in the DOT Library, 1977, 

PB-280 065/4G! 78-16 5B PC A14/MF A01 
DYSON, SAM A. 

Library Automation: A ‘First Course’ Teaching Syl- 


labus, 
ED-144 618 


in Utah. Report to the 42nd 


78-26 51 PC A07/MF A01 


78-22 20H MF AQ1 


78-13 51 Not available NTIS 


PA-371 





DYTCH, HARVEY E. 

Urban Influences on Cloud Microstructure 
Downwind from St. Louis, Missouri. (Project 
METROMEX) (Metropolitan Meteorological Experi- 


ment). 
PB-276 956/0GI 78-09 4B PC A06/MF A01 


DYUMON, ZH. ZH. 
Production of gamma -Quanta in K exp - p and K 


exp + p Interactions at 25 Gev/C. 
IFVE-M-13 78-08 20H MF A01 


DZENDOLET, ERNEST 


Effect of Preparation and Electrode Placement on 
the Frog ERG 
AD-246 295/0GI 78-18 6P PC A02/MF A01 


Standing Potentials of the Frog’S Eye 
AD-246 298/4GI 78-18 6P PC A07/MF A01 


DZHELEPOV, V. P. 


Designed Pion Beam Channels in a Phasotron with 
the Magnetic Field Variation. 
JINR-9-8782 78-20 20G MF A01 


Direct Measurement of the Formation Rate of Pp 
mu and Pd mu Molecules in Gaseous Hydrogen. 
JINR-R1-9256 78-08 7E MF A01 


DZHUMKHADZE, S. V. 


Charged Particle Multiplicity in pi exp - -p-interac- 
tions with Strange Particle Production. 
JINR-R1-9675 78-08 20H MF A01 


DZHUSOV, YU. P. 


Resistive Measurement of Local Void Fraction. 
FEI-625 78-20 20D MF A01 


To the Technique of Measurement of Local Steam 
Content While Boiling in a Large Volume. 
FEI-626 78-17 7D MF A0O1 


DZIEDZIC-GOCLAWSKA, A. 


Radiation Chemistry of Mineral Constituents of 
Bone and Its Consequences in Sterilization and 
Grafting. 

INR-1454/17/C/A 


DZIERBA, A. R. 


Technical Progress Report of the indiana University 

High Energy Physics Group, December 1, 1976-- 

November 30, 1977. 

COO-2009-132 78-08 20H PC A02/MF A01 
DZIEWONSKI, ADAM M. 

Reprint: An Application of the Energy-Moment Ten- 

sor Relation to Estimation of Seismic Energy 

Radiated by Point and Line Sources. 

AD-A054 403/1GI 78-17 8K PC A02/MF A01 

Reprint: Large-Scale Heterogeneities in the Lower 

Mantle. 

AD-A046 030/3G! 


DZIRKALS, LILITA 


Economic Recovery Following Disaster: A Selected, 
Annotated Bibliography. 
AD-A051 452/1GI 78-12 5C PC A09/MF A01 


DZIUBECKI, R. 


Results of Exploitation of a Pilot-Plant installation 
for Bituminization of Radioactive Sludges. 
INR-1494/13/C/A 78-10 18G MF A01 


DZIUKOWA, J. 


Case Studies of Microradiographic Examination of 
Bone Tumors. 
ANL-Trans-1102 78-15 6E PC A02/MF A01 


Microradiographic Evaluation of Calcified Tissue 
Structures and the Possibility of Its Use for Diagno- 
sis of Bone Neoplasam. 
ANL-Trans-1101 


DZUBAY, T. G. 


Reprint: A Two Stage Respirable Aerosol Sampler 
Using Nuclepore Filters in Series. 
PB-278 341/3GI 78-12 14B PC A02/MF A01 


DZUBAY, THOMAS G. 


Dichotomous Sampler - A Practical Approach to 
Aerosol Fractionation and Collection. 
PB-284 091/6GI 78-23 14B PC A03/MF A01 


OZYUBLIK, A. YA. 


Interstitial Diffusion in Crystal and the Moessbauer 
Effect. 
KIYI-76-12 


EADDY, J. M. 


Physical/Chemical Treatment of Textile Finishing 
Wastewater for Process Reuse. 
PB-281 276/6GI 78-18 11E PC A07/MF AO1 


EADES, CHARLES H. JR. 


Research in Amino Acid Metabolism in Surgery 
AD-083 567/8GI 78-14 6A PC AO5/MF A01 


EADES, J. B. JR.. 


Tidal Frequency Estimation for Closed Basins. 
N78-22557/0GI 78-17 8C PC A08/MF A01 


78-03 7E MF A01 


78-02 8G PC A02/MF A01 


78-15 6E PC A02/MF A01 


78-23 20B PC A02/MF A01 


PA-372 


EADIE, GREGORY G. 


Above Ground Gamma Ray Logging for Locating 
Structures and Areas Containing Elevated Levels of 
Uranium Decay Chain Radionuclides. 

PB-282 392/0GI 78-19 18H PC A03/MF A01 


Radiclogical Surveys of Idaho Phosphate Ore 
Processing - The Thermal Process Plant. 
PB-278 608/5GI 78-13 81 PC AOS/MF AO1 


EAGAN, PATRICK L. 


A Decision Model for U.S. Computer Export Ad- 
ministration, A Preliminary Investigation. 
PB-277 539/3GI 78-11 5C PC A02/MF A01 


EAGER, G. S. 


Cable Neutral Corrosion Selection and Evaluation 
of Semiconducting Thermoplastic Jacket Com- 
pounds for Concentric Neutral Urd Primary Cables. 
Phase |: Final Report, August 1977. 

EPRI-EL-619(V.1) 78-14 9A PC AO6/MF A01 


Development of Extruded Dielectric Underground 
Transmission Cables Rated 138 Kv, 230 Kv, and 345 
Kv. Final Report. Volume I. 

EPRI-EL-428(V.1) 78-02 9A PC A10/MF A01 


EAGLE, C. D. 
Lightweight, Low Compression Aircraft Diesel En- 
gine. 
N78-21471/5GI 
EAGLE, JEFF 


Primary Care Treatment of Emotional Problems in 
an Health Maintenance Organization (HMO). 
HRP-0024405/3GI 78-17 6E Not Available NTIS 


EAGLE, R. J. 


Radionuclides in the Marine Environment Near the 
Farallon Islands. 
UCRL-52381 


EAGLES, P. M. 


Reprint: Amplification Rates and Torques for 
Taylor-Vortex Flows between Rotating Cylinders. 
AD-A045 885/1GI 78-01 20D PC A02/MF A01 


EAGLETON, J. C. 


Determination of Operating Parameters and Dis- 
solved Oxygen Concentration Profile in a Tapered, 
Fluidized Bed. 

ORNL/MIT-255 78-05 7D PC A03/MF A01 


Dispersion of Miscible Fluids in Packed Columns. 

ORNL/MIT-252 78-08 8! PC A03/MF A0O1 
EAKES, R. G. 

Conceptual Designs for 


Shipping Casks. 
SAND-77-1483 


EAKIN, MERILYN 


The Investigation of the Nature of the Forces of Ad- 
hesion 
AD-202 012/1GI 


EAKINS, J. D. 


Radioactive Fallout in Air and Rain: Results to the 
End of 1976. 
AERE-R-8671 


EAMES, HARRIET 


Psychology and Cognate Subjects: A Bibliography 
of Selected Reference Sources, 
ED-139 385 78-16 5B Not available NTIS 


EAMES, M. C. 


Concept Exploration-an Approach to Small Warship 
Design, 
AD-A051 871/2GI 


EANES, R. S. 


Communications High-Order Language Investiga- 
tion. Volume I. 
AD-A049 737/0GI 


78-16 21G PC A06/MF A01 


78-18 8J PC A02/MF A01 


LMFBR Spent Fuel 


78-18 18F PC A03/MF A01 


78-23 


11C PC A03/MF A01 


78-09 


18H MF A0O1 


78-13 


13J PC A03/MF A01 


78-09 9B PC A11/MF A01 


Communications High-Order Language Investiga- 
tion. Volume Il. 
AD-A049 736/2GI 


78-09 9B PC A19/MF A01 
EARICKSON, ROBERT 
Spatial Behavior of Hospital Patients. A Behavioral 
Approach to Spatial Interaction in Metropolitan 
Chicago. 
HRP-0015860/0G! 
EARL, J. A. 


Interplanetary Propagation of 
Energetic Particles. 
N78-24014/0GI 


EARL, JAMES ARTHUR 


The Lateral Distribution of Penetrating Particles in 
Cosmic Ray Extensive Air Showers 
AD-226 648/4Gi 78-11 4A PC A05/MF A01 


EARLE, ANN M. 


Nurse as Caregiver for the Terminal Patient and His 
Family. 
HRP-0019166/8GI 


78-04 6E Not Available NTIS 


Flare-Associated 


78-18 3B PC A04/MF A01 


78-14 5J Not Available NTIS 


EARLE, E. D. 
Fast Neutron Capture in exp 197 Au and the 
gamma-Ray Strength Function. 
AE-515 78-19 20H MF AO1 
EARLEY, D. E. 


Screening Study for Vacuum Distillation Units in 
Petroleum Refineries. 
PB-281 303/8GI 78-18 13B PC A04/MF A01 


Source Assessment: Rail Tank Car, Tank Truck, and 

Drum Cleaning, State-of-the-Art. 

PB-280 726/1GI 78-17 13D PC A04/MF A01 
EARLEY, JOSEPH E. 


Reprint: Kinetics of Reduction of Co(NH3)5CI2+ 
and cis- and trans-Co(en)2Ci2+ by Ti(iil). 
AD-A052 187/2GI 78-13 7D PC A02/MF A01 


Reprint: Reduction of CO(IIl) Oxidants by Ti(lll). 
AD-A052 178/1GI 78-13 7D PC A0Q2/MF A01 
EARLS, LEONARD M. 


Reprint: Relative Reflectance and Complex Refrac- 
tive Index in the Infrared for Saline Environmental 


Waters. 
AD-A049 724/8GI 78-09 20F PC A02/MF A01 


EARLY, D. E. 


Screening Study for Miscellaneous Sources of 
Hydrocarbon Emissions in Petroleum Refineries. 
PB-281 273/3GI 78-18 7A PC AO5S/MF A01 


EARLY, E. W. 
Comprehensive Studies of Arctic Pack Ice in April 
1976. 
AD-A058 265/0GI 
EARLY, EUGENE H. 


The Measurement of Efforts to Enhance the Effec- 
tiveness of NAVFAC RDT and E Investments. 
AD-A047 127/6GI 78-04 5A PC A09/MF A01 


EARLY, H.C. 
Design Considerations for Arc Heated Hypersonic 


Tunnel 
AD-240 708/8GI 


EARLY, JAMES G. 


Reprint: Elevated-Temperature Mechanical Behavior 
of a Carbon-Manganese Pressure Vessel Steel. 
PB-274 325/0GI 78-04 11F Not available NTIS 


Reprint: Hydrogen Diffusion in Palladium by Gal- 
vanostatic Charging. 
PB-285 299/4GI 78-26 11F Not available NTIS 


EARLY, R. 


Pep Main Ring Magnet System. 
SLAC-PUB-2045 78-16 20G PC A02/MF A01 


EARNEST, CHARLES M. 


Performance Evaluation of the Aerated Lagoon 
System at Windber, Pennsylvania. 
PB-281 368/1GI 78-18 7D PC A13/MF A01 


EARNHARDT, KENNETH W. 


Development of a Procedure for the Evaluation of 
Soil Subsampling Routine | (Feasibility of a Weak 
Beta Emitter as a Radioactive Tracer). 

AD-A054 734/9G1 78-18 8M PC A02/MF A01 


EARP, RONALD L. 


AFAL Simulation Facility/Capability Manual. Volume 
|. Executive Summary and Systems Avionics Divi- 


sion. 
AD-A055 591/2G! 78-20 


EASINGWOOD-WILSON, D. 
An instrumented Car to Analyse Energy Consump- 


tion on the Road. 
PB-280 516/6GI 


EASKI, L. 


Reprint: X-ray Diffraction Study of a One-Dimen- 

sional GaAs-AlAs Superlattice. 

AD-A048 911/2GI 78-08 20B PC A02/MF A01 
EASLEY, DAVID L. 

An _ investigation of Training to Discriminate 

between the Tracked and Wheeled Vehicle Signals 


of the AN/TPS-33 Radar. 
AD-A045 604/6GI 78-01 5I 


EASLEY, J. E. JR. 
An Economic Analysis of Eel Farming in North 


Carolina. 
PB-278 130/0GI 


EASLEY, JACK A. JR. 
Case Studies in Science Education: Booklet Xil. 


Findings |. 
PB-282 853/1GI 78-20 51 PC A08/MF A01 


Case Studies in Science Education: Booklet Xill. 
Findings Il. 


PB-282 854/9GI 78-20 51 PC A07/MF A01 
Case Studies in Science Education: Booklet XV. Ex- 


ecutive Summary. 
PB-282 856/4GI 


78-24 8L PC AOS/MF A01 


78-11 14B PC A04/MF A01 


1C PC A18/MF A01 


78-16 10A PC A03/MF A01 


PC A02/MF A01 


78-11 5C PC A03/MF A01 


78-20 5Ii PC AOQS/MF A01 





Case Studies in Science Education: Booklet 0. 
Overviews. 
PB-282 841/6GI 78-20 5i PC A06/MF A01 


EASLEY, P. G. 
Calculated and Observed Nonisothermal Multiphase 
in Flow in Vertical Columns. 
ARH-SA-278 78-04 8H PC A02/MF A01 
EASLING, IRENE 
Search for Outcomes -- A Study of Comprehensive 


Health Planning Activities in Dallas County, Texas. 
HRP-0023345/2GI_ 78-13 6E Not Available NTIS 


EASON, RICHARD ALEXANDER 
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Effect of Wall Temperature on Channel Per- 

formance with and Without Slag. 

CONF-780307-7 78-26 108 PC A02/MF A01 
EL-DIN, DONNA 

Admissions in a School of Allied Health -- An Or- 

ganizational Model. 

HRP-0023066/4G! 
EL EID, M. F. 


Beta Transition Rates in Hot and Dense Matter. 
IKDA-77/6 78-22 20H MF AO1 


78-13 20L PC AQ2/MF A01 


78-18 51 Not Available NTIS 


EL GABALAWI, N. 


Projection of Distributed-Collector Solar-Thermal 
Electric Power Plant Economics to Years 1990-- 
2000. 


DOE/JPL/1060-1 
EL-GENK, M. S. 


Assessment of Oxygen Diffusion During UO sub 2 -- 
Zircaloy Interaction. 
TREE-NUREG-1192 


EL GHAWABY, M. A. 


Application of LANDSAT Satellite Imagery for Iron 
Ore Prospecting in the Western Desert of Egypt 


(NASA-27930), 

E78-10167 78-22 8G PC A02/MF A01 
Geologic interpretation of LANDSAT Satellite 
Images for the Qattara Depression Area, Egypt 
(NASA LANDSAT Investigation G2 7930 and GB 
7930), 

E78-10159 78-23 8G PC A06/MF AO1 


Regional Prospecting for iron Ores in Bahariya 
Oasis-El Faiyum Area, Egypt, Using LANDSAT-1 
Satellite Images (NASA LANDSAT G-27930), 

E78-10169 78-23 8G PC A04/MF A01 


EL-JAICK, L. J. 


Properties of Semi-infinite Nuclei. 
CBPF-A0005/76 78-10 20H MF AO1 


EL-MAHDI, A. M. 
Hyperthermia as an Antineoplastic Treatment 


Modality. 

N78-27751/4GI 78-23 6E PC A0S/MF A01 
EL-MISTIKAWY, T. M. 

Numerical Methods for Inviscid/Viscous Flows. 

N78-12366/8GI 78-07 20D PC A06/MF A01 
EL-NEWEIHI, E. 

Multistate Coherent Systems. 

AD-A047 614/3G! 78-05 14D PC A02/MF A01 

Multistate Coherent Systems. 

AD-A049 994/7G! 78-10 14 PC A02/MF AO1 
EL-NEWEIHI, EMAD 


Characterizations of Geometric Distribution and 
Discrete IFR (DFR) Distributions Using Order 
Statistics. 


AD-A051 094/1GI 78-12 12A PC A02/MF AO1 


Multistate Reliability Models: A Survey. 
AD-A055 111/9G! 78-18 14D PC A02/MF AO1 


Multistate Reliability Models: A Survey, 
AD-A055 594/6G! 78-20 14D PC A03/MF AO1 


A Note on Optimal Replacement Policies for Some 
Shock Models. 
AD-A051 858/9G! 78-13 


EL-RAMLY, N. A. 


Desalting Plants Inventory Report No. 6, 
PB-274 896/0GI 78-05 7A PC A06/MF A01 


EL-SAFTI, A. F. A. B. 
New Passivation Methods of GaAs. 
AD-A053 663/1G! 78-16 20L PC A04/MF A01 
EL-SAYED, M. A. 
Distortion and Orientation for Triplet Coronene in 
Different n-Heptane Shpol'skii Sites Using 


Phosphorescence-Polarized Microwave Double 
Resonance Techniques. 


AD-A049 511/9GI 78-09 7D PC A02/MF A01 
The Two-Photon Excitation Spectrum of Triphen- 
ylene in n-Heptane Single Crystals. 

AD-A054 668/9G! 78-17 7D PC A0Q2/MF A01 


EL-SAYED, SAYED Z. 


Deep Ocean Mining Environmental Study (DOMES). 
Unpublished Manuscript Number 2. Phytceplankton 
and Primary Productivity Studies; Preliminary Re- 


rt, 
Pp-274 699/8G! 


78-16 108 PC A0S/MF A01 


78-18 18! 


PC A04/MF AO1 


15E PC A02/MF A01 


78-05 8A PC A04/MF A01 


PA-383 





EL SHAZLY, E. M. 


Application of LANDSAT Satellite Imagery for Iron 
Ore Prospecting in the Western Desert of Egypt 
NASA-27930), 

78-10167 78-22 8G PC A02/MF A01 


Geologic Interpretation of LANDSAT Satellite 
Images for the Qattara Depression Area, Egypt 
(NASA LANDSAT investigation G2 7930 and GB 
7 


'930), 
£78-10159 78-23 8G PC A06/MF A01 


Regional Prospecting for Iron Ores in Babhariya 

Oasis-El Faiyum Area, Egypt, Using LANDSAT-1 

Satellite Images (NASA LANDSAT G-27930), 

E78-10169 78-23 8G PC A04/MF A01 
EL SHAZLY, M. M. 


Geologic interpretation of LANDSAT Satellite 
images for the Qattara Depression Area, Egypt 
(NASA LANDSAT Investigation G2 7930 and GB 
7 


'930), 

E78-10159 78-23 8G PC A06/MF A01 
EL-WAKIL, M. M. 

The Role of Drop Velocity in Statistical Spray 
Description. 

N78-20458/3GI 78-15 20D PC A02/MF A01 


EL WALIK, S. A. 


Beliman-Krein Formula for an Integral Equation 
with Kernel of the Type K(X,Y)= K(X - Y) X- Y Sup(- 
Alpha ). 

IC-76-88 78-22 12A MF AO1 


Pade Approximants for Linear Boltzmann Equation. 

IC-76-82 78-22 20J MF AO1 

Solution of Neutron Transport Equation in Cylindri- 

cal Geometry. 

IC-76-85 78-22 18F MF AO1 
ELACHI, C. 


Application of Multispectral Radar and Landsat 

Imagery to Geologic Mapping in Death Valley. 

N78-30635/4GI 78-25 8G PC A04/MF AO1 
ELAHI, DARIUSH 


Reprint: Glucose and Lactate Kinetics after En- 
dotoxin Administration in Dogs. 
AD-A046 899/1GI 78-04 6A PC A02/MF AQ1 


ELAM, CLARENCE B. JR. 
Atlas of Cloud-Free Line-of-Sight Probabilities. Part 
3. United States of America. 
AD-A051 112/1GI 78-12 4A PC A04/MF A0O1 
ELAM, D. 


Imaging Sites of Airway Obstruction and Measuring 
Function Response to Bronchodilator Therapy in 
Asthma. 


UCLA-12-1124 78-06 6E PC A02/MF A01 

Lung Diffusion of Soluble Radioaerosols in 

Scleroderma. 

UCLA-12-1141 78-15 6E PC A02/MF A01 
ELAM, JOYCE 

An Evaluation of Mathematical Programming and 

Minicomputers. 

AD-A048 299/2GI 78-07 9B PC A02/MF A01 

A Network Augmenting Path Basis Algorithm for 

Transshipment Problems. 

AD-A056 761/0GI 78-22 12B PC A03/MF A01 
ELAM, W. T. 

Extended Fine Structure Above Vanadium L-Shell 


Appearance Potential Thresholds, 
AD-A057 141/4GI 78-22 7D PC A02/MF A01 


Nearest Neighbor Spacings of Clean Vanadium Sur- 


faces from Extended Appearance Potential Fine 
Structure, 


AD-A057 142/2GI 78-22 7D PC A02/MF A01 
ELANDER, NILS 

Reprint: Determination of Resonance Energies and 

Nonradiative Lifetimes of Rotationally Predissociat- 


ing Diatomic Molecules: The B2 sigma-State of CH. 
AD-A052 196/3G! 78-13 7D PC 292/MF A01 


ELASHOFF, JANET 
Reprint: Gastric Acid Secretion in Gastric Fistula 


Dogs After Antral Denervation and Antrectomy. 
AD-A046 425/5GI 78-03 6P PC A02/MF AO1 


ELBAUM, CHARLES 
The Relation Between the Plastic Deformation of 


Aluminum Single Crystals and Polycrystals 
AD-238 992/2GI 78-18 11F PC AQ2/MF A01 


Some Aspects of the Origin of Dislocations in Metal 
Crystals 


AD-252 237/3GI 77-20 11F PC AOS/MF A01 
ELBE, RONALD E. 


Modification of Rifle Adapter Assembly to Prevent 
Doubling. 
PATENT-4 008 537 


78-10 19F Not available NTIS 


PA-384 


ELBEL, H. 
Analysis of the Structure and the Thermal 
Behaviour of the UO sub 2 -Pu0 sub 2 -Fuel in the 
Irradiation Experiment FR2 Capsule Test Series 5A. 
KFK-2477 78-18 18) MF AO1 
Design, Irradiation, and Post-irradiation Examina- 


tion of the UC and (U, Pu)C Fuel Rods in the MOL- 
11/K1 and MOL-11/K2 Test Groups. 


EURFNR-1360 78-02 18) PC A08/MF A01 
ELBEL, ROBERT E. 

Field Key to Adult Rabbits and Rodents of the Bon- 

neville Basin of West Central Utah. 

AD-A055 261/2G! 78-18 6C PC A02/MF A01 
ELBER, W. 


Ambient Temperature Fatigue Tests of Elements of 
an Actively Cooled Honeycomb Sandwich Structural 


Panel. 

N77-32537/1GI 78-02 1C PC A03/MF A01 

Partial interlaminar Separation System for Com- 

posites. 

PAT-APPL-SN-889 671/GI 

78-17 11D PC A02/MF A01 

Recent Developments in Analysis of Crack Propaga- 

tion and Fracture of Practical Materials. 

N78-30606/5GI 78-25 20K PC A02/MF A01 

Toughening of Graphite-Epoxy Composites by In- 

terlaminar Perforated Mylar Films. 

N78-19303/4GI 78-14 11D PC A02/MF A01 
ELBERG, SANFORD S. 

Cross-immunity Between Brucella melitensis and 

Mycobacterium tuberculosis Intracellular Behavior 

of Brucella melitensis in Monocytes from Vac- 

cinated Animals 

AD-219 327/4GI 78-17 6M PC A02/MF A01 

The Role of Iron in the Biology of Brucella Suis. |. 

Growth and Virulence 

AD-023 364/3GI 78-16 6M PC A02/MF A0O1 
ELBERT, SAMUEL H. 

Grammar and Comparative Study of the Language 

of Kapingamarangi, Texts, and Word Lists. 

AD-499 707/8GI 78-20 5G PC A13/MF A01 
ELCHAK, TERRENCE LEE 


An Energy Model of Pennsylvania. 

PB-282 112/2GI 78-19 10A PC A07/MF A01 
ELCHLEPP, JANE G. 

Medical Center Plans Future By Analyzing Alterna- 

tives. 

HRP-0013472/6GI 78-01 6E Not Available NTIS 


ELCHURI, VIJAYVARDHAN 


The Development and Application of a Simple 
Method for Determining Unsteady Airloads in Sub- 
sonic Compressible Fiow. 

AD-A052 417/3GI 78-14 1C PC A0S/MF A01 


ELDER, ALEXANDER S. 


User's Manual for the BRL Subroutine to Calculate 
Bessel Functions of Integral Order and Complex Ar- 


ument. 
AD-A056 369/2GI 78-21 12A PC A06/MF A01 
ELDER, B. LEON 


Research on Training for Brigade Command 
Groups: Factors Contributing to Unit Combat 
Readiness. 


AD-A056 054/0G! 78-21 51 PC A03/MF A0O1 
A Training Feedback System for Brigade Command 
Groups. 

AD-A056 342/9GI 78-21 51 PC A03/MF AO1 


The Use of Management Games for Developing 

Army Officers in Administrative and Staff Jobs. 

AD-A054 994/9GI 78-18 51 PC A08/MF A01 
ELDER, CURTIS H. 

Effects of Hydraulic Stimulation on Coalbeds and 

Associated Strata. 

PB-278 561/6G! 78-12 81 PC A03/MF A01 
ELDER, F.C. 


AIDAPS Program. 
AD-A054 972/5GI 78-18 1C PC A07/MF A01 


ELDER, J. C. 


Calibration of Andersen Nonviable impactor under 
Special Conditions of High Flow and Membrane 
Filter Surface Coating. 

LA-UR-77-874 78-01 14B PC A02/MF A01 
Evaluation of EPA Method 5 Probe Deposition and 
Filter Media Efficiency. 

LA-UR-77-834 78-02 7D PC A02/MF A01 
Evaluation of EPA Method 5 Probe Deposition and 


Filter Media Efficiency. Progress Report, September 
1975--June 1977. 


LA-6899-PR 78-06 148 PC A02/MF A01 
ELDER, J.K. 

Research in Nitropolymers and Their Application to 

Solid Smokeless Propeliants 

AD-039 369/4GI 78-21 19A PC A04/MF A01 


Research in Nitropolymers and Their Application to 
Solid Smokless Propeliants 
AD-025 035/7GI 78-21 19A PC AO06/MF A0O1 


ELDER, JACQUELINE 


The National Cancer Institute's Emergency Virus 
Isolation Facility: A Case Study for Use in Develop- 
ing a Methodology of sear ae ak Evaluation. 

PB-275 410/9GI 78-07 14B PC A04/MF A01 


ELDER, JOE A. 


Research Needs for Establishing and Environmental 
Microwave Radiation Safety Standard. 
PB-273 232/9GI 78-02 6R PC A02/MF A01 


ELDERKIN, C. E. 


Semi-Annual Report of the Wind Characteristics 
Program Element for the Period July 1977 Through 
December 1977. 

PNL-2519 78-23 10B PC AOS/MF A01 


Summary of the Development Plan for the Wind 
Characteristics Program Element of the Federal 
Wind Energy Program. 

PNL-2501 78-16 10A PC A04/MF A01 


ELDERMAN, MICHAEL J. 


Photochemical Oxidant Air Pollution Effects on a 
Mixed Conifer Forest Forest Ecosystem - a Progress 
Report. 

PB-274 531/3GI 78-04 6F PC A16/MF A01 


ELDON, JOHN A. 


Statistical Oxidant/Precursor Relationships for the 
Los Angeles Region. Final Report. Creation of Em- 
pirical Oxidant/Precursor Models. 

PB-284 239/1GI 78-23 4A PC A07/MF AO1 


Statistical Oxidant/Precursor Relationships for the 
Los Angeles Region. Interim Report. Part |. Data 
Quality Review and Evaluation. 

PB-284 237/5GI 78-23 4A PC AO06G/MF A01 


Statistical Oxidant/Precursor Relationships for the 
Los Angeles Region. Interim Report. Part Il. Data 
Acquisition and Creation of a Data Base. 

PB-284 238/3GI 78-23 4A PC A05/MF A01 


ELDRED, CAROLYN 


Survey Guide to Accompany the Older Americans 
Status and Needs Assessment Questionnaire. 
HRP-0016744/5GI 78-01 6E PC A08/MF A01 


ELDREDGE, D.H. 


Exploration of Cochlear Potentials in Guinea Pig 
with Microelectrode 
AD-120 356/1GI 78-22 6P PC A02/MF A01 


ELDREDGE, DONALD 


An Evaluation of Modified RNAV Terminal 
Procedures Using a Single-Waypoint RNAV System. 
AD-A054 510/3GI 78-17 17G PC AC6/MF A01 


Simulation Tests of Flight Technical Error in 2D/3D 
Area Navigation (RNAV) Using a Multiple Waypoint 
RNAV System with and without a Flight Director 
System. 

AD-A047 246/4GI 78-04 17G PC A06/MF A01 


ELDREDGE, DONALD H. 


The Armed Forces-National Research Council Com- 
mittee on Hearing and Bio-Acoustics 
AD-112 711/7GI 78-09 6P PC A03/MF AO01 


The Armed Forces - National Research Council, 
Committee on Hearing and Bioacoustics 
AD-074 027/4GI 78-02 6P PC A02/MF A01 


The Armed Forces-National Research Council Com- 
mittee on Hearing and Bioacoustics 
AD-148 380/9GI 78-11 6P PC A03/MF A01 


The Armed Forces-National Research Council Com- 
mittee on Hearing and Bioacoustics 
AD-200 495/0GI 78-11 20A PC A03/MF A01 


The Armed Forces-National Research Council, 
Committee on Hearing And Bioacoustics 
AD-219 759/8GI 78-11 6P PC A03/MF A01 


Bio-Acoustic Studies of High Intensity Aircraft En- 
gine Noise at the Naval Air Test Center and Aboard 
USS Coral Sea (Cva-43) 


AD-047 051/8GI 78-21 20A PC A03/MF A01 


The Effects of Blast Phenomena on Man: A Critical 
Review (Including a Selected Bibliography) 

AD-074 028/2GI 78-02 6S PC A02/MF AO1 
Noise and Community 

AD-152 662/3GI 78-13 21E PC A03/MF A01 
Physiological Evidence for the Masking of Low 
Frequencies by High 

AD-138 868/5GI 78-23 6P PC A02/MF A01 


The Testing of Hearing in the Armed Services 

AD-112 712/5GI 78-09 6N PC A06/MF A01 
ELDRIDGE, BRUCE F. 

Reprint: Isolation of St. Louis Encephalitis Virus 


from Overwintering ‘Culex pipiens’ Mosquitoes. 
AD-A057 501/9G! 78-23 6M PC A02/MF A01 





Reprint: ‘Plasmodium cynomolgi’. Effects of Malaria 
Infection on Laboratory Flight Performance of 
‘Anopheles stephensi’ Mosquitoes. 

AD-A047 000/5GI 78-04 6F PC A02/MF A01 


The Survival of St. Louis Encephalitis Virus in Over- 

wintering Mosquitoes, 

AD-A056 405/4GI 78-21 
ELDRIDGE, CHARLES M. 


Nonlinear Analysis of Orthotropic, Laminated Shells 
of Revolution by the Finite Element Method. 
AD-A046 401/6GI 78-03 20K PC A06/MF A01 


ELDRIDGE, J. S. 
Gamma-Ray Spectral Determinations with a Porta- 


ble Analyzer. 
CONF-780110-6 78-18 18D PC A02/MF A01 


Planning for Unplanned Releases. 
CONF-770916-3 78-06 18H PC A02/MF A01 


Quality Assurance Applied to an Environmental Sur- 
veillance Program. 
CONF-771113-8 


ELDRIDGE, O. 


Electron Cyclotron Heating in Tokamaks. 
ORNL/TM-6052 78-13 201 PC AQ3/MF A01 


ELDRIDGE, O. C. 


Program Plan for Electron Cyclotron Heating Ex- 
periments on the ISX Tokamak. 
ORNL/TM-6011 78-12 20! 


ELDRUP-JORGENSEN, S. 


Studies in Metaboiism of Trauma. |. Maintenance of 
Homeostasis During Antidiuresis 
AD-139 834/6GI 78-16 6S PC A02/MF A01 


ELDRUP, M. 


Positronium Bloch Function, 
Positronium in Vacancies, in Ice. 
RISO-366 78-26 7E PC A04/MF A01 


ELEGER, GERALD W. 


Process for Purifying a Titanium-Bearing Material 
and Upgrading Ilmenite to Synthetic Rutile with Sul- 
fur Trioxide. 

PAT-APPL-830 523/GI 78-06 8! 


ELEMENTS, E. W. 


Shock and Vibration Performance of an Epoxy 
Chocking Compound Chockfast Orange, PR-610CF 
(Philadelphia Resins Corp.). 

AD-A058 589/3GI 78-25 111 


ELENA, M. 


Study of the Dynamic and Thermal Fields in a Tur- 
bulent Pipe Flow with Wall Suction. 
CEA-R-4843 78-17 200 MF A01 


ELESH, DAVID 


Effects of the New Jersey-Pennsylvania Negative In- 
come Tax Experiment on Health and Health Care 
Utilization. 

HRP-0024509/2GI_ 78-17 5C Not Available NTIS 


ELEUTERIUS, CHARLES K. 


Reprint: Location of the Mississippi Sound Oyster 
Reefs as Related to Salinity of Bottom Waters dur- 
ing 1973-1975, 

PB-283 150/1GI 


ELEY, LYNN W. 
Representation of the Poor in Milwaukee's War on 
Poverty, 

PB-283 821/7GI 

ELFBAUM, G. M. 
Applications of Precision Ultrasonic Thickness 
Gauging. 
FRNC-CONF-177 


ELFENBEIN, G. J. 


Reprint: Induction of Partial Chimerism in Nonir- 
radiated B-Lymphocyte-Deficient cba/N Mice. 
AD-A057 534/0GI 78-23 6C PC A02/MF A01 


ELFIMOV, A. G. 


Possibilities of Heating Plasmas with the Aid of 
Helical RF Fields with Frequencies Less Than the 
lon Cyclotron Frequency. 

LA-tr-77-41 78-01 201 


ELFINGER, F. X. 


Rotating Eddy-Current Probe in Condenser Pipe 
Testing. 
BNWL-tr-325 


ELGAROY, OYSTEIN 


Reprint: High Resolution Observations of General- 
ized Fast Drift Bursts. 
AD-A050 448/0GI 78-10 38 PC A02/MF A01 


Reprint: Two Types of Extremely Short Lasting 
Decimetric Bursts and Their Possible Relation to 
Processes in Solar Magnetic Traps. 

AD-A050 445/6GI 78-10 3B PC A02/MF A01 


6M PC A02/MF A01 


78-15 13B PC A02/MF A01 


PC A03/MF A01 


and Trapping of 


PC A02/MF A01 


PC A03/MF A01 


78-18 8J PC A02 


78-23 5K PC A07/MF A01 


78-04 148 MF A01 


PC A02/MF A01 


78-26 14B PC A02/MF A01 


ELGIN, J. H. JR. 


Hand-Held Radiometer Red and Photographic iIn- 
frared Spectral Measurements of Agricultural Crops. 
N78-22438/3GI 78-17 2D PC A02/MF A01 


Monitoring Corn and Soybean Crop Development 
by Remote Sensing Techniques. 
N78-30639/6GI 78-25 2D PC A02/MF A01 


ELGOMAYEL, J. |. 


Flo-Peeling and Other Alternatives to Conventional 

Turning. 

AD-A050 123/9GI 
ELGOT, CALVIN C. 


Decision Problems of Finite Automata Design and 
Related Arithmetics 
AD-219 292/0GI 78-11 6D PC A03/MF A01 


Lectures on Switching and Automata Theory 
AD-211 893/3GI 78-11 6D PC AOS/MF A01 


Quantifier Elimination in a Problem of Logical 


Design 
AD-143 834/0GI 78-13 9B PC A02/MF A01 


Realization of Events by Logical Nets 
AD-143 363/0GI 78-13 12A PC A03/MF AO1 
ELIA, ARMONDO D. 


High Sensitivity Chaff Measurement System. 
AD-A048 768/6GI 78-07 171 PC A02/MF A01 


ELIAS, A. W. 


Media Selection for Information User Training. 
PB-282 172/6GI 78-19 5B PC A04/MF A01 
ELIAS, E. 


Rewetting and Liquid Entrainment During Reflood- 
ing: State of the Art. 
EPRI-NP-435 


Rewetting Model 


78-10 13H PC A06/MF A01 


78-05 18! PC A03/MF AQ1 
Using a Generalized Boiling 


Curve. 
EPRI-NP-571 78-15 


UC-B Reflood Experimental Plan. 
EPRI-NP-457 78-05 181 PC A04/MF A01 
UC-B Reflood Program: Experimental Data Report. 


Interim Report. 
EPRI-NP-743 


ELIAS, M. 


Tracking Station for Meteorological Satellites with a 
High Resolution Radiometer Estacao Receptora de 
Satelites Meteorologicos Com Radiometro de Muito 
Alta Resolucao. 
N78-29135/8GI 


ELIAS, P. 
Reprint: An _ information-Theoretic Approach to 


Computational Complexity. 
AD-A049 364/3GI 78-08 9D PC A03/MF A01 


ELIASON, D. A. 


Reprint: Dursban Premises Applications and Their 
Effect on the Cholinesterase Levels of Spraymen, 
PB-276 325/8GI 

78-08 6J (Order as PB-276 320, MF A01) 

ELIASON, M.A. 

Some Molecular Collision Integrals for Point Attrac- 
tion and Repulsion Potentials 
AD-092 395/3GI 78-22 7D PC A03/MF A01 


ELIASSON, B. 


Quantitative Strain and Stress Determination from 
Holographic Interferograms. 
AD-A048 640/7GI 78-07 


ELICKER, LEONARD N. 


Evaporative Recovery of Chromium Plating Rinse 
Waters. 
PB-285 434/7GI 


ELIE, X. 
Installation for Purifying the Liquid Metal Used for 


Cooling the Core of a Fast Neutron Reactor. 
ANL-Trans-1113 78-16 181 PC A0Q2/MF A01 


ELIFRITS, C. D. 


A Manual for Inexpensive Methods of Analyzing and 
Utilizing Remote Sensor Data. 
N78-28587/1GI 78-23 9B PC A03/MF A01 


Mapping Land Cover from Satellite Images: A Basic, 
Low Cost Approach. 
N78-17446/3GI 


ELINSON, JACK 


Newer Sociomedical Health Indicators -- Implica- 
tions for Evaluation of Health Services. 
HRP-0019091/8GI 78-16 6E Not Available NTIS 


ELIOPOULOS, CHARLOTTE 


Assessment and Action in Gerontological Nursing. 

HRP-0026173/5GI 78-25 6E Not Available NTIS 
ELISEEV, G. N. 

ES-5052 Storage Devices on Magnetic Disks for the 


BESM-4 Computer. 
JINR-10-9189 


18F MF AO1 


78-23 181 PC A12/MF A01 


78-24 22B PC A05/MF A01 


11F PC A03/MF A01 


78-25 


13B PC A04/MF A01 


78-12 8B PC A02/MF A01 


78-10 9B MF A01 


ELLEMAN, D. D. 


Measurement System for Chamber Pictures on the 
Base of Semiconductor on-Line Devices with the 
Besm-4 Computer. 


JINR-10-8783 78-10 18D MF A0O1 

Real-Time Counter in the BESM-4 Computer. 

JINR-10-9190 78-26 9B PC A02/MF A01 
ELISON, GAR 

Comprehensive Health Plan for Utah. Volume Il: 

State Medical Facilities Plan. Part B: Long-Term 


Care Facilities. 
HRP-0016350/1G! 


ELITZUR, M. 


Collisional Excitations by Charged Particles in In- 
terstellar Clouds. 
WIS-76/47-Ph 78-08 38 MF A01 


Inversion Mechanisms for OH Main Lines As- 
trophysical Masers. 
WIS-Ph-77/13 78-23 3B PC A03/MF A01 
Satellite Lines Anomalies in OH Excited States. 
WIS-76/44-Ph 78-08 3B MF A01 
ELIZAROV, O. I. 
Input Device for the DIN-1M Spectrometer. 
JINR-10-9154 78-21 18D MF AO1 
Software for a Magnetic Disk Drive Unit Connected 
with a Computer Tpa-1001-1. 
JINR-R-10-10479 
ELKEN, THOMAS R. 


The Computation of Economic Equilibria by Path 
Methods. 
AD-A053 169/9GI 78-15 5C PC A07/MF A01 


On the Solution of Nonlinear Equations by Path 
Methods. 
AD-A053 200/2G! 


ELKIND, M. M. 


Combined Effects of Hyperthermia and Radiation in 
Cultured Mammalian Cells. 
CONF-770637-1 78-02 6R PC A03/MF A01 


DNA Damage and Mammalian Cell Killing. 
CONF-780226-9 78-25 6R PC A02/MF A01 


ELKIND, STEVEN A. 


Reliability and Performance Models for Error Cor- 
recting Memory and Register Arrays. 
AD-A058 742/8GI 78-25 98 PC A03/MF A01 


ELKINS, BRYCE 


Software Phenomenology - Working Papers of the 
Software Life Cycle Management Workshop, Airlie 
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Study of Diffusion and Wet Deposition of Sulfur 

from an Oil Fired Power Plant. 

UUIM-46 78-13 13B PC A04/MF A01 
ENGER, M. D. 

Altered Growth and RNA Metabolism in Cultured 

Chinese Hamster Ovary Cells Exposed to Low 


Levels of Cadmium. Progress Report, July 1, 1976-- 
June 30, 1977. 


LA-6976-PR 78-07 6T PC A02/MF A0O1 
ENGER, ROLF C. 


Solar Electric Generating System Resource 


Requirements and the Feasibility of Orbiting Solar 
Reflectors. 


AD-A048 908/8G! 78-08 10A PC A09/MF A01 
ENGFER, R. 

Magnetic Hyperfine Anomaly in Muonic exp 193 Ir. 

IKDA-77/4 78-22 7E MF A01 
ENGI, D. 

Insider Safeguards Effectiveness Model (ISEM). 


User's Guide. 
SAND-77-0043 78-14 18) MF A01 


Nuclear Facility Safeguards Systems Modeling 


Using Discrete Event Simulation. 
SAND-77-0075C 78-01 18) PC A02/MF A01 
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Small-Scale Engagement Model with Arrivals: 
Analytical Solutions. 


SAND-77-0054 78-08 18€ PC A02/MF A01 


Use of ISEM in Studying the Impact of Guard Tac- 
tics on Facility Safeguards System Effectiveness. 
SAND-77-0410C 78-06 18J PC A02/MF AO1 


Valued Renewal Processes. 
SAND-77-1436C 78-14 5A PC A02/MF A01 


ENGLAND, A. C. 


Electron Cyclotron Heating in Tokamaks. 
ORNL/TM-6052 78-13 201 PC A03/MF A01 


Neutron Time Behavior for Deuterium Neutral Beam 
ecwon into a Hydrogen Plasma in Ormak. 
ORNL/TM-6035 78-11 201 PC A02/MF A01 


Program Plan for Electron Cyclotron Heating Ex- 

periments on the ISX Tokamak. 

ORNL/TM-6011 78-12 201 PC A03/MF A0O1 
ENGLAND, ROGER 


More Myths in International Health Planning. 

HRP-0024688/4Gi 78-20 6E Not Available NTIS 
ENGLAND, T. R. 

Comparisons of Calculated and Experimental 

Delayed Fission-Product beta and gamma Spectra 

from exp 235 U Thermal Fission. 

LA-NUREG-6896-MS 78-07 20H PC A04/MF A01 


Fission Product Data for Thermal Reactors. Final 
Report. Part |. A Data Set for Epri-Cinder Using 
ENDF/B-IV. 


EPRI-NP-356(Pt.1) 78-08 18G PC A0S/MF A01 


Fission Product Data for Thermal Reactors. Final 
Report. Part 2. Users Manual for EPRI-CINDER 
Code and Data. 


EPRI-NP-356(Pt.2) 78-08 18G PC A08/MF A01 


Fission Product Data for Thermal Reactors. Part 2. 
Users Manual for EPRI-CINDER Code and Data. 
LA-6746-MS 78-15 18G PC A08/MF A01 
Fission-Product Source Terms for Reactor Applica- 
tions. 

LA-NUREG-6917-MS 78-09 18G PC A03/MF A01 


Fpdcys and Fpspec: Computer Programs for Calcu- 
lating Fission-Product beta and gamma Multigroup 
Spectra from Endf/B-IV Data. 

LA-NUREG-6818-MS 78-03 20H PC A05/MF A01 


Multigroup and Few-Group Cross Sections for 
ENDF/B-IV Fission Products; the TOAFEW Col- 
lapsing Code and Data File of 154-Group Fission- 
Product Cross Sections. 


LA-7174-MS 78-26 18F PC A04/MF A01 
ENGLANDE, A. J. 


Characterization of Reusable Municipal Wastewater 
Effluents and Concentration of Organic Con- 
stituents. 

PB-280 547/1GI 78-17 13B PC A07/MF A01 
A Study of the Distribution and Fate of MSMA in 
Crayfish and Blackberries. 

PB-275 794/6GI 78-08 6F PC AOS/MF AO1 

ENGLE, CLAIRE M. 
Reprint: Lung Volumes in Man Immersed to the 


Neck: Dilution and Plethysmographic Techniques. 

AD-A057 530/8G! 78-23 6S PC A02/MF A0O1 
ENGLE, G. B. 

Assessment of Grade H-451 Graphite for Replacea- 

ble Fuel and Reflector Elements in HTGR. 

GA-A-14690 78-17 183 PC A08/MF A01 

Properties of Unirradiated HTGR Core Support and 

Permanent Side Reflector Graphites: PGX, HLM, 

2020, and H-440N. 

GA-A-14328 78-05 18J PC A10/MF A01 

Strength Testing of Production Grade H-451 Gra- 

phite; LOTS 472, 478, and 482. 

GA-A-14269 78-03 11B PC A05/MF A01 
ENGLE, R. F. 

Long-Term Residential Load Forecasting. Final Re- 

port. 

EPRI-EA-584(V.1) 78-19 13B PC AO5S/MF A0O1 

Long-Term Residential Load Forecasting. Volume 2. 

Statistical Appendix. 

EPRI-EA-584(V.2) 78-19 10B PC A22/MF A01 
ENGLE, W. W. JR. 

New Weighted-Difference Formulation for Discrete- 

Ordinates Calculations. 

CONF-771109-53 78-12 18F PC A02/MF A01 

Summary of the ORNL Shield Design Supporting 

Analysis for the FFTF. 

CONF-770401-29 78-08 18F PC A02/MF A01 


ENGLEHARD, C. 


Systems Approach to Mental Health Care in a HMO 
Model. 


HRP-0023370/0GI 78-21 6E Not Available NTIS 
ENGLEHARDT, CLEVELAND DUANE 


Data Acquisition System for Unsteady Aerodynamic 
Investigation. 


AD-A046 468/5G! 78-03 9B MF A01 
ENGLEHARDT, JO 


Analytical Study of the Pre-Service and In-Service 
Educational Needs of Long-Term Care Administra- 


tors. 
HRP-0024564/7GI 78-20 51 Not Available NTIS 
ENGLEMAN, E. 


A Literature Study to Evaluate Health Parameters in 
Various Human Populations in Relation to Diet. Ap- 
pendix A. Volume 3, Number 2. 

PB-281 060/4GI 78-17 6E PC A06/MF A01 


A Literature Study to Evaluate Health Parameters in 
Various Human Populations in Relation to Diet. Ap- 
pendix B. Volume 3, Number 3. 

PB-281 061/2GI 78-17 6E PC A03/MF A01 


A Literature Study to Evaluate Health Parameters in 
Various Human Populations in Relation to Diet. Ap- 
pendix C. Volume 3, Number 4. 

PB-281 062/0GI 78-17 6E PC A12/MF A01 


A Literature Study to Evaluate Health Parameters in 
Various Human Populations in Relation to Diet. 
Volume 3, Number 1. 

PB-281 059/6GI 78-17 6E PC A04/MF A01 


ENGLEMANN, PAUL HERBERT 


Demand for Hospital Services. 
HRP-0023349/4GI_ 78-18 6E Not Available NTIS 


ENGLER, ALLEN R. 


Mechanical Standoff Bomb Fuze. 
AD-375 088/2GI 78-02 19B PC A03/MF A01 


ENGLER, N. A. 


Continuation of the Compendium of Applications 
Technology Satellite and Communications 
Technology Satellite User Experiments 1967-1977, 
Volume 1. 

N78-31141/2GI 78-26 22A PC A10/MF A01 


Continuation of the Compendium of Applications 
Technology Satellite and Communications 


Technology Satellite User Experiments 1967-1977, 
Volume 2. 


N78-31142/0GI 78-26 22A PC A20/MF A01 
ENGLER, NICHOLAS A. 

Analysis of Conjunctive Rocketborne inflatable 

Sphere and Bead Thermistor Soundings. 

AD-A056 943/4GI 78-22 4B PC A03/MF A01 
ENGLER, ROBERT 


Research and Evaluation Regarding the Section 8 
Housing Assistance Program in Sector B: Adminis- 
trative Functions. 

PB-273 371/5GI 78-01 5K PC A07/MF A01 

ENGLER, ROBERT M. 

Physical and Chemical Characterization of Dredged 
Material Influents and Effiuents in Confined Land 
Disposal Areas. 

AD-A057 460/8G! 78-23 13B PC A14/MF A01 


ENGLES, D. 


A Contribution to the Tornado Intercept Project 
1977. 


PB-281 818/5GI 78-17 4B PC A04/MF A01 
ENGLESBERG, E. 


Genetic Studies on Microbial Resistance to Chemi- 
cal and Physical Agents 
AD-218 115/4GI 78-11 6M PC A03/MF A01 


ENGLESBERG, ELLIS 


Meiotrophic Mutants of Pasteurella Pestis and Their 

Use in the Elucidation of Nutritional Requirements 

AD-140 004/3GI 78-13 6M PC A02/MF A01 
ENGLESSON, G. A. 

Water Consumption and Costs for Various Steam 

Electric Power Plant Cooling Systems. 

PB-285 397/6GI 78-26 10B PC A07/MF A01 


Wet/Dry Cooling Systems for Fossil-Fueled Power 
Plants: Water Conservation and Plume Abatement. 
PB-276 625/1GI 78-08 13A PC A11/MF A01 


ENGLISCH, W. 


Multidisciplinary Lidar System in Spacelab for Ap- 
plication to Atmospheric Physics and Remote 
Sensing. 


N77-33739/2GI 78-04 4A PC A12/MF AO1 
ENGLISH, J.C. 


Effect of Circular Isotropic Disk on the Stress Dis- 
tribution in an Orthrotropic Plate 
AD-029 411/6GI 78-16 20K PC A02/MF A01 


ENGLISH, J. J. 
LMFBR Transducer Performance in SLSF Tests P1 


and P2. 
CONF-770507-2 78-02 18) PC A02/MF A01 
ENGLISH, J. M. 


Approach to Government/industry Investment Par- 


ticipation in Coal-Based Energy Projects. Report 
No. 1-702. 


FE-2517-2 78-19 44a PC A03/MF A01 





Portfolio Selections for Fossil Demonstration Plant 
Programs. Report No. Ss 

FE-2517-5 78-09 7A PC A11/MF AO1 
Review of Methodology for Determining a Cost- 
Based Price of Energy Products. 

FE/2517-1 78-18 5C PC A02/MF A01 
A Study of Characteristics of Intercity Transporta- 
tion Systems. Phase 1: Definition of Transportation 
Comparison Methodology. 

N78-29995/5GI 78-24 13B PC A10/MF AO1 
A Study of Characteristics of Intercity Transporta- 
tion Systems. Phase 1: Definition of Transportation 
Comparison Methodology. 

N78-29996/3GI 78-24 13B PC A0Q3/MF A0i 

ENGLISH, JOHN N. 
Wastewater Treatment for Reuse and Its Contribu- 


tion to Water Supplies. 
PB-280 145/4GI 78-16 13B PC A04/MF AQ1 


ENGLISH, R. WILLIAM 
Effects of Didactic Case Presentation with Guided 


Participation in Training Paraprofessional Helpers, 
PB-282 285/6GI 78-19 5i PC A02/MF A01 


Highlights of Center Materials (1966-1975): An An- 

notated Resource. 

PB-282 332/6GI 78-19 5K PC A04/MF A01 
ENGLISH, T. 

An Analysis of the Technical Status of High Level 


Radioactive Waste and Spent Fuel Management 
Systems. 


N78-18897/6GI 78-13 18G PC A13/MF A01 
ENGLISH, T. C. 


Reprint: Fast Frequency Stabilization of cw Dye 


Laser. 

PB-283 534/6Gi 78-22 20E Not available NTIS 
ENGLISH, WILLIAM J. 

Multiple Beam Torus Antenna Study. Volume I. 

AD-A047 157/3GI 78-04 9E PC AOS/MF A01 


Multiple Beam Torus Antenna Study. Volume Il. 
AD-A047 158/1GI 78-04 9E PC A11/MF A01 


ENGLISHER, L. S. 


Modeling Demand-Responsive Feeder Systems in 
the UTPS (Urban Transportation Planning System) 
Framework. 


PB-285 763/9GI 78-26 13B PC A08/MF A01 
ENGMAN, EDWIN T. 

Remote Sensing Applications to a Partial Area 

Model. 

E78-10125 78-17 8B PC A0S/MF A01 
ENGSTROEM, G. 

Neutron- and gamma-Ray Transport Calculations of 

Dose Transmission Factors in Concrete. 

FOA-C-20195-A2 78-20 18F MF A01 

Neutron- and gamma-Ray Transport Calculations of 

Dose Transmission Factors in Concrete. 

N78-22885/5GI 78-17 18F PC A04/MF A01 
ENGSTROM, S. D. 

Volume-Restricted Freezing of Living Cells and Tis- 

sues. 

ORNL/MIT-265 78-21 6E PC A03/MF A01 


ENGSTROM, TONY 


Cooperative Health Data Development for Planning 
-- Emergency Department Encounter Data, Wiscon- 
sin, 1975-1976. 


HRP-0024985/4GI 78-24 6E PC A03/MF A01 
ENGVOLD, O. 

Compilation of Solar Abundance Data. 

ITA-49 78-01 38 MF A01 

Reprint: An Eruptive Prominence of June 10, 1973. 

AD-A050 447/2GI 78-10 38 PC A02/MF A01 


Reprint: Prominence Eruption Accompanied by 
Twist Readjustment. 
AD-A050 868/9GI 78-11 3B PC A02/MF A01 


ENGVOLD, ODDBJORN 


Reprint: The Fine Structure of Prominences. IV. 
Spectral Observations. 
AD-A057 454/1GI 78-23 3B PC A02/MF A01 


ENKE, C. G. 


High Efficiency Collision-Induced Dissociation in an 
RF-Only Quadrupole. 

AD-A057 201/6GI 78-22 7D PC A02/MF A01 
Selected lon Fragmentation with a Tandem Quadru- 
pole Mass Spectrometer. 

AD-A048 011/1GI 78-06 14B PC A02/MF A01 


ENNIS, C. LAWRENCE 
Ferrocene Curing Agents. 
AD-517 192/1GI 78-19 211 PC A03/MF A01 
ENNISS, D. O. 
Characterization of Several Materials for Penetra- 
tion Evaluation Analysis. 
AD-A050 113/0GI 78-10 19D PC A03/MF AO1 


ENNOS, A. E. 


The Deformation of Steel Bars in a Four-Point 
Bending Machine, Measured by Holographic Inter- 
ferometry. 

N78-29517/7GI 78-24 11F PC A02/MF A01 


ENNS, JOHN H. 


Reenlistment Bonuses and First-Term Retention. 
AD-A046 309/1GI 78-03 5!i PC A05/MF A01 


ENOS, DARRYL D. 


Sociology of Health Care -- Social, Economic, and 
Political Perspectives. 
HRP-0026595/9GI 78-25 5K Not Available NTIS 


ENOS, F.L. 


SDG and E/ERDA Geothermal Loop Experimental 

Facility. Bi-Monthly Report, January--February 1977. 

SAN/1137-5 78-07 81 PC A07/MF A01 
ENOS, H. F. 


Reprint: Determination of Metabolic and Hydrolytic 
Products of Organophosphorus Pesticide Chemi- 
cals in Human Blood and Urine, 
PB-276 904/0GI 

78-09 7D (Order as PB-276 897, MF A01) 


Reprint: A Method for Determination of Low Levels 
of Exposure to 2,4-D and 2,4,5-T, 
PB-276 306/8GI 

78-09 6T (Order as PB-276 303, MF A01) 


Reprint: A Method for the Determination of 1- 
Naphthol in Urine, 
PB-275 928/0G! 

78-07 6A (Order as PB-275 918, MF A01) 


ENOS, HENRY F. 


Reprint: A Cleanup Procedure for the Determination 
of Low Levels of Alkyl Phosphates, Thiophosphates, 
and Dithiophosphates in Rat and Human Urine, 
PB-278 084/9GI 

78-13 6T (Order as PB-278 081, MF A01) 


Reprint: A Comparative Study of the Recovery of 
Metabolized Radiolabeled Pesticides from Animal 
Tissues, 
PB-275 499/2GI 

78-06 7D (Order as PB-275 495, MF A01) 


Reprint: A Comparative Study of the Recovery of 
Metabolized Radiolabelled Pesticides from Animal 
Tissues, 
PB-275 922/3GI 

78-07 6A (Order as PB-275 918, MF A01) 


Reprint: Development of Sampling and Analytical 
Procedure fer Determining Hexachlorobenzene and 
Hexachloro-1,3-butadiene in Air, 
PB-275 505/6G! 

78-06 14B (Order as PB-275 495, MF A01) 


Reprint: Oxychlordane Residues in Human Adipose 
Tissue. 
PB-280 896/2GI 


78-17 6T (Order as PB-280 889, MF A01) 
ENOS, HENRY R. 


Reprint: Multiresidue Procedure for Halo- and 
Nitrophenols. Measurement of Exposure to 
Biodegradable Pesticides Yielding these Com- 
pounds as Metabolites, 
PB-276 901/6GI 

78-09 7D (Order as PB-276 897, MF A01) 


ENOS, JOANNA M. 


Chronic Toxicity of Chlordane, Trifluralin, and Pen- 
tachlorophenol to Sheepshead Minnows 
(Cyprinodon variegatus). 

PB-278 269/6GI 78-13 6T PC A04/MF A0O1 


ENSERINK, E. 


Compliance and Crashworthiness Tests on an Elec- 
tric Vehicle - 1975 Metro-Electric 4-Door Sedan 
PB-284 675/6GI 78-24 13F PC AOS/MF A01 


ENSIGN, C. R. 


Interpolation and Extrapolation of Creep Rupture 
Data by the Minimum Commitment Method. Part 1: 
Focal-Point Convergence. 

N78-23471/3GI 78-18 11F PC AOG/MF A0O1 


Interpolation and Extrapolation of Creep Rupture 
Data by the Minimum Commitment Method. Part 2: 
Oblique Translation. 


N78-23472/1GI 78-18 11F PC A03/MF A01 


Interpolation and Extrapolation of Creep Rupture 

Data by the Minimum Commitment Method. Part 3: 

Analysis of Multiheats. 

N78-23473/9GI 78-18 11F PC A03/MF A01 
ENSLEY, D. L. 


Photon Compression in Cylinders. 
UCID-17414 78-18 201 MF AO1 


The Development of a High-Level, Directional, Un- 


derwater-Sound Source Using Explosion-induced 
Shock Waves 


AD-033 821/0GI 78-14 20A PC A02/MF A01 


ENZER, T.B. 


The Development of a High-Level, Directional, Un- 
derwater-Sound Source Using Explosion Induced 
Shock Waves 

AD-048 402/2GI 78-16 20A PC A04/MF A01 


Rail Inspection Systems Analysis and Technology 


Su ‘ 

PB-272 931/7GI 78-01 13F PC A11/MF A01 
ENSMINGER, J. T 

Environmental Aspects of the Transuranics: A 


Selected, Annotated Bibliography. 
ORNL/EIS-91/V8 78-05 18H PC A10/MF A01 


Shallow Land Burial of Low-Level Radioactive 


Wastes. 
ORNL/EIS-115 78-16 18G PC A11/MF A01 
ENSOR, D. 


The influence of Learning Strategy and Per- 
formance Strategy Upon Engineering Design. 
AD-A050 299/7GI 78-10 SJ PC A03/MF A01 


The Influence of Learning Strategy and Per- 
formance Strategy upon Engineering Design. 
AD-A050 301/1G! 78-10 5J PC A02/MF AO1 


The influence of Learning Strategy and Per- 
formance Strategy upon Engineering Design. 
AD-A050 460/5G! 78-10 5J MF AO1 


ENSOR, D. S. 
Century Industrial Products FRP-100 Wet Scrubber 


Evaluation. 
PB-276 520/4Gi 78-08 7A PC A04/MF A01 


Development of an in-Stack Impactor/Precipitator 
for Sizing Submicron Particles. Final Report. 
EPRI-FP-501 78-17 148 PC A04/MF A01 


Effects of Interfacial Properties on Collection of 
Fine Particles by Wet Scrubbers. 
PB-284 073/4GI 78-23 13B PC A04/MF A01 


ENSTROM, R. E. 


lll-V Heterojunction Structures for Long-Wavelength 
Injection Laser. 
AD-A054 670/5G! 78-17 20E PC A02/MF A01 


lll-V Heterojunction Structures for Long-Wavelength 
Injection Laser. 
AD-A054 671/3G! 78-17 20E PC A02/MF A01 


ENTENBERG, A. B. 
Elastic Neutrino Proton and Antineutrino Proton 


Scattering. 
COO-3071-231 78-07 20H PC A02/MF A01 


ENTERLINE, PHILIP 


Contacts with Pharmacists Before and After ‘Free’ 
Medical Care -- The Quebec Experience. 
HRP-0025404/5GI 78-23 6E Not Available NTIS 


ENTHOVEN, ALAIN C. 


Consumer-Choice Health Plan. Part |. Inflation and 


inequity in Health Care Today -- Alternatives for 
Cost Coatrol and an Analysis of Proposals for Na- 
tional Health Insurance. 

HRP-0024940/9GI 78-18 6E Not Available NTIS 


Consumer-Choice Health Pian, Part ll. A National- 

Health-Insurance Proposal Based on Regulated 

Competition in the Private Sector. 

HRP-0024941/7GI_ 78-20 5C Not Available NTIS 
ENTINE, STEVEN M. 

A Simulated Patient-Physician Encounter Using a 

Talking Computer. 

HRP-0025425/0GI 78-23 6E Not Available NTIS 


ENTNER, NATHAN 


Drug Design Relating Amebicides to Inhibition of 

Protein Synthesis. 

AD-A046 924/7GI 78-04 60 PC A02/MF A01 
ENTSMINGER, MARK A. 


An Examination of the Effects of the Lowered Max- 


imum Speed Limit and Fuel Shortages in North 
Carolina. 


PB-284 018/9GI 78-23 13B PC A10/MF AO1 
ENTZMINGER, THOMAS A. 


Water and Air Quality Trends in Region Vill U.S. En- 
vironmental Protection Agency. 
PB-283 280/6GI 78-22 138 PC A07/MF A01 


ENVALL, KENNETH R. 


Survey of Photocopier and Related Products. 
PB-283 737/5GI 78-23 14E PC A04/MF A01 


ENZER, NORBERT B. 


Impact of the Health Professions Educational 
Assistance Act on State Mental Health Systems. 
HRP-0024637/1G! 78-24 51 Not Available NTIS 


ENZER, SELWYN 


The Automobile Insurance System: Current Status 
and Some Proposed Revisions. 
PB-284 360/5GI 78-24 5C PC A06/MF A01 


ENZER, T.B. 


Investigation of Liquid Rocket Propellants 
AD-002 905/8G! 78-18 211 PC A02/MF A01 
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Investigation of Liquid Rocket Propeliants 
AD-007 538/2GI 78-18 211 PC A02/MF A01 


Investigation of Liquid Rocket Propeliants 
AD-016 626/4GI 78-21 211 PC A02/MF A01 


Investigation of Liquid Rocket Propellants 
AD-022 191/1GI 78-21 211 PC A02/MF A01 


EOYANG, CARSON K. 


Studies of the Effectiveness of Paramedical Person- 
nel Usage in Medical Care Delivery. 
AD-A052 032/0GI 78-13 6E PC A09/MF A01 


EPEL, JOSEPH N. 


Experimental Investigations on the Light Scattering 
of Colloidal Spheres 
AD-108 618/0GI 


EPEL, L. G. 


SODEMME: Natural Circulation Thermal-Hydraulics 
Code for HTGR Transient Analysis. 
BNL-NUREG-50682 78-21 18! 


EPHRAIM, F. G. 


Auto Repair and Maintenance - Program to Reduce 
Consumer Loss. 
PB-282 896/0GI 78-21 


EPHRAIM, K. H. 


Carcinoembryonic Antigen (CEA). CEA Detection in 
Urine of Patients with a Bladder Carcinoma. 
INIS-mf-3626 78-02 6E MF A01 


EPHRATH, ARYE R. 


Effects of Target Motion and 
Tracking. 
AD-A050 290/6GI 


EPIFANIO, CHARLES E. 


Reprint: Effects of Diet and Temperature on Growth 
and Mortality of the Blue Crab, ‘Callinectes 
sapidus’, Maintained in a Recirculating Culture 
System, 

PB-275 206/1GI 


EPIFANOV, A. S. 


Laser Destruction of Alkali-Halide Crystals. 
UCRL-Trans-11231 78-15 20F PC A02/MF A01 


EPIMAKHOVA, R. M. 


Some Results of the Studies of the Reaction of 
Water Aerosol with the Particles of Solid Reagent-- 
Translation. 

AD-A046 866/0GI 


EPIS, J.J. 


Corner Reflector Standard Gain Antennas for 800 to 
1600 Megacycles 
AD-045 449/6G! 


EPLER, E. P. 


Enhancing Public Acceptance of Nuclear Energy by 
Improving Reactor Safety Systems. 
ORAU/IEA(R)-77-28 78-19 181 


EPLER, J. L. 


Comparative Mutagenesis of Test Materials from the 
Synthetic Fuel Technologies. 
CONF-770718-3 78-08 6C PC A02/MF A01 


Energy-Related Pollutants in the Environment: The 
Use of Short-Term Tests for Mutagenicity in the 
Isolation and Identification of Biohazards. 

CONF-780121-2 78-25 6C PC A03/MF A01 


Genetic Toxicity Testing of Complex Environmental 
Effluents. 


CONF-780327-1 78-20 6T PC A02/MF AO1 


Mutagenicity of Fractionated Test Material from the 
Synthetic Fuel Technology with Bacterial Systems. 
CONF-780230-1 78-21 6T PC A02/MF A01 


Polycyclic Aromatic Hydrocarbons from Fossil Fuel 
Conversion Processes. 


CONF-770963-1 78-08 21D PC A03/MF A01 


Separation of Mutagenic Components in Synthetic 
Crudes. 
CONF-780305-14 78-19 8! PC A02/MF A01 


Short-Term Bioassay “f Complex Organic Mixtures. 
Part ll. Mutagenicity Testing. 
CONF-780227-2 78-17 6C PC A03/MF A01 


EPPERLY, W. R. 


Eds Coal Liquefaction Process Development, Phase 
illb. Monthly Technical Progress Report, October-- 
October 31, 1977. 

FE-2893-4 78-15 7A PC A0Q3/MF A01 


EDS Coal Liquefaction Process Development: 
Phase llIB. Quarterly Technical Progress Report, 
July 1--September 30, 1977. 

FE-2893-3 78-21 21D PC A12/MF A01 


EDS Coal Liquefaction Process Development: 
Phase IV. Monthly Technical Progress Report, April 
1--April 30, 1978. 

FE-2893-13 78-26 7A PC A04/MF A01 


EDS Coal Liquefaction Process Development. Phase 


Iv. wns | Technical Progress Report, February 1-- 
February 28, 1978. 


78-16 7D PC A02/MF A01 


PC A04/MF A01 


13F PC A06/MF A01 


Image on AAA 


78-10 19E PC A06/MF A01 


78-05 6C PC A02 


78-03 4B PC A03/MF A01 
78-21 171 


PC A04/MF A01 


PC AO5S/MF A01 
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FE-2893-9 78-20 7A PC A04/MF A01 


EDS Coal Liquefaction Process Development: 
Phase IV. Monthly Technical Progress Report, 
March 1--March 31, 1978. 

FE-2893-11 78-26 7A PC A04/MF A01 

EPPERSON, GORDON W. 

Accounting to the Community -- Cost Containment 
in Design and Construction. 

HRP-0019349/0GI 78-09 6E Not Available NTIS 


EPPS, J. A. 


Implementing Maintenance Rating Techniques. 
PB-275 744/1GI 78-07 13B PC A04/MF A01 


Laboratory Evaluation of Selected Shale Oil 
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Lithium Hydroxide Fire and Impact Shield. 
ORNL/ENG/TM-8 78-08 18F PC A07/MF A01 


EVERSON, RONALD E. 


Reprint: The Effect of Aerially Applied Malathion on 
an Urban Population, 
PB-276 322/5GI 


78-08 6F (Order as PB-276 320, MF A01) 
EVERSWICK, D. N. 


Beyond the State-of-the-Art Illumination Measure- 
ments. 


AD-A056 014/4GI 
EVERTS, CRAIG H. 


Geometry of Profiles Across Inner Continental 
Shelves of the Atlantic and Gulf Coasts of the 
United States. 

AD-A055 876/7GI 78-20 8J PC AOS/MF A01 


Spatial and Temporal Changes in New Jersey 
Beaches, 
AD-A051 578/3GI 


EVETT, A.A. 


An Electromagnetic System for Mine Detection 
AD-063 622/5G! 78-14 19H PC A08/MF A01 


The Validity of the Transmission Line Model for 
Determining the Magnetic Field around Non-insu- 
lated Lines immersed in Sea Water 

AD-029 560/0GI 78-16 8J PC A02/MF AO1 


EVETTS, S. G. 


Avionics Subsystem Mechanization Analysis and 
Recommendations. 
AD-915 575/5GI 


EVIATAR, A. 


A Beaming Model of the lo-independent Jovian 
Decameter Radiation Based on Multipole Models of 
the Jovian Magnetic Field. 

N78-24023/1GI 78-18 3B PC A03/MF A01 


An Emission Mechanism for the !0-independent 
Jovian Decameter Radiation. 
N78-31027/3GI 78-25 3B PC A03/MF A01 


EVINK, GARY L. 


Relationship Between Florida's Blue Crab Popula- 
tion and Apalachicola Bay, 
PB-278 896/6GI 


EVISON, L. M. 


Inactivation of Enteroviruses and Coliphages with 
Ozone in Waters and Waste Waters. 
N78-25745/8GI 78-20 13B PC A02/MF AO1 


EVLANOV, O. V. 


System for Rapid Testing Scintillation Counter 
Telescopes. 
KFTI-76-3 


EVRARD, E. 


Comparative Study of Regulations on Standards of 
Medical Fitnass for Flying Dusties in Nine Air 
Forces Covering Seven Countries of the North At- 
lantic Treaty gue 

AD-A056 992/1GI 78-22 6N PC A07/MF A01 


Comparative Study of Regulations on Standards of 
Medical Fitness for Flying Duties in Nine Air Forces 
Covering Seven Countries of the North Atlantic 
Treaty Organization, 
AD-A049 374/2GI 


EVRARD, G. 


Investigation of the Cochlear Potentials in the 
Guinea Pig Produced by Brief Shot Noise Etude 
Chez le Cobaye des Potentiels Cochleaires Engen- 
dres Par des Bruits Transitoires Brefs. 

N78-22866/5GI 78-17 6S PC A04/MF A01 


Transmission of Impulse Noise to the Inner Ear in 
the Guinea Pig by the Recording of the In- 
tracochlear Pressure. Evaluation of Phenomena 
Leading to Injuries Etude de la Transmission des 
Bruits tmpulsifs a |'Oreille Interne du Cobaye Par 
Enregistrement des Variations de Pression In- 
tracochleaires. Essai d'Interpretation Lesionnelie. 

N78-21749/4GI 78-16 6P PC A03/MF A01 


EVSTROP'EV, K. S. 


Possibiliy of Making High Quality Fiuoroberyllate 
Optical Glasses in Crucibles with Pyrocarbon 
Linings. 


UCRL-Trans-11304 78-18 20F PC A02/MF A01 
Transparency and Homogeneity of Glasses Based 


on Beryllium Fluoride. 
UCRL-Trans-11289 


78-21 17H PC A03/MF A01 


78-12 8C PC A02/MF A01 


78-16 19E PC A13/MF A01 


78-12 6C PC A02 


78-10 18D MF A01 


78-09 6N PC A07/MF A01 


78-18 20F PC A02/MF A01 


EWALD, A. W. 


Electronic Properties of Gray Tin Single Crystals 
AD-215 052/2G! 78-11 20L PC A02/MF A01 
Gray Tin Single Crystals 

AD-221 031/8GI 78-11 208 
Hall Effect in Gray Tin Filaments 
AD-108 793/1GI 78-02 20L 


Thermoelectric Power of Gray Tin 
AD-125 656/9GI 78-13 20L 


PC A02/MF A01 
PC A02/MF A01 


PC A02/MF A01 


EWALD, B. 


The Future of Wind Tunnel Technology in Germany. 
N78-23106/5GI 78-18 148 PC A02/MF A01 


The Need for a Large European High Reynolds 
Number Transonic Windtunnel Lehrt and the Ex- 
pected German Workload. 


N78-13082/0GI 78-08 14B PC A03/MF A01 


EWALD, H. 


Production and Identification of an Isomeric State 
in exp 217 PA and the New Isotope exp 218 PA. 
IKDA-77/1 78-09 20H MF A01 


EWALD, W. R. JR. 


ACCESS - The Santa Barbara Regional Pilot 


Process, 
PB-278 778/6GI 78-13 13B PC A04/MF A01 


EWALD, WILLIAM R. JR. 


Geocoding Data for Display and Policy Analysis. 
Volume |. The Potential of the ACCESS (Alternative 
Comprehensive Community Environmental Study 
System) Process re Energy, Environment and the 
Economy. 

PB-273 031/5GI 78-01 5C PC A0S/MF A01 


Geocoding Data for Display and Policy Analysis. 
Volume Il. Technology from the User Perspective. 
Proceedings of the Santa Barbara Conference 
Taped at the ACCESS Project, Lugo Adobe on May 
8-10, 1977, 

78-01 


PB-273 032/3GI 5C PC A08/MF A01 


EWANIZKY, T. F. 


Unstable Resonator Retrofitted Handheld Laser 
Designator. 


AD-A057 248/7GI 78-22 17H PC A02/MF A01 


EWANIZKY, THEODORE F. 


Unstable Resonators for Army Laser Designators, 
AD-A056 432/8GI 78-21 17H PC A02/MF A01 


EWART, WADE H. 


Tactile Target Alerting System. 
PATENT-4 008 456 
78-10 15C Not available NTIS 


EWBANK, W. B. 


Evaluated Nuclear Structure Data File: A Manual for 
Preparation of Data Sets. 
ORNL-5054/R1 78-21 20H PC A03/MF A01 


Evaluated Nuclear Structure Data File (Ensdf) for 
Basic and Applied Research. 
CONF-770611-11 78-01 20H PC A02/MF A01 


Standardized Radioactive Decay Data Sets for Use 
in Radiation Dosimetry. 


IAEA-SM-222/51 78-16 6R PC A02/MF A01 


EWEL, K. 


Forested Wetlands of Florida, Their Management 
and Use. 


PB-282 215/3GI 78-19 2F PC A16/MF A01 


EWEL, KATHERINE C. 


Cypress Wetlands for 
Recycling and Conservation. 
PB-273 097/6GI 78-01 


Cypress Wetlands for 
Recycling and Conservation. 
PB-282 159/3GI 78-17 


Water-Management, 


13B PC A99/MF A01 


Water Management, 


13B PC A99/MF A01 


EWEN, DOUGLAS C. 


Flare Release System. 
PAT-APPL-877 547/GI 


78-24 19A PC A02/MF A01 


EWEN, HAROLD I. 


Distance Measuring Method and Apparatus. 
PATENT-4 041 494 


78-08 17G Not available NTIS 


EwiG, CARL S. 


Reprint: Barriers to Internal Rotation Obtained by 
Pseudopotential Calculations. 
AD-A056 676/0GI 78-22 7D PC A02/MF AO1 


Reprint: The Structure of Molecular Effective Poten- 
tials in Compounds of Heavy Elements, with Appli- 
cation to lodine. 


AD-A056 677/8GI 78-22 7D PC A02/MF A01 


EWING, B. B. 


Monitoring to Detect Previously Unrecognized Pol- 
lutants in Surface Waters. 


PB-273 349/1GI 78-01 13B PC A0S/MF A01 


EXTINE, M. 


Monitoring to Detect Previously Unrecognized Pol- 
lutants in Surface Waters--Appendix: Organic Anal- 


is Data. 
'B-273 350/9GI 78-01 13B PC A14/MF A01 


EWING, C. L. 
Dynamic Response of Human and Primate Head 


and Neck to + Gy Impact Acceleration. 
PB-275 448/9GI 78-06 6S PC A99/MF A01 


EWING, EDWIN P. JR. 


Reprint: Experimental Infection of Mouse Peritoneal 
Mesothelium with Scrub Typhus Rickettsiae: An UI- 
trastructural Study. 

AD-A056 133/2GI 78-21 6E PC A02/MF A01 
Scrub Typhus: Mechanism of Infection at the Cellu- 
lar Level, 
AD-A056 433/6G! 


EWING, J. |. 


Reprint: A Pop-Up Ocean Bottom Hydrophone. 
AD-A053 123/6G! 78-15 8J PC A02/MF A01 


EWING, J. J. 


Excimer Laser Research. 
AD-A047 212/6G! 78-04 20E PC A0S/MF A01 


Forbidden Transition Selenium Atom Photodis- 
sociation Lasers. 
UCRL-80490 78-19 20E PC A02/MF A01 


Tunable Uv and Visible Lasers. 

UCRL-80108 78-13 20E PC A02/MF A01 
EWING, LEWIS J. JR. 

Effects of Thermal Treatment of Sludge on Mu- 


nicipal Wastewater Treatment Costs. 
PB-285 707/6Gi 78-26 138 PC A06/MF A01 


EWING, MAURICE 
Exploration of the Northwest Atlantic Mid-Ocean 
Canyon 
AD-022 537/5GI 78-21 8J PC A02/MF A01 


Exploration of the Northwest Atlantic Mid-Ocean 


Canyon 
AD-112 897/4GI 78-22 8G PC A02/MF A01 


Gravity Anomalies and Structure of the West Indies, 
Part |. Gravity Anomalies and Structure of the West 
Indies, Part Il. 

AD-026 836/7GI 78-21 8G PC A03/MF A01 


Gravity Measurements at Sea, 1950 and 1951 
AD-102 567/5GI 78-22 8E PC A02/MF A01 


Gravity Measurements at Sea, 1952 and 1953 
AD-102 568/3GI 78-22 8E PC A02/MF A01 


Seismic Refraction Measurements in the Atlantic 
Ocean. Part IV. Bermuda, Bermuda Rise, and Nares 
Basin 

AD-112 891/7GI 78-22 8K PC A03/MF A01 


Seismic Refraction Measurements in the Atlantic 


Ocean. Part VI. Typical Deep Stations, North Amer- 
ica Basin 


AD-095 033/7GI 78-22 8J PC A02/MF A01 
Seismology. Number 14. Further Study of the T 
Phase. 

AD-499 585/8GI 78-20 8K PC A02/MF A01 
T Phases at Bermuda and Transformation of Elastic 


Waves 
AD-141 632/0Gi 


EWING, PAUL L. 


Effect of Tetraethyl Thiuram Disulfide (Antabus) on 
the Alcohol Metabolism in Vivo 
AD-026 762/5GI 78-21 


EWINS, D. 
Dynamic Analysis of Assembled Structures Analyse 
Dynamique des Structures Assemblees. 
N77-32535/5GI 78-02 20K PC A0S 
EWUSI-MENSAH, KWEKU 
On the Application of Peak-Load Pricing to Com- 


puter Services. 
AD-A049 297/5G! 


EXLINE, RALPH V. 


Explorations in the Process of Person Perception, 


Vis.al Interaction in Relation to Competition, Sex 
and N Affiliation 


»D-280 680/0GI 78-13 5J PC A03/MF A01 
Motivational Effects of Alternative Decision-Making 
Processes in Groups 
AD-018 043/0G! 


EXTERMANN, R. 


Mev Neutron Total Cross Sections of exp 9 Be, exp 
10 B, exp 11 B, exp 12 C et exp 13 C. 
CEA-CONF-3722 78-04 


EXTINE, M. 


Detailed Structure of 
(trimethylsilyimet hylidyne)tetrakis- 
(trimethyilsilyimethyl) ditungsten(W-W). 
AD-A045 626/9G! 78-01 7D PC A02/MF A01 


78-21 6M PC A02/MF A01 


78-22 8K PC A02/MF A01 


6A PC A02/MF A01 


78-08 9B PC A02/MF A01 


78-21 5J PC AOS/MF A01 


20H MF A01 


Bis-micron- 


PA-403 





EXTINE, M. W. 


in Search of Metal-Metal Metathesis in the Chemis- 
try of Compounds Containing Metal-to-Metal Triple 
Bonds between Molybdenum. 

AD-A047 883/4GI 78-06 7D PC A02/MF A01 


The Molybdenum-to-Molybdenum Triple Bond. 5. 
Preparation and Structure of Dimethyl- 
tetrakis(dimethylamido)dimolybdenum. 

AD-A051 684/9GI 78-13 7C PC A02/MF A01 


Octa(isopropoxy)Dimolybdenum and 
Bis(nitrosyl)Hexa(isopropoxy)dimolybdenum. Struc- 
ture and Bonding in Compounds Containing Molyb- 
denum Atoms with Fourteen Valence Shell Elec- 
tronic Configurations. 

AD-A047 598/8G! 78-05 7D PC A02/MF A01 


Reactions of Metal-to-Metal Multiple Bonds. 3. Ad- 
dition of Nitric Oxide to Hexakis(alkoxy)-dimolyb- 
denum Compounds. Preparation and Properties of 
Bis(nitrosyl)hexakis(alkoxy)dimolybdenum Com- 
pounds and Structural Characterization of the 
lsoproproxy Derivative. 

AD-A045 818/2GI 78-01 7C PC A03/MF A01 


Reactions of Metal-to-Metal Multiple Bonds. 5. Ad- 
dition of Nitric Oxide to Hexakis(tert-butoxy)- 
ditungsten. Preparation, Properties and Structural 
Characterization of Trus(tert-butox- 
y)(nitrosyl)(pyridine)tungsten. 

AD-A053 493/3GI 78-16 7C PC A03/MF AO1 


Reactions of Transition Metal Nitrogen sigma- 
Bonds. 5. Carbonation of Tetrakisdiethylamido 
Chromium (IV) to Yield Binuclear Chromium (Ill) 
and -(Il) Carbamato Complexes. 

AD-A053 491/7GI 78-16 7C PC A03/MF A0O1 


Reactions of Triply-Bonded Dimetal Compounds. 
Reversible Addition of Carbon Monoxide to a Hex- 
akis(Alkoxy) Dimolybdenum Compound. A Molecule 
with a Carbonyl-Bridged Metal-to-Metal Double 
Bond. 

AD-A048 886/6GI 78-08 7C PC A0Q2/MF A01 


Structure and Bonding in Octaisopropoxydimolyb- 
denum (IV). 
AD-A054 399/1G! 


EXTON, R. J. 


TV Fatigue Crack Monitoring System. 
PATENT-4 063 282 


78-17 7C PC A02/MF A01 


78-11 14B Not available NTIS 


An Ultraviolet Video Technique for Visualization of 
Stack Plumes and for Measuring Sulfur Dioxide 
Concentration and Effluent Velocity. 


N77-32622/1GI 
EXTON-SMITH, A. N. 
Care of the Elderly -- Meeting the Challenge of De- 


pendency. 
HRP-0024445/9GI 


EYAL, Y. 
Julian: A Monte-Carlo Hauser--Feshbach Program 


for Evaporation from Compound Nuclei. 
BNL-22746 78-01 20H PC A02/MF A01 


EYCK, NEIL TEN 
Resource Survey on the Continental Shelf off 


Washington. 
PB-275 423/2GI 


EYDE, LORRAINE D. 
Research Involving Communication Processes in 


Task Oriented Groups 

AD-212 303/2GI 
EYGES, LEONARD 

Reprint: Fiber Optic Guides of Noncircular Cross 

Section. 

AD-A057 776/7GI 78-23 20F PC A02/MF A01 

Reprint: Irregular Dielectric or Permeable Bodies in 


an External Field. 
AD-A053 529/4GI 


EYLAR, SHARON A. 
Primary Health Care to the Elderly -- An Evaluation 


of Two Manpower Patterns. 
HRP-0019575/0GI 78-09 6E Not Available NTIS 


EYMAN, DAVID H. 
The Effectiveness of Library Science 1011 in 
Teaching Bibliographical Skills. 
ED-150 962 78-26 51 Not available NTIS 
EYRAUD, JOHN 
Economic Impact Analysis of Anticipated Hazardous 
Waste Regulations on the Industrial Organic Chemi- 
cals, Pesticides, and Explosives Industries. 
PB-279 645/6GI 78-14 13B PC A13/MF A01 
EYRE, B. L. 


Systematic Approach to the Radiation Damage 
Problem in Fission and Fusion Reactor Structural 
Alloys. 


UWFDM-184 78-04 18J PC A03/MF A01 
Systematic Approach to the Radiation Damage 


Problem in Reactor Materials. 
AERE-R-8522 78-04 


78-02 14B PC A03/MF A01 


78-16 6E Not Available NTIS 


78-06 8A PC A03/MF A01 


78-23 5K PC A02/MF A01 


78-16 20C PC A02/MF A01 


18J MF A01 


PA-404 


EYRE, JOHN D. 


Japanese Rice Flows 


AD-089 469/1GI 78-22 2B PC A02/MF A01 


EYRICH, NORVIEL ROBERT 


Studies in Support of the Application of Statistical 
Theory to Design and Evaluation of Operational 
Tests. Annex A. A Methodology for Determining the 
Power of MANOVA when the Observations are Seri- 
ally Correlated. 

AD-A052 074/2GI 


78-13 12A PC A06/MF A01 


EYRICH, W. 


Alpha-gamma Angular Correlations in the Reaction 
exp 24 MG( Alpha , alpha sub 1 gamma ) at Esub( 
Alpha) = 104 Mev. 


KFK-2455 78-14 20H MF A01 


EYRING, E. M. 


Reprint: 
Method. 
AD-A050 927/3Gi 78-11 


The Electric Field Jump Relaxation 


7D PC A02/MF A01 


EYRING, EDWARD M. 


Reprint: Dissociation Field Effect Kinetic Study of 
Aqueous Samarium(ill) Complexation by Murexide. 
AD-A050 931/5GI 78-11 7D PC A02/MF A0O1 


Reprint: Electric Field Jump Study of the Helix-Coil 
Transition of Aqueous Poly-Alpha, L-Glutamic Acid. 
AD-A050 926/5G! 78-11 7D PC A02/MF A01 


Fourier Transform Photoacoustic Spectroscopy. 
AD-A053 698/7GI 78-16 20F PC A02/MF A01 


Reprint: Kinetic Studies of Complexation of Divalent 
Strontium, Barium, Lead, and Mercury Cations by 
Aqueous 15-Crown-5 and 18-Crown-6. 

AD-A056 186/0GI 78-21 7D PC A02/MF A01 


Reprint: Kinetic Studies of Metal lon Complexation 
and Dye Dimerization by Laser Ultrasound and 
Laser T-Jump. 

AD-A050 929/9GI 78-11 7D PC A02/MF A01 


Reprint: Laser-Induced Chemical Reactions. 
AD-A050 928/1GI 78-11 7D PC A02/MF A01 


Reprint: Pulsed Spectrophotometric 
Relaxation Measurements. 
AD-A050 930/7GI 78-11 7D PC A02/MF A01 


Reprint: Solvent Isotope Effects for Sul- 
fonephthalein Indicator Dianion-H+ Recombination 
Kinetics. 

AD-A050 932/3GI 78-11 7D PC A02/MF A01 


Reprint: Ultrasonic Absorption Kinetic Studies of 
the Complexation of Aqueous Potassium and Cesi- 
um tons by 18-Crown-6. 

AD-A051 043/8GI 78-11 


Chemical 


7D PC A02/MF A01 


EYRING, H. 


Reprint: Effects of Oxygen on the Mechanism of 
Cadmium Dissolution in Sulfate Solutions. 
AD-A058 065/4GI 78-24 7D PC A02/MF A01 


Reprint: The Electrochemical Reduction of Oxygen 
on Copper in Dilute Sulphuric Acid Solutions. 
AD-A058 293/2GI 78-24 7D PC A02/MF A01 


EYRING, HENRY 


Reprint: Fall-Off from Extrapolated Values of All 
Chemical Reactions at Very High Temperatures. 
AD-A056 601/8GI 78-21 7D PC A02/MF A01 


Theoretical and Experimental investigation of Reac- 
tion Mechanisms of Explosives, Corrosion, and Bat- 
tery and Fuel Technology. 


AD-A046 641/7GI 78-03 19D PC A03/MF A01 


EYRING, L. 


Solid State Chemistry of Rare Earth Oxides. Final 
Report, September 1, 1950--July 31, 1977. 
COO-1109-87 78-12 7D PC A02/MF A01 


EYSINK, H. 


A Study of Commuter Airplane Design Optimization. 
N78-25078/4GI 78-20 1C PC A20/MF A01 


EZAKI, M. 


Protective Functions of the Experimental Multi-Pur- 
pose High-Temperature Gas-Cooled Reactor. 
JAERI-M-6893 78-20 181 MF AO1 


Safety Analysis of the Experimental Multi-Purpose 
High-Temperature Gas-Cooled Reactor. Analysis of 
Plant Bahavior in Normal Operation and Accidents, 
Based on the Preliminary Conceptual Design. 

JAERI-M-6400 78-04 181 MF A01 


EZAWA, Z. F. 


Canonical Approach to Instantons and Multiple 
Vacua in Abelian Gauge Theories. II. 
NBI-HE-77-8 78-06 20H MF A01 


Do Pseudoparticles Imply Physically inequivalent 
Multiple Vacua in Gauge Theories. 
NBI-HE-77-4 78-08 20H MF A01 


Monopoles, Vortices and the Geometry of the Yang- 
Milles Bundles. 


N78-14883/0GI 78-09 20J PC A02/MF A01 


EZEKIEL, S. 


Reprint: Measurement of the Spectrum of 
Resonance Fluorescence from a Two-Level Atom in 
an Intense Monochromatic Field. 

AD-A046 136/8GI 78-02 7D PC A02/MF A01 


Reprint: Molecular Beam Stabilized Multiwatt Argon 


Lasers. 
AD-A052 982/6GI 78-15 20E PC A02/MF A01 


Reprint: New Approach for Laser Gyroscopes. 
AD-A052 965/1GI 78-15 20E PC A02/MF A01 


EZEKIEL, SHAOUL 


Reprint: Laser Streak Velocimetry for Two-Dimen- 
sional Flows in Gases. 
AD-A046 135/0GI 78-02 20E PC A02/MF A01 


Long-Term Laser Frequency Stabilization Using a 
Molecular Beam. 
AD-A055 841/1GI 78-20 7D PC A02/MF AO1 


Spectrofluorometric Differentiation of the Red Tide 
Alga, Gonyaulax Tamarensis from Other Algae 
Common to New England Waters. 

PB-273 703/9GI 78-02 8A PC A04/MF A01 


EZELL, T. F. 


Comparison of Magnetic and Stress Reponse of 
Magnetic Intrusion Line Sensor (MILES). 
SAND-77-0505C 78-02 15C Not available NTIS 


EZHELA, V. V. 


Kno-Scaling and Possible Structure in Charge- 
Neutral Correlations. 
IFVE-OTF-75-71 


EZRA, B. C. 


Fast Flux Test Facility Primary Sodium Valves. 
HEDL-SA-1388 78-18 181 PC A0Q3/MF A01 


FA, WANG CHU 


Suspension Fuels. One Type of Hopeful High Ener- 
gy Fuel--Translation. 
AD-A045 908/1G! 


FAAS, LINDA 


Reprint: Effects and Uptake of Chlorinated 
Naphthalenes in Marine Unicellular Algae. 
PB-277 155/8GI 78-10 13B Not available NTIS 


FABBRI, F. 


Crapone: A Fortran IV Code for the Automatic 
Search for Local and Non Local Optical Potential 
Parameters for Neutrons. 

CNEN-RT/FI-77-3 78-10 20H MF A01 


Erinni an Optical Model Fortran !V Code for the 
Calculation of Multiple Cascading Particle Emis- 
sions. 

CNEN-RT/FI-77-4 


FABBRI, F. L. 


Coherent Production in the DP Interaction. 
CNEN-LNF-75-56(R) 78-22 20H MF AO1 


FABBRO, B. 


Measurement of the Polarization of the exp 20 Ne* 
Intermediate Nucleus in the Sequential Reaction: 
Exp 16 O( Exp 16 O, exp 12 C) exp 20 Ne* implies 
alpha + exp 16 O. 

IPNO-T-76-11 78-10 20H MF AO1 


Strong Polarization of the Residual Nucleus in a 
Heavy-lon Induced Transfer Reaction. 
IPNO-PhN-77-09 78-14 20H MF AO1 


FABER, B. 


Recognition Criterion and Production of Easily 
Solvable Models for Flight Mechanical Optimization 
Problems Erkennungskriterium und Erzeugung 
Leicht Loesbarer Modelle fuer Flugmechanische 
Optimierungsprobleme. 
N77-31178/5GI 


FABER, G. 


Behavior of Nickel-, Cobalt-, and Iron-Alloys as a 
Function of Chromium Content at Higher Tempera- 
ture Verhalten von Nickel-, Cobalt- und Eisen- 
Legierungen in Funktion des Chrormgehaltes bei 
Hoher Temperatur. 
N78-14154/6GI 


FABER, J. JR. 


Design Study of a Time of Flight Small-Angle Dif- 
fractometer for a Pulsed Neutron Source. 
CONF-771077-4 78-15 18D PC A02/MF AO1 


FABIAN, H. 


Increased Lifetime of Tritium Targets by Tritium 
Regeneration Tritium-Targets Erhoehter Leben- 
sdauer durch Tritium-Regeneration. 

N78-17860/5GI 78-12 20G PC A03/MF A01 

FABIANO, E. B. 

Grid Values and Charts for the IGRF (International 
Geomagnetic Reference Field) 1975.0. 

PB-276 630/1Gi 78-09 8E PC A07/MF A01 
The Utility of Surface Magnetic Field Measurements 


in the Magsat Program. 
N78-31635/3GI 


78-09 20H MF AO1 


78-02 21D PC A02/MF A01 


78-10 20H MF AO1 


78-01 1B PC A06/MF A01 


78-09 11F PC A02/MF A01 


78-26 8N PC A02/MF A01 





FABIUS, J. 


Asymptotic Behavior of Bayes’ Estimates, 
AD-443 973/3GI 78-14 12A PC A02/MF A01 


FABRE, DIANE 
Nursing Assessment of the Surgical Intensive Care 


Patient. 
HRP-0016846/8GI 78-05 6E Not Available NTIS 


FABRICAND, B. P. 
A Detailed Investigation of the Absorption by Water 


of Electromagnetic Radiation 
AD-215 630/5G! 78-23 20N PC A02/MF A01 


FABRIS, G. 
Experimental Two-Phase Liquid-Metal Mag- 


netohydrodynamic Generator Program. 
AD-A046 951/0GI 78-04 10B PC AOS/MF A01 


Experimental Two-Phase  Liquid--Metal Mag- 
netohydrodynamic Generator Program. Annual Re- 
port, August 1975--September 1976. 

ANL/MHD-77-3 78-15 10B PC A06/MF A01 
Initial Generator Tests with Revised Ambient-Tem- 


perature Liquid-Metal MHD Facility. 
CONF-770530-3 78-01 10B Not available NTIS 


Local Measurements in Two-Phase Liquid-Metal 


MHD. 
CONF-780336-2 78-23 10B PC A02/MF A01 


Studies on Two-Phase Flow Mixing Pertaining to 
Liquid--Metal Magnetohydrodynamic Power 
Generation. 

CONF-771098-1 78-15 10B MF A01 
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um Plasma Jet. Fifth Quarterly Report, June 21, 
1977--October 31, 1977. 

DOE/JPL/954560-5 78-17 10B PC A03/MF A01 


Synthesis of Silane and Silicon in a Non-Equilibri- 
um Plasma Jet. Fourth Quarterly Report, March 21-- 
June 20, 1977. 
ERDA/JPL/954560-77/4 

78-10 108 PC A03/MF A01 


Synthesis of Silane and Silicon in a Nonequilibrium 

Plasma Jet. Third Quarterly Report, December 21, 

1976--March 20, 1977. (Aerochem(Tn)--17). 

ERDA/JPL/954560-77/1 

78-03 10B PC A03/MF A01 

FELDER, WILLIAM 

Measurements on O(1D)/N2O0 and HNO2/O03 

Kinetics. 

AD-A051 427/3GI 78-12 7D PC A03/MF A01 
FELDER, WILSON 

Analysis of Spatial and Temporal Shoreline Varia- 


tions Along the United States Atlantic Coast. 
AD-A058 636/2GI 78-25 13B PC A07/MF A01 


FELDES, WALDEMAR 
TROIKA, The West German Navy's New Mine Coun- 


termeasures System -- Transiation. 
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plications for National Health Council Consumer in- 


terests. 
HRP-0018999/3GI 78-20 6E Not Available NTIS 
FOX, P. W. 


Integrated Nuclear Communications Assessment 

Data Base Evaluation. 

AD-A058 405/2G! 
FOX, R. 


Measuring the Public image of Psychiatric Hospitals 
-- Is It a Significant Cause of Recruitment Problems. 
HRP-0025522/4GI_ 78-25 6E Not Available NTIS 


FOX, R. L. 


DEEP STEAM: Project 16 Enhanced Oil Recovery. 
Quarterly Report, October 1--December 31, 1977. 
SAND-78-0313 78-25 81 PC A03/MF A01 


Isotope Enrichment Using Space Quantization. 
SAND-77-1278 78-13 188 PC A02/MF A01 


Modeling of Disparate Mass Mixture Flows. 
SAND-78-0636C 78-25 18B PC A03/MF AO1 


FOX, ROBERT L. 


Virgin River Study - Utah: March, 1976. 
PB-278 136/7GI 78-12 13B PC A06/MF A01 


78-11 6E PC A09/MF AO1 


78-07 51 PC A07/MF A01 


78-15 5i PC AQ9/MF A01 


78-06 18) PC A02/MF A01 


78-25 17B PC A07/MF AO1 


PA-445 





FOX, T. A. 


Efficiency Enhancement of Octave-Bandwidth 
TWT's by the Use of Multistage Depressed Collec- 


tors. 
N77-32400/2GI 78-02 9A PC A03/MF A01 
FOX, T. D. 


Accuracy of Wind Power Estimates. 
PNL-2442 78-14 10A PC A03/MF A01 


FOX, W. F. 
Assessment of ee impact of the Inactive 


Uranium-Mill Tailings Pile at Sait Lake City, Utah. 
ORNL/TM-5251 78-13 6F PC A06/MF A01 


FOX, W. R. 


Guided Drogue Flight Test Report. 
AD-A049 164/7G! 78-08 1B PC A03/MF A01 


FOXALL, BILL 
Earthquake Evaluation Studies of the Auburn Dam 


Area. Volume 5. Seismology. 
PB-283 530/4G! 78-22 8K PC A04/MF A01 
FOXMAN, BRUCE M. 
— and Molecular 
(Ni((CH3)2C(OH)CH2COCHS3)2) 
(Ni(NCS)4(P(CH2CH2CN)3)2): A Beta-Hydroxyketone 


Chelate Complex. 
AD-A053 718/3GI 78-16 7D PC A02/MF A01 


FOY, W. H. 
Piloted Flight Simulator Study of Low-Level Wind 


Shear, Phase 2. 
AD-A047 251/4GI 78-04 1C PC A09/MF A01 


FOYE, JACK C. 


Reprint: Transferrin, tron, and Dermatophytes. |. 
Serum Dermatophyte Inhibitory Component Defini- 
tively Identified as Unsaturated Transferrin. 

AD-A057 014/3GI 78-22 6A PC A02/MF A01 


FOYE, MARY 


Enhancing Interagency Collaboration in Drug Reha- 
bilitation. A Consultation Manual. 
SHR-0001612 78-04 5K PC A08/MF A01 


Games Agencies Play. Enhancing Interagency Col- 
Sameanee “7 _— Rehabilitation. 
SHR-00016 78-04 5K PC A06/MF A01 


FOYT, ARTHUR G. JR. 


Electrooptical Devices. 
AD-A046 483/4GI 78-03 20E PC A03/MF A01 


Electrooptical Devices. 
AD-A054 477/5G! 78-17 20F PC A03/MF A01 


FRAAS, A. P. 


Atmospheric Fiuidized Bed Combustion Technology 
Test Unit for industrial Cogeneration Plants. 
CONF-771219-1 78-13 21B MF A01 


Atmospheric Fluidized Bed Combustor Technolocy 


Test Unit Program. 
CONF-770447-1 78-01 7A MF A1S/MF A01 


Fluidized-Bed Gas-Turbine Experimental Unit for 
MIUS Applications. Quarterly Progress Report, 
January 1, 1976--March 31, 1976. 

ORNL/HUD/MIUS-34 78-13 21B PC A03/MF A01 


Fluidized Bed Gas Turbine Experimental Unit for 
MIUS Applications. Quarterly a Report, Oc- 
tober 1, 1975--December 31, 1975. 

ORNL/HUD/MIUS-33 78-13. 21B PC A02/MF AO1 


Fluidized Bed Gas Turbine Experimental Unit or 
MIUS Sy teers Quarterly Progress Report, July 
1, 1975--September 30, 1975. 

ORNL/HUD/MIUS-32 78-13 21B PC A0Q2/MF A01 


Heat Exchanger with Intermediate Evaporating and 
Condensing Fluid. 
PATENT-4 072 183 


78-26 13A Not available NTIS 
Thermionic Power Plant Integration 


Structure of 


Nuclear 

Problems. 
ORNL-TM-1429 78-13. 181 PC A04/MF A01 
ORNL Fusion Power Demonstration Study: Fluid 
Flow, Heat Transfer, and Stress Analysis Considera- 


tions in the Design of Blankets for Full-Scale Fu- 
sion Reactors. 


ORNL/TM-5960 78-16 18A PC A06/MF A01 


Power Conversion Systems of the 21st Century. 
CONF-770448-1 78-03 10A PC A02/MF A01 


FRAAS, L. 
indium Phosphide/Cadmium Sulfide Thin-Film Ter- 
restrial Solar Cells. Quarterly Report No. 4, July 1-- 


September 14, 1977. 
ALO/3717-1 78-17 10B PC A02/MF A01 
FRAASS, RONALD GUY 


Use of a Metal-Nitride-Oxide-Semiconductor as the 
Detector for a Radiation Dosimeter. 
AD-A055 187/9GI 78-18 6R PC A04/MF A01 


FRACHE, R. 


Study of the Effect of Ozone on Water Containing 
Detergents. 


PA-~446 


ORNL-tr-4388 78-05 13B PC A02/MF A01 


FRACKIEWICZ, B. 


Some Properties of Quenched Magnesium Ferrites 
AD-209 818/4GI 78-11 20L PC A02/MF A01 


Temperature Distribution in the Human Body under 
Various Conditions of Induced gery 
N78-11688/6GI 78-06 6P PC A02/MF A01 


FRAENKEL, Z. 


Direct Measurement of Prompt Neutrons Emitted in 
Fission of exp 226 RA by 12 Mev Protons. 
WIS-77/1-Ph 78-08 20H MF A01 


Prompt gamma -Rays Emitted in Fission of exp 226 
RA by 12 Mev Protons. 


WIS-77/2-Ph 78-08 20H MF AO1 


FRAIDENBURG, MIKE 


Washington Coastal Rockfish Stock Assessment. 
PB-282 508/1GI 78-18 6C PC A03/MF A01 


FRAIZIER, A. 


Plutonium Diffusion in the Marine Environment: A 

Quantitative Study on Marine Species of the Chan- 

on Shores, from Brest (St Mathieu Point) to Hon- 
ur. 


CEA-R-4822 78-08 18H MF A01 


FRAKER, A. C. 


Corrosion-Fatigue Properties of the Ti-6AI-4V Alloy. 
PB-273 132/1GI 78-01 11F Not available NTIS 


Microstructural Changes in 900 deg C Heat Treated 
Ti-6AI-4V after Deformation. 
PB-285 321/6GI 78-26 11F Not available NTIS 


FRALEY, D. W. 


Description and Comparison of Energy Impact As- 
sessment Models. 


BNWL-2107 78-09 10A PC AOS/MF A01 


FRALEY, JACK E. 


Dry-Process Sprayed Coal Mine Sealant, An Up- 
dated Progress Report. 
78-13 8! 


PB-278 652/3GI PC A02/MF A01 


FRALEY, S. K. 


Monte Carlo Heat Conduction Using the Transport 
Equation Approximation. 
CONF-771109-54 78-12 20M PC A02/MF A01 


Monte Carlo Method of Solving Heat Conduction 


Problems. 
ORNL/NUREG/CSD-3 78-15 20M 


User's Guide for ICE-ii. 
ORNL/CSD/TM-9/R1 


PC A08 


78-03 98 PC A02/MF A01 


FRAME, EDWIN A. 


U.S. Army/Environmental Protection Agency Re- 
Refined Engine Oil Program. 
AD-A056 806/3G! 78-22 11H PC A03/MF AO1 


FRAME, G. M. 


An Atlas of Gas Chromatograms of Oils Using Dual 
Flame-lonization and Nitrogen Phosphorus Detec- 


tors. 
AD-A054 966/7GI 11H PC A04/MF A01 


78-18 


FRAMPTON, P. H. 


Concerning Gribov Vacuum Copies in Non-Abelian 
Gauge Theory. 
COO-1545-229 78-26 20H PC A02/MF A01 


Yang--Mills Vacua in Landau Gauge. 
COO-1545-228 78-26 20H PC A02/MF A01 


FRANCA JUNIOR, J. M. 


Design and Assembling of a Moving Bed Column to 
Operate with lon Exchange Resin. Application in 
the Preparation of Ammonium Urany! Tricarbonate 
of Nuclear Purity. 


1EA-459 78-10 18) MF AO1 


FRANCE, CHESTER J. 


Fuel Economy of Heavy Duty Vehicles, 
PB-280 123/1GI 78-16 13B PC A03/MF A01 


FRANCE, S. W. 


Neutron Detector Suitcase for the Nuclear Emer- 
gency Search Team. 


LA-7108 78-17 18D PC A02/MF A01 


FRANCES, ALLEN 


Day Hospital -- Structures and Functions. 
HRP-0024710/6Gi 78-17 6E Not Available NTIS 


FRANCESCONI, R. P. 


Recurrent Heat Exposure: Effects on Hormonal 
Responses in Resting and Exercising Men, 
AD-A050 539/6GI 78-11 6S PC A02/MF A01 


FRANCESCONI, RALPH P. 


Heat Injured Rats: Pathochemical Indices and Sur- 
vival time, 


AD-A052 345/6GI 78-14 6E PC A03/MF A01 
Sleep Deprivation and Sustained Operations: Ef- 


fects on Indices of Stress, 
AD-A054 067/4GI 78-17 6S PC A0Q2/MF A01 


FRANCINI, G. 


Computer Voice Output. 
N78-28862/8GI 78-23 9B PC A02/MF A01 


FRANCIONI, W. M. 


Pilot Incineration Plant for Solid, Combustible, and 
Low-Level Wastes. 
ORNL-tr-4510 78-15 


FRANCIS, A. J. 


Characterization of Trench Water at the Maxey Flats 
Low-Level Radioactive Waste Disposal Site. 
BNL-NUREG-22838 78-01 18G PC A02/MF A01 


Evaluation of Isotope Migration: Land Burial Water 
Ho a ig Commercially Operated Low-Level 
Radioact Waste Disposal Sites. Quarterly 
Progress Report, July--September 1976. 

BNL-NUREG-50666 78-01 18G PC A02/MF A01 


Evaluation of Isotope Migration: Land Burial. Water 
Chemistry at Commercially Operated Low-Level 
Radioactive Waste Disposal Sites. Quarterly 
Progress Report, October--December 1976. 
BNL-NUREG-50670 78-02 8H PC A02/MF A01 
FRANCIS, ANITA 

Psychologically Related Iliness and Health Services 
Utilization. 
HRP-0019221/1G! 


FRANCIS, B. A. 


Chalk Point Cooling Tower Project: Effects of Simu- 
lated Saline Cooling Tower Drift on Woody Species. 
PB-284 214/4GI 78-23 13B PC AQS/MF A01 


Chalk Point Cooling Tower Project: Field Research 
on Native Vegetation. 
PB-284 209/4GI 78-23 13B PC A02/MF A01 


Chalk Point Cooling Tower Project: Field Research 
on Native Vegetation. 
PB-284 210/2GI 


FRANCIS, BRADLEY H. 
Modeling Methods for Predicting Oil Spill Move- 
ment, 
PB-277 669/8GI 
FRANCIS, C. W. 


Biological Denitrification of High Concentration 

Nitrate Waste. 

PATENT-4 043 936 

78-22 13B Not available NTIS 

Quantitative Analysis of Soil Chromatography. |. 

Water and Radionuclide Transport. 

ORNL-5337 78-13 18G PC A09/MF A01 
FRANCIS, E. J. 

Investment in Commercial Development of Ocean 

Thermal Energy Conversion (OTEC) Plant-Ships. 

PB-280 922/1 78-17 7A PC A11/MF A01 
FRANCIS, G. P. 


Programmable Data Terminal Set (POTS) UHF Test 
with AN/WSC-3 Radio. Operational Capability of 
PDTS is Demonstrated. 

AD-A048 295/0G! 78-07 17B PC A03/MF A01 


Submarine Tactical Data Link HF Radio Comparison 


Test. 
AD-A053 118/6G! 
FRANCIS, J. E. JR. 


Data Acquisition System for PLT Neutral Beam Test 
Stand. 
CONF-771029-18 


FRANCIS, JAMES F. 


Impact Sound Stressing Holding Assembly. 
PAT-APPL-902 134/GI 
78-25 13E PC A02/MF A01 


18G MF A01 


78-10 6E Not Available NTIS 


78-23 13B PC A09/MF A01 


78-11 13B PC A06/MF A01 


78-15 17B PC A0S/MF A01 


78-12 18A PC A02/MF A01 


FRANCIS, JAMES T. 


Reprint: Estimation and Tracking of Parameters of 
Narrow-Band Signals by Iterative Processing. 
AD-A052 285/4G! 78-14 9D PC A02/MF A01 


FRANCIS, LARRY 
Analysis of Student Interaction Data from CBE Les- 


sons, 
AD-A051 716/9G! 78-13 51 PC A03/MF A01 


A Comparison of the Costs for Illustrations 
Presented by the Plasma Panel and Microfiche, 
AD-A051 788/8G! 78-13 51 PC A02/MF A01 


Critical incidents in the Evolution of PLATO Pro- 


jects, 
AD-A051 714/4G! 


Guidelines for Establishing and Managing a Com- 
juter-based Education Site, 


78-13 51 PC AOS/MF A01 


p 
AD-A051 697/1GI 78-13 51 PC A07/MF A01 


PLATO IV Terminal Peripheral Devices, 
AD-A051 685/6G! 78-13 51 PC AOS/MF A01 


FRANCIS, LARRY D. 


Sous and Summary of the Chanute AFB CBE 
r 


‘ojec 
AD-A051 715/1G1 78-13 5! PC A07/MF A01 





FRANCIS, MICHAEL J. 
Military Assistance and Influence: Some Observa- 


tions. 
AD-A047 577/2GI 


FRANCIS, P. D. 


Measurements at 2.45 GHz of the Loss Factor and 
Energy Deposition in Thermosetting Metal Coating 


Lacquers, 
78-18 11C PC A03/MF A01 


78-05 5D PC A03/MF AQ1 


PB-281 495/2GI 
FRANCIS, P. H. 


Nondestructive Evaluation of Metal Fatigue. 
AD-A049 539/0GI 78-09 11F PC A02/MF A01 


FRANCIS, R. W. 


Reprint: High Temperature Electrical Conductivity 
of Aluminum Nitride. 
AD-A053 817/3GI 


FRANCIS, RICHARD L. 


Finding Efficient Solutions for Rectilinear Distance 
Location Problems Efficiently. 
AD-A050 165/0GI 78-10 12B PC A03/MF A01 


A Greedy Algorithm for a Warehouse Leasing 
Problem 


AD-A049 257/9GI 78-08 12B PC A03/MF A01 


Reprint: A Note on a Nonlinear Minimax Location 
Problem in Tree Networks. 
AD-A057 865/8GI 78-24 12B PC A02/MF A01 


Rectangular Layout Problems with Worst-Case 
Distance Measures. 
AD-A049 147/2GI 78-08 


FRANCIS, W. E. 


Assessment of Processes Related to Plasma Irregu- 
larities. 
AD-A056 250/4GI 


FRANCISCUS, L. C. 


Supersonic Through-Flow Fan Engines for Super- 
sonic Cruise Aircraft. 
N78-23088/5GI 


FRANCK, J. V. 


SCR Series Switch and Impulse Crowbar at the 
Lawrence Berkel Laboratory for CTR Neutral 
Beam Source Development. 
LBL-6382 78-14 


FRANCK, JAMES 


Principles of a Theory of Energy Utilization in 
Photosynthesis, 
AD-432 769/8GI 


FRANCKE, DANIEL W. 


Economic Impact Analysis of Anticipated Hazardous 
Waste Management Regulations of the Leather 
Tanning and Finishing Industry. 

PB-279 773/6GI 78-14 5C PC A06/MF A01 


FRANCKEN, A. J. 


Fatigue Investigations of Aeroflex Springs Type CB 
1380-40 Vermoeiingsonderzoek van Aeroflex Veren 
Type CB 1380-40. 
N78-26501/4GI 


FRANCO, JOHN J. 


Navigation Conditions at Aberdeen Lock and Dam, 
Tombigbee River Mississippi and Alabama, Hydrau- 
lic Model Investigation. 

AD-A058 605/7GI 78-25 13B PC A0S/MF A01 


Navigation Conditions at Aliceville Lock and Dam, 
Mississippi ans Alabama, Tombigbee River. Hydrau- 
lic Model Investigation. 

AD-A054 414/8GI 78-17 13B PC AOS/MF A01 


Navigation Conditions, Suck Bend Reach, Chat- 
tahoochee River Alabama and Georgia. Hydraulic 
Model Investigation. 

AD-A056 704/0GI 78-22 13B PC A03/MF A01 


Shoaling Conditions in Sawyer Bend and Lower En- 

trance to Chain of Rocks Canal, Mississippi River. 

— Model Investigation. 
-A058 731/1GI 78-25 


FRANCOIS, A. 


Creep of Molybdenum Irradiated with Fission Frag- 
ments at Low Temperature. 
ORNL-tr-4572 78-25 


FRANCOIS, H. 


Spacelab Utilization Programme (Cost Follow-on 
Study). Volume 1: Executive Summary. 
N77-32187/5GI 78-02 22A PC A03/MF A01 


Spacelab Utilization Programme (Cost Follow-on 
Study). Volume 2: Cost Element Evaluation. 
N77-32188/3GI 78-02 22B PC A09/MF A0O1 


Spacelab Utilization Programme (Cost Follow-on 
Study). Volume 3: Costing of Spacelab Utilization 
Models. 

N77-32189/1GI 


FRANCOIS, R. E. 
_— Studies of Arctic Pack Ice in April 


78-16 11B PC A02/MF A01 


12B PC A03/MF A01 
78-21 


4A PC A04/MF A01 


78-18 21E PC AQ4/MF A01 


18A PC A02/MF A01 


77-20 6A PC A02/MF A01 


78-21 131 PC A02/MF A01 


13B PC A04/MF A01 


11F PC A02/MF A01 


78-02 22B PC A11/MF A01 


AD-A058 265/0G! 
FRANCY, W. J. 
Sequence of Operations: TFTR Assembly and Disas- 


sembly. 
WFPS-TME-028 


FRANCZYK, J. 


Spectrometric Scintillation Probe SM-1. 
INT-88/E 78-04 18D MF A01 


FRANDEN, JOHN S. 


Financing Local Government in idaho: Current Pat- 
terns, Future Alternatives and Fiscal Impacts, 
PB-282 188/2GI 78-19 5D PC A09/MF A01 


FRANDSEN, E. R. 


The Effects of Surface Disturbance (Primarily 
Livestock Use) on the Salinity of Public Lands in 
the Upper Colorado River Basin--1977 Status Re- 


port. 
PB-281 889/6GI 78-18 13B PC A12/MF AO1 
FRANEK, B. 


Partial Wave Analysis of K exp - p implies pi exp 0 

lambda (1520) Between 1710 and 2170 Mev Centre 

of Mass Energy Including New Data Between 1775 

and 1960 Mev. 

RL-77-081(A) 78-13 20H 
FRANEK, W. J. 


Fort St. Vrain Core Performance. 
GA-A-14527 78-05 18! 


FRANK, A.J. 


Polarographic Reduction of Hexamminecobalt (Ill) 
lon. The Effect of Noncomplexing Electrolytes 
AD-001 781/4GI 78-18 7D PC A02/MF A01 


FRANK, C. J. 


Power System Planning and Operations: Future 
Problems and Research Needs. 
EPRI-EL-377-SR 78-02 10A_ Not available NTIS 


FRANK, DAVID 


Thermal Surveillance of Active Volcanoes Using the 
LANDSAT-1 Data Collection System. Part 3: Heat 
Discharge from Mount St. Helens, Washington. 

E78-10122 78-17 8G PC A03/MF A01 


Thermal Surveillance of Active Volcanoes Using the 
LANDSAT-1 Data Collection System. Part 4: Lassen 
Volcanic Region. 

E78-10123 78-17 8K PC A04/MF A01 


Thermal Surveillance of Active Volcanoes Using the 
LANDSAT-1 Data Collection System. Part 5: Elec- 
tronic Thermal Sensor and Data Collection Platform 
Technology 

E78-10124 78-17 8G PC A04/MF A01 


Thermal Surveillance of Active Voicanoes Using the 
LANDSAT-1 Data Collection System. Preface and 
Part 1: The Surtsey, Iceland, Temperature Data 
Relay Experiment via LANDSAT-1. 

E78-10121 78-17 8G PC A0S/MF A0O1 

FRANK, DONALD G. 

Biological and Fisheries Data on Butterfish, 
‘Peprilus triacanthus’ (Peck), 

PB-283 902/5GI 78-20 6C PC A03/MF A01 


FRANK, E. 


Semi-Autonomous Controller for Data Acquisition, 
the Brilliant ADC. 
SLAC-PUB-2032 


FRANK, E. G. 


Multi-Technique Characterization of Neutron Fields 
from Moderated exp 252 CF and exp 238 PuBe 
Sources. 

UCRL-79483 


FRANK, H. A. 


Development of a Multiplexed Bypass Control 
System for Aerospace Batteries. 
N78-12317/1GI 78-07 10C PC A04/MF A01 


Evaluation of Battery Models for Prediction of Elec- 
tric Vehicle Range 
N77-32593/4GI 


FRANK, H. J. 


Outlook for World Oil into the 21st Century with 
Emphasis on the Period to 1990. Final Report. 
EPRI-EA-745 78-26 10A PC A09/MF A01 


FRANK, I. M. 


Energy Dependence of Neutron Interaction Cross- 
Section with exp 207 PB Nucleus in the Energy 
Range from 16 to 18 Mev. 
JINR-R-3-9047 


FRANK, J. M. 


Quartz Crystal Fabrication Facility. 
AD-A053 582/3GI 78-16 13H PC A03/MF A01 


Quartz Crystal Fabrication Facility. First Semiannual 
Report, October 1976--March 1977. 
GEPP-309 78-21 


FRANK, JANE LAKES 
Planning for Justice, 


78-24 8L PC AO0S/MF A01 


78-09 18A PC A03/MF A01 


MF AO1 


PC A03/MF A01 


78-17 20G PC A02/MF A01 


78-11 6R PC A03/MF A01 


78-02 10C PC A04/MF A01 


78-09 20H MF A01 


20L PC A04/MF A01 


FRANK, VICTOR R. 


PB-282 761/6GI 78-20 5K PC A02/MF A01 
FRANK-KAMENETSKII, A. D. 

Data Preparation for Calculations with the Monte- 

Carlo Method on the Base of the 26-Group Con- 

ay Cage 

1AE-; 78-23 18K PC A02/MF A01 


Geometrical Module for Calculations by the Monte-- 
Carlo Method. 
1AE-2416 


FRANK, KARL H. 


Axial Tension Fatigue Strength of Anchor Bolts. 
PB-285 064/2GI 78-25 138 PC A06/MF A01 


FRANK, KONRAD 


Method and Apparatus for Beam Sampling by 
Acoustic Pulses. 
PATENT-4 008 966 

78-10 20E Not available NTIS 


78-17 18K MF A01 


FRANK, L. A. 


Initial Observations of etn A Electrons in the 
Earth’S eo with OGO 3. 
AD-489 760/9GI 78-16 4A PC A03/MF A01 


Inward Radial Diffusion of Electrons E greater than 
1.6 MeV in the outer radiation zone. 
AD-463 317/8GI 78-16 4A PC A03/MF A01 


Reprint: lon Acoustic Waves in the Solar Wind. 
AD-A054 860/2G! 78-18 38 PC A02/MF A01 


Observations of magnetospheric boundary 


phenomena. 
AD-473 762/3G! 78-14 4A PC A04/MF A01 


On the local-time dependence of outer radiation 
zone electron intensities near the magnetic equator. 
AD-464 254/2GI 78-16 4A PC A03/MF A01 


Reply in Response to Comment by E. W. Hones. 
N77-32879/7GI 78-02 201 PC A02/MF AQ1 


FRANK, LAWRENCE H. 


The Effects of Stimulus Orientation and Response 
Bias Upon Dynamic Visual ee 
AD-A047 827/1GI 78-06 


FRANK, M. 
LMFBR Fuel Analysis, Task A: Oxide Fuel Dynam- 
i 


ics. 
PB-277 234/1GI 
FRANK, N. 


National Air Quality and Emission Trends Report, 
1976. 
PB-279 007/9GI 


FRANK, P.F. 


Studies on the Pathogenicity of Streptococcus 
Pyogenes IV. The Relation Between the Capacity to 
pase Fatal Respiratory Infections in Mice and 
—t — Diseases in Man 
-141 165/1 78-13 6E PC A02/MF A01 


Be: PETER J. 


Electron Spin Resonance Studies of Semiquinones 
and the C-F Bond 
AD-219 834/9GI 


FRANK, S. 


The Calculation of Inclusive Gamma Spectra at 
High Energies--T ransiation. 
AD-A045 994/1GI 78-02 20H PC A02/MF A01 


FRANK, T. 


Executive Summary for Full-Scale Oual-Alkali 
Demonstration at Louisville Gas and Electric Co. - 
Preliminary Design and Cost Estimate. 

PB-281 530/6GI 78-18 7A PC A03/MF A01 


Project Manual for Full-Scale Dual Alkaii Demon- 
stration at Louisville Gas and Electric Co.--Prelimi- 
nary Design and Cost Estimate. 

PB-278 722/4GI 78-13 7A PC A06/MF A01 


FRANK, T. G. 


Commercial Applications of Inertial Confinement 
Fusion. 
LA-6838-MS 78-01 


FRANK, THOMAS 


Analysis of the Attitudes Toward, the Availability of, 
and the Source of Family Planning Services in 
Cumberland County Maine. 

HRP-0016742/9G! 78-03 6E PC A05/MF A01 


FRANK, V. R. 


Chatanika Model of the High-Latitude lonosphere 
for Application to HF Propagation Prediction. 
AD-A053 154/1GI 78-15 171 PC A08/MF A01 


Reprint: Radar Scattering from intermittently Con- 
tacting Metal Targets. 
AD-A055 333/9G! 


FRANK, VICTOR R. 


Reprint: Backscattering from a Cylindrical Dipole 
Centrally Loaded by a Le ay my impedance. 
AD-A055 331/3G! 78-20 PC A02/MF A01 


PC A02/MF A01 


78-09 181 PC A07/MF AQ1 


78-13 138 PC A04/MF A01 


78-11 7D PC A02/MF A01 


18A Not available NTIS 


78-20 171 PC A0Q2/MF A01 


PA-447 





FRANK, W. 
Investigation of Quasimolecular Kx-Radiation 
Emitted in NB + NB and Ni + Ni Collisions. 
JINR-E-7-9427 78-04 20H MF A01 


FRANK, WILLIAM M. 


Tropical poo Research By Data Compositing. 
AD-A048 168/9GI 78-06 48 PC A04/MF A01 


FRANKE, F. H. 


New Equipment for Underground Coal Gasification. 
ORNL-tr-4447 78-12 81 PC A02/MF A01 


FRANKE, G. 
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Quantitative Method for the Determination of Fiber 
Taxture 
AD-214 917/7GI 78-23 11E PC A02/MF A0O1 


FREDBERG, JEFFREY J. 
Pulmonary Function Testing in Infants and Chil- 


dren. 
PB-273 558/7GI 
FREDENHAGEN, K. 
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PB-283 845/6G! 78-23 14B Not available NTIS 


FREDERICK, NOLAN V. 
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Wetlands of the United States: Their Extent and 
Their Value to Waterfowl! and Other Wildlife, 
PB-273 103/2GI 78-01 6F PC A05/MF A01 


FREDLUND, DELPHIE J. 
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Project Planning held on 7-9 March 1972, at Davis, 
California, 

AD-A052 604/6G! 78-14 13B PC A09/MF A01 


Proceedings of a Seminar on Reservoir Systems 
Analysis, 4-6 November 1969, 
AD-A052 134/4G! 78-13 


FREDRICKSON, C. D. 
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Reprint: Electronic Structure and Lattice Instability 
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AD-A049 739/6GI 78-09 9C PC A04/MF AO1 


1EMCAP implementation Study. Volume li. Annex 
Electromagnetic Compatibility Handbook for 
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mentum Transfer Analyticity. li. 
NBI-HE-77-7 78-06 20H MF A01 
FROGGE, L. M. 
Energy Directory of Organizations and Researchers 
in Great Plains/Great Basin Area (Arizona, 
Colorado, Montana, Nebraska, Nevada, New Mex- 
ico, North Dakota, South Dakota, Utah, Wyoming). 
ORNL/EIS-116 78-11 10A PC A04/MF A01 


Energy Directory of Researchers in Great Plains/ 
Great Basin Area (Arizona, Colorado, Montana, 
Nebraska, Nevada, New Mexico, North Dakota, 
South Dakota, Utah, Wyoming). 

ORNL/EIS-118 78-11 10A PC A08/MF A01 


FROGNER, B. 


On-Line Power Plant Alarm and Disturbance Analy- 

sis System. Interim Report. 

EPRI-NP-613 78-21 18! 
FROHLICH , DIETMAR 

Exciton Absorption in the Presence of Excited F 

Centers. 

AD-473 066/9G! 


FROHMAN, ALAN L. 
More Effective Development for New Nurses. 
HRP-0025132/2GI 78-24 6E Not Available NTIS 
FROHMAN, ENNETH 


Combined Aerospace Target Electronics System 
(Cates). 
AD-489 495/2G! 


FROHNING, D. 


Stage and Development Possibilities of the Fischer- 
Tropsch-Synthesis for the Production of Primary 
Chemicals and Feedstocks. 

N78-29581/3GI 78-24 7A PC A06/MF A01 


FROIDEVAUX, C. 
Nuclear spin thermometry and relaxation below 1 
degree K. 
AD-419 377/7GI 
FROLA, F. R. 
Comparision of Aerosol and Intramuscular Kana- 
mycin Treatment of Respiratory ‘Klebsiella pneu- 


moniae’ Infection in a Subhuman Primate. 
AD-A056 537/4G! 78-21 6E& PC A03/MF A01 


FROLAND, CHARLES 


Substance Abuse in Oregon: Identifying Potential 
Clientele, Problem Trends and Service Related 
Needs. 


SHR-0001804 78-04 5K PC A11/MF A01 
FROLANDER, HERBERT F. 

Plankton Volume Displacement Indicator 

AD-030 027/7GI 78-21 8A PC A02/MF A01 
FROLICHER, ALFRED 

Theory of Vector-Valued Differential Forms. Part Il. 

Almost-Complex Structures 

AD-157 823/6GI 78-24 12A PC A03/MF A01 
FROLOV, A. A. 

Effect of Multiple-Charge Cations on Kinetics of 


Neptunium Redox Reactions. 
NUAR-P-257 


FROLOV, V. Vv. 
Method for Control of Fissionable Materials by 
Delayed Neutrons Using Pulse Neutron Source. 
FEI-520 78-20 18B MF A01 
FROLOV, YU. G. 
Osmotic Coefficient and Extraction Method for 


Determining Activity Coefficients. 
UCRL-Trans-11286 78-13 7D PC A02/MF AO1 


FROME, EOWARD 


A Special Purpose Linear Programming Algorithm 
for Obtaining Least Absolute Value Estimators in a 
Linear Model with Dummy Variables. 

AD-A056 762/8G! 78-22 12B PC A02/MF AO1 


78-07 11F PC A02/MF A01 


PC A06/MF A01 


78-20 20F PC A02/MF A01 


78-01 171 PC A06/MF A01 


78-14 20L PC A02/MF A01 


78-08 70 MF A01 





FROMHEIM, O. 
Automatic Isotope Ratio Measurements with a Dou- 
ble Collector Magnetic Mass Spectrometer. 
KFK-2344 78-13 145 MF AO1 
FROMM, V. D. 
Combined Processing of gamma -Spectra on Small 
and Large Computers. 
JINR-10-9094 78-26 18D PC A02/MF A01 
FROMM, W. D. 
Trace Diffusion of Different Nuclear Reactions 
Products in Polycrystalline Tantalum. 
ZfK-309 78-09 18H MF A01 
FROMMANN, G. 


A Helium Adsorption Pump for Temperatures 
Between 0.71 and 1.2 K. 


N78-26448/8GI 78-21 13K PC A02/MF A01 
FROMME, J. 


Unsteady Two Dimensional Airloads Acting on 


Oscillating Thin Airfoils in Subsonic Ventilated 
Wind Tunnels. 


N78-21059/8GI 78-16 1A PC A07/MF A01 
FROMME, MADELINE L. 


Reprint: Measurement of Microwave Radiation Ab- 

sorbed by Biological Systems. 1. Analysis of Heat- 

ing and Cooling Data. 

PB-278 587/1G 78-14 6R PC A02/MF A01 
FROMME, WILLIAM R. 


Metropolitan Washington Airport Policy Analysis. 
AD-A052 349/8G! 78-14 1E PC A0S/MF A01 


FRONCZEK, CHARLES J. 
Establishment of Calibration Base Lines. 
PB-277 130/1GI 78-09 8E PC A03/MF A01 
Use of Calibration Base Lines. 
PB-279 574/8GI 78-14 8E PC A03/MF A01 
FRONDISTOU-YANNAS, STAMATIA A. 


Use of Concrete Demolition Waste as Aggregates in 
— That Have Suffered Destruction. A Feasibility 
itudy. 


PB-275 888/6GI 78-08 13C PC A08/MF A01 
FRONEK, DONALD K. 

Digital Detector. 

PATENT-4 047 114 78-19 9E Not available NTIS 
FRONK, DAVID R. 

Farm Size and Regional Distribution of the Benefit 

Under Federal Milk Market Regulation. 

PB-285 236/6GI 78-25 2B PC A04/MF A01 
FROOM, JACK 

Outreach by Primary-Care Physicians. 

HRP-0016265/1GI 78-04 6E Not Available NTIS 
FROOME, JANET H. 


Masters Level Preparation in Gerontological 
Nursing. 
HRP-0025133/0GI 78-22 5I Not Available NTIS 
FROSCH, R. 


Proposal for an Experiment at Sin: Precision Mea- 

surements of mu exp + -impulses from Disintegra- 

tion of Arrested Pions. 

LA-tr-77-76 78-14 20H PC A02/MF A01 
FROSCH, R.A. 

The Bermuda-New England Seamount Arc 

AD-099 757/7GI 78-22 8J PC A02/MF A01 

Dispersed Pulse Transmission System 

AD-068 669/1GI 78-20 17A PC A03/MF A01 

Sound Transmission at San Juan, Puerto Rico 

AD-021 402/3GI 78-21 20A PC A03/MF A01 
FROSH, WENDY 


Resources for Continuing Education in Health Care. 
HRP-0016914/4GI 78-08 5I Not Available NTIS 


FROST, C. B. 
Explosives Research 
AD-126 365/6GI 78-24 19A PC A02/MF AO1 
Explosives Research 
AD-142 840/8GI 78-22 19A PC A02/MF A01 
FROST, HAROLD M. 
Reprint: Fields of Flat Conductor Electromagnetic 
Surface Acoustic Wave Transducers. 
AD-A048 373/5GI 78-07 9A PC A02/MF A01 
Reprint: Periodic Surface Acoustic Wave Elec- 
tromagnetic Transducers. 
AD-A050 742/6GI 78-11 9A PC A02/MF AO1 
FROST, J. D. JR. 
Automated Electroencephalography System and 


Electroencephalographic Correlates of Space Mo- 
tion Sickness, Part 4. 


N78-12660/4GI 78-07 6B PC A04/MF A01 
FROST, JOHN S. 


Weathering Effects on Fuel Moisture Sticks: Cor- 
rections and Recommendations. 
PB-281 037/2GI 78-17 2F PC A02/MF A01 


FROST, K. J. 


High Energy X-Ray Spectra of Cygnus XR-1 Ob- 
served from OSO-8. 


N78-32017/3GI 78-26 3B PC A03/MF A01 
FROST, L. S. 


Momentum Transfer Cross Sections for Slow Elec- 
trons in He, Ar, Kr, and Xe from Transport Coeffi- 
cients, 


AD-442 186/3GI 78-01 7D PC A03/MF A01 


Rotational Excitation and Momentum Transfer 
Cross Sections for Electrons in H2 and N2 from 
Transport Coefficients 

AD-274 635/2G! 78-13 7D PC A03/MF A01 


FROST, LEONARD R. 
Tropic Conditions in Lake Winnisquam, New 


Hampshire. 

PB-281 022/4GI 78-18 13B PC A03/MF A01 
FROST, M. G. 

Equivalence of a Matrix over Rz with Its Smith 


Form. 

N78-30900/2GI 78-25 12A PC A03/MF A01 

A Note on the Controllability of Linear Constant 

Delay-Differential Systems. 

N78-30873/1GI 78-25 12A PC A02/MF A01 

Transformations of System Similarity Between 

State-Space System Matrices over Rs,z. 

N78-30901/0GI 78-25 12A PC A02/MF A0O1 
FROST, MURRAY 


Superviolence: The Civil Threat of Mass Destruction 


Weapons. 

AD-896 623/6G! 78-13 15F PC A20/MF A01 
FROST, NICHOLAS COLIN 

Procedure Manual for the Approval of Designs for 

Civil Aircraft, 

AD-A051 723/5GI 78-13 1C PC A02/MF AO1 
FROST, R. T. 

Laboratory Studies of Silicon Vapor Deposition, 

Phase A. 

N77-33296/3GI 78-04 201 PC A04/MF A01 

Preparation of Amorphous Ferromagnetic Materials 

Through Containerless Solidification. 

N78-19260/6GI 78-14 20L PC A03/MF A01 


FROST, ROBERT H. 
Solidification of Electrosiag Remelted Low Alloy 


Steel Ingots. 

AD-A055 576/3GI 78-20 11F PC A03/MF A01 
FROST, V. S. 

Radar Image Simulation: Validation of the Point 

Scattering Method. Volume Il. 

AD-A053 240/8GI 78-15 171 PC A16/MF AO1 

Radar image Simulation: Validation of the Point 


Scattering Model. Volume |. 
AD-A053 253/1GI 78-15 171 PC A13/MF A01 


FROST, W. 


Neutrally Stable Atmospheric Flow over a Two- 
Dimensional Rectangular Block. 
N78-12628/1GI 78-07 4B PC A06/MF A01 


FROST, WALTER 


Wind Shear Modeling for Aircraft Hazard Definition. 
AD-A053 178/0GI 78-15 1B PC A12/MF A01 


FROSTELL, B. 
Energy Aspects on Aerobic and Anaerobic 
Processing of Sewage. 
IVL-B-380 78-15 13B PC A02/MF A01 
Energy Aspects on Aerobic and Anaerobic 
Processing of Sewage. 
N78-26037/9GI 78-20 13B PC A02/MF A01 


FROSTMAN, DAVID L. 


An Investigation of the Tracking Performance of the 


Fire Fly Manual Director Gunsight for Air-To-Air 
Gunnery. 


AD-A053 348/9G! 78-15 19E PC A09/MF A01 
FROULA, N. H. 


Measurement of Isochoric Pressure-Energy Rela- 

tions for Porous Materials. Part |. Stress-Matching 

Technique and Reference Material Results. 

AD-A054 329/8GI 78-17 20L PC A04/MF A01 
FROWEIN, H. 

ACTH 4-10 and Adaptive Learning. 

N78-26736/6GI 78-21 60 PC A02/MF A01 
FRUCHARD, Y. 

Experimental Studies on Sodium Fires Application 

to Reactors. 

NP-tr-1980 78-04 181 PC A03/MF A01 
FRUCHTER, J. S. 

Characterization of Substances in Products, Ef- 

fluents and Wastes from Synthetic Fuel Develop- 

ment Processes. Quarterly Report, Fourth Quarter 


1976. 
BNWL-2224 78-07 13B PC A02/MF A01 


FRY, D. N. 


FRUH, E. G. 


Methodology to Evaluate Alternative Coastal Zone 

Management Policies: Application in the Texas 

Coastal Zone. Example Application IV. Transferabili- 

ty of Methodology to the Lower Rio Grande Valley. 

PB-282 857/2GI 78-20 13B PC A17/MF A01 
FRUH, E. GUS 


Establishment of Operational Guidelines for Texas 
Coastal Zone Management - Estuarine Modeling. 
PB-282 237/7GI 78-19 138 PC A06/MF A0O1 


FRUIN, JOHN T. 


Reprint: Microbial Flora of Preseasoned Com- 
minuted Turkey Meat. 
AD-A057 948/2G! 78-24 6H PC A02/MF AO1 


Reprint: Microbiological Data Collection. 
AD-A058 215/5G! 78-24 6H PC A02/MF A01 


Reprint: Microbiology of Fresh Comminuted Turkey 


Meat. 
AD-A057 098/6G! 78-22 6H PC A02/MF A01 


Reprint: Plate Count Accuracy: Analysts and Auto- 
matic Colony Counter versus a True Count. 
AD-A057 094/5G! 78-22 6M PC A02/MF AO1 


Reprint: Significance of ‘Clostridium Perfringens’ in 
Processed Foods. 
AD-A057 945/8G! 78-24 6H PC A02/MF A01 


A Survey of the Microbial Flora of Ground Beef, 
Textured Soy Protein and Textured Soy Protein Ex- 
tended Ground Beef after 3 Days’ and 10 Days’ 
Storage at 4 C, 

AD-A051 763/1GI 78-13 6M PC A03/MF A01 


FRULLANI, S. 


Considerations on Long-Term Energy Prospects in 
Italy. 
ISS-L-77/11 78-23 10A PC A02/MF A01 


Experimental Test of the Mechanism of Reaction for 
(E,E'p) Coincidence Experiment. 
N78-28930/3GI 78-23 20H PC A02/MF AO1 


Health and Environmental Aspects of Energy 
Development. 
N78-23599/1GI 78-18 10A PC A04/MF A01 


Some Considerations on Long Term Energy 
Prospects. 
N78-28667/1GI 78-23 10A PC A02/MF A01 


Technical and Scientific Aspects of Sanitary and 
Safety Problems in Nuclear Energy Production. 
N78-18706/9GI 78-13 18E PC A05/MF A01 


FRUMKIN, H. A. 


Refining and Upgrading of Synfuels from Coal and 
Oil Shales by Advanced Catalytic Process. Quarterly 
Report, April--June 1977. 

FE-2315-15 78-13 7A PC AOS/MF A01 


FRURIP, D. J. 


Comparative Study of Associated Species in Vapors 
of Alcohols and Water by Measurement of Thermal 
Conductivity. 

CONF-770537-1 78-07 7D PC A03/MF A01 


FRY, BERNARD M. 


Impact of Economic Pressures on American Libra- 
ries and Their Decisions Concerning Scholarly and 
Research Journal Acquisition and Retention. 

PB-283 874/6GI 78-23 5B PC A12/MF AQ1 


FRY, BRIAN 


Reprint: Stable Carbon Isotope Evidence for Two 
Sources of Organic Matter in Coastal Sediments: 
Seagrasses and Plankton, 

PB-279 159/8GI 78-15 8G Not available NTIS 


FRY, C. M. 
Vehicle Lateral Control and Switching Technology 


Review Study Progress Report. 
PB-284 799/4GI 78-24 13F PC A08/MF A01 


FRY, D. J. 


Experimental and Analytical Research on the Exter- 
nal Fluid Mechanics of Ocean Thermal Energy Con- 
version Plants. Progress Report, April 1, 1976--Sep- 
tember 30, 1976. 

COO/2909-1 78-01 10B PC AOS 


Ocean Thermal Energy Conversion Plants: Experi- 

mental and Analytical Study of Mixing and Recircu- 

lation. 

COO-2909-3 78-26 10B PC A12/MF A01 
FRY, D. N. 


Characterization Studies of BWR-4 Neutron Noise 
Analysis Spectra. 
CONF-770902-1 78-08 18K PC A02/MF A01 


National Laboratory--University Cooperative 
Development of Power Plant Noise Surveillance 
Methods. 

CONF-770611-1 78-03 181 PC A02/MF A01 


Summary of ORNL Investigation of in-Core Vibra- 
tions in BWR-4S. 
ORNL/NUREG/TM-101 


78-02 181 PC AQ3/MF A01 


PA-459 





FRY, F. A. 
Sabre: A System for the Assersment of Body 
Radioactivity. Part 1. A Description of the Initial 
System. 
AERE-R-8467 78-06 18D MF A01 


FRY, J. L. 
Reprint: Two-Center Approximation in the Quantum 


Theory of Solids. 
AD-A052 745/7GI 78-14 20. PC A02/MF A01 


FRY, JAMES W. 


A Feasibility Study for Consolidating and/or Coor- 

dinating Technical Procedures in Beaver County 

Pennsylvania Libraries, 

ED-148 363 78-25 5B Not available NTIS 
FRY, JOHN S. 


The Indirect Fluorination of Cyanuric Chloride 
AD-138 036/9G! 78-11 7C PC A02/MF A01 


FRY, P. F. 
Studies of Hydrodynamic Ram Induced by High 
Velocity Spherical Fragment Simulators. 
AD-A055 003/8G! 78-18 19D PC A08/MF A901 
FRY, PHILIP 
Fire Control System Analysis. Volume |. Analysis 


Tasks. 
AD-A051 885/2GI 78-13 19E PC A10/MF A0O1 
FRY, PHILIP F. 


impact of Soft Bodies on Jet Engine Fan Blades. 
AD-A058 194/2G! 78-24 21E PC A03/MF A01 


FRY, R. J. M. 


Analytical Approaches to and Interpretations of 
Data on Time, Rate, and Cause of Death of Mice 
Exposed to External gamma Irradiation. 

CONF-780306-8 78-23 6R PC AOQ2/MF A01 


Drug-induced Enhancement of Hepatic Tu- 
morigenesis. 
CONF-770342-1 78-01 6E PC A02/MF A01 


FRY, R. S. 


Fundamental Aspects of Unconfined Explosions. 
AD-913 443/8GI 78-13 19A PC A08/MF A01 


FRY, ROBERT C. 


Characteristics of a ‘High Solids’ Nebulizer for 
Flame Atomic Absorption Spectrometry. 
AD-A047 551/7GI 78-05 14B PC A03/MF A01 


Hydride Preconcentration for Inductively Coupled 
Plasma Optical Emission Spectrometry. 
AD-A047 552/5GI 78-05 7D PC A02/MF A01 


Molecular Absorption Spectra of Complex Matrices 
in Premixed Flames. 
AD-A047 554/1GI 78-05 7D PC A02/MF A01 


A New Approach to ‘High Solids’ Sample Introduc- 
tion for Flame Atomic Absorption Analysis. 
AD-A047 550/9GI 78-05 14B PC A03/MF A01 


Procedural innovations and Memory Effects with 
the Micro-Sampling Nebulizer Technique for 
Premixed Flame Analytical Atomic Spectrometry. 

AD-A047 553/3GI 78-05 7D PC A02/MF A01 


FRY, SCOTT 
Development of a Real-Time Rocketsonde and a 
Real-Time Radiosonde Computer Program. 
AD-A053 608/6G! 78-16 4B PC A07/MF A01 
FRY, W.F. 
Acceleration of Beryllium and Carbon Ions in a 
Synchrocyclotron 
AD-001 935/6GI 78-18 20G PC A02/MF A01 


Phenomena Associated with Negative mu-Mesons 

Stopped in Photographic Emulsions 

AD-001 940/6G! 78-18 20H PC A02/MF A01 

An Unusual Meson-induced Star 

AD-001 902/6G! 78-18 20H PC A02/MF A01 

Unusual pi-mu Decays in Photographic Emulsions 

AD-002 622/9GI 78-18 20H PC A02/MF A01 
FRY, W.J. 

Production of Focal Destructive Lesions in the Cen- 

tral Nervous System with Ultrasound 

AD-065 721/3GI 78-20 6R PC A02/MF A01 

Small Localized Ultrasonic Lesions in the White and 

Gray Matter of the Cat Brain 

AD-090 616/4GI 78-22 6R PC A02/MF AO1 
FRY, WILLIAM J. 

Action of Ultrasound on Nerve Tissue. A Review 

AD-007 877/4GI 78-18 6R PC A02/MF A01 

Effects of High Intensity Ultrasound on the Central 

Nervous System of the Cat 

AD-090 617/2GI 78-22 6R PC A03/MF A01 

Neurosonic Surge 

AD-092 939/8GI 78-22 6E PC A02/MF A01 

Research on the Effect of Ultrasound on Nerve Tis- 

sue 

AD-090 611/5GI 78-22 6R PC A02/MF A01 

Ultrasound in Neurology 
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AD-116 833/5GI 78-22 6R PC A02/MF A01 
FRYBACK, DENNIS G. 


Local Priorities for Allocation of Health Resources - 
- AComparison with the index of Medical Underser- 


vice. 

HRP-0019237/7GI 78-08 6E PC A03/MF A0O1 
FRYBURG, G. C. 

Formation of Na2SO4 and K2S04 in Flames Doped 


with Sulfur and Alkali Chlorides and Carbonates. 
N78-13157/0GI 78-08 21B PC A02/MF A01 


A High Pressure Modulated Molecular Beam Mass 
Spectrometric Sampling System. 

N77-32242/8GI 78-02 14B PC A04/MF A01 
Interaction of NaCl(G) and HCK(G) with Condensed 
Na2S04. 

N78-13159/6GI 78-08 7D PC A02/MF A01 


Volatile Products from the Interaction of KCI(G) 
with Cr203 and LaCrO3 in Oxidizing Environments. 
N78-13158/8GI 78-08 7D PC A02/MF A01 


FRYE, CHARLES H. 
The Feasibility of Adding Graphics and Team Train- 


ing Support to PLANIT. 
AD-A052 147/6GI 78-13 51 PC AOS/MF A01 


FRYE, J.C. 


Summary of Geologic Review Group Meeting, 
January 20--21, 1977. 
Y/OWI/TM-8/1 78-04 18G PC A02/MF A01 


Summary of Geologic Review Group Meeting, 
November 17--18, 1977. 

Y/OWI/TM-18-4 78-17 18G PC A02/MF A01 
Summary of Geologic Review Group Meetings, July 
21--22, 1977. 

Y/OWI/TM-18/3 78-09 8G PC A02/MF A01 


Summary of Geologic Review Group Meetings, 


March 17--18, 1977 and May 26--27, 1977. 
Y/OWI/TM-18/2 78-18 18G PC A02/MF A01 


FRYER, GERARD J. 


Reprint: Reflectivity of the Ocean Bottom at Low 
Frequency. 
AD-A053 668/0GI 78-16 8J PC A02/MF A01 


FRYER, J. L. 


Development of Bacterins and Vaccines for Control 
of infectious Diseases in Fish, 
PB-279 576/3GI 78-14 6M PC AO02/MF A0O1 


FRYER, JAMES R. 


FLAME Test Vehicle 1976 Flight Test Series. 
AD-A050 764/0GI 78-11 1B PC A07/MF AO1 


FRYER, MADELINE J. 
A Techaique for Obtaining Film Threshold Modula- 
tion. 
AD-A056 691/9GI 78-22 14E PC A03/MF AO1 


FRYER, T. B. 


An Inductively Powered Telemetry System for Tem- 
perature, EKG, and Activity Monitoring. 
N78-23706/2GI 78-18 6B PC A03/MF A01 


FRYERS, T. 


Psychiatric Service Planning -- Beds in Perspective. 
HRP-0017455/7Gi_ 78-10 6E Not Available NTIS 


FRYKLUND, D. H. 


Measurements of Atmospheric Density at Kwajalein 
Atoll, 18 May 1977. 
AD-A054 784/4GI 78-18 4A MF A01 


FRYKLUND, DONALD H. 


Applied Research and Development on Triaxial 
Piezoelectric (PZL) Accelerometer Systems of Im- 
proved Design. 

AD-A046 167/3GI 78-02 14B PC A02/MF A01 


FRYMOYER, W. W. 
Radiographic and Biomechanical Studies of the 
Human Spine. 
AD-A049 984/8G! 78-10 68 PC A08/MF A01 
FRYXELL, G. 


Deep Ocean Mining Environmental Study (DOMES). 
Unpublished Manuscript Number 2. Phytoplankton 
and Primary Productivity Studies; Preliminary Re- 


port, 
PB-274 699/8GI 78-05 8A PC A04/MF A01 
FRYXELL, G. A. 


Gulf Underwater Flare Experiment (GUFEX): Effects 
of Hydrocarbons on Phytoplankton, 
PB-276 482/7GI 78-08 13B Not available NTIS 


Scientific Investigations in the Gulf of Mexico and 
Caribbean Sea During the 1974-1975 Calypso 
Cruise, Parts 1 and 2. 

N78-17640/1GI 78-12 8A PC A12/MF A01 


FU, C. Y. 


Evaluation of exp 232 Th(N,N1), (N,2N) and (N,3N) 
Cross Sections. 
ORNL/TM-6316 78-26 20H PC A03/MF A01 


FU, H. S. 
Integrated Low Noise Buried Channel MOSFET 
Preamplifier Technology. 
AD-A055 787/6GI 78-20 9A PC A05S/MF A01 


FU, K. S. 
Error-Correcting Parsing for Syntactic Pattern 


Recognition. 
AD-A 605/2G! 78-03 9B PC A14/MF A01 


Inference of High Dimensional Grammars. 
AD-A055 957/5G! 78-20 5G PC A02/MF A01 


A Pattern Deformational Mode! and Bayes Error- 
Correcting Recognition System. 
AD-A058 791/5G! 78-25 9D PC A03/MF A01 


Reprint: Some Applications of Stochastic Lan- 
guages. 
AD-A051 231/9GI 78-12 9B PC A02/MF A01 


A Survey of Computer Architectures for image 
Processing and Pattern Recognition. 
AD-A049 536/6G! 78-09 9B PC A03/MF A01 


Syntactic Algorithms for Image Segmentation and a 
Special Computer Architecture for image 
Processing. 

AD-A052 614/5GI 78-14 9B PC A12/MF A01 


FU, KING-SUN 


Reprint: A Clustering Procedure for Syntactic Pat- 
terns. 

AD-A054 869/3G! 78-18 9B PC A02/MF A01 
Reprint: Nonparametric Bayes Risk Estimation for 
Pattern Classification. 

AD-A053 090/7G! 78-15 9B PC A02/MF A01 


Reprint: A  Sentence-to-Sentence Clustering 
Procedure for Pattern Analysis. 
AD-A057 667/8G! 78-23 5G PC A02/MF A01 


Reprint: Shape Discrimination using Fourier 
Descriptors. 
AD-A045 747/3G! 78-01 9B PC A02/MF AO1 


Reprint: Stochastic Error-Correcting Syntax Analy- 
sis for Recognition of Noisy Patterns. 
AD-A052 973/5G! 78-15 9D PC A02/MF A01 


FU, YUAN C. 


Decomposition of BH3PF3 and related compounds; 
revised estimate of the dissociation energy of 
diborane. 

AD-473 727/6GI 78-14 7D PC A02/MF A01 


FUBARA, D. M. 


Improved Ground Truth Geoid for the GEOS-3 
Calibration Area. 
N78-12510/1GI 78-07 8E PC A05/MF A01 


FUCHEL, K. 


BNL Archive and Dissemination System. 
BNL-22424 78-01 9B PC A03/MF AO1 


FUCHS, D. A. 


Feed Materials Production Center Environmental 
Monitoring Annual Report for 1977. 
NLCO-1151 78-21 18H PC A03/MF AO1 


FUCHS, H. 


Calculation of Implantation Profiles. 
HMI-B-234 78-23 18) PC A04/MF A01 


FUCHS, H. V. 


Acoustic Interference Effects and the Role of Helm- 
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SRO-902-7(V.1) 78-21 8J PC A05/MF A01 
Onslow Bay Physical/Dynamical Experiments, 
. Summer, 1976. Volume Il. Data Products. 
JINR-R-9-9729 78-10 20G MF A01 SRO-902-7(V.2) 78-21 8J PC A20/MF A01 
GABBAY, HENRY GABRIEL, G. J. 


Optimization of Traffic Signal Settings in Networks Potential Damage to DC Superconducting Magnets 
by Mixed-integer Linear Programming; The MITROP Due to the High Frequency Electromagnetic Waves. 
Computer oe N78-13330/3GI 78-08 9A PC A02/MF A01 
PB-283 131/1GI GABRIEL, T. A. 


GABEL, &. L. Calculated Hadronic Transmission Through Iron Ab- 
Reprint: Automated instrumentation to Measure sorbers. 


Evaporation Rates of ee . attain ORNL/TM-6132 78-18 18F PC A03/MF A01 
a oe ee. ee Calculated Irradiation Response of Materials Using 


GABEL, MARK L. a Fusion-Reactor First-Wall Neutron Spectrum. 
Reprint: Evaporation Rates and Protection Times of ORNL/TM-5956 78-03 18A PC A02/MF A01 


Mosquito Repellents. Medium-Energy Nucleon--Meson Transport Calcula- 
AD-A057 170/3GI 78-22 6F PC A02/MF AO1 tion and Electronuclear Fuel Production. 


Interactions between Mosquito Repellents and CONF-780622-27 78-26 18F PC A02/MF A01 


Human Skin. 
Neutronics and Radiation Damage Calculations for 
AD-A050 958/8G! 78-11 6F PC AQ2/MF A01 Fusion Reactors. 


GABEL, RONALD A. CONF-771036-4 78-12 18A PC A02/MF A01 


O02 and CO2 End-Tidal to Arterial Partial Pressure Particle Fluxes and Energy Deposition in Infinite 


Gradients during Progressive Hypoxia, Homogeneous Air Due to Protons of Energy 1-, 5-, 
AD-A052 793/7GI 78-14 6E PC A02/MF A01 10-, and 20-Gev. 


GABELE, PETER A. ORNL/TM-6107 78-13 18F MF AO1 


Evaluation of a Proportional Sampler for Automo- Photon Dose Rate from Induced Activity in the 
tive Exhaust Emissions, Beam Stop of a 400 GeV Proton Accelerator. 
PB-278 186/2GI 78-12 ORNL/TM-6238 78-17 20G PC AQ3/MF A01 


GABER, N. H. Sensitivity of Primary Knock-on Atom Spectra and 


78-14 6A PC A02/MF A01 


78-22 7D PC A02/MF A01 


NP-22876 
GAAG, JACQUES VANDER 


Referrals aiid Demand for Specialist Care in the 
Netherlands. 
HRP-0024181/0GI 


GAALSWYK, A. 


Data on the Use of Constant Level Balloons to Mea- 
sure the Horizontal Motion in the Atmosphere 
AD-029 426/4GI 78-21 4B PC A02/MF A01 


GAALSWYK, ARIE 


Descent Rates and Dispersion of Leaflets 
AD-302 406/4G! 78-16 1C PC A05/MF A01 


GAARDER, N. T. 


The Design of Point-Detector Arrays. 
AD-466 620/2G! 78-14 8K PC A07/MF A01 


78-22 6E Not Available NTIS 


gy- 
EPRI-EA-580 
FUSSELL, J. B. 


Computer Aided Approach to Qualitative and Quan- 
titative Common Cause Failure Analysis for Com- 
plex Systems. 

CONF-770438-3 


FUSSELL, ROBERT 


Oregon Pilot Retrieval Dissemination Project. 
ED-143 344 78-22 51 Not available NTIS 
FUSSMANN, G. 
Generation and Dynamics of Runaway Electrons in 
Tokamaks. 
IPP-I11/30 78-01 18A MF «01 
Generation and Dynamics of Runaway Electrons in 
Tokamaks. 
N78-14904/4GI 
FUSTE, LUIS A. 
Limnology of Laguna Tortuguero, Puerto Rico. 
PB-280 322/9GI 78-16 8H PC AQ5/MF A01 
FUTAMATSU, K. 


Development of an Instrumented Aluminum Outer- 
Tube Capsule, (2). Thermal-Cycle Test on the Alu- 
minum-Stainless Steel Transition Joint. 

JAERI-M-6799 78-17 13E MF A01 


FUTCH, A. H. 


78-15 10A PC A07/MF A01 


78-22 13B PC A08/MF A01 
78-05 14D PC A02/MF A01 


78-09 18A PC A03/MF A01 


14B PC A03/MF A01 


2-mm Microwave Interferometer. 
UCRL-52245 78-01 18A PC A02/MF AO1 


Streaming-Plasma Measurements in the Baseball li- 
T Mirror Experiment. 
UCRL-52279 78-05 201 PC A02/MF A01 


Target-Plasma Production by Laser Irradiation of a 
Pellet in the Baseball lI-T Experiment. 
UCRL-52363 78-16 201 PC A02/MF AO1 


FUTRAL, S. M. JR. 


Cold-Air Performance of a Tip Turbine Designed to 
Drive a Lift Fan. 3: Effect of Simulated Fan Leakage 
on Turbine Performance. 

N78-16001/7GI 78-11 


FUTRELL, J. H. 
Reprint: Vibrational Chemiluminescence from lon- 
Molecule Reactions: O(-) + CO yields CO2(+ ) + 
e(-). 
PB-273 952/2GI 78-03 7D Not available NTIS 
FUTRELL, KAY DIPIETRO 


Attitudes of Physicians, Nurses and Social Workers 
Toward the Elderly and Health Maintenance Ser- 
vices for the Aged: Implication for Health Manpower 
Policy. 

HRP-0016530/8GI 


FUTRELL, T. L. 


Automated Fiuorometer for Uranium Analysis. 
Y-2111 78-19 81 PC A02/MF A01 


FUWA, M. 


Researches on Color Matching Functions. 
N78-22893/9GI 78-17 5J PC A06/MF A01 


FYE, FALKO K. 


The AFGWC Automated Cloud Analysis Model. 
AD-A057 176/0GI 78-22 4B PC A06/MF A01 


FYFE, IAN M. 
The Influence of Material Defects on Dynamic Frac- 


ture. 
AD-A047 877/6GI 


21E PC A03/MF A01 


78-04 6E Not Available NTIS 


78-06 11F PC A02/MF A01 


Opportunities for Increasing Markets and Employ- 
ment in the Shoe Industry (Nonrubber). Volume 1. 
PB-276 683/0GI 78-09 SC PC A09/MF A01 
Opportunities for Increasing Markets and Employ- 
ment in the Shoe Industry (Nonrubber). Volume 2. 
PB-276 684/8GI 78-09 5C PC A11/MF A01 
GABICA, J. 
Reprint: Pesticides in People: Total Mercury Levels 
in Selected Human Tissues, Idaho-1973-74, 
PB-276 889/3GI 
78-10 6T (Order as PB-276 880, MF A01) 
Reprint: Pesticides in People: Total Mercury Levels 
in Selected Human Tissues, Idaho-1973-74, 
PB-280 614/9GI 
78-17 6T (Order as PB-280 602, MF A01) 
GABICA, JOE 


Reprint: Serum Organochlorine Pesticides in Men- 
tally Retarded Patients on Differing Drug Regimens, 
PB-279 747/0GI 

78-15 6T (Order as PB-279 739, MF A01) 


GABLE, CHRISTOPHER G. 


Sediments Impounded by an Offshore Breakwater, 

AD-A051 577/5GI 78-12 13B PC A02/MF A01 
GABLE, ELMER W. 

Proceedings of a Seminar on Sediment Transport in 

Rivers and Reservoirs held on 7-9 April 1970 at 

Davis, California, 

AD-A052 601/2GI 


GABLER, M. J. 


Heat Transfer with Hockey-Stick Steam Generator. 
GEFR-SP-070 78-20 18! PC A03/MF A01 
Vibration Tests of a Full Scale Water Model of a 
Clinch River Steam Generator Module. 

TID-27821 78-09 181 PC A02/MF A01 


GABLER, W. 


Histochemical Detection of Aldehyde 
Dehydrogenase and Its Localization in Various Tis- 
sues. 


78-14 8H PC A11/MF A01 


Displacement Per Atom Cross Sections to Different 
Secondary Neutron Energy and Angular Distribu- 
tions and “In-Group” Weighting Schemes. 

ORNL/TM-6108 78-14 18F MF A01 


Sensitivity of the First-Wall Radiation Damage to 
Fusion Reactor Blanket Composition. 
ORNL/TM-6105 78-15 18A PC A02/MF A01 


Uranium Liquid-Argon Calorimeters: A Caiculational 
Investigation. 


ORNL/TM-5769 78-03 18D PC A03/MF A01 


GABRIEL, W. 


Determination of the Longitudinal and the Trans- 
verse Part in piexp + -Electroproduction. 
DESY-77/64 78-23 20H PC A02/MF AO1 


GABRIELLI, F. 


Metallurgical Stability of Ni-Cr Base Alloys. Effect of 
gamma Prime Volume Fraction on the Early Stages 
of Creep Deformation. 


N78-15254/3GI 78-10 11F PC A04/MF AOi 


GABRIELLI, W. 


Studies of Verbal Problem Solving. |. Two Per- 
formance-Aiding Programs. 
AD-A047 193/8G! 78-04 9B PC A03/MF A01 


GABRIELSE, G. 


Orientation of Fast lons Excited in Surface Colli- 
sions. 


CONF-770642-11 78-05 7D PC A02/MF AO1 


GABRIELSEN, B. L. 


The Shock Tunnel: History and Results. Volumes | - 
Vv 


AD-A055 518/5G! 78-20 14B PC A19/MF A01 


GABRIELSEN, R. E. 


A Solution to the Navier-Stokes Equations Based 
Upon the Newton Kantorovich Method. 
N78-13366/7GI 78-08 20D PC A03/MF A01 


GABRIELSON, IRA W. 


Study of Volunteer Ambulance Squads. 
HRP-0015232/2Gi 78-05 6E Not Available NTIS 


PA-465 





GABRIELSON, J. E. 
Field Tests of Industrial Stoker Coal-Fired Boilers 
for Emissions Control and Efficiency Improvement - 
Site A. 
PB-285 172/3GI 78-25 
GABRIELSON, V. K. 


SHELL SHOCK ——— Seo hird Edition). 
SAND-77-8276 PC A06/MF A01 


GAC, F. D. 


Injection Moldable Ceramics. 
78-21 11B PC A02/MF A01 


13A PC A06/MF A01 


GACA, W. 


Pressing of Cement Pastes, as Well as the Possibili- 
ties of Utilizing This Method for the Purpose of 
Determination of the Quality of the Cement. 


13C PC A03/MF A01 


LA-tr-77-26 78-04 
GAD-EL-HAK, MOHAMED 

A Study to Conduct Experiments Concerning Tur- 

bulent Dispersion of Oil Slicks. 

AD-A058 802/0GI 78-25 8J PC A06/MF A01 
GADBERRY, HOWARD 

Chemical Technology and Economics in Environ- 

mental Perspectives. Task Il. Investigation of Alter- 


natives to Chiorofluorocarbons in Selected Aerosol 
Products. 


PB-281 948/0GI 78-18 13B PC A03/MF A01 


Chemical Technology and Economics in Environ- 
mental Perspectives. Task . Investigation of Alterna- 
tives for Selected Aerosol Propeliants and Related 
Applications of Chliorofluorocarbons. 

PB-273 202/2GI 78-01 13B PC AOS/MF A01 


GADDIE, JAMES C. 
Measurement of the APD and the Degradation 
Caused by Power Line Noise at HF. 
AD-A047 681/2GI 78-05 9E PC A07/MF A01 


GADDIPATTI, A. 

Strength of Long Glass Fibers. 

AD-A046 013/9GI 78-02 20F PC A03/MF A01 
GADDIS, J. L. 

Dynamic Hyperfiltration Membranes for High-Tem- 


perature Spacecraft Wash Water Recycle. 
N78-21767/6GI 78-16 6K PC A07/MF A0O1 


GADDY, O. L. 
Electron Beam Addressed Arrays of 
Bolometers. 
AD-A049 550/7GI 78-09 17E PC A02/MF A01 
Research on Detection of Pulsed Radiation at 10.6 


Microns. 
AD-A049 218/1GI 


GADE, PAUL A. 


Comprehension of Time-Compressed Speech as a 
Function of Training. 
AD-A058 204/9G! 


GADGIL, A. J. 


TWOZONE Users Manual. 
LBL-6840 78-26 


GADO, J. 
Moments of the Fourier-Transformed Neutron Slow- 
ing-down Kernel. The Computer Code “Maggie”. 
KFKI-77-44 78-20 18F MF AO1 
Neutron Spectrum Calculating Module of the Pro- 


gram Betty. 
KFKI-77-14 


GADOW, A. VON 


Surveillance of Radionuclides Realeased 
Nuclear Power Plants. 
STH-S/76 


GADSDEN, R. H. 
Reprint: Pesticide Morbidity in South Carolina, 
PB-280 092/8G! 
78-16 6T (Order as PB-280 085, MF A01) 
GADSDEN, RICHARD H. 
Reprint: The Diagnosis and Treatment of Or- 


ae insecticide Poisoning, 
B-280 900/2GI 


78-17 6E (Order as PB-280 889, MF A01) 


Reprint: Pesticide Effects on Occupationally Ex- 
posed Workers: A Summary of Four Years Observa- 


tion of Industry and Farm Volunteers in South 
Carolina, 


PB-276 881/0GI 
78-10 6J 
GADZUK, J. W. 


Reprint: High Resolution Photoemission Study of 
Condensed Layers of Nitrogen and Carbon Monox- 
ide. 


PB-280 595/0GI 78-17 7D Not available NTIS 
Many-Body Effects in Photoemission. 
PB-284 593/1GI 78-24 14B Not available NTIS 


Reprint: Plasmon Satellites in X-Ray Photoemission 
Spectra. 


Infrared 


78-08 17E PC A02/MF A01 


78-24 51 PC A03/MF A01 


10A PC A06/MF A01 


78-17 18F MF AO1 


from 


78-06 18H MF A01 


(Order as PB-276 880, MF A01) 


PA-466 


PB-274 362/3GI 78-04 7D Not available NTIS 
Reprint: Surface Relaxation Energies in Core Level 


Spectroscopies of Adsorbed Atoms and Molecules. 
PB-274 365/6GI 78-04 7D Not available NTIS 


Reprint: X-Ray Photoemission Spectra from Ad- 
sorbed Layers on Metal Substrates. 
PB-280 445/8GI 78-17 7D Not available NTIS 


GAEBLER, JOHN F. 


Direct Pair Production by High a Muons 
AD-242 608/8GI 78-13 20H PC A02/MF A01 


GAEDKE, M. 


Strength Investigations for the Application of Fiber 
Reinforced Plastics to Aeronautical Equipment 
Fittings Festigkeitsuntersuchungen Zum _ Einsatz 
Faserverstaerkter Kunststoffe fuer Beschlagteile von 
Luftfahrtgeraet. 
N78-11204/2GI 78-06 11D PC A0S/MF A01 
Technological and Experimental Investigations of 
Window Frames in FRP Winding Press Technology 
Technologische und Experimentelle Untersuchun- 
= AM Fensterrahmen in Fk-Wickelpresstechnik. 
78-18254/0GI 78-13 13M PC A03/MF A01 


GAERTNER, E. 
Surface Mining of Brown Coal, Its Environmental 


Influence and Future Prospects: Illustrated by the 
Example of the Rhenish Brown Coal Mining Indus- 


try. 

AED-CONF-76-417-001 78-04 8! 
GAERTNER, F. H. 

Arom Enzyme Conjugate of Neurospora: Multiple 


Proteases and Subunit Artifacts. 
CONF-780433-1 78-21 6A PC A02/MF A01 


Catalytic and Structural Properties of the Pen- 
tafunctional/Arom/Enzyme Conjugate. 
CONF-780108-1 78-16 6A PC A02/MF A01 


Proteolytic Inactivation and Coordinate Protection 
of the AROM Enzyme Conjugate of Neurospora. 
CONF-780433-2 78-23 6A PC A02/MF A01 


GAERTNER, K. P. 


Methods for the Electronic Simulation of Flight 
Sounds. 


N77-33956/2GI 
GAERTNER, R. 

380 KV Cable in Berlin. 

AED-Conf-76-407-006 78-23 9A PC A02/MF A01 
GAETZ, C. T. 

Water-Column and Benthic Invertebrate and Plant 

Associations as Affected by the Physico-Chemical 

Aspects in a Mesotrophic Bayou Estuary, Pen- 

sacola, Florida, 

PB-281 571/0GI 


GAFAFER, W. M. 
Occupational Diseases - A Guide to Their Recogni- 


tion, 
PB-274 813/5GI 
GAFFEY, M. J. 


Asteroid Surface Materials: Mineralogical Charac- 
terizations from Reflectance Spectra. 
N78-10992/3GI 78-05 3B PC A07/MF A01 


GAFFNEY, BRIAN P. 
CCD Signal Processor Study. 
AD-A051 333/3GI 78-12 171 
GAFFNEY, M.G. 


Dynamic Stability Analysis of Ducted Fan Type Fly- 
ing Platforms, Phase IV. 


AD-218 994/2GI 78-11 
GAFFNEY, P. W. 
FLOC: Field Line and Orbit Code for the Study of 


Ripple Beam Injection into Tokamaks. 
ORNL/TM-6293 78-25 18A PC A03/MF A01 


GAFFRON, HANS 
Role of Photosynthesis in the Light-Induced As- 


similation of Acetate by Chlamydobotrys, 

AD-441 474/4GI 77-20 6A PC A02/MF AO1 
GAFNI, G. 

Preparation of Lead-Tin Telluride 

X)Snsub(X)Te at Low Temperature. 

1A-1339 78-22 20B MF A01 
GAGAZZI, R. A. 

Motor Vehicle Emission Control. 

Control Systems. 

PB-279 600/1GI 
GAGE, STEPHEN J. 


Appalachian Mineral Resource Development: En- 
vironmental Factors. 
PB-274 107/2GI 


GAGEN-TORN, V. K. 


Experimental investigation of the High-Current 
Pulsed Electron Beam Structure. 


NIEFA-A-0237 78-10 20G MF A01 


PC A03/MF A01 


78-04 20A PC A02/MF A01 


78-18 6F PC A08/MF A01 


78-05 6J PC A17/MF A01 


PC A14/MF A01 


1A PC A08/MF A01 


Pbsub(1- 


Book Six. Spark 


78-15 13B PC A04/MF A01 


78-04 81 PC A02/MF A01 


GAGGE, A. P. 


Effect of Energy Conservation Guidelines on Com- 

fort, Acceptability, and Health. Final Report. 

HCP/M51891-01 78-21 10A MF AO1 
GAGLIANO, SHERWOOD 

Cultural Resources Evaluation of the Northern Gulf 


of Mexico Continental Shelf. Volume Il. 
PB-286 874/3G! 78-26 5F MF$5.50 


GAGLIANO, SHERWOOD M. 
An archaeological study of Poverty Point culture in 
southeastern Louisiana. 
AD-403 314/8GI 78-16 5F PC A02/MF A01 


GAGLIARDI, J. A. 


Electrodeposition Painting of Metal Substrates, 
AD-A048 028/5G! 78-06 11C PC A04/MF A01 


GAGNE, ROBERT M. 
Instructional Media: A Procedure for the Design of 
Multi-Media instruction, a Critical Review of 
Research, and Suggestions for Future Research. 
HRP-0015955/8G! 78-05 5! Not Available NTIS 
GAGNEPAIN, J. J. 
Fundamental Noise Studies of Quartz Crystal 


Resonators. 
PB-273 129/7GI 78-01 


GAGNON, CLAUDE R. 


analysis of BQS-6 sonar bearings to obtain charac- 
teristics important to statistical fire contro! solu- 
tions. 

AD-333 261/6GI 78-16 17A PC A07/MF A01 


bearings-only zig detection. 
AD-335 718/3GI 78-01 17A PC AOS/MF A01 


mathematical concepts of the automatic statistical 
processing fire contro! computer. 
AD-329 725/6GI 78-16 13) PC A07/MF A01 


GAGNON, M.KAY 


bearings-only zig detection. 
AD-335 718/3GI 78-01 


GAGNON, RAYMOND O. 


The National Ambulatory Medical Care Survey: 1973 
Summary United States, May 1973-April 1974. 
PB-285 796/9GI 78-26 6E PC A04/MF A01 


Office Visits by Persons Aged 65 and Over -- Na- 


tional Ambulatory Medical Care Survey, United 
States, 1975. 
HRP-0025441/7GI_ 78-21 


GAGNON, W. 
Pulsed Power Supplied for Large Laser Systems. 
UCRL-80133 78-15 18A PC A02/MF A0O1 
GAGNON, W. L. 
25 Megajoule Energy Storage and Delivery System 
for the Shiva Laser. 
UCRL-79700 78-12 18A PC A02/MF A01 
Fast Optical Shutters for Nova, a High Power Fu- 


sion Laser. 
UCRL-79699 


GAGOSIAN, ROBERT B. 
Reprint: Sterol Diagenesis in Recent Sediments 


from Buzzards Bay, Massachusetts. 
AD-A052 853/9G! 78-15 8J PC A02/MF A01 


GAHLER, ARNOLD R. 


Monitoring of Trace Constituents During PCB 
Recovery Dredging Operations: Duwamish Water- 


way, 
PB-275 282/2GI 
GAHM, G. F. 


Linear Polarization and K Magnitudes of Selected 
Visual Double Stars. 
N78-29003/8G! 


GAHN, B. M 


Analytical and Experimental Studies of Acoustic 
Performance of Segmented Liners in a Compressor 
Inlet. 


N77-33960/4GI 
GAHN, R. F 


Anion Exchange Membranes for Electrochemical 
Oxidation-Reduction Energy Storage System. 
ERDA/NASA/1002-77/2 

78-07 10B PC A02/MF A01 


Anion Exchange Membranes for Electrochemical 
Oxidation-Reduction Energy Storage System. 
N78-14631/3GI 78-09 10C PC A02/MF A01 


Factors Affecting the Open-Circuit Voltage and 


Electrode Kinetics of Some tron/Titanium Redox 
Flow Cells. 


ERDA/NASA/1002-77/10 
78-04 7D PC A02/MF A01 


9A Not available NTIS 


17A PC A05/MF A01 


6E Not Available NTIS 


78-15 20F PC A02/MF A01 


78-06 13B PC A08/MF A01 


78-23 3B PC A02/MF A01 


78-04 20A PC A07/MF A01 


GAHR, S. 


Hydrogen Embrittlement of Niobium Ill - High Tem- 
perature Behavior. 
78-06 


AD-A047 957/6G! 11F PC A03/MF A01 





GAIDA, JOSEPH A. 


Population, Economic and Health Resource 
Thresholds in the Location of Long Term Care 
Beds--The Case of Nebraska. 

HRP-0019227/8GI 78-09 6E Not Available NTIS 


GAIER, EUGENE L. 


Attempted Leadership as a Function of Motivation 
Interacting with Amount of Control 

AD-091 353/3G! 78-22 5J PC A02/MF A01 
Behavior in Groups. Test of a Proposed Theory of 
Leadership 

AD-077 672/4GI 78-20 5J PC A02/MF A01 
Effects of phen Familiarity on Size Estimation 
AD-088 569/9GI 78-22 5J PC A02/MF A01 


po ogame The Study of Changing Behavior 
in Gro’ 
AD-091 52/5G1 


GAILLARD, A. W. K. 


The Psychological Significance of the Electroen- 
cephalogram de Psychologische Betekenis van Het 


N78-24794/7GI 78-19 5J PC A03/MF A01 


Some Effects of Org. 2766 on Various Performance 
Tasks. 
N78-26734/1GI 
GAILLARD, M. J. 
Nonequilibrium Effects in the Proton Neutral Frac- 
tion Emerging from Solids Bombarded with Mev H 


exp0,Hexp + ,H sub 2+ and H sub 3+ Beams. 
LYCEN-772: 78-14 20H MF A01 


GAILLARD, Y. R. 


Giant Resonance Region of exp 90 Zr Via Elastic 
Scattering of 57.5MeV Polarized Protons. 
ISN-77-28 78-22 20H MF AO1 


Giant Resonances as Doorways States in exp 12 C. 
ISN-77-43 78-23 20H PC A02/MF A01 
GAINES, DONALD F. 
Preprint on a 
borohydride salts. 
AD-419 488/2GI 
GAINES, EDWARD E. 


Analysis of Satellite Data on Precipitating Particles 
in Coordination with ELF Propagation Anomalies. 
AD-A045 606/1GI 78-01 20N PC A06/MF AO1 


GAINES, ELIZABETH 


LANDSAT Linear Trend Analysis: A Tool for 
Groundwater Exploration in Northern Arkansas. 
PB-277 121/0GI 78-10 8H PC A06/MF A01 


GAINES, G. B. 
Methodology for Designing Accelerated Aging Tests 
for Predicting Life of Photovoltaic Arrays. Final Re- 


port. 
ERDA/JPL/954328-77/1 
78-07 10B PC A07/MF AO1 


78-22 5J PC A0Q3/MF A01 


78-21 60 PC A02/MF A01 


convenient preparation of 


77-20 7D PC A02/MF A01 


GAINES, R. S. 
Feasibility of a Special-Purpose Computer to Solve 


the Navier-Stokes Equations. 
AD-A047 243/1GI 78-04 20D PC A04/MF A01 


GAINES, ROBERT N. 


Measuring the Quality of Navy Life. 
AD-A056 819/6GI 78-22 5i 


Reserve Enlistment Motivation. 
AD-A046 270/5GI 78-03 5I 


GAINES, SANFORD E. 
Laws and Treaties of the United States Relevant to 


Marine Mammal Protection Policy. 
PB-281 024/0GI 78-18 5D PC A99/MF A01 


GAINES, T. 
Reprint: Dermal Phototoxic Reaction from an Insec- 


ticide: Clinical and Laboratory Studies, 
PB-277 599/7GI 


78-12 6T (Order as PB-277 586, MF A01) 
GAINES, T. B. 
Reprint: The Effect of Polychlorinated Biphenyls on 


Rat Reproduction, 
PB-279 186/1GI 


78-14 6T (Order as PB-279 175, MF A01) 
Reprint: The Oral and Dermal Toxicity of Hex- 


achlorophene in Rats, 
PB-277 605/2GI 


78-12 6T (Order as PB-277 586, MF A01) 
Reprint: The Oral Toxicity of Mirex in Adult and 


Suckling Rats, 
PB-277 609/4GI 

78-12 6T (Order as PB-277 586, MF A01) 
Reprint: Toxicity of Paraquat to Rats and Its Effect 
on Rat Lungs, 
PB-280 898/8GI 

78-17 6T (Order as PB-280 889, MF AQ1) 


PC A02/MF AQ1 


PC AOS/MF A01 


GAINES, THOMAS B. 
Reprint: The Chronic Toxicity of 
amethylphosphoramide in Rats, 
PB-280 008/4G! 
78-16 6T (Order as PB-280 001, MF A01) 
Reprint: Effect of Organic Phosphorus Compounds 


and Alkylating Agents on the Rat Fetus, 
PB-280 901/0GI 


78-17 6T (Order as PB-280 889, MF A01) 
Reprint: Hexachlorophene Effects on the Rat Brain, 
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78-20 18J PC A03/MF A01 


78-16 13B PC A12/MF A01 


78-14 111 PC A03/MF A01 


18E PC A19/MF A01 
GALLANT, R. F. 
Characterization of Sorbent Resins for Use in En- 


vironmental Sampling. 
PB-284 347/2GI 78-24 7D PC A08/MF AO1 


GALLANT, RICHARD PAUL 


Compressor Stall Warning System. 
PATENT-4 083 235 78-22 1D Not available NTIS 


GALLAWA, R. L. 


Operational and Cost Considerations in the Use of 
Optical Waveguides in a Local information Transfer 
System, 

AD-A053 600/3GI 


GALLAWAY, B. M. 


Laboratory Evaluation of Selected Shale Oil 
Asphalts in Paving Mixtures. Report RF-3403-1. 
LERC-3695-1 78-18 81 PC A07/MF A01 


GALLAWAY, BOB M. 


Economic Bituminous Treated Bases. 
PB-279 488/1GI 78-16 13C PC A11/MF A01 


Mixture Design Methods for Emulsion Treated 
Bases and Surfaces. 
PB-279 533/4GI 78-16 13C PC A05/MF A01 


Sulphur Extended Asphalt (SEA): Sulphur/Asphalt 
Mixture Design and Construction Details - Lufkin 
Field Trials. 

PB-279 093/9GI 


GALLAWAY, JOSEPH 


Contribution of Core Polarization to the Cohesive 
Energies of the Alkali Metals 
AD-122 439/3GI 78-16 7D PC A02/MF A01 


GALLEGO, J. 
Xe-135 and Sm-149 Isotopic Evolution Analysis. 
XESAMO Code. 
JEN-369 
GALLEGOS, A. F. 


LASL Models for 
Radionuclides. 

LA-UR-77-1020 78-01 18G PC A02/MF A01 
LASL Models for Environmental 


Radionuclides in Forests. 
LA-UR-78-1097 


GALLEGOS, J. 


Simulation Modeling of an Automated Material 
Storage/Retrieval System. 
BDX-613-1870 78-17 


78-16 17B PC AOS/MF A01 


78-15 13C PC A04/MF A01 


78-18 18K MF A01 


Environmental Transport of 


Transport of 


78-22 13B MF A01 


13H PC A03/MF A01 


GALLO, JOHN 


GALLEGOS, MARGARET 


RITA Reference Manual. 
AD-A046 627/6GI 78-03 98 PC A05/MF A01 


GALLENSON, LOUIS 
PRIM System: AN/UYK-20 User Guide and User 


Reference Manual. 
AD-A048 265/3G! 78-06 9B PC A04/MF A01 
Guide and User 


PRIM System. U1050 User 
Reference Manual. 
AD-A055 043/4G! 78-18 98 MF A01 


GALLER, BERNARD A. 


Matrix operations used in algebraic languages. 
AD-404 985/4G! 77-20 9B PC A02/MF AO1 


GALLETTI, PIERRE M. 


Medicine in the Year 2000 -- A Sympos' 
HRP-0026231/1GI 


GALLI, A. F. 


Role of the C--CO sub 2 Reaction in Gasification of 
Coal and Char. 
FE-0497-T-8 78-26 7A PC A02/MF A01 


Role of the C--CO sub 2 Reaction in Gasification of 


Coal and Char. 
TID-27942 78-13 7D PC A02/MF AQ1 
GALLI, M. 


Stress Wave Emission: A Bibliographical Survey No. 


1. 
EUR-5616 78-23 14B PC A05/MF A01 
Stress Wave Emission: A Bibliographical Survey No 


2. 
EUR-5617 78-08 14B MF A01 
GALLI, NICHOLAS 


Foundations of Health Education. 
HRP-0017196/7G! 78-05 5i 


GALLIARODT, D. W. 


Reprint: Electron Excitation of the E 3Sigma(+ ) 
sub g State of N2 and Subsequent Collisional Deac- 
tivation and Energy Transfer to the C 3Pi sub u 
State. 

AD-A053 134/3G! 


GALLICCHIO, JOHN D. 


Consumer Self-Care in Health; Proceedings of Con- 
ference Held at Dulles Airport Marriott, Fairfax 
County, Virginia on March 24-26, 1976. 

PB-273 811/0GI 78-03 6E PC A03/MF AG1 


GALLICHIO, JOSEPH A. 


Evoked Cortical Potentials and 
Processing. 
AD-A048 647/2G! 78-07 6D PC A0S/MF A01 


GALLIGAN, KATHLEEN A. 


Evaluation of Nursing Care: A Primary Nursing Pro- 
ject. Part 2: Experiences of Non-Participant Nurse 
Observers. 

HRP-0016725/4GI_ 78-02 6E Not Available NTIS 

GALLIGAN, WILLIAM L. 

Differential Reliability: Probabilistic Engineering Ap- 
plied to Wood Members in Bending/Tension. 
AD-A053 100/4GI 78-15 13M PC A02/MF A01 


GALLIHER, P. M. 


Investigation of Converting the Products of Coal 
Gasification to Methane by the Action of Microor- 
ganisms: Phase |. Final Report, November 1, 1975-- 
December 1, 1976. 
FE-2203-17 


GALLILY, ISAIAH 


The Dynamics of Non Spherical Particles. 
AD-A047 144/1G1 78-04 4A PC A04/MF A01 


GALLIMORE, ROBERT G. JR. 
Isentropic Numerical Models: Results on Model 
Development for Zonally Averaged and Secondary 


Circulations. 
78-22 4B PC A13/MF A01 


jum. 
78-26 6E Not Available NTIS 


Not Available NTIS 


78-15 7D PC AQ2/MF AQ1 


information 


78-07 7A PC A07/MF A01 


PB-283 480/2GI 
GALLIN, ELAINE K. 


Reprint: interaction of Chemotactic Factors With 
Human Macrophages. 
AD-A054 166/4G! 78-17 6P PC A02/MF A01 


Reprint: Response of ‘Aplysia’ Statocyst Receptor 
Cells to Physiologic Stimulation. 
AD-A052 273/0G! 78-14 6P PC A02/MF AO1 


GALLIN, JOHN I. 
Reprint: Interaction of Chemotactic Factors With 


Human Macrophages. 
AD-A054 166/4G! 78-17 6P PC A02/MF AO1 
GALLMANN, A. 


Onset of Friction in Heavy lon Transfer Reactions. 
CRN-PN-77-16 78-23 20H PC A02/MF A01 


GALLO, JOHN 


A Computer Program for Fitting Censored Samples 
to a Weibull Distribution (CENWEIB). 
AD-A054 833/9G! 78-18 98 MF AO1 


PA-469 





GALLO, JOSE GONZALO 


Shock Induced Structural Response. 
AD-A053 877/7GI 78-16 13M PC A04/MF A01 


GALLOWAY, J. W. 
Trial of a Wire-Fibre-Reinforced Concrete Overlay 


on a Motorway. 
PB-280 504/2GI 78-16 13B PC A03/MF A01 


GALLOWAY, K. F. 
Reprint: Important Considerations for SEM Total 


Dose Testing. 
PB-280 464/9GI 78-17 14B Not available NTIS 


Reprint: On the Compatibility of X-Ray Lithography 
and SOS Device Fabrication. 
PB-283 984/3GI 78-23 9A Not available NTIS 


Reprint: Radiation Dose at the Silicon-Sapphire In- 
terface Due to Electron-Beam Aluminization. 
PB-283 982/7GI 78-23 20L Not available NTIS 


Some Aspects of Using a Scanning Electron 
Microscope for Total Dose Testing. 
AD-A047 425/4GI 78-05 9A PC A03/MF A0O1 


GALLOWAY, R. T. 
On Improving the Flight Fidelity of Operational 


Flight/Weapon System Trainers. 
AD-A050 831/7GI 78-11 14B PC A03/MF A01 


GALLOWAY, ROBERT E. 


Reprint: Activation of Protein Mediators of Inflam- 
mation and Evidence for Endotoxemia in Borrelia 
Recurrentis Infection. 
AD-A054 685/3G! 


GALLOWAY, S. M. 


What Are Sister Chromatid Exchanges. 
CONF-770551-2 78-01 6A PC A02/MF A01 


GALLOWAY, T. R. 


Astronomical Techniques Applied to Pollution De- 
tection. 2. Chemical Compositions by Visible Ex- 
tinction. 

UCRL-79485 78-13 7D PC A02/MF A01 


Hydrodynamic Modeling of Fluidized-Bed Gasifiers 
and Combustors. 
UCID-17759 78-26 7A PC A02/MF A0O1 


Mirror Hybrid (Fusion--Fission) Reactor. 
UCRL-80076 78-14 16A PC A02/MF A01 


Plastic Solar Panel, Heat Storage, Baseboard Heat- 
System for Both Swimming Pool and Home. 
UCRL-79294 78-07 13A PC A02/MF A01 


Tritium Handling in the Mirror Fusion Hybrid Reac- 
tor. 


UCRL-79740 78-13 18A PC A02/MF A01 


Tritium Management in Fusion Reactors. 
UCRL-80479 78-25 18A PC A02/MF A01 


GALLOWAY, W. E. 


Catahoula Formation of the Texas Coastal Plain: 
Depositional Systems, Composition, Structural 
Development, Ground-Water Flow History, and 
Uranium Distribution. 
GJBX-41(77) 


78-17 6E PC A02/MF A01 


78-02 8D PC A04/MF A01 


Nuclear Waste Disposal in Space. 


N78-23571/0GI 78-18 
GALLOWAY, WILLIAM J. 


An Experimental Study of Acoustically Induced 
Cavitation 
AD-024 646/2GI 


GALLUP, J. M. 
— Versus RSX-11D: Compatibility and Con- 
LA-6780-MS 78-01 9B PC A02/MF A01 
System for Histogram Entry, Retrieval, and Plotting. 
LA-6920-M 78-09 9B PC A03/MF A01 
GALOBARDES, J. 
Preparation and Characterization of Glass Beads for 


Use in Thermionic Gas Chromatographic Detectors. 
SRO-854-15 78-13 14B PC A02/MF A01 


GALOWIN, LAWRENCE S. 
Exploratory Study of Temperatures Produced by 
Self-Heating of Residential Branch Circuit Wiring 
When Surrounded by Thermal Insulation. 
PB-284 711/9GI 78-25 9A PC A04/MF A01 
GALPERIN, IRVING 
A. C. Streaming Potentials 
AD-229 511/1GI 78-11 
GALSTAR, S. 


Proposal for an Experiment at Sin: Dosimetry of the 
pi E3 Beam: Determination of the Beam Com- 
ponents. 

LA-tr-77-70 


GALT, J. A. 


ptremenid Bands of Cr-Rich Fe--Cr Alloys Determined 
be 4 Photoelectron Spectroscopy. 
T-79 78-15 11F PC A03/MF A01 


18G PC A06/MF A01 


78-21 7D PC A04/MF A01 


7D PC A04/MF A0O1 


78-14 20G PC A02/MF A01 


PA-470 


GALT, J. K. 


Potential Fuel Production from Magma. 
SAND-77-0509 78-05 10A CC A03/MF A01 


GALTON, LAWRENCE 


Don't Give Up on an Aging Parent. 
HRP-0023238/9Gi 78-08 6E Not Available NTIS 


GALTSOFF, PAUL S. 


The American Oyster, ‘Crassostrea 
Gmelin. Fishery Bulletin, Volume 64, 1964, 
PB-282 475/3GI 78-17 8A PC A21/MF A01 


GALUSHA, BRIAN WELLS 


Synoptic-Scale Variability in 
Suspended Sulfate Concentrations. 
AD-A058 399/7GI 78-25 4A PC A04/MF AO1 


GALVAO, C. A. P. 


Anisotropic Gravitational Waves Pertubations and 
the Creation of Scalar Particles in the Quasi- 
Euclidean Friedmann’s Cosmological Model. 

CBPF-A0002/76 78-10 3B MF A01 


Geometrical Models for Short-Range Forces. 
CBPF-A0022/76 78-20 20H MF A01 


GALVAO, C. R 


Contribution to the Study of Compacting of UO sub 
2 Powders. 
1EA-437 


GALVAO, J. P. 


Radiation Protection in Portugal: Health, Safety and 
Legal Aspects. 
DOC-LFEN-163-b 


GALVIN, T. M. 


Apparatus to Simulate Nuclear Heating in Advanced 
Fuels. 
ANL-AFP-22 


GALY, J. 


Gas Luminescence Induced by Nuclear Particles. 
KFK-tr-497 78-01 18D MF A01 


GAMA, J. M. 


Device for Cooling the Upper Part of the Vessel of a 
Liquid Sodium Cooled Reactor. 
ANL-Trans-1108 78-12 181 


GAMACHE, A. 


Silvicultural Biomass Farms. Volume il. The 
Biomass Potential of Short-Rotation Farms. 
MTR-7347(V.2) 78-10 21D PC A08/MF A0O1 


Silvicultural Biomass Farms. Volume VI. Forest and 
Mill Residues as Potential Sources of Biomass. 
MTR-7347(V.6) 78-10 21D PC A07/MF A01 


GAMALII, E. G. 
Laser Thermonuclear Targets. 
LA-tr-78-21 

GAMAUF, K. J. 


Objective Measurement of Voice Channel Intelligi- 
bility. 
AD-A048 611/8GI 


GAMBA, O. O. M. 


X-Ray Chemical Analyzer for Field Applications. 
PATENT-4 063 089 
78-26 
GAMBER, JAMES H. 


Recent Sponges, Molluscs, and Echinoderms in 
Sediment Cores from the Central Arctic Ocean. 
AD-A054 809/9G! 78-18 8G PC A0O5/MF A01 


GAMBILL, JACK H. 


Logistics Management by Weapon System, 
AD-A053 382/8GI 78-16 15E PC A04/MF A01 


GAMBILL, W. R. 


Assessment of Very High-Temperature Reactors in 
Process Applications. Appendix Il. VHTR Process 
Heat Application Studies. 

ORNL/TM-5410 78-01 18E PC A06/MF A01 


Heat Transfer Study of Water-Cooled Swirl Tubes 
for Neutral Beam Targets. 
CONF-771029-144 78-13 


GAMBINI, R. 


Electromagnetism in Terms of Its Two Degrees of 
Freedom. 
IC-76-84 

GAMBINO, LAWRENCE A. 


An Experimental Digital Interactive Facility, 
AD-A056 438/5GI 78-21 9B PC A02/MF A01 


GAMBLE, B. B. 


Superconducting Rotor Research. 
AD-A053 612/8GI 78-16 10B PC AOS/MF A01 


GAMBLE, CHARANN 
Shang information Services in an Oncology Institu- 


HRP-0025599/1 GI 


virginica’ 


Atmospheric 


78-21 18) MF AO1 


78-01 


6R MF AO1 


78-08 18J PC A02/MF A01 


PC A02/MF A01 


78-22 18A MF A01 


78-07 


17B PC A04/MF A01 


14B Not available NTIS 


18A PC A02/MF A01 


78-22 20H MF A01 


78-24 6E Not Available NTIS 


GAMBLE, CHARLES R. 
Technique for Estimating Magnitude and Frequency 
of Floods in Tennessee. 
PB-277 784/5GI 78-12 13B PC A04/MF A01 


GAMBLE, EDWARD H. 


The Current Build-Up in a Planar Diode, 
AD-495 285/9GI 78-20 9A PC A02/MF A01 


GAMBLE, HAYS B. 


Predicting and Measuring Impacts of Transportation 
Systems. 
PB-280 281/7GI 


GAMBLE, J. F. 


Investigation of the Unusual Behavior of Cesium- 
137 and Other Radionuclides in the Florida Environ- 
ment. Progress Report, September 1, 1976-- 
November 31, 1977. 
ORO-4066-11 


GAMBLE, JOHN F. 


Health Hazard Evaluation Determination Report No. 
75-171-448, Owens-lilinois Glass Plant, Hapeville, 
Georgia, 

PB.278 043/5GI 


GAMBLE, JOHN T. 


Wideband Coherent Communication at VLF with the 
Experimental Transmitting Antenna Modulator 
(ETAM). 

AD-916 687/7GI 


GAMBLE, Q. L. 


Tests of a Precast Post-Tensioned Composite 
Bridge Girder Having Two Spans of 124 Feet. 
PB-282 352/4GI 78-19 13B PC A09/MF A01 


GAMBLE, R. L. 


Multicell Fluidized-Bed Boiler Design, Construction 
and Test Program. Interim Report, July 1974--June 
1975. 

FE-1237-38 78-07 13A PC A11/MF A01 


Multicell Fluidized-Bed Boiler Design, Construction, 
and Test Program. Interim Report, July 1975--June 
1976. 

FE-1237-56 78-12 13A PC A14/MF A01 


Multicell Fluidized-Bed Boiler Design, Construction, 
and Test Program. Monthly Progress Status Report 
No. 59. 

FE-1237-T6 78-17 


GAMBORG HANSEN, J. K. 


Sulfatizing Roasting of a Greenlandic Uranium Ore, 
Reactivity of Minerals and Recovery. 
RISO-355 78-09 8! 


GAMBRELL, R. V. 


A Compendium of Structural Joints for Assembly, 
Field and Flight Separation on Missiles, 
AD-835 942/4GI 78-10 16D PC A08/MF A01 


A Compendium of Structural Joints for Assembly, 
Field and Flight Separation on Missiles, 
AD-845 012/4GI 78-10 16D PC A08/MF A01 


GAMBUCCI, B. J. 


Effect of High Lift Flap Systems on the Conceptual 
Design of a 1985 Short-Haul Commercial STOL Tilt 
Rotor Transport. 
N78-21094/5GI 


GAMMAGE, R. B 


Current Situation for Exoelectron Dosimeters of 
Beo Ceramic in Neutron Dosimetry. 
CONF-770726-1 78-06 18D PC A02/MF A01 


Desirability of the Health Physics Society Assuming 
Responsibilities in Nonnuclear and Nonradiation 
Fields. 


CONF-770720-4 78-07 6F PC A02/MF A01 


Evaluation of Different Polymers for Fast Neutron 
Personnel Dosimetry Using Electrochemical 
Etching. 

CONF-770726-4 78-12 18D PC A02/MF A01 


Meeting Regulatory Standards with Beo Ceramic 
Tid. 


CONF-780110-2 78-15 18D PC A02/MF A01 


New Generation of Monitors for PAH'’s from 
Synthetic Fuel Production. 
CONF-770963-3 78-13 14B PC A03/MF A01 


Proceedings of the Second ORNL Workshop on Ex- 
posure to Polynuclear Aromatic Hydrocarbons in 
Coal Conversion Processes. |. Medical Surveillance. 
ll. industrial Experiences, Personnel Protection, and 
Monitoring. 

CONF-770361- 78-17 6J PC AO07/MF A01 


Reference Bank of Exoelectron Dosimeters. 
IAEA-SM-222/46 78-15 18D PC A02/MF A01 


Trace Organic Analysis Using Second-Derivative 
UV-Absorption * cate cal 
CONF-780434-2 


GAMMAGE, SHELLY LANE 


Occupational Therapist and Terminal 
Learning to Cope With Death. 


78-16 13B PC$2.00/MF A01 


78-08 6F PC A03/MF A01 


78-12 6J PC A03/MF A01 


78-19 17B PC A03/MF A01 


13A PC A04/MF A01 


MF A01 


78-16 1C PC A0Q3/MF A01 


78-22 7D MF AO1 


lliness -- 





HRP-0019592/5G! 
GAMMELL, DON M. 


Emission Control Technology for Two Model Marine 
Terminals Handling Crude Oil and Gasoline, 
PB-283 215/2GI 78-22 13B PC A07/MF A01 


GAMMILL, ADRIAN M. 
Electrometric Titrations of Zirconium and Hafnium 


Solutions, 
AD-495 805/4GI 


GAMMON, R. W. 


Tunable Lasers for Water Vapor Measurements and 
Other Lidar gms 
N78-11378/4: 78-06 20E PC A03/MF A01 


GAMMON, ROBERT W. 


Calculation of the Laser Induced Stark Shifts in 
Diatomic Molecules. 
AD-A053 637/5GI 78-16 7D PC A03/MF A01 


Calculation of the Laser Induced Stark Shifts in 
Diatomic Molecules. 
AD-A056 029/2G! 


GAMO, HIDEYA 
Optical Transmission Through the Turbulent At- 


mosphere. 
AD-A056 746/1GI 
GAMON, MAX A. 


Full Scale Crash Test Experimental Verification of a 
Method of Analysis for General Aviation Structural 


Crashworthiness. 
AD-A054 154/0GI 78-17 1C PC A18/MF A01 


General Aviation Airplane Structural Crashworthi- 
ness User's Manual. Volume |. Program KRASH 
Theory. 

AD-A055 898/1GI 78-20 1B MF A01 


General Aviation Airplane Structural Crashworthi- 
ness User's Manual. Volume Ii. Input-Output 
Techniques and Applications. 
AD-A054 317/3GI 78-17 


GAMSON, ROBERT M. 


Development of improved Detector Kits, E27R6 and 
E28R2 (U) 
AD-325 611/2GI 


GAMZE, M. 


Application Analysis of Solar Total Energy to the 
Residential Sector. Quarterly Technical Status Re- 
port, October 1--December 31, 1977. 

TID-28104 78-15 108 PC A13/MF A01 


GAMZIUKAS, V. 


Buckling of Sandwich Panels Subjected to Axial 
Compression, Shear Forces and Lateral Pressure. 
Part |. Experimental Investigation, 

PB-284 834/9GI 78-24 1C PC A06/MF A01 


Non-Linear Analysis of a Rectangular Panel Sub- 
jected to Shear Loads. 
N77-32545/4GI 78-02 20K PC A02/MF A01 


GAN, ELSIE 


Reprint: Patterns of Rickettsemia and Antibody 
Response in Silvered Leaf Monkeys (Presbytis 
cristatus) after Inoculation with Virulent and Aviru- 
lent Strains of ‘Rickettsia tsutsugamushi’. 

AD-A046 334/9GI 78-03 6M PC A02/MF A01 


Reprint: Virulence and Antigenic Properties of 
‘Rickettsia tsutsugamushi’ in a Naturally Infected 
Laboratory Colony of ‘Leptotrombidium 
(Leptotrombidium)' arenicola. 

AD-A046 194/7GI 78-02 6M PC A02/MF A01 


GANCARZ, A. J. 


2.05 X 10 exp 9 years Age of the Oklo Uranium 
Deposit. 
LA-UR-77-2872 


GANDARA, ARTURO 
Electric Utility Decisionmaking and the Nuclear Op- 


tion. 
PB-283 962/9GI 78-24 138 PC A06/MF A01 


Peacetime Adequacy of the Lower Tiers of the 
Defense industrial Base: Appendixes. Case Studies 
of Major Systems. 

AD-A053 105/3G! 78-15 5C PC AOS/MF A01 


Reliability Improvement Warranties for Military 
Procurement. 
AD-A055 904/7GI 


GANDEMER, J. 


Building Research Translation: Discomfort Due to 
Wind Near Buildings, Aerodynamic Concepts-- 
Translation. 

PB-280 055-T/GI 


GANDER, J. E. 


Influence of Carbohydrate — on Fundamen- 
tal ait lee of Glyco-en: 
AD-A057 356/8GI 78- 3. ‘6A PC A03/MF AO1 


78-09 6E Not Available NTIS 


78-20 7D PC A02/MF A01 


78-21 7D PC A03/MF A01 


78-22 20F PC A04/MF A01 


1B PC A09/MF AO1 


77-20 15B PC AOS/MF A01 


78-18 81 PC A02/MF A01 


78-20 15E PC A04/MF A01 


78-16 13M PC A04/MF A01 


GANDHI, KIRTI A. 


Separation Distance Tests of Grouped Funnels for 

105-mm (M1) Projectiles. 

AD-A049 223/1GI 78-08 19A PC A03/MF A01 
GANDHI, O. P. 


Reprint: Regional Levels of Cyclic AMP in Rat 
Brain: Pitfalls of Microwave Inactivation. 
AD-A054 384/3GI 78-17 6R PC A02/MF A01 


GANDHI, OM P. 


Reprint: Deposition of Electromagnetic Energy in 
Animals and in Models of Man with and without 
Grounding Reflector Effects. 

AD-A058 289/0GI 78-24 6R PC A02/MF A01 


Studies on Impulsed Resonators. Part |. Recurrently 
Impulsed Resonators in Speech and Psychophysical 


Studies 

AD-235 774/7GI 
GANDHI, SHAMIN 

Fine Particle Collection by a Flux-Force/Condensa- 


tion Scrubber: Pilot Demonstration. 
PB-277 075/8GI 78-10 7A PC A09/MF A01 


GANELIN, ROBERT S. 
Reprint: Exposure to Parathion, Effect on General 
Population and Asthmatics, 
PB-280 568/7GI 
78-17 6T (Order as PB-280 565, MF A01) 


Reprint: Hazards of Equipment Contaminated with 
Parathion, 
PB-277 657/3GI 

78-12 6J (Order as PB-277 650, MF A01) 


GANENKO, V. B. 


Complete Experimental Problem and Multipole 

Analysis of the gamma N implies N pi Reactions in 

pe , sub 33 (1236) Resonance So ge 
FTI-76-18 
Pars s. 


A method for determining magnitude of Raman 
scattering matrix element of diamond-type crystals. 
AD-471 317/8GI 77-20 208 PC A02/MF A01 


GANGARAO, H. V. S. 


Structural Response Governing Hydraulic Fractur- 
ing Operations in Rock Media. Final Report. 
TID-27649 78-01 8G _ Not available NTIS 


GANGEMI, J. D. 


Reprint: Scanning and Transmission Electron 
Microscopy of ‘Rickettsia rickettsii’ Propagated in 
Cell Culture. 

AD-A048 505/2G! 78-07 6M PC A02/MF A01 


Reprint: Venezuelan Equine Encephalomyelitis 
Virus Aggregation and immunogenicity Following 
Freeze-Drying. 
AD-A057 384/0G! 
GANGRSKAYA, O. G. 
Task Package Processing on the Minsk-32 Com- 


puter. 
SINR. 11-9323 


GANGRSKIl, YU. P. 


Search for the Conversion Electrons Emitted in the 
Decay of Spontaneously Fissioning Isomers. 
JINR-R6-9397 78-08 20H MF A01 


GANGRSKW, YU. P. 


Study on the gamma Ray Spectra Emitted in Spon- 
taneous Fission of exp 236 U lsomer Produced in 
the (N, gamma ) Reaction. 
JINR-R-9274 


GANGSTAD, E. O. 


Control of Water Hyacinth in the St. Johns River, 
Putnam County, Florida, 
AD-A057 407/9GI 78-23 6F PC A02/MF A01 


Research and Development Studies on the Use of 
the Butoxyethanol Ester of 2,4-D Granular Herbicide 
(2,4-D BEE) for Control of Eurasian Watermilfoil, 
Myriophylium Spicatum. 

AD-A048 740/5GI 78-07 6F PC A08/MF A01 


GANGULI, A. 


Formation and Stability of Crust in Molten Pools. 
Technical Progress Report, February 1, 1977--Oc- 
tober 1, 1977. 
COO/4171-1 


GANGULY, A. K. 


A Method-of-Moments Solution for Dispersion 
Characteristics of Arbitrarily-Configured Transmis- 
sion Media. 

AD-A047 404/9GI 


GANGULY, C. 


Comparative Study of Zircaloy and Stainless Steel 
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Prison. 

PB-284 454/6GI 
GENGE, M. F. 


Step Potential and Body Current Near a Buried 
Horizontal Bare Conductor in a Two- Layer Earth. 
AD-A048 646/4G! 78-07 13L PC A02/MF A01 


GENGE, MICHAEL F. 


Wisconsin Test Facility Ground Terminal Corrosion 
Study. 
AD-A053 715/9GI 


GENGERKE, TOM 


Northern Pike Investigations. 
PB-281 840/9GI 78-18 6C PC AOG3/MF A01 


GENIN, A. M. 


Laboratory Simulation of the Action of Weightless- 

ness on the Human Organism. 

N78-15682/5GI 78-10 6S PC A02/MF A01 
GENIN, M. S. 

Energy and Technology Review. 

UCRL-52000-78-3 78-21 10A PC A03/MF A01 
GENNARO, ALBERT 

Light Emitting Diodes for Fiber Optic Communica- 

tions. 

AD-A051 791/2GI 78-13 9A PC A03/MF A01 

Light Emitting Diodes for Fiber Optic Communica- 

tions. 

AD-A053 657/3GI 78-16 
GENNETTEN, EDWARD W. 

Apparatus and Method for Encoding and Decoding 

Digital information. 

PATENT-4 063 291 78-14 9D Not available NTIS 


GENOVESE, DENNIS HARRY 


An Economic Analysis of Life Cycle Military Man- 
power Maintenance and Training Requirements in 
Avionics Minicomputer and Microcomputer 


pore 4 
AD-A052 661/6Gi 


78-10 20G PC AO5/MF A01 


78-15 SA PC AOS/MF A01 


78-16 7D PC A03/MF A01 


78-24 5J PC A10/MF A01 


78-16 9A PC A02/MF A01 


17B PC A03/MF A01 


78-14 15E PC A04/MF A01 


GENAl, V. P. 
Inclusive Production of K exp 0 , Ksup(*+ )(892) and 
pi exp + - in K exp + p-interactions at 8,2 and 16 
Gev/C and Quark Model in the Central Region. 
IFVE-SPK-75-4 78-04 20H MF AO1 
GENSER, J. M. 
Alternatives for Hazardous Waste Management in 
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Nonlinear Landau Effect in the Case of an ‘Electron 
Plasma’ Wave Spectrum. 
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Nonlinear Landau Effect in the Case of an Electron 
Plasma Wave Spectrum. 
N78-12842/8GI 78-07 20! 


GERVAIS, R. L. 


Central Receiver Solar Thermal Power System. 
Phase 1. CDRL Item 2; Pilot Plant Preliminary 
Design Report. Volume Il. System Decription and 
System Analysis. 

SAN-1108-8/1 78-21 10B PC A23/MF A01 


Central Receiver Solar Thermal Power System, 
Phase 1. CDRL Item 2. Pilot Plant Preliminary 


Design Report. Volume Ill, Book 1. Collector 
Subsystem. 


1C PC A05/MF A01 


78-12 20D PC A02/MF A01 


78-17 11F PC A03/MF A01 


PC A11/MF A01 


SAN/1108-8/2 78-14 10B PC A16/MF A01 
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SAN/1108-8/4 78-14 10B MF A01 
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Phase 1. CROL Item 2. Pilot Plant Preliminary 
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SAN/1108-8/3 10B PC A20/MF A01 


GERVASI, JAY A. 
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AD-122 973/1GI 78-13 7C PC A02/MF A01 
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Vacuum-Physical Conditions Effecting on Selection 
of a Material for a First Wall and Diaphagm of the 
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1AE-2545 


GERVIN, ALFRED S. 


Reprint: A Physiologic Basis for the Adhesion-Free 
Healing of Deperitonealized Surfaces 
AD-A046 512/0GI 78-03 6E PC A02/MF A01 


Reprint: A Unifying Pathogenetic Mechanism in the 
Etiology of Intraperitoneal Adhesions. 
AD-A046 535/1GI 78-03 6E PC A02/MF A01 


GERWARD, L. 


White Beam, X-Ray, Energy-Dispersive Diffrac- 
tometry Using Synchrotron Radiation. 
INIS-mf-4032 78-19 14B MF A01 


X-Ray Energy-Dispersive Diffractometry Using 
Synchrotron Radiation. 
DESY-SR-77/12 


X-Ray Energy-Dispersive 
Synchrotron Radiation. 
INIS-mf-3904 


Comparison of Control-Rod-Models in Two- and 
Three-Dimensional Geometry Demonstrated at the 
Example of the 300 Mw(E)-THTR-Nuclear Power 
Station Schmehausen. 

Juel-1383 78-08 18K MF A01 


Study on the Efficiency of a Non-Central Neutron 
Source for the 300 Mw(E)-Thtr-Nuclear Power Sta- 
tion Schmehausen and Comparison of Two- and 
Three-Dimensional Models. 
Juel-1378 


GERWIN, H. J. 


Solar Total Energy Project. Semiannual Report, 
April--September 1977. 
SAND-78-0109 78-23 


GERWIN, R. A. 


Fast Liner Proposal. 
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GESEK, WILLIAM 


Studies for Development of a Unified Node Employ- 
ing Dynamic Channel Allocation. 
AD-A049 619/0GI 78-09 17B PC A17/MF A01 


GESEWSKY, P. 


investigation into the Occurrence of Radioiodine in 
Air, Precipitation, Grass, Cow- and Goat-Milk Fol- 
lowing the Chinese Atomic Bomb Test of Sep- 
tember 26, 1976. 

INEL-tr-29 78-25 6F PC A04/MF A01 


Studies on Radioiodine Concentrations in Air, 
Precipitation, Grass, Cows’ and Goats’ Milk after 
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STH-3/77 78-22 18H MF A01 
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GESSOW, A. 
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GESWEIN, AL 
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Continuing Medical Education in Community 
Hospitals. A Manual for Program Development, 
PB-278 817/2GI 78-14 5i PC A09/MF A01 
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PAT-APPL-835 104/GI 78-06 2C PC A02/MF A01 


Process for Rapid Dyeing of Textiles. 
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78-10 11€ Not available NTIS 
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Law and Alaska Native Education. The Influence of 
Federai and State Legislation Upon Education of 


Rural Alaska Natives, 
PB-282 085/0GI 78-19 51 PC A03/MF A01 


GETEK, TIMOTHY A. 


Electrometric Determination of Metals in Waste 
Waters Containing Surfactants: Suitability of Dif- 
— Pulse Anodic Stripping Voltammetry at an 
ang ~ | Mercury Drop Electrode. 
AD 287/9GI 78-15 70 PC A0S/MF A01 
GETHARD, P. E. 


Flash Pyrolysis Coal Liquefaction Process Develop- 
ment. et Report, May 1977. 
FE-2244-13 78-08 7A PC A02/MF AO1 


Flash Pyrolysis Coal Liquefaction Process Develop- 
ment. Quarterly Report, April-June 1977, including 
the June 1977 Monthly Report. 

FE-2244-14 78-26 7A PC A0S/MF A01 


Flash Pyrolysis Coal Liquefaction Process Develop- 
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FE-2244-11 78-09 7A PC A0S/MF A01 
Flash Pyrolysis Coal Liquefaction Process Develop- 
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FE-2244-17 78-23 7A PC A02/MF A01 


Flash Pyrolysis Coal Liquefaction Process Develop- 
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FE-2244-23 78-26 7A PC A02/MF A01 


Flash Pyrolysis Coal Liquefaction Process Develop- 
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HRP-0024278/4GI_ 78-17 6E Not Available NTIS 
GETSON, JAKE 


State Health Plan -- Development and Uses. 
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GETSON, W. J. 
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PEM-59 78-18 17B PC A03/MF A01 
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An Investigation of the Validity of Applying MIL- 
STD-285 to EMP Shielding Effectiveness. 
AD-A051 889/4GI 78-13 9A PC A03/MF AO1 


GETTER, LEE 


Solubility of Injectable Valium in intravenous Solu- 
tions. 


AD-A054 721/6GI 78-17 60 PC A02/MF A01 
GETTINGER, C. EARL JR. 


Health Action Project: Emergency Medical Services. 
PB-274 479/5Gi 78-05 6E PC A15/MF A01 
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PB-285 875/1GI 78-26 51 PC A04/MF A01 
GETZ, W. M. 

Qualitative Differential Games with Two Targets. 

N78-10825/5GI 78-05 12B PC A02/MF A01 
GETZEN, RUFUS T. 

Stream Simulation in an Analog Model of the 
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PB-275 369/7GI 78-07 8H PC A02/MF A01 
GEVANTMAN, L. H. 

Evaluated Physical rh pro Data for Materials 
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UCRL-81159 78-26 


78-17 20G MF A01 


78-07 17A PC A03/MF A01 


10C PC A02/MF A01 
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AD-206 788/2GI 78-11 


GEVORKYAN, L. A. 
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Incoherent Photoproduction of omega -Mesons 
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Note on the Extraction of Total Cross Sections of 

Interaction of Multiparticle States with Nucleons 

from Experiments on Nuclei. 
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GEWEHR, H. W. 


Wind Turbine Generator Rotor Blade Concepts with 
Low Cost Potential. 
DOE/NASA/1028-77/13 

78-16 10B PC A03/MF A01 
Wind Turbine Generator Rotor Blade Concepts with 


Low Cost Potential. 
N78-17466/1GI 


GEWEKE, JOHN 


Wage and Price Dynamics in the United States and 
the Impact of Social Security Reform. 
PB-273 266/7GI 78-01 5C PC A0S/MF A01 


GEWEKE, JOHN F. 
Employment Turnover and Wage Dynamics in U.S. 


Manufacturing, 1932-1972. 
PB-273 874/8GI 78-04 5C PC A19/MF A01 


GEWURZ, HENRY 


Reprint: Interactions of C-Reactive Protein and 
Complement with Liposomes. 
AD-A051 251/7GI 78-12 6E PC A02/MF A01 


GEY, F. 


REAP Family of Computer Programs for Retrieval of 
Socio-Economic-Environmental-Demographic Intor- 
mation. 
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GEYER, ANDREW T. 


Biodegradation of Shipboard Wastewater in Collec- 
tion, Holding, and Transfer Tanks, 
AD-A053 643/3GI 78-16 13J PC AOS/MF A01 


GEYER, H. 


Two-Dimensional MHD Channel Design and Sec- 
tional Optimization with Physical Constraints. 
CONF-780307-3 78-26 108 MF A01 


Two-Dimensional Subsonic Diffuser Code. 
ANL/MHD-77-1 78-09 10B PC A0S/MF A01 


GEYER, RICHARD 


Design, Assembly and installation of Electronic 

Control Circuits for VM Cooler Drive Motors. 

AD-B8008 179/4G! 78-11 13A PC A03/MF A0O1 
GEYER, ROBERT P. 
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Improved Fluorocarbon Compounds for Use as Ar- 
tificial Blood Substitutes. 

PB-284 432/2GI 78-24 6E PC A02/MF A01 
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GHANDEHAARI, M. H. 
Reprint: Effects of Oxygen on the Mechanism of 
Cadmium Dissolution in Sulfate Solutions. 
AD-A058 065/4G! 78-24 7D PC A02/MF A01 
Reprint: The Electrochemical Reduction of Oxygen 


on Copper in Dilute Sulphuric Acid Solutions. 
AD-A058 293/2G! 78-24 7D PC A02/MF A01 


GHANDHI, SORAB K. 


Reprint: Vapor-Phase Etching and Polishing of 
GaAs Using Arsenic Trichloride. 
AD-A051 /4G1 78-12 7D PC A02/MF A01 
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Metabolic and Endocrine Changes 
Schistosomiasis. 
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GHASSEMI, M. 


Environmental Assessment of High-BTU Gasifica- 
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GHAUSI, M.S. 
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GHOSHROY, S. 


Evaluation of the Ames Solid Waste Recovery 
System. Part |. Summary of Environmental Emis- 
sions: Equipment, Facilities, and Economic Evalua- 


tions. 
PB-274 552/9GI 78-05 13B PC A10/MF A01 
GHIA, KIRTI N. 


Analysis and Numerical Solution of Three-Dimen- 
sional Viscous Internal Flow Problems. 
AD-A053 692/0G! 78-16 20D PC A03/MF A01 


GHIA, U. 
An Optimization Study for Generating Surface- 
Oriented Coordinates for Arbitrary Bodies in High 


Re-Flow. 
AD-A054 047/6G! 78-17 20D PC A0S/MF A01 
GHIA, URMILA 


Analysis and Numerical Solution of Three-Dimen- 

sional Viscous internal Flow Problems. 

AD-A053 692/0G! 78-16 20D PC A03/MF A01 
GHIDINI, B. 


Peripheral Anti Pn Production and Decay Angular 

Distributions in the Reaction pi exp - p implies (Anti 
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BONN-HE-77-14 78-23 20H PC A02/MF A01 
GHIL, M. 

The GISS Sounding Temperature impact Test. 

N78-31667/6GI 78-26 48 PC A19/MF A01 
GHIRELLI, ROBERT P. 

Bacterial Water Quality in Wilderness Areas. 

PB-279 690/2G! 78-16 138 PC A04/MF A01 
GHIZONI, C. C. 

Characterization of a New Composite Material: 

Fe203 Impregnated Polytetrafluoroethylene. 1: 

Photoacoustic Spectroscopy and Particle-Size 


Determination. 
N78-28179/7GI 78-23 7D PC A02/MF A01 


On the Use of Photoacoustic Cell for investigating 
the Electron-Phonon Interaction in Semiconductors. 
N78-28970/9G! 78-23 20L PC A02/MF A01 


GHODS, AHAD J. 


Adherence of Blood Components to Artificial Kid- 
ney Membranes. (Anti-Nuclear Antibodies in 


Chronic Dialysis and Renal Transplantation). 
PC AOS/MF A01 


PB-273 987/8GI 
GHOLAMNEZHAD, A. H. 


Hot Forming of Silicon Sheet, Silicon Sheet Growth 
Development for the Large Area Silicon Sheet Task 
of the Low Cost Silicon Solar Array Project. Quar- 
terly Report No. 5, March 31, 1977--June 30, 1977. 
ERDA/JPL/954506-77/3 

78-10 108 PC A02/MF A01 


GHOLSON, NORMAN H. 


Target Tracking with Randomly Interrupted Range 
Data with Applications to Seafire 
AD-A055 713/2G! 78-20 19E PC A03/MF AO1 


GHORMLEY, E. L. 


Preliminary Design Manual for a Geothermal 
Demonstration Plant at Heber, California. 
EPRI-ER-670 78-19 10B PC A07/MF A01 


GHOSE, Ss. 
Prediction of Transitory Stali in Two-Dimensional 


Diffusers. 
AD-A046 461/0G! 


GHOSH, A. K. 


Heterostructure Single Crystal Silicon Photovoltaic 
Cell. Type A, Semiconductor Heterojunction Silicon 
Devices. Quarterly Report No. 1, September 27-- 
December 31, 1976. Exxon/GRU--1BEC.76. 

TID-27910 78-17 108 PC A03/MF A01 


Sensitized Photoelectrolysis of Water _ Sunlight. 

Sobran Report, June 1--August 31, 19 

C00/4271-1 78-17 7D PC TAOA/ME Aol 
GHOSH, MALAY 


Reprint: A Characterization of Geometric Distribu- 
tions by Distributional Properties of Order Statistics. 
AD-A049 570/5G! 78-09 12A PC A02/MF A01 


GHOSH, SATYENDRA K. 


Structural Walls in Earthquake-Resistant Buildings. 
Dynamic Analysis of Isolated Structural Wallis - 


Parametric Studies. 
PB-283 705/2G! 78-22 13M PC A11/MF AO1 


Structural Walls in Earthquake Resistant Structures: 
Analytical Investigation - Dynamic Analysis of Iso- 
lated Structural Walls - Parts A and B, 

PB-281 623/9GI 78-18 13M PC A13/MF AO1 


GHOSHROY, S. 
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78-03 1A PC A09/MF A01 


78-14 108 PC A11/MF A01 
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GHOVANLOJU, A. 


Radiative Transfer Model for Remote Sensing of 
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N77-32567/8GI 78-02 8H PC A05/MF A01 


GHOVANLOJU, A. H. 


Determination of Scattering Functions and Their Ef- 
fects on Remote Sensing of Turbidity in Natural 
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Simplified Multiple Scattering Model for Radiative 
Transfer in Turbid Water. 
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GHUMAN, G. S. 
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14B PC A04/MF A01 


78-23 138 PC AOS/MF A01 
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Not Available NTIS 
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PAT-APPL-841 859/GI 
78-07 20F PC A02/MF A01 


GIALLORENZI, THOMAS 
Polarization-independent Optical Switches/Modula- 
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78-16 20F PC A03/MF A01 

GIALLORENZI, THOMAS G. 
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PAT-APPL-832 507/G! 78-06 9A PC A02/MF A01 
Electronically Controlled Surface-Acoustic-Phase 
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PAT-APPL-858 771/G! 78-12 9E PC A02/MF A01 


Multimode Electrooptic Waveguide Switch. 
PAT-APPL-896 062/GI 78-22 9A PC A02/MF A01 
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Smokeless Ignition of Oil Fires in Ship Simulators 
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Federal Data Processing Reorganization Study; 
Operational Management Team Report. 
PB-287 176/2GI 78-26 9B PC A10/MF A01 


GIAMPIETAI, A. 


The Reclamation of Process Water from Sewage Ef- 
fluent and the Reuse of Mill Effluents and Solids at 
Mondi Paper Company, Durban, South Africa. 

N78-26026/2GI 78-20 13B PC A02/MF A01 


GIANCOLA, DAVID 


Central Laundry Feasibility Studies -- An Evaluation. 
HRP-0023762/8Gi 78-17 6E Not Available NTIS 
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78-05 5J PC A03/MF A01 
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Dependence of Molecular 
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13L MF AO1 
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GIANNOBLE, SUZY K. 
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Analysis, 
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78-18 6E Not Available NTIS 


78-24 5B Not available NTIS 
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GIANOPOULOS, CHRISTOS J. 


Innovation and Expansion Project. 

PB-282 807/7GI 78-20 5K PC AOS/MF A01 
GIANTURCO, DANIEL T. 

Progress in Mental Health Information Systems: 

Computer Applications. 

HRP-0015930/1GI_ 78-04 6E Not Available NTIS 
GIAQUINTA, A. R. 


Thermal Regimes of the Mississippi and Missouri 
Rivers Downstream from the Southern lowa Border, 
PB-279 470/9Gi 78-15 8H PC A10/MF A01 


GIARA, E. J. 
Impact and Penetration Technology, Program P-2 


Reverse Ballistic Tests. 
AD-A051 345/7GI 78-12 


GIARA, E. J. JR. 
Impact and Penetration Technology Program Shock 


Attenuation Tests. 
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GIARRATANO, P. J. 


Reprint: A Correlation for Heat Transfer to Super- 
Critical Helium in Turbulent Flow in Small Chan- 
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PB-275 189/9GI 78-06 20M Not available NTIS 


Helium Heat Transfer and Refrigeration in Support 
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PB-285 231/7GI 78-25 18A PC A07/MF A01 


GIAUQUE, W.-F. 


Determination of Thermodynamic Temperatures 
Near 0 K Without Introducing Heat Below 1 K 
AD-071 580/5GI 78-20 20M PC A02/MF A01 


GIAUQUE, WILLIAM C. 


Studies of the Effectiveness of Paramedical Person- 
nel Usage in Medical Care Delivery. 
AD-A052 032/0Gi 78-13 6E PC AQS/MF A01 


GIBALA, R. 


Effect of Purity, Prestrain, and Cooling Rate on 
Hydrogen Strengthening in Niobium Single Crystals. 
COO-1676-45 78-13 11F PC A02/MF A01 


Environmental Reactions and Their Effects on 
Mechanical Behavior of Metallic Materials. Techni- 
cal Progress Report, February 1, 1977--January 31, 
1978. 
COO-1676-47 
GIBB, J.R. 
Factors Producing Defensive Behavior 
Groups 
AD-082 066/2GI 
GIBB, JACK R. 
Factors Producing Defensive Behavior 
Groups 
AD-084 043/9GI 


GIBB, THOMAS R.P. JR. 


Solutions of Aluminum Chloride in Ethers 

AD-046 450/3GI 78-21 7D PC A02/MF A01 
GIBBARD, HAROLD A. 

The Acquiring of 

Groups 

AD-053 876/9GI 

The Acquiring of 

Groups 

AD-067 172/7GI 


GIBBON, G. A. 
A Washability and Analytical Evaluation of Potential 


Poliution from Trace Elements in Coal, 

PB-280 759/2GI 78-17 81 PC A03/MF A01 
GIBBONS, ANDREW S. 

SH-2F LAMPS Instructional Systems Development. 

Phase Il. 

AD-A058 793/1GI 


GIBBONS, D. F. 


Effect of Surface Texture by lon Beam Sputtering 
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GIBBONS, J. E. 
Missile Guidance System Transformation Equations. 
UCRL-13827 78-22 16D PC A02/MF A01 
GIBBONS, J.F. 


Calculations of threshold current for P-N junction 
lasers. 


AD-404 315/4GI 78-14 20E PC A02/MF A01 


Computer Aided Engineering of Semiconductor In- 
tegrated Circuits. 


AD-A056 914/5GI 78-22 9E PC AOS/MF A01 


The Design of Alignable Transistor Amplifiers 
AD-094 554/3GI 78-22 9E PC AOS/MF A01 


Encapsulation and Annealing of Sulfur and Seleni- 
um Implanted Gallium Arsenide. 
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19D PC A06/MF A01 
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GIBBONS, W. 
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tion About Snakebite Prevention and Treatment. 
SRO-NERP-1 78-16 6F PC A03/MF A01 
GIBBS, A. 
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Facilities. 
DPSPU-77-30-10 78-26 
GIBBS, C. E. 
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HRP-0017516/6GI 78-04 6E Not Available NTIS 
GIBBS, D. R. 
Is Coronary Artery Surgery So Expensive. 
HRP-0024714/8GI 78-20 5C Not Available NTIS 
GIBBS, E. 


Comparative Study of Blood Cerulo-Plasmin in 
Schizophrenia and Other Disorders 
AD-138 360/3GI 78-23 6A PC A02/MF A01 


GIBBS, F.A. 


Comparative Study of Blood Cerulo-Plasmin in 
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AD-138 360/3GI 78-23 6A PC A02/MF A01 


GIBBS, J. R. 
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GIBBS, JOSEPH 
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GILBERT, ELMER G. 
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GILBERT, EVERETT E. 
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Mixtures. 
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AD-A055 978/1G1 


GILBERT, FREEMAN 
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100 sec) Properties of the Geotech Model 36000 
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AD-A058 661/0G! 78-25 8K PC A03/MF A01 


GILBERT, GERALD B. 


Development of Urea-Based and Latex Emulsion 
Systems for Dust Control in Support of Military 
Operations. 


78-20 7D PC A02/MF A01 


10B PC A06/MF A01 


78-16 7D PC A02/MF AOi 


78-25 6E Not Available NTIS 
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GILBERT, H. 

High Density, High Temperature Binders for Solid 
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AD-386 048/3GI PC A03/MF A01 
GILBERT, HARRY 
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PATENT-4 029 529 78-14 7C Not available NTIS 


GILBERT, J. A 
Beam-Bending Method for Determining the Viscosi- 
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GILBERT, J. F. 

Summary Report on Salt Dissolution Review Meet- 


ing, March 29--30, 1977. 
Y/OWI/TM-31 78-06 18G PC A02/MF A01 
GILBERT, J. L. 


re Program for Determining Mass Properties 
of a Rigid Structure. 
78-15 20K PC A03/MF A01 


78-10 8M PC A04/MF A01 
78-13 13B PC A04/MF A01 
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11B PC A02/MF A01 
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GILBERT, J. S. 


CHAP: A Composite Nuclear Plant Simulation Pro- 
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LA-UR-77-1757 78-05 181 PC A0Q2/MF A01 
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GILBERT, JOANNE V. 
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AD-A050 732/7GI 8-11 6A PC A02/MF A01 
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Results in Critically ili Patients. 
HRP-0023758/6G! 78-17 6E Not Available NTIS 


GILBERT, K 
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GILBERT, K. J. 
Deepwater Port 


Procedures. 
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GILBERT, L. J. 
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work. 
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78-14 10B PC A02/MF A01 


Synchronization of the Doe/NASA 100-Kilowatt 
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N78-17467/9GI 78-12 10B PC A02/MF A0O1 
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78-21 10B PC A02/MF A01 


Transient Response to Three-Phase Faults on a 
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GILBERT, MARIE A. 


Personality Profiles and Leadership Potential of 
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ate Students. 
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GILBERT, N. E. 
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AD-A047 530/1GI 


GILBERT, R. J. 
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and Its Implications for Energy Supply. 
EPRI-EA-586 78-19 5C PC A05/MF A01 


GILBERT, R. NEAL 
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HRP-0023767/7GI_ 78-17 6E Not Available NTIS 


GILBERT, R. O. 
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LA-UR-78-645 78-20 18H PC A04/MF A01 
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vironmental Radionuclide Data. 


PC A04/MF A01 


78-15 6A PC A02/MF A01 
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78-20 13B PC A25/MF A01 
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78-10 6E Not Available NTIS 


78-05 9B PC A03/MF A01 
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78-03 18H PC A02/MF A01 


Some Design Aspects of Transuranic Field Studies. 
BNWL-SA-5974(Rev.) 


78-05 18H PC A03/MF A01 


GILBERT, R. P. 


On a Class of Boundary Value Problems for a Com- 
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AD-A050 375/5GI 78-10 12A PC A03/MF A01 


GILBERT, R. PERTSCH 
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Analytic, Sobolev-Galpern Equations. 
AD-A054 690/3GI 78-17 12A PC A02/MF A01 


GILBERT, ROBERT P. 
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AD-A050 376/3GI 78-10 12A PC A03/MF A01 
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AD-A046 453/7GI 78-03 12A PC A03/MF A01 
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GILBERT, W. W. 
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GILBERT, WILLIAM E. 


Temperature and Salinity Observations Off the 
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Report 
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HRP-0024267/7GIi 78-21 6E Not Available NTIS 
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SLAC-202 78-21 20H PC AOS/MF A01 


GILCHRIST, A. 


Further Studies of the Impact of Waste Heat 
Release on Simulated Global Climate. Part |. 
NWASA-RM-77-15 78-06 4B PC A03/MF A01 


Further Studies of the Impact of Waste Heat 
Release on Simulated Global Climate. Part |. 
RM-77-15 78-13 4A PC A03/MF A01 


Further Studies of the Impact of Waste Heat 
Release on Simulated Global Climate. Part Il. 
NWASA-RM-77-34 78-06 4B PC A03/MF A01 


Further Studies of the Impact of Waste Heat 
Release on Simulated Global Climate: Part 2. 
RM-77-34 78-14 4B PC A03/MF A0O1 


Further Studies of the Impact of Waste Heat 
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Impact of Waste Heat Release on Simulated Global 
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tric Constants of Liquid and Solid Hydrogen Sulfide 
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AD-031 880/8GI 


GILCHRIST, B. 
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AD-088 853/7GI 78-22 4B PC A02/MF A01 
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Gallatin Canyon Study. A Typology. 
PB-278 533/5GI 78-13 5K PC A03/MF A01 
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PB-278 531/9GI 78-13 5K PC A03/MF A01 
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PB-278 902/2GI 78-13 5K PC A03/MF A01 


12A PC A02/MF A01 
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1C PC A02/MF A01 


78-15 2B PC A07/MF A01 
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20L PC A02/MF A01 


78-08 17G PC A02/MF A01 


78-13 4A PC A03/MF A01 


78-16 7D PC A04/MF A01 
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AD-A050 178/3G! 78-10 9E PC A04/MF A01 
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Epidemiology and Health. 
HRP-0024873/2GI 78-16 6E Not Available NTIS 
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AD-019 115/5GI 78-14 4A 
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Segmentation and Structure Analysis for Real-Time 
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SRO-735-5 78-16 6C PC A02/MF A01 
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UCRL-806 78-22 18F PC A02/MF A01 
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PB-282 806/9GI 78-19 8G PC A12/MF A01 
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PB-285 628/4GI 
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Field Evaluation of the Hypercube System for the 
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GILL, D. H. 
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LA-UR-77-2530 78-14 20F PC A02/MF A01 
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GILL, S. A. 
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GILL, S.J. 
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AD-229 625/9GI 78-11 6C PC A02/MF A01 
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AD-248 237/0GI 78-11 148 PC A02/MF A01 


GILL, S. P. 


Evaluation of High-Pressure Airblast Attenuation Ef- 
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GILL, STEPHEN P. 
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AD-A048 873/4GI 78-08 19D PC A04/MF A01 


GILL, THOMAS J. lll. 
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AD-A050 271/6GI 78-10 6P PC A02/MF A01 


GILL, W. 
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LA-7202-MS 78-21 13K PC A02/MF A01 
GILL, W.J. 
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AD-216 620/5GI 
GILL, WILBUR J. 
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AD-225 794/7GI 78-13 1C PC A04/MF A01 
GILLAM, N. D. 
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AD-447 004/3GI 78-13 19D PC A06/MF A01 
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Historical inflation Program (A Computerized Pro- 
gram Generating Historical Inflation Indices for the 
Procurement of Army Aircraft). 
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GILLEN, KEITH T. 
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AD-A050 037/1GI 78-10 7D PC A04/MF A01 


Study of Metastable Rare Gas Collisions with 
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PB-273 723/7GI 78-03 6J PC A02/MF A0O1 
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GILLESPIE, D. J. 
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AB A049 154/8G1 78-08 20L PC A13/MF AOt 
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Reprint: Positronium Formation in Neon and Argon. 
AD-A054 529/3GI 78-17 7D PC A02/MF A01 
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Coefficients. Part Il. Analysis of the Computational 
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AD-A047 181/3GI 78-04 1C PC A04/MF A01 
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78-25 
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78-25 


13H PC A04/MF A01 


Drilling Miniature Holes, Part Ill. 
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Effects of Deburring Contaminants on Electroplat- 
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BDX-613-1757(Rev.) 78-21 11F PC A03/MF A01 
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Plastics from the User's Point of View. 
N78-25211/1GI 78-20 111 PC AQ2/MF AO1 
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GILLESPIE, SAMUEL M. 
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PB-274 679/0GI 78-04 5B PC A06/MF AO1 


GILLESPIE, T. D. 


Ad Hoc Study of Certain Safety-Related Aspects of 
Double-Bottom Tankers. 
PB-282 080/1GI 78-19 13F PC A05/MF A01 


Ad Hoc Study of Certain Safety-Related Aspects of 
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PB-275 570/0GI 78-09 5C PC A02/MF A01 
Monthly Petroleum Product Price Report, December 
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PB-279 098/8GI 78-14 5C PC A02/MF A01 
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PB-279 097/0GI 
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GILLET, E. 
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and Priorities for Acid Mine Drainage Abatement, 
PB-282 440/7GI 78-19 8! PC A08/MF A01 
GLEASON, WILLIAM T. 

High Rate Nutrient Removal for Combined Sewer 
Overflows. Bench Scale and Demonstration Scale 
Studies. 
PB-285 473/5GI 


GLEDHILL, V. M. 


Measurement of the Viscosity of Plastic Propellant 
Ingredients by Parallel Plate Plastometry. 
AD-A051 955/3GI 78-13 19A PC A02/MF AO1 


Measurement of the Viscosity of Plastic Propellant 
Ingredients by Parallel Plate Plastometry. 
N78-23260/0GI 78-18 19A PC A02/MF A01 


GLEESON, A. M. 


Hot Hadronic Matter in the Early Universe. 
ORO-3992-303 78-07 3B PC A03/MF A01 


GLEESON, GERALDINE 


impairments Due to Injury by Class and Type of Ac- 
cident, United States, July 1959-June 1961, 
PB-281 561/1GI 78-18 6E PC A03/MF A01 


GLEESON, MICHAEL E. 


Urban Growth Management Systems: An Evaluation 
of Policy-Related Research. 
PB-281 577/7GI 78-18 


GLEESON, PAUL 
Ozette Archaeological Project, interim Final Report, 


78-25 6G MF A01 


78-25 13B PC A04/MF A01 


13B PC A08/MF A01 


Phase X. 
PB-280 782/4GI 
Ozette Archaeological Project, Interim Final Report, 


Phases Vill and IX. 
PB-280 691/7GI 


GLEIM, P. S. 
Large Area Czochralski Silicon. 


78-17 5F PC A04/MF A01 


78-17 5F PC A0S/MF A01 


N78-16441/5GI 78-11 108 PC A08/MF A01 


Large Area Czochralski Silicon. Final Report. 
ERDA/JPL/954475-77/4 


78-21 10B PC A08/MF A01 


GLEN, H. W. 
List of Unrestricted NIM Publications Issued from 


1966 to 1977. 
NIM-1894 


GLENAR, D. A. 
The Energy Balance of the Nighttime Thermo- 


sphere. 
N77-33721/0GI 


GLENDENNING, N. K. 
Long Range Imaginary Optical Potential in Elastic 


Scattering. 
LBL-6588 78-13 20H PC A03/MF A01 


Nuclear Collisions at Very High Energy. 
LBL-6597 78-16 20H PC A03/MF A01 


Polarizability of Nuclear Wave Functions in Heavy 
lon Reactions. 
LBL-6592 78-09 20H PC A02/MF A01 


Polarization of the Nuclear Wave Functions in exp 
40 Ca( Exp 16 O, exp 15 N) exp 41 Sc and exp 208 
Pb( Exp 12 C, exp 11 B) exp 209 Bi. 

IKDA-77/16 78-22 20H MF A01 


Very High Energy Nuclear Collisions: The Asymp- 
totic Hadron Spectrum, Anti-Nuclei, Hyper-Nuclei, 


and Quark Phase. 
78-20 20H PC A04/MF A01 


78-08 11F MF A01 


78-04 4A PC A07/MF A01 


LBL-7165 


GLICK, A.J. 


GLENN, CHESTER L. 


Flash Flood Forecasting and Warning Program in 
the Western Region. 
PB-285 266/3G! 


GLENN, D. R. 


Energy Conservation in Periodic Kiln Operations 
Using Thermal Energy Storage. 
CONF-770416-8 78-16 


GLENN, F. 


Operational Decision Aids: The Application of 
Nomography and Uncertainty Analysis to Decision- 
Aiding Systems. 

AD-A049 545/7G! 


GLENN, H. D. 


Calculational Examination of the Baneberry Event. 
UCRL-52365 78-25 18C PC A04/MF A01 


Containment Analysis for the Simultaneous Detona- 
tion of Two Nuclear Explosives. 
UCRL-52268 78-06 18C PC A05/MF A01 


Estimate of Earth Media Shear Strength at the 
Nevada Test Site. 
UCRL-52358 78-18 8G PC A03/MF A01 


Estimate of Residual Shear Strength around Explo- 
sion Cavities in Earth Media. 
UCRL-80393 78-17 8G PC A02/MF A01 


GLENN, JOHN 


A Shallow Water Pressure-Temperature Gage 
(PTG): Design, Calibration, and Operation. 
PB-286 754/7GI 78-26 8J PC A03/MF A01 


GLENN, JOHN F. 


Reprint: Effects of Visual Attention on the Latency 
of Auditory Evoked Potentials. 
AD-A048 504/5G! 78-07 6P PC A02/MF A01 


GLENN, JOHN K. 


Strategies for Productivity with Physician Exten- 
ders. 
HRP-0015340/3GI 78-06 6E Not Available NTIS 


Will Physicians Rush Out and Get Physician Exten- 
ders. 
HRP-0016031/7GI 


GLENN, L. A. 


BWR Pool Dynamics in a Loss of Coolant Accident. 
Calculation of the Air-Venting Phase. 
UCRL-52435 78-26 181 PC A02/MF A01 


GLENN-LEWIN, D. C. 


Strip-Mining and Small Mammals in Southern lowa. 
1S-ICP-44 78-04 8! PC A02/MF A01 


GLENN, PATRICK K. 


A Manual for the Review of Highway Noise Impact. 
PB-276 509/7GI 78-09 13B PC A04/MF AG1 


GLENN, PHILIP E. 


A Judgment Analysis Approach to Examining a 
‘Whole Person’ Concept of Air Force Promotions. 
AD-A056 499/7GI 78-21 51 PC AOS/MF AC1 


GLENN, R. D. 


Guide to Good Practices at Plutonium Facilities. 
BNWL-2086 78-07 6J PC A10/MF A01 


Hanford Critical Radiation Dosimeter. 
PNL-2276 78-16 18D PC A02/MF A0O1 


GLENNIE, A.E. 


On the Syntax Machine and the Construction of a 
Universal Compiler 
AD-240 512/4GI 


GLENNIE, D. G. 


Variable Cycle Engine Evaluations for Supersonic 
V/STOL Fighters. Management Summary Report. 
AD-A053 362/0G! 78-15 21E PC A04/MF A01 


Variable Cycle Engine Evaluations for Supersonic 
V/STOL Fighters. Phase II and Ili Technical Report. 
AD-A053 361/2GI 78-15 21E PC A08/MF AO1 


GLENNON, J. C. 
Economic Evaluation of Ice and Frost on Bridge 
Decks. 
PB-282 288/0GI 
GLENNON, JOHN C. 


Accident and Speed Studies in Construction Zones. 
PB-273 290/7GI 78-01 138 PC A11/MF A0O1 


GLEZEN, W. PAU 


Lung Function and Its Growth, 
PB-276 632/7GI 78-09 6E PC A03/MF A01 


GLIBERT, PATRICIA M. 


Great Bay Estuarine Field Program 1975 Data Re- 
port. Part 3. Nutrient Chemistry, 
PB-275 085/9GI 78-05 8A PC A06/MF A01 


GLICK, A.J. 
Single-Particle Excitations of a Degenerate Electron 


Gas 
AD-235 627/7GI 78-10 20L PC A03/MF A01 


78-23 4B PC A02/MF A01 


10A PC A02/MF A01 


78-09 15E PC A07/MF A01 


78-15 6E Not Available NTIS 


78-18 9B PC A02/MF A01 


78-19 13B PC$4.80/MF A01 


PA-499 





GLICK, H.S. 
A New Shock Tube Technique for the Study of High 
Temperature Gas Phase Reactions 
AD-058 832/7GI 78-21 7D PC A02/MF A01 
GLICK, R. L. 


Statistical Analysis of Steady State Combustion of 
Nonmetallized Composite Solid Propellants. 
AD-A047 491/6GI 78-05 21B PC A04/MF A01 


GLICK, ROBERT L. 


Reprint: Reduction of Solid Rocket Data when Pres- 
sure-Time History is Nonneutral. 
AD-A045 810/9GI 78-01 211 


GLICKMAN , ALBERT S. 


An Exploratory Study of the Applicability of Incident 
Techniques to the Assessment of Curricula for Of- 
ficer Candidate Training 

AD-057 473/1GI 78-14 51 PC A03/MF A01 
Officer Personnel Research Program 

AD-059 035/6GI 78-14 51 PC A02/MF A01 


GLICKSMAN, L. R 


Advanced Dry Cooling Tower Concept. 

COO-2500-1 78-18 13A PC A06/MF A01 
Advanced Wet-Dry Cooling Tower Concept Cross- 
Flow Tests. 

COO-2500-2(V.2) 78-26 13A PC AO5/MF A01 
Advanced Wet--Dry Cooling Tower Concept Per- 
formance Prediction. 

COO-2500-2(V.1) 78-26 13A PC A08/MF A01 


Advanced Wet--Dry Cooling Tower Concept Per- 

formance Prediction. 

MIT-EL-77-002(V.1) 78-23 
GLICKSMAN, M. E. 


Materials Science Experiments in Space. 
N78-16094/2GI 78-11 20L PC AO5/MF A01 


GLICKSMAN, ROBERT A. 


CSEL Bit Error Rate Counters. 
AD-B010 612/0GI 78-02 17B PC AO5/MF A01 


GLICKSTEIN, MYER 


Compressed, Freeze-Dried Cottage Cheese and 
Method of Making. 
PATENT-4 034 123 78-18 6H Not available NTIS 


GLICKSTEIN, S. S. 
Arc Modeling for Welding Analysis. 
WAPD-TM-1382 78-25 13H PC A04/MF A01 
GLINKA, C. J. 
Reprint: Inelastic-Neutron-Scattering Line Shapes 
in PdDO.63. 
PB-278 956/8GI 


GLINOS, ANDRE D. 


Reprint: Cyclic Nucleotides and Growth Regulation 
in Suspension Cultures of Mammalian Cells. 
AD-A057 387/3GI 78-23 6A PC A02/MF A01 


GLISSON, T. H. 


A Theoretical Search for Super-Velocity Semicon- 
ductors. 
AD-A053 585/6G! 


GLISTA, ANDREW S. 


Fiber Optics Cable Strengthening 
Means. 
PATENT-4 082 423 


PC A02/MF A01 


13A PC A08/MF A01 


78-14 20B Not available NTIS 


78-16 20L MF A01 
Method and 


78-22 20F Not available NTIS 
GLITZ, BERYL 
Networks: A Bibliography 1977, 
ED-139 428 78-19 5B Not available NTIS 
GLLAHER, J. B. 


Development of an 
System. Final Report. 
BDX-613-1493(Rev.) 


GLOANEC, M. 


Feasibility of Gunn Effect Planar Triodes for High 
Speed Electronics Etude de la Faisabilite de Triodes 
Planar a Effet Gunn Utilisables en Electronique Ra- 


Automated Encapsulation 


78-05 9C PC A03/MF A01 


pide. 
N78-23348/3GI 
GLOBE, SAMUEL 


An Agenda for Technology Assessment in the 
Materials Field. Volume |. Principal Findings, 


78-18 9A PC A04/MF A01 


PB-278 639/0GI 78-12 5A PC A04/MF A01 


An Agenda for Technology Assessment in the 
Materials Field. Volume Il. Appendices, 

PB-278 640/8GI 78-12 5A PC A09/MF A01 

GLOBOCNIK, E. 

Applicability of Chromosomal Aberrations in 
Peripheral Blood Lymphocytes in Determination of 
Radiation Burden in Man. 
CS-INIS-12 


GLOBUS, G. 


Reprint: Performance and Mood, During and After 
Gradual Sleep Reduction. 
AD-A053 752/2GI 78-16 5J PC A02/MF A01 


78-02 6R MF A01 


PA-600 


GLOBUS, G. G. 


Reprint: Sleep During and After Gradual Sleep 
Reduction. 
AD-A053 751/4GI 


GLOCKLER, GEORGE 


Microw. e Spectroscopy. 
AD-139 177/0GI 78-23 7D PC A04/MF A01 


GLOCKMANN, H. P. 


Storage of Measured Values with the PCM Method 
on Magnetic Tape Cassettes. 
ORNL-tr-4575 78-18 


GLOE, K. H. 


Application of a Graphic Computer System with IEC 
Bus for Computer-Controlled Experiments and for 
Simulation Including Hardware Beitraege Zur An- 
wendung Eines Grafischen Rechnersystems MIT 
lec-Bus fuer Rechnergesteuerte Experimente und 
fuer Simulationen und Einschiuss von Hardware- 
Modellen. Interferenzstoerungen bei Lan- 
desystemen. 

N78-23763/3GI 


GLOESS, PAUL Y. 


A Proof of the Correctness of a Simple Parser of 
Expressions by the Boyer-Moore System. 
AD-A058 615/6GI 78-25 9B PC A04/MF A01 


GLOMB, STEPHEN J. 


Reprint: The Effect of Temperature on Growth and 
Ammonia Excretion of the Manila Clam ‘Tapes 
japonica’, 
PB-284 773/9GI 
GLORIA, I. V. 


Biokinetics of TL-201 in Mice after Intravenous and 
Oral Administration of Ticl. 
CONF-770673-1 78-03 6R PC A02/MF A01 


GLORIG, ARAM 


Bio-Acoustic Studies of High Intensity Aircraft En- 
gine Noise at the Naval Air Test Center and Aboard 
USS Coral Sea (Cva-43) 

AD-047 051/8GI 78-21 


GLOSBY, A. A. 


Anion Exchange Method for the Determination of 
Plutonium in Water: Single-Laboratory Evaluation 
and interlaboratory Collaborative Study. 

PB-285 435/4GI 78-25 7E PC AO5/MF A01 


GLOSS, B. B. 
Effect of Camber on the Trimmed Lift Capability of 


a Close-Coupled Canard-Wing Configuration. 
N78-28052/6GI 78-23 1C PC A0S/MF A01 


GLOSS, R. 


Optimized Brake Inspection. 
PB-282 892/9GI 78-21 


GLOSS, ROGER 


Optimized Brake Inspection. Technical Volume. 
PB-283 255/8GI 78-22 13F PC A14/MF A01 


GLOSSBRENNER, EMILY 


SIGI: Field Test and Evaluation of a Computer- 
Based System of Interactive Guidance and Informa- 
tion. Volume |: Report. 

PB-275 069/3GI 78-06 5! PC A99/MF A01 


SIGI: Field Test and Evaluation of a Computer- 
Based System of Interactive Guidance and Informa- 
tion. Volume Il: Appendices. 

PB-275 070/1GI 78-06 SI 


GLOSSOP, E. SONIA 
Symposium on Rehabilitation in the Community. 
HRP-0024326/1GI_ 78-16 6E Not Available NTIS 
GLOVER, DCNALD J. 


Removal of Explosive Materials from Water by 
Chemical Interaction on Strongly Basic lon 
Exchange Resins. 
PATENT-4 018 676 

78-22 


78-16 5J PC A02/MF A01 


14C PC A02/MF A01 


78-18 9B PC A03/MF A01 


78-22 6C PC A02 


20A PC A03/MF A01 


13F PC A03/MF A01 


PC A99/MF A01 


19A_ Not available NTIS 
GLOVER, FRED 


An O(n(log n + log m)) Algorithm for LP Knapsacks 
with GUB Constraints. 
AD-A058 107/4GI 78-24 12B PC A03/MF A01 


Generalized Networks: A Fundamental Computer- 
Based Planning Tool. 
AD-A048 297/6GI 78-07 12B PC A03/MF A01 


A Network Augmenting Path Basis Algorithm for 
Transshipment Problems. 
AD-A056 761/0GI 78-22 12B PC A03/MF A0O1 


Network Versus Linear Programming Algorithms 
and Implementations. 
AD-A048 296/8G! 78-07 12B PC A03/MF A01 


The Simplex SON Algorithm for LP/Embedded Net- 
work Problems. 
AD-A055 156/4GI 78-18 12B PC A03/MF A01 


A Study of Alternative Relaxation Approaches for a 
Manpower Planning Problem. 


AD-A048 298/4GI 78-07 51 PC A03/MF AO1 


GLOVER, JAN LYNN 


Medical Care Evaluation Studies in Long-Term 
Facilities. 
HRP-0024899/7GI 


GLOVER, JOHN R. 
An Improved 


Analyzer, 
AD-A049 175/3G! 


GLOVER, KEITH 


Reprint: Generalized Dynamic Covers for Linear 
Systems with Applications to Deterministic Identifi- 
cation and Realization Problems. 

AD-A052 562/6G! 78-14 12A PC A02/MF A01 


GLOVER, L. Il! 


Evaluation and Targeting of Geothermal Energy 
Resources in South Carolina. Progress Report, May 
1, 1976--January 31, 1977. 

VPI-SU-5104-1 78-10 81 PC A07/MF A01 


Evaluation and Targeting of Geothermal Energy 
Resources in the Southeastern United States. 
Progress Report, April 1, 1977--June 30, 1977. 

VPI-SU-5103-4 78-13 81 PC AO5/MF A01 


Evaluation and Targeting of Geothermal Energy 
Resources in the Southeastern United States. 
Progress Report, July 1--September 30, 1977. 

VPI-SU-5103-5 78-26 81 PC A06/MF AO1 


Evaluation ard Targeting of Geothermal Energy 
Resources in the Southeastern United States. 
Progress Report, November 1, 1976--March 31, 
1977. 

VPI-SU-5103-3 


GLOVER, ROLFE E. Ill. 


Electric and Magnetic Properties of Very Thin Films 
with Special Emphasis on Superconductivity 
AD-220 767/8GI 78-16 20C PC A02/MF A01 


Electric and Magnetic Properties of Very Thin Films 
with Special Emphasis on Superconductivity 
AD-244 745/6GI 78-21 20L PC A02/MF A01 


GLOVER, TERRY LEE 


Effects of Thermo-Mechanical Processing on Alu- 
minum-Magnesium Alloys Containing High Weight 
Percentage Magnesium. 

AD-A050 092/6G! 78-10 


GLOWER, DONALD D. 


Utilization of Academic Resources to Address State 
and Local Government Needs: Ohio. 
PB-283 994/2GI 78-22 5A PC A04/MF A01 


GLOWIENKA, J. 


Laser-Fusion Concept Using D-D-T Pellets with the 
ONP Laser Feedback System. 
COO-2007-82 78-04 


GLOWINSKI, R. 


Numerical Methods for the First Biharmonic Equa- 
tion and for the Two-Dimensional Stokes Problem. 
SU-326-P30-53 78-05 20D PC A05/MF A01 


GLOYNA, E. F. 


Summary of Geologic Review 
January 20--21, 1977. 
Y/OWI/TM-8/1 78-04 18G 


Summary of Geologic Review 
November 17--18, 1977. 
Y/OWI/TM-18-4 78-17 18G PC A02/MF AO1 


Summary of Geologic Review Group Meetings, July 
21--22, 1977. 
Y/OWI/TM-18/3 78-09 8G PC A02/MF A01 


Summary of Geologic Review Group Meetings, 


March 17--18, 1977 and May 26--27, 1977. 
Y/OWI/TM-18/2 78-18 18G PC A02/MF A01 


GLUCK, LOUIS 


Neonatal Intensive Care in Community Hospitals 
and Remote Areas. 
HRP-0017340/1GI 


GLUCKSTERN, R. L. 


Longitudinal Tuning of the LAMPF 201.25-MHz 
Linac Without Space Charge. 
LA-6863 78-18 20G PC A04/MF A01 


78-18 6E Not Available NTIS 


lowa Sediment Concentration 


78-08 8H PC A03/MF A01 


78-04 81 PC A08/MF A01 


11F PC A04/MF A01 


18A PC A02/MF A01 


Group Meeting, 


PC A02/MF A01 
Group Meeting, 


78-04 6E Not Available NTIS 


GLUEKLER, E. L. 


Post-Accident Heat Removal in LMFBRS. 
GEFR-SP-023 78-13 181 PC A04/MF A01 


Secondary Criticality Evaluations of Postulated Core 

Melt-down Accidents in Early-Sized LMFBR’S. 

GEFR-SP-037 78-17 181 PC A02/MF AO1 
GLUKHIKH, V. A. 


“Angara-5" Accelerator System. 

UCRL-Trans-11336 78-18 20G PC A03/MF A01 
Power Supply System for the Poloidal Magnetic 
Field Coils. 

LA-tr-78-11 78-17 18A MF AO1 


Research and Design-Construction Work of the 
Scientific Research Institute of Electrophysical Ap- 





paratus in the Field of Controlled Thermonuclear 
Fusion. 
ORNL-tr-4531 78-14 18A PC A03/MF AO1 


Results of Research into Superconducting Switches 
with High Specific Switching Capacity. 
LA-tr-78-13 78-16 18A MF A01 


Selection of the Superconducting Current-Carrying 
Element for the “T-10M"' Installation. 
LA-tr-78-10 78-16 18A PC A02/MF A01 


Shock Homopolar Disc Type Generator. 
NIIEFA-A-0222 78-10 10B MF A01 


Superconducting Magnets for Shaping BEAMS of 
Particles with a Small Life-Time. 
ITEF-93(1975) 78-25 20G PC A03/MF A01 


GLUKHOV, O. M. 
Calculation of the Magnetic Field in the Active Zone 


of a Hysteresis Clutch. 
N78-16265/8GI 


GLUKHOV, V. P. 


Normalization of Magnetization Characteristics. 
N78-27869/4GI 78-23 20L PC A12/MF A01 


GLUSCEVICH, LINCOLN I. 


Cosmetic-Related Injuries: An Analysis of Data Re- 
ported to NEISS During the Period July 1, 1976 to 
June 30, 1977, 

PB-276 845/5GI 


GLUSHCHENKO, V. G. 


Protection of the Synchrophasatron Electromagnet 
Excitation Coil Against the Contact Between Turns. 
JINR-9-9031 78-20 20G MF A01 


GLUSHKOV, E. S. 
Mathematical Model on the Basis of Material 


Balances for Nuclear Power Development. 
1AE-2646 78-18 18E MF A01 


GLUSZCZAK, THOMAS 
Multiple Channel 


System. 
AD-906 294/4GI 78-14 17B PC AO5/MF A01 


UHF Same Frequency Research Repeater. 
AD-844 953/0GI 78-02 17B PC A06/MF A01 


Wideband Digital UHF Same Frequency Repeater. 
AD-908 729/7GI 78-01 17B PC A04/MF A0O1 


GLUSZCZAK, THOMAS J. 
Evaluation Models U H F Sampling Same Frequency 


Repeater. 
AD-865 657/1GI 


GLYNN, T. E. 


Flexural Strength of Reinforced Microconcrete in 
Static and Impact Tests. 
AD-A057 564/7GI 78-23 


GLYSSON, G. DOUGLAS 
Sedimentation in Santa Margarita Lake, San Luis 


Obispo County, California. 
PB-278 074/0GI 78-12 


GNADIG, KLAUS 


Reprint: Picosecond Kinetics of Excited Charge- 
Transfer Interactions. 
AD-A049 732/1GI 


GNADT, P. A. 


Dynamic Boiling Tests 
LMFBR Fuel Assembly. 
CONF-771109-77 78-15 181 PC A02/MF A01 


Edge Blockage in a 19-Pin Sodium-Cooled Bundle. 
CONF-771120-8 78-13 181 PC A02/MF A01 


GMATOVICH, V. 


System of Computer Programs for gamma and beta 
Spectra Processing. 
JINR-10-8928 


GNEVYSHEV, M. N. 


Effects of Solar Activity on the Earth's Atmosphere 
and Biosphere--Translation. 
PB-279 648-T/GI 78-15 4A PC A14/MF A01 


GNIRK, P. F. 


Analysis and Evaluation of the Rock Mechanics 
Aspects of the Proposed Salt-Mine Repository Con- 
cept-lll. Summary Progress Report RSI-0012. 

ORNL/SUB-3706/7 78-07 18G PC A04/MF A01 


Analysis and Evaluation of the Rock Mechanics 
Aspects of the Proposed Salt Mine Repository. 
Summary Progress Report RS!-0002. 

ORNL/SUB-3706/1 78-12 18G PC A03/MF A01 


Analysis and Evaluation of the Rock Mechanics 
Aspects of the Proposed Salt Mine Repository. 
Summary Progress Report Rsi-0005. 

ORNL/SUB-3706/2 78-03 18G PC A08/MF A01 


Analysis of the Custom Design/Fabrication/Testing 
Requirements for a Large-Hole Drilling Machine for 
Use in an Underground Radioactive Waste Reposi- 


tory. 
¥/OWI/SUB-4269/22 78-03 18G PC A04/MF A01 


78-11 131 PC AQ2/MF A01 


78-10 60 PC A05/MF A01 


Same Frequency Repeater 


78-02 


17B PC A0S/MF A0O1 


13C PC A04/MF A01 


13B PC AQ3/MF A01 


78-09 7D PC A02/MF A01 


in a 19-Pin Simulated 


78-21 20H MF A01 


Elastic Solutions for Selected Circular-Symmetric 
Problems as Applied to the Design of the Waste- 
Container S'eeve. Technical Memorandum Report 
RS!I-0007. 

ORNL/SUB-3706/4 78-03 18G PC A02/MF A01 


Factor-of-Safety Formulations for Linear and 
Parabolic Failure Envelopes for Rock. Technical 
Memorandum Report RSI-0038. 

ORNL/SUB-4269/16 78-07 18G PC A03/MF A01 


Thermoelastic Analysis of Waste-Container Sleeve. 
Technical Memorancum Report RSI-0008. 
ORNL/SUB-3706/5 78-14 81 PC A03/MF A01 


GNOFFO, P. A. 


Forebody and Afterbody Solutions of the Navier- 
Stokes Equations for Supersonic Flow over Blunt 
Bodies in a Generalized Orthogonal Coordinate 
System. 

N78-18362/1GI 78-13 20D PC AO0S/MF A01 


Inviscid, Nonadiabatic Flow Fields over Blunt, Sonic 
Corner Bodies for Outer Planet Entry Conditions by 
a Method of Integral Relations. 

N78-18363/9GI 78-13 22C PC A04/MF A01 


GO, SUMIO 


Peptides Combined with 14C-Diisopropy! Phosphor- 
y! Following Degradation of 14C-Dip-Trypsin with a- 
Chymotrypsin 

AD-108 011/8GI 


GOAD, C. A. 
Clustering Algorithm for Mixtures of Monotone 


Densities. 
LA-7120-MS 


GOAD, C. C. 


Effects of Tropospheric and lonospheric Refraction 
Errors in the Utilization of Geos-C Altimeter Data. 
N77-32225/3GI 78-02 22A PC A04/MF A01 


GOAD, R. C. 
Development of Thermoplastic Composite Aircraft 


Structural Elements. 
AD-A048 468/3GI 


GOAD, W. C. 


Reprint: Procedure for Mechanized (Continuous- 
Flow) Measurement of Serum Ascorbic Acid 
(Vitamin C). 

AD-A057 109/1GI 


GOANS, R. E. 


High Resolution Ultrasonic Scanning of Animal and 
Human Tissue in-Vivo. 
ORNL/TM-5934 78-07 6E PC AOS/MF A01 


Realistic Calibration of Whole Body Counters for 
Measuring Plutonium. 
IAEA-SM-222/57 78-16 18D PC A02/MF A01 


Ultrasonic Technique for Characterizing Skin Burns. 

PAT-APPL-738 982/GI 78-22 6E& PC A02/MF A01 
GOBEN, C. A. 

Excitation of Surface Electromagnetic Waves on 


Railroad Rail. 
PB-279 853/6GI 


GOBER, D. E. 


Bicycle-Safe Grate inlets Study. Volume 1. Hydrau- 
lic and Safety Characteristics of Selected Grate In- 
lets on Continuous Grades. 
PB-273 510/8GI 78-02 


GOBETZ, F. W. 


Applications of Advanced Transport Aircraft in 
Developing Countries. 
N78-25985/0GI 


GOBLE, G. G. 


Automated Optimum Design of Some Highway 
Bridges and Bridge Elements. 
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PB-281 691/6GI 

GOCK, E. 
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PB-275 159/2GI 78-06 11C PC A03/MF A01 
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Performance of a Water-Thinned Polyurethane 


Seamless Flooring System. 
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The Design and Fabrication of One (1) Prototype 
Portable Smoke and Gas Removal Unit. 
AD-882 714/9GI 78-24 6K PC A03/MF A01 
GOEKE, K. 
Time Dependent Hartree-Fock-Theory for Collective 


Nuclear Motions. 
Juel-1361 


GOEL, AMRIT L. 


Bayesian Software Prediction Models. Volume |. An 
Imperfect Debugging Model for Reliability and other 
Quantitative Measures of Software Systems. 

AD-A057 870/8G! 78-24 9B PC A04/MF A01 


Bayesian Software Prediction Models. Volume Il. 
Classical and Bayesian Inference for the Software 
Imperfect Debugging Model. 

AD-A057 871/6GI 78-24 9B PC A03/MF A01 


Bayesian Software Prediction Models. Volume Ill. 
Availability Analysis of Software Systems Under Im- 
perfect Maintenance. 
AD-A057 872/4GI 78-24 9B PC A03/MF A01 
Bayesian Software Prediction Models. Volume IV. 
Bayesian Software Correction Limit Policies. 
AD-A057 873/2GI 78-24 9B PC A03/MF A01 
GOEL, B. 
Evaluations for the German Nuclear Data Library 
Kedak-3. Part 1. Non-Fissile Materials. 
EURFNR-1419 78-03 20H PC A09/MF A01 
Evaluations for the German Nuclear Data Library 
Kedak-3. Part 2. Fissile and Fertile Materials. 
EURFNR-1436 78-03 20H PC AOS/MF A01 
Importance and Status of (N, alpha )-Cross Sections 


for a Reliable Prediction of Radiation Damage in 
Stainless Steel. 


EURFNR-1465 78-10 18) PC A03/MF A01 


Revised Definitions in Kedak-3. 
KFK-EXT-4/76-37 78-08 20H MF A01 


GOEL, P. K. 
The Statistical Nature of Fatigue Crack Propagation. 
AD-A056 912/9G! 78-22 11F PC A11/MF A01 
GOEL, P. Ss. 


Magnetic Attitude Control of Near Earth Spinning 
Satellites. 
N78-23130/5GI 78-18 22B PC A02/MF A01 
Orbit Selection for Earth Resources Satellites. 
N78-23125/5GI 78-18 22C PC A02/MF A01 
Passive Nutation Dampers for Spinning Satellites. 
N78-23131/3GI 78-18 22A PC A03/MF A01 
GOELZER, RONALD E. 


The Effects of Total Pancreatectomy on Gastric 
Secretion 
AD-239 136/5GI 


GOEN, RICHARD L. 


The Potential for Reusable, Homogeneous Con- 

tainers. 

PB-277 444/6GI 
GOENS, DAVID Ww. 

Fire Whirls. 

PB-283 866/2GI 
GOENSGEN, F. H. 


Effect of Extended Pulse Length on the Mirror Fu- 
sion Test Facility (MFTF). 
UCRL-52294 78-05 


78-10 20H MF A01 


78-14 1C PC A05S/MF A01 


78-23 1C PC A07/MF A01 


78-03 


13J PC A02/MF A01 


78-08 20H MF A01 


78-18 6P PC A06/MF A01 


78-11 13B PC AO5/MF A01 


78-20 4B PC A02/MF A01 


18A PC A03/MF A01 





GOERING, JOHN J. 


Reprint: Near-Surface Silica Dissolution in the Up- 
welling Region Off Northwest Africa, 
PB-276 546/9GI 78-08 8A Not available NTIS 


GOERLER, G. P. 


Some Experimental Results on Selective Absorbing 
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Coal and Energy: A Southern Perspective. Regional 
Characterization Report for the National Coal 
Utilization Assessment. 

ORNL/TM-5900 78-06 10A PC A06/MF A01 
Computerized Photographic Information Filing and 
Retrieval System (PIFS). 

ORNL/TM-6039 78-05 9B PC A02/MF A01 


Identification of Potential Participant Scientists and 
Development of Procedures for a National Inventory 
of Selected Biological Monitoring Programs: A Mail 
Questionnaire Survey. 


ORNL/TM-6224 78-17 6F PC A03/MF A01 


NONEUC: A Numerical Procedure for Determining 
Optimum Euclidian Distances and Associated Coor- 


dinates from Distances Derived from Similarity 
Coefficients. 
EDFB/IBP-75/8 


GOFF, J. F. 


Fracture in Carbon-Epoxy Composites. 
AD-A052 144/3GI 78-13 11B PC A03/MF A01 


GOFF, NANCY M. 


Non-Point Source Studies on Chesapeake Bay. Ill. 
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Semi-Conductors 
AD-000 291/5GI 78-14 20L PC A02/MF AO1 


Electrical Conduction and Thermionic Emission in 
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Factors Involved in the Use of University Research 
by State and Local Governments; an Exploratory 
Study of the Uses of Science in the Public Sector. 

PB-280 916/8GI 78-17 5A PC A05S/MF A01 
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Reprint: Compressive Strength Characteristics of 
the Human Vertebral Centrum. 
AD-A045 646/7GI 78-01 6P PC A02/MF A01 


GRAVES, H. B. Ill 


The Effectiveness of Deer Flagging Models as 
Deterrents to Deer Entering Highway Rights-of-Way. 
PB-284 422/3GI 78-24 13B PC A03/MF A01 


GRAVES, PHILIP E. 


Framework for Evaluating the Economic Effects of 
an Air Pollution Control Plan. (Environmental Pollu- 
tants and the Urban Economy), 

PB-282 362/3GI 78-19 138 PC A02/MF A01 
A Reexamination of Migration, Economic Opportu- 
nity, and the Quality of Life, 

PB-282 360/7GI 78-19 5K PC A02/MF AO1 


What Has Been Learned About Air Pollution Con- 


trol, 

PB-282 361/5GI 78-19 13B PC AQ2/MF AO1 
GRAVES, R. L. 

Analysis of Alkali Metal Boiler for Fluidized Bed Ap- 

plications. 

ORNL/TM-6016 78-12 13A PC A03/MF A01 

Design Study of a 200 MW(E) Alkali Metal/Steam 


pone | Power Plant Using a Coal-Fired Fluidized 
urnace. 


ORNL/TM-6041 78-23 108 PC Ai1/MF A01 

Documentation of the Engineering Properties of 

Cesium and Potassium. 

ORNL-5344 78-14 11F PC A04/MF AO1 
GRAVES, STEPHEN C. 

The Multi-Product Production Cycling Problem: 

Development of Heuristics. 

AD-A053 243/2GI 78-15 5A PC AQ3/MF A01 

The Multi-Product Production Cycling Problem: 

Testing of Heuristics. 

AD-A053 244/0GI 78-15 5A PC A02/MF AO1 

A Note of the Deterministic Demand Muiti-Product 


Single-Machine Lot Scheduling Problem. 
AD-A050 824/2GI 78-11 5C PC AG2/MF A01 


Simple Analytical Models for Perishable Inventory 
ystems. 

AD-A050 823/4GI 78-11 15E PC AG2/MF A01 
GRAVES, W. E. 

Quantitative Consistency Testing of Thermal 

Benchmark Lattice Experiments. 

DP-MS-77-33 78-08 18K PC AQ3/MF A01 
GRAVESON, R. T 

Working Level Dosimeter for Uranium Miners. 

EML-333 78-20 6J PC A0Q2/MF A01 
GRAVIANO, ANTHONY R. 

Reprint: Bonding and Subsequent Deformation of 

Alpha and Beta Titanium. 

AD-A049 233/0GI 78-08 11F PC AQ2/MF A01 
GRAVITTE, D. L 

Mine-Detecting Canines. 

AD-A048 748/8G! 78-07 6C PC AO5S/MF A01 
GRAY, C. E. 

Product Identification File. 

SAND-78-1082 78-25 6T PC A05/MF A01 
GRAY, CLARK T. 

Tetanus Toxoid Production 

AD-217 602/2GI 78-11 6M PC A02/MF A01 
GRAY, CLARKE T. 

Formation and Action of a Peptidase Which 


Hydrolyzes Histidine Peptides Required in Tetanus 
Toxin Synthesis 


AD-238 673/8GI 78-11 6M PC A02/MF A01 

Formation of Tetanus Toxin within the Bacterial 

Cell 

AD-221 375/9GI 78-13 6M PC A02/MF A01 
GRAY, D. A. 

Lep Injection. 

RL-77-034/A 78-06 20G MF A01 
GRAY, D. D. 

Analysis of the Thermal Monitoring Data Collected 

at the Peach Bottom Atomic Power Station. 

CONF-770516-6 78-01 13B PC A03/MF A01 

Critical Evaluation of the Nonradiological Environ- 

mental Technical Specifications. Volume 4. San 


Onofre Nuclear Generating Station, Unit 1. 
ORNL/NUREG/TM-72 


78-04 13B PC AO5/MF A01 
GRAY, D. L. 
Solar Cell Angular Position Transducer. 
PAT-APPL-876 299/GI 
78-13 148 PC A02/MF A01 
GRAY, D. M. 


Energy and Pressure Calculations for Metallic NH4. 
AD-A056 017/7GI 78-21 7D PC A04/MF A01 


GRAY, E. 

Reappearance of Linac Bunch Structure on Booster 

Bunches During Capture and Acceleration. 

CONF-770313-58 78-02 20G Not available NTIS 
GRAY, EDYTHE 

Inpatient Utilization of Short-Stay Hospitals by Diag- 

nosis, United States, 1965, 

PB-281 648/6GI 78-18 6E PC AOS/MF A01 
GRAY, EYDTHE 

Surgical Operations in Short-Stay Hospitals for 

Discharged Patients. United States - 1965, 

PB-281 505/8GI 78-18 6C PC A03/MF A01 
GRAY, FRED 

The Sugar Industry's Structure, Pricing and Per- 

formance. 

PB-282 441/5GI 78-19 2B PC A06/MF A01 
GRAY, G. W. 

Solubility of Magnetite in Basic Solutions at 

Elevated Temperatures. 

AECL-5528 78-13 7D MF AO1 
GRAY, GEORGE A. 

Experimental Determination of Corners in the Yield 

Surface 

AD-212 144/0GI 78-16 11F PC A03/MF A01 


GRAY, H.J. 


The Multi-List System, Part !. Volume | 
AD-270 573/9GI 78-20 9B PC A06/MF A01 


GRAY, H. L. 


G-Spectral Estimation, 
AD-A051 849/8GI 78-13 12A PC A02/MF A01 


A New Approach to ARMA Modeling. 
AD-A047 748/9GI 78-05 12A PC A05/MF A01 


GRAY, H. R. 


The Effect of Microstructure on Hydrogen Embrit- 
tlement of the Nickel-Base Superalloy, Udimet 700. 
N78-22232/0GI 78-17 11F PC A03/MF A01 


The Promise of Eutectics for Aircraft Turbines. 
N78-10098/9GI 78-05 21E PC A02/MF A01 


GRAY, J. A. 


Hydrogasifier Development for the Hydrane 
Process. First Quarter Report, March--May 1977. 
FE-2518-4 78-14 7A PC A06/MF A01 


Hydrogasifier Development for the Hydrane 
Process. Monthly Progress Report, July 1977. 
FE-2518-6 78-08 7A PC A03/MF A01 


Hydrogasifier Development for the Hydrane 
Process. Monthly Progress Report, June 1977. 
FE-2518-5 78-09 7A PC A03/MF A01 


Hydrogasifier Development for the Hydrane 

Process. Monthly Progress Report, May 1977. 

FE-2518-3 78-09 7A PC A02/MF A01 
GRAY, J. H. 

Non-Destructive Assay of Leached Hulls in a 

Nuclear Fuel Reprocessing Plant. 

AGNS-1040-4 78-25 18) PC A02/MF A01 
GRAY, J. L. 


Lapping Equipment Instrumentation. 
BOX-613-1264(Rev.) 78-05 148 PC A03/MF A01 


Reprint: Storage, Rejuvenation, and Restorage of 

Human Red Cells for Periods up to 56 Days. 

AD-A049 652/1GI 78-09 6L PC A02/MF A01 
GRAY, J. W. 

Dispersal of Solid Tumors for Flow Cytometer 

(FCM) Analysis. 

UCRL-80105 78-25 6C PC A02/MF A01 

Flow Cytogenetics: Progress Toward Chromosomal 

Aberration Detection. 

UCRL-79664 78-06 6R PC A03/MF A01 
GRAY, JACK 

An Anti-Jam Manpack Antenna for Global Position- 


ing System Application. 
AD-A057 265/1Gi 78-23 17G PC A03/MF A01 


GRAY, JAMES E. 
Design Considerations in State-of-the-Art Signal 
Processing and Phase Noise Measurement Systems. 
PB-273 130/5GI 78-01 9C Not available NTIS 
GRAY, K. E. 
Superconducting Transistor. 
CONF-780339-1 78-23 9A PC A02/MF A01 
GRAY, L. W 
Analysis of Cadmium in High Alpha Solutions. 
OPSPU-77-30-7 78-07 7D PC A02/MF A01 


Exothermic Reactions Leading to Unexpected Melt- 
down of Scrap Uranium--Aluminum Cermet Cores 
During Outgassing. 

DP-1485 78-23 18) PC A03/MF A01 
Kinetics of the Ambient Temperature Dissolution of 
Plutonium Metal in Sulfamic Acid. 

DP-1484 78-19 7D PC A02/MF A01 


GRAY, ROBERT A. 


Recovery of Plutonium from Carbon Analysis 
Residues. 


OP-1495 78-26 7E PC A02/MF A01 
GRAY, LOIS C. 


Differential Access to Preventive Services of Young 
Children in Low-income Urban Areas 
PB-273 309/5GI 78-02 6E BC A03/MF A01 


Geographic and Functional Distribution of Black 
Physicians -- Some Research and Policy Considera- 
tions. 


HRP-0019080/1G!_ 78-11 6E Not Available NTIS 


Physical Examination Status of Children and 

Adolescents in Distinct Health Plans, 

PB-276 947/9GI 78-10 6E PC A03/MF A01 
GRAY, MADELAINE 

Competency Assurance Program for Occupational 

Therapy Practitioners. 

HRP-0900008/4G! 78-08 51 PC A05/MF A01 


GRAY, MARY JANE 
Evolution of a Women's Clinic: An Alternate System 


of Medical Care. 
HRP-0016824/5GI 78-04 6E Not Available NTIS 


GRAY, MICHAEL 


A Comparison of Analytic and Simulation Reliability 
and Maintainability (R/M) Prediction Methods. 
AD-A058 707/1GI 78-25 14D PC A06/MF A01 


GRAY, N. C. 
Penetrator Nozzle. 
PAT-APPL-SN-897 840/GI 
78-17 13L PC A0Q2/MF A01 


GRAY, P. R. 


Applications of Analog Sampled Data Signal 
Processing to Low-Cost Speech Bandwidth Com- 
pression. 

AD-A058 225/4G! 78-24 17B PC A02/MF A01 


GRAY, P. V. 


Advanced Archival Memory. 
AD-A058 198/3G! 78-24 9B PC A08/MF A01 


GRAY, PAUL 


Applied Optimization -- A Survey. 
HRP-0017362/5G!I 78-05 12B Not Available NTIS 


Computer and Hospital Productivity. 
HRP-0024380/8GI 78-17 6E Not Available NTIS 


GRAY, PAUL R. 


Reprint: MOS Sampled Data Recursive Filters Using 
Switched Capacitor Integrators. 
AD-A052 948/7G1 78-15 9E PC A02/MF A01 


GRAY, R. A. JR. 


Investigation of Warm Prestress for the Case of 
pene delta T During a Reactor Loss-of Coolant Ac- 
ciden 

AD-A0S4 346/2G1 78-17 181 PC A03/MF A01 


Significance of Warm Prestress to Crack Initiation 
during Thermal Shock. 
AD-A047 831/3GI 78-06 181 PC A03/MF A01 


GRAY, R. E. 


Study and Analysis of Surface Subsidence Over the 
Mined Pittsburgh Coalbed. 
PB-281 511/6GI 78-18 81 PC A16/MF A01 


GRAY, R. H 


Avoidance of Thermal Effluent by Juvenile Chinook 
Salmon (Oncorhynchus a and Its Impli- 
cations in Waste Heat Management 

BNWL-SA-6222 78-04 13B PC A02/MF AO1 


Impingement Studies at the 100-N Reactor Water 
Intake. 


BNWL-2401 78-07 13B PC A03/MF A01 
GRAY, R. J. 


Failure Analyses of Surgical implants from the 
Human Body Can Improve Product and Per- 
formance Reliability. 

CONF-770735-2 78-07 6L PC A04/MF AO1 


Metailographic Study of Ferrite implies sigma 
Transformation Using Ferromagnetic Colloid, 
Microprobe Analysis, and Color Etching. 

CONF-760731-7 78-05 11F PC A03/MF A01 


GRAY, R. M. 
Spectral Distortion Measures for Speech Compres- 


sion. 
AD-A056 853/5G! 78-22 17B PC A04/MF A01 


GRAY, R. RICHARD 


Reprint: Cyclic AMP Stimulation of Membrane 
Phosphorylation and Ca(2+ )-Activated, Mg(2+ )- 
Dependent ATPase in Cardiac Sarcoplasmic Reticu- 
lum. 


AD-A046 423/0GI 73-03 6A PC A02/MF A01 
GRAY, ROBERT A. 


A Survey of the Ambient Motion Environment in the 
Southwestern United States. 
AD-A056 872/5G! 78-22 8K PC A03/MF A01 
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GRAY, ROBERT M. 
The Design of Tree and Trellis Data Compression 


Systems. 
AD-A057 963/1G! 78-24 9D PC A0S/MF A01 


Health Gap: Medical Services and the Poor. 
HRP-0018817/7Gi 78-01 5K Not Available NTIS 


Optimal Data Compression Algorithms. 
AD-A057 305/5G! 78-23 9D PC A02/MF AO1 


GRAY, S. 


Hydrodynamic Air Lubricated Compliant Surface 
Bearing for an Automotive Gas Turbine Engine. 1: 
Journal Bearing Performance. 

N78-21472/3GI 78-16 21E PC A07/MF A01 


Hydrodynamic Air Lubricated Compliant Surface 
Bearing for an Automotive Gas Turbine Engine. 2: 
Materials and Coatings. 

N78-29449/3GI 78-24 131 PC A07/MF A01 


GRAY, S. P. 


Electronic Equipment Screening and Debugging 
Techniques. 
AD-A053 561/7GI 


GRAY, S. W. 


Preliminary Measurements of Proton Polarization in 
High Energy inclusive Processes. 
COO-2009-129 78-08 20H PC A02/MF A01 


Preliminary Polarization Results at Fermilab Ener- 

gies. 

COO-2009-128 
GRAY, STANLEY 


Materials Study for High Pressure Sea Water 
Hydraulic Tool Motors. 
AD-A055 609/2GI 78-20 


GRAY, STEPHEN F. 


Minuteman Missile Crew Fatigue and 24-Hour 
Alerts. 
AD-A056 561/4GI 


GRAY, T. E. 


Job Control in a Network Computing Environment. 
UCLA-34P214-20 78-02 9B Not available NTIS 


GRAY, T. G. F. 


Compilation of References, Data Sources and Anal- 
ysis Methods for LMFBR Primary Piping System 
Components. 

BNL-NUREG-50650 


GRAY, T.J. 


The Chemical-Physics of Ferrites 
AD-120 131/8GI 78-16 20L 


Semiconducting Materials 
AD-079 045/1GI 78-01 20L 


Semiconducting Materials 
AD-119 952/0GI 78-17 20L 


Semiconducting Materials 
AD-229 943/6G! 78-11 20L 


GRAY, THOMAS J. 


Semiconducting Materials 
AD-244 415/6GI 78-11 


GRAY, W. H. 


Bending Free Toroidal Shells for Tokamak Fusion 
Reactors. 
CONF-771029-145 78-13 18A PC A02/MF A01 


Contouring on lsoparametric Surfaces. 
ORNL/TM-5950 78-08 9B PC A02/MF A01 


Finite Element Stress Analysis of Orthotropic Sole- 


78-16 14D PC A06/MF A01 


78-08 20H PC A02/MF A01 


13G PC A08/MF A01 


78-21 6S PC A02/MF A01 


78-03 18) PC AOS/MF A01 


PC A06/MF A0% 
PC A04/MF A01 
PC A03/MF A01 


PC A04/MF A01 


20L PC A02/MF A01 


noids. 
CONF-771029-61 


Improved Method for Contouring on Isoparametric 
Surfaces. 
ORNL/TM-6381 


78-12 18A PC A02/MF A01 


78-25 12A PC A02/MF A01 


Mechanical Design of ORPUS-3. 
CONF-771029-149 78-14 18A PC A02/MF A01 


Preliminary Structural Analysis of the Toroidal Field 
Coils for T-10M. 

CONF-771029-60 78-12 18A PC A02/MF AO1 
Structural Analysis of the Large Coil Segment Test. 

CONF-771029-62 78-12 18A PC A02/MF A01 


GRAY, W. J. 


Neutron Irradiation Effects on Carbon and Graphite 
Cloths and Fibers. 
BNWL-2390 


GRAY, WILLIAM M. 
Tropical Cyclone Cloud and Intensity Relationships. 
AD-A053 044/4GI 78-15 4B PC A08/MF A0O1 
Tropical Cyclone Research By Data Compositing. 
AD-A048 168/9GI 78-06 4B PC A04/MF A0O1 
GRAY, WILLIAM S. 
Cloud Structure and Distributions over the Tropical 


Pacific. Part | 
AD-214 095/2GI 


78-07 18A PC A04/MF A01 


78-11 4B PC A07/MF A01 
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GRAYBIEL, ASHTON 


Antimotion Sickness Remedy. 
PATENT-4 070 463 78-14 60 Not available NTIS 


The Relative intelligibility of Language Groups 
AD-035 222/9GI 78-21 5G PC A02/MF A01 


GRAYBILL, DONALD A. 
Mimbres-Mogolion Adaptations in the Gila National 


Forest, Mimbres District, New Mexico. 
PB-282 273/2GI 78-19 5F PC A10/MF A01 


GRAYS, RICHARD 


Reprint: Improved Chicken Embryo Cell Culture 
Plaque Assay for Scrub Typhus Rickettsiae. 
AD-A050 733/5G! 78-11 6M PC A02/MF A01 


GRAYSTON, J.THOMAS 


29 trachoma virus strains tested in mice for cross- 
protection against intravenous toxicity. inclusion 
conjunctivitis virus strains, crude yolk sac suspen- 
sions were both used for protection and challenge. 

AD-402 249/7GI 78-01 6T PC A02/MF A01 


Etiologic Studies of Trachoma on Taiwan 
AD-233 423/3GI 78-01 6E PC A02/MF A01 


the effect of trachoma virus vaccine on the course 
of experimental trachoma infection in blind human 
volunteers. 

AD-293 164/0GI 


GRAZIANI, G. 


Effects of Fast Breeders’ Characteristics on Con- 
sumptions and Expenditures Related to Electric 
Power Generation. An Assessment for the European 
Community. 
EUR-5598 78-09 181 MF A01 
Role of the Demand-Duration Curve in the Evalua- 
tion of Power Station Installation Policies. Remarks 
on Its Effects on Stations’ Utilization, Generating 
Capacity, Load Factor History and Consumptions. 
EUR-5599 78-08 18E MF A01 
GRAZIER, EDWARD H. 
Analysis of MTMC Participation in the REFORGER 
76 Exercise. 
AD-B017 681/8GI 
GREATLINE, S. E. 


Preliminary Candidate Advanced Avionics System 

for General Aviation. 

N78-10060/9GI 
GREBE, S. C. 


Reprint: Mechanism of Polyclonal T-Lymphocyte 
Activation Defined by Use of Specific Heterologous 
Antiserum against Murine T Cells. 

AD-A050 634/5GI 78-11 6E PC A02/MF A01 


GREBENNIK, V. N. 


Mathematical Model on the Basis of Material 
Balances for Nuclear Power Development. 
|AE-2646 78-18 18E MF A01 


GREBER, N'OMI 


Report of the 1975 Excavations at the Nashport 
Mound (33MU15), Dillon Lake, Ohio, 
PB-282 020/7GI 78-19 5F PC A09/MF A01 


GREBINNKK, V. G. 


Diffusion of mu exp + Meson into Vanadium, 
Beryllium, Niobium and Aluminium. 
(AE-2635 78-09 20L MF A01 


GREBOWSKY, J. M. 


lonospheric and Magnetospheric Plasmapauses’. 
N78-10646/5GI 78-05 4A PC A03/MF A01 


GRECO, JOHN M. 


Determining the Management Information Needs of 
the United States Employment Service. Volume I. 
Assessment and Findings. 

PB-285 176/4GI 78-25 5B PC A12/MF A01 


GRECO, M. 


Decay chi(3.45) implies pi exp + pi exp - X(2.83): A 
Test of C Anti C Dynamics. 
DESY-77/30 78-19 20H MF A01 


Radiative Decays of Old and New Mesons. 
INFN-LNF-77-11(P) 78-23 20H PC A02/MF AO1 


GRECZ, N. 


Reprint: Evidence of Chemical Protection Against 
Freeze-induced DNA Breakage. 
AD-A056 656/2G! 78-21 6M PC A02/MF A01 


GRECZ, NICHOLAS 


Molecular Mechanism of Radiation Resistance and 
Recovery of Bacterial Spores. 
AD-A055 051/7GI 78-18 6A PC A02/MF AO1 


GREED, JAMES J. JR 


Electron Beam Recorder Applications Study. 
AD-A048 666/2GI 78-07 14C PC A06/MF A01 


GREELEY, R. 
Abstracts for the Planetary Geology Field Con- 


ference. 
N77-32557/9GI 78-02 8G PC A03/MF A01 


78-16 6& PC A03/MF AO1 


78-01 15E PC A08/MF A0O1 


78-05 1D PC A11/MF A01 


Abstracts for the Planetary Geology Field Con- 
ference on Aeolian Processes. 
N78-13492/1GI 78-08 8G PC A04/MF A01 


Dust Storms on Mars: Considerations and Simula- 


tions. 
N78-13986/2GI 78-08 3B PC A03/MF A01 


Volcanism of the Eastern Snake River Plain, idaho: 

A Comparative Planetary Geology-Guidebook. 

N78-16524/8G! 78-11 8G PC A14/MF A01 
GREEN, A. 


Ground Wave Propagation in the Presence of 

Smooth Hills and Depressions, 

AD-A054 107/8G! 78-17 20N PC A02/MF AO1 
GREEN, A.E. 

The Mechanics of Non-Linear 


Memory 
AD-107 221/4GI 78-16 20K PC A04/MF A01 


On Thermodynamics and the Nature of the Second 
Law for Mixtures of Interacting Continua. 
AD-A055 102/8G! 78-18 7D PC A03/MF A01 


GREEN, A. E. S. 
Biophysical Studies Related to Energy Generation. 


Renewal Proposal and Progress Report. 
ORO-3798-57 78-15 6R PC A04/MF A01 


GREEN, A.H. JR. 


second-order amplitude distributions of low- 
frequency ocean noise: evidence concerning the 
validity of the gaussian assumption for ocean noise. 
AD-298 090/2G 78-14 8J PC A0Q2/MF A01 


GREEN, A. M. 


Three-Body Forces in Nuclear Matter from inter- 
mediate delta -States in Three-Nucleon Clusters. 
HU-TFT-76-22 78-14 20H MF A01 


GREEN, ALAN C. 


A Report on the Development of a Model Energy 
Conservation Program for New York State Schools. 
PB-274 285/6GI 78-04 10A PC A05/MF A01 


GREEN, ALBERT W. 

Survey of Finfish Harvest in Texas Bays. 

PB-283 564/3GI 78-20 6C PC AOS/MF A01 
GREEN, ANDREW JOSEPH 


Optimal Escape Trajectory from a High Earth Orbit 
by Use of Solar Radiation Pressure. 
AD-A054 754/7GI 78-18 22C PC A06/MF A01 


GREEN, B. B. 
Grundy County Demonstration Site: 


Progress Report, 1976--1977. 
ANL-K-77-3087-2 78-03 81 PC A02/MF A01 


Regional Studies Program. Biological Aspects of 
Surface Coal Mine Reclamation, Black Mesa and 
San Juan Basin. 
ANL/AA-10 


COCHISE Studies |: Fluid Dynamical and Infrared 
Spectral Analyses. 
AD-A053 218/4GI 78-15 7D PC A04/MF A01 


infrared Fluorescence of Electron Irradiated CO sub 

2 in the Presence of N sub 2, Ar, and He. 

AD-A049 302/3G! 78-08 7D PC AO0S/MF A01 
GREEN, B. J. 


Local, ideal and Resistive Stability in Tokamaks 

with Noncircular Cross Section. 

IPP-I1/32 78-10 20! 
GREEN, B. M. R. 

Fallout in Rainwater and Airborne Dust - Levels in 

the UK During 1975. 

NRPB-R-49 78-01 18G MF A01 

Fallout in Rainwater and Airborne Dust: Levels in 

the UK During 1976. 

NRPB-R-55 
GREEN, BERNAL L. 

Estimating Hospital Use in Arkansas. 

HRP-0023860/0GI 78-08 6E Not Available NTIS 

Utilization of Health Services in the Great Plains. 

PB-280 121/5Gi 78-16 6E PC A03/MF A01 
GREEN, BRUCE D. 

The Illinois Program for Comprehensive Solar Ener- 


gy Legislation, 
PB-275 565/0GI 


GREEN, C. 


Status of RELAP-UK Mk Ill at July 1976: A Program 
for Transient Thermal-Hydraulic Analysis. 
AEEW-R-1083 78-26 181 PC A06/MF AO1 


GREEN, C. E. 


Event DICE THROW, Mobility Experiments. 

AD-A046 146/7G! 78-02 19D PC A04/MF A0O1 
GREEN, CHARLES E. 

Terrain Characteristics at Gator Mine Impact and 


Penetration Test Siies, Aberdeen Proving Ground, 
Maryland. 


Materials with 


Phase Il. 


78-17 138 PC A04/MF A01 


MF A01 


78-21 18H MF AO1 


78-06 10A PC A03/MF A01 





AD-A046 540/1GI 
GREEN, CORDELL 


On Program Synthesis Knowledge. 

AD-A053 175/6GI 78-15 9B PC A04/MF A01 
GREEN, D. A. 

Mineral Characterization of Fluidized-Bed Com- 

bustion Aerosol! Ash--Montana Rosebud sub-Bitu- 


minous Coal. 
MERC/TPR-78/1 


GREEN, D. BRADY 


Distribution and Abundance of Benthic Organisms 
in the Sacramento River, California. 
PB-273 744/3GI 78-02 13B PC A03/MF A01 


GREEN, D. C. 


Refining and Upgrading of Synfuels from Coal and 
Oil Shales by Advanced Catalytic Processes. 
FE-2315-18 78-09 7A PC A03/MF A01 


Refining and Upgrading of Synfuels from Coal and 
Oil Shales by Advanced Catalytic Processes. Quar- 
terly Report, July--September 1977. 

FE-2315-19 78-26 7A PC A05S/MF A01 


Refining and Upgrading of Synfuels from Coal and 
Oil Shales by Advanced Catalytic Processes. Quar- 
terly Report, October--December 1977. 

FE-2315-22 78-26 7A PC A04/MF A01 


GREEN, D. L. 


Advanced Current Collection Research. 
AD-A052 394/4GI 78-14 9C PC AOS/MF A01 


GREEN, D. M. 


Changes in Aquatic Macrophytes Accompanying 
Phosphorus Reduction in a Eutrophic Lake in New 
York State: An Assessment Based on Remotely 
Sensed and Other Data. 
PB-272 441/7GI 


GREEN, D. R. 
Computerized X-Ray Radiographic System for Fuel 


Pellet Measurements. 
HEDL-SA-1274 78-08 18J PC A03/MF A01 


Two-Point Boundary Value Problems in the Optimal 
Control Design of Turbine Blades. 
N77-31165/2GI 78-01 20D PC A02/MF A01 


The Effect of Acceleration Time on Plastic Deforma- 
tion of Beams under Transverse Impact Loading 
AD-037 785/3GI 78-21 20K PC A02/MF A01 


GREEN, D. W. 
Fine Definition of IR Spectra for Certain Metallic 
Oxide Species. 
AD-A048 814/8GI 78-08 7D PC A03/MF A01 


Matrix Isolation Studies with Fourier Transform IR. 
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AD-A053 304/2GI 
GUION, W. G. 


RF Cancellation Circuit for Shore-Based VHF FM 
Transceiver. 
AD-A049 683/6G! 


GUIRE, PATRICK E. 


Affinity Crosslinking Agent for Enzyme Stabilization 
and immobilization. 
PB-282 423/3GI 


GUIRGUIS, ADEL A. 


Reprint: Cholesterol-Dependent Human Comple- 
ment Activation Resulting in Damage to Liposomal 
Model Membranes. 
AD-A045 572/5GI 


GUISINGER, J. E. 


Magneto-Optic Detection System with Noise Can- 
cellation. 
PATENT-3 775 570 78-25 9E Not available NTIS 


GUJRATI, P. D. 


High-Temperature Series Expansions for Isotropic 
Heisenberg Model in One and Two Dimensions: |. 
COO-2271-98 78-03 20L PC A03/MF A01 


Synchrotron Radiation from the Kharkov N-100 

Storage Ring. 

KFTI-76-12 
GULARI, ERDOGAN 


Reprint: Photon Correlation in the Nanosecond 


canine its Applications to the Evaluation of RCA 
C31 Photomultiplier Tubes. 
AD-A056 657/0G! 


GULDBERG, PETER H. 


Growth Effects of Major Land Use Projects 
(Wastewater rep yen Nsaganrs |. Model Specifica- 


tion and Causal Anal: 
"8: 16 138 PC A12/MF A01 


78-01 20H PC A02/MF A01 


78-25 8A PC A02/MF A01 


78-11 20E PC A02/MF A01 


78-15 5i PC A02/MF A01 


78-09 17B PC A04/MF A01 


78-19 7D PC A02/MF A01 


78-01 6A PC A02/MF AO1 


78-18 20G MF A01 


78-22 9A PC A02/MF A01 


PB-280 410/2GI 


PA-642 


GULDEN, W. 
WQGAS - A RSYST Module to Calculate the P sub 1 
Scattering Kernels of an ideal, Monoatomic Gas. 
IKE-6-106 78-19 18K MF A01 
GULEZIAN, GARY 


ew: Gloucester's Coast. (Studies Prepared for 
the City of Gloucester by Students in MIT Course 


11. 365 Coastal Zone Mangement.), $ 
13B PC A04/MF AO1 


PB-276 443/9GI 
GULICK, J.R. 


Some Attempts to Determine Long Wave Positions 
by Quantitative Means 
AD-010 298/8G! 


GULINSON, SHELDEN K. 


There Is a Need for Regional Laboratories. 
HRP-0017682/6GI 78-07 GE Not Available NTIS 


GULL, G. E. 


Far Infrared Polarization of the Kleinmann-Low 
Nebula in Orion. 
N78-28025/2GI 78-23 3B PC A02/MF A01 


Observations of the 51.8 Micron (O Ill) Emission 
Line in Orion. 
N78-28024/5GI 


GULL, J. 


Movement and Dispersal Patterns of Immature Gray 
Squirrels (Sciurus Carolinesis) in East-Central Min- 
nesota. 

TID-27758 78-06 6C PC A06/MF A01 


GULLEY, CHARLES DOUGLAS 


Analysis of the Effects of the Medicare and 
Medicaid Programs on the the Cost of Hospital Ser- 
vices -- A Case Study. 

HRP-0023527/5GI 78-18 6E Not Available NTIS 


GULLEY, LEE R. JR. 


Nondestructive Testor for 
Honeycomb Structures. 
PAT-APPL-864 067/GI 

78-12 


78-08 


78-18 4B PC A02/MF A01 


78-23 3B PC A02/MF A01 


Fiberglass-Aluminum 


14B PC A02/MF A01 
GULLIFORD, J. B. 


Environmental Analysis Concerning ICP Coal 
Beneficiation Plant for lowa Coal Research Project. 
IS-ICP-25 78-01 13B PC A10/MF A01 


Environmental Control Technology Survey: 
Coal Project Demonstration Mine No. 1. 
1S-ICP-57 78-25 81 PC A04/MF A01 


Surface Water Quality Associated with the Surface 
Mining of lowa Coal. 
1S-ICP-55 78-17 8! 


GULLIFORD, STEVEN ROY 
Supply and Financial Systems Training for the Line 


Officer Afloat. 
AD-A047 168/0GI 


GULLIKSEN, HAROLD 


Linear and Multidimensional Scaling 
AD-259 524/7GI 78-16 5J PC A02/MF A01 


Linear and Multidimensional Scaling, 
AD-444 225/7GI 78-14 5J PC A02/MF A01 


Measurement of Learning and Mental Abilities 
AD-259 523/9GI 78-16 5J PC A02/MF A01 


Measurement of Learning and Mental Abilities, 
AD-444 226/5GI 78-14 5J PC A02/MF A01 


GULLY, J. H 


Design, Fabrication, and Testing of 
Discharge Homopolar Machine (FDX). 
CONF-771029-117 78-15 18A PC A02/MF A01 


GULOVSEN, ARTHUR L. 


A Microprocessor Controlled 
Feasibility Study. 
AD-A052 055/1 


GULYAEVA, N. D. 


File Structure and Organization in the Automation 
System for Operative Account of Equipment and 
Materials in JINR. 
JINR-10-8725 


GULYAYEV, P. 
Electromagnetic Field of Living Beings -- Transla- 


tion. 
AD-A048 560/7Gi 


GULYAYEV, P. I. 


Experimental Analysis of the Information Content of 
— Electrical Field of the Human Body--Trans- 
ation. 

AD-A051 096/6GI 78-12 6P PC A02/MF A01 
Interrelationship between Aural Fields of Insects 
and Plants and Electrical Fields of Atmosphere -- 
Translation. 
AD-A051 387/9GI 


GUM, RUSSELL L. 


Coyote Control: A Simulation Evaluation of Alterna- 
tive Strategies. 


lowa 


PC A03/MF A01 


78-04 5! PC A06/MF A01 


a Fast 


Motor Controller 


78-13 9C PC AOS/MF A01 


78-23 9B PC A02/MF A01 


78-07 6P PC A02/MF A01 


78-12 6C PC A02/MF A01 


PB-284 380/3GI 78-24 6F PC A04/MF A01 


Sheep and Lamb Losses to Predators and Other 
Causes in the Western United States. 
PB-281 601/5GI 78-18 2B PC A03/MF A01 


GUMAS, G. 


Slotted Test Section —— of the NTF. 
N78-12106/8GI 78-07 148 PC A03/MF AO1 


GUMERMAN, ROBERT C. 
Estimating Costs for Water Treatment as a Function 


of Size and Treatment Efficiency. 
PB-285 274/7GI 78-25 13B PC A13/MF A01 


GUMINKA, A. Z. 


Effect of Some Detergents, Humate, and Composi- 
tion of Seedbed on Crop of Tomato Plants in a 
Hydroponic Culture. 
N78-27490/9GI 


GUMMEL, HERMANN 


Thermal lonization and Capture of Electrons 
Trapped in Semiconductors 

AD-077 287/1GI 78-20 20L PC A02/MF A01 

GUMP, B. H. 

Reprint: An Analysis of Petroleum Hydrocarbons in 
the Marine Environment: Results of an Interlabora- 
tory Calibration Exercise. 

PB-283 839/9GI 78-23 7D Not available NTIS 


Reprint: Determination of Trace Level Hydrocarbons 
in Marine Biota. 
PB-281 922/5GI 78-18 7D Not available NTIS 


Reprint: interlaboratory Calibration for the Analysis 
of Petroleum Levels in Sediment. 
PB-275 017/2GI 78-05 7D Not available NTIS 


GUNAKASEM, PAIRATANA 
Surveillance of Dengue Hemorrhagic Fever Cases in 


Thailand. 
AD-A049 489/8G! 
GUNASEKARAN, M. 

Development of Polymer-Bonded Silica (Polysil) for 


Electrical Applications. Final Report. 
EPRI-EL-488 78-06 9A PC A06/MF A01 


GUNAWAN, SURIADI 


Reprint: Biomedical Survey in trian Jaya (West 
Irian), indonesia. 
AD-A057 558/9G! 78-23 6E PC A02/MF A01 


GUNDELFINGER, BENJAMIN F. 


Reprint: Disease Survey of Palolo Valley, Central 
Sulawesi, Indonesia. |. Description of the Area and 
the Sample. li. Intestinal Parasites, Malaria, and 
Filariasis. Il1. Serological Findings. 

AD-A047 690/3G! 78-05 6E PC A02/MF A01 


GUNDELFINGER, F. 


Determination of the Knight Shift in Liquid Alloys of 
Silp,n with Lanthanides by Stroboscopic Observa- 
tion of Perturbed Angular Correlations According to 
the Reaction exp 109 Ag(p,n) exp aa Cd. 
INIS-mf-3414 78-01 7D MF AO1 


GUNDERMANN, K. D. 


lsolation and Explanation of the Structure of Frac- 

tions Rich in Sulfur Obtained from Bituminous 

Coal. 

ERDA-tr-310 78-08 8! 
GUNDERSEN, CHARLES R. 

Submersible Battery Apparatus. 


PAT-APPL-835 766/GI 
78-25 


GUNDERSEN, KAARE R. 


A Study of Biological Nitrogen Transformations in 
the Water Masses of the North Central Pacific 
Ocean. 

PB-277 262/2GI 


GUNDERSON, C. 0. 


Study to Improve Airframe Turbine Engine Rotor 
Blade Containment. 
AD-A046 255/6G! 


GUNDERSON, C. R. 


Development of Lithium Inorganic Electrolyte Batte- 
ries for Navy Applications. 
AD-A047 658/0G! 78-05 


GUNDERSON, E. K. 
Changes in Nonconformist Attitudes Induced by 


Closed Living Groups 
AD-226 285/5GI 78-11 5J PC A03/MF A01 


The Relationship of Delinquency Potential Scale 
Scores of Naval Recruits to Later Military Per- 
formance 

AD-226 283/0GI 78-11 


Reprint: Family History as a Predictor of Alcoholism 
in U.S. Navy Personnel. 
AD-A053 062/6G! 78-15 5J PC A02/MF A01 


Reprint: Outcomes for Recidivists in Navy Alcohol 
Rehabilitation Programs. 


78-23 2D PC A02/MF A01 


78-09 6E PC A02/MF A01 


PC A02/MF A01 


10C PC A02/MF A01 


78-09 8A PC A04/MF A01 


78-02 21E PC A11/MF A01 


10C PC A06/MF A01 


5J PC A03/MF A01 





AD-A047 638/2GI 
GUNDERSON, E. K. ERIC 

Reprint: Accident and Assault Deaths in the United 

States Navy: Demography and Preliminary In- 

terpretations. 

AD-A048 822/1GI 78-08 5J PC A02/MF A01 


Reprint: Alcoholism in the United States Navy. 
AD-A053 748/0GI 78-16 6E PC A02/MF A01 


The Evaluation of Naval Alcohol Rehabilitation Pro- 
grams. Problems and Suggestions. 
AD-A054 366/0GI 78-17 6E PC A02/MF A01 


Evaluation of Rehabilitation Program Effectiveness 
for Young Alcoholics. 
AD-A054 364/5GI 78-17 6E PC A03/MF A01 


Reprint: Identifying Determinants of Retention Deci- 


sions. 
AD-A046 431/3GI 78-03 51 PC A02/MF A01 


Organizational and Environmental Influences on 
Health and Performance. 

AD-A055 525/0GI 78-20 5! PC A0Q2/MF A01 
Reprint: Prediction of Post-Treatment Effectiveness 
in Navy Alcoholics. 

AD-A054 335/5GI 78-17 6E PC A02/MF A01 


Reprint: Prognostic Indicators in Young Alcoholics. 
AD-A057 913/6GI 78-24 6E PC A02/MF A01 
Situational Determinants of Retention Decisions, 

AD-A046 618/5GI 78-03 51 PC A02/MF A01 


Reprint: Transient Situational Disturbances: Course 
and Outcome. 
AD-A058 022/5GI 


GUNDERSON, G. E. 


Tungsten Cladding of W-UO sub 2 Nuclear-Rocket 

Fuel Subsections by Vapor Deposition. 

ANL-7235 78-03 18J PC A03/MF A0O1 
GUNDERSON, JAMES L. 

AN/AIC-27(V) (XA-2) Aircraft Interphone System. 

AD-906 275/3GI 78-14 17B PC A04/MF A01 
GUNDERSON, JOHN 


Development of Written Tests for Certification of 
Emission Laboratory Technicians. 
PB-276 050/2GI 78-08 5I 


GUNDERSON, P. 


Frost Protection of Buried Water and Sewage Pipes. 
Three Articles -- Translation. 
AD-A051 681/5GI 78-13 13B PC A04/MF A01 


GUNDERSON, RICHARD HOWARD 


Zero Base Budgeting - A Comparative Analysis. 
AD-A048 532/6GI 78-07 5A PC A07/MF A01 


GUNION, J. F. 


Recent Developments in the Theory of Large Trans- 

verse Momentum Processes. 

SLAC-PUB-1806 78-16 20H PC A02/MF A01 
GUNKEL, ROBERT C. 

Observations of Portland Cement Concrete and 


Porous Friction Course Pavement Construction. 

AD-A052 282/1GI 78-14 1E PC A0S/MF A0O1 
GUNKEL, W. W. 

Anerobic Fermentation of Agricultural Residues: 

Potential for Improvement and Implementation. 

Sixth Quarter (Third Semi-Annual) Progress Report, 

September 16, 1977--December 15, 1977. 

COO/2981-6 78-17 21D MF A01 
GUNMAN, WILLIAM 

Pulsed Plasma Radio Frequency Interference Stu- 

dies. 

AD-A049 581/2GI 


GUNN, IRA P. 


Apple Is Not an Orange But Is Good in Its Own 
Right -- A Response to Professional Conflict 
Between ASA and AANA. 

HRP-0024331/1GI_ 78-24 6E Not Available NTIS 


GUNN, JEROME A. 


Borehole Aerostatic Ground Support System. 
PATENT-4 072015 78-17 8! Not available NTIS 


Square Hole Drill. 
PATENT-4 074 778 
GUNN, JOHN 


Management of the Mentally Abnormal Offender -- 
Integrated or Parallel. 


HRP-0024368/3GI 78-16 6E Not Available NTIS 
GUNN, R. D. 


Problems Solved and Problems Not Solved in UCG. 
CONF-770510-6 78-03 8! PC A02/MF A01 
GUNN, S. R. 

Calorimetric Measurements of Laser Energy and 
Power: 1977 Supplement. 

UCRL-51873(Sup.1) 78-13 20F PC A02/MF A01 
Energy Balance Measurements for Shiva. 
UCRL-79801 78-14 18A PC A02/MF A01 


78-05 5K PC A02/MF A01 


78-24 5J PC A02/MF A01 


PC A08/MF A01 


78-09 201 PC A04/MF A01 


78-15 8! Not available NTIS 


Tests of a Commercial Version of the LLL Model 
LC-13 Laser Beam Calorimeter. 
UCID-17447 78-02 20E PC A02/MF A01 


GUNNER, HAIM B. 


The Impact of Urbanization on New England Lakes. 
An Experiment in Regional  Interdisciplinary 
Research to Assist Lake Management Efforts. 


Volume 1. 
PB-283 514/8GI 78-22 13B PC A08/MF A01 


The Impact of Urbanization on New England Lakes. 
An Experiment in Regional  interdisciplinary 
Research to Assist Lake Management Efforts. 
Volume 2. 

PB-283 515/5GI 78-22 138 PC A03/MF A01 


The Impact of Urbanization on New England Lakes. 
An Experiment in Regional  Interdisciplinary 
Research to Assist Lake Management Efforts. 
Volume 3. Selected Technical Papers. 

PB-283 516/3GI 78-22 13B PC A16/MF A01 


The Relationship of Lake Quality to Specific Ur- 
banization Stresses. 
PB-281 579/3GI 


Fundamental Studies on the Synthesis of Hydrazine 
by the Photolysis of Ammonia at 1849 Angstroms 
and by the Decomposition of Ammonia with Mercu- 
ry-6( P ) Atoms 

AD-026 375/6GI 78-21 7C PC A06/MF A01 


The Thermal Decomposition of Hydrazine on Vari- 
ous Surfaces 
AD-025 612/3GI 


GUNNING, HARRY E. 


The Photochemical Synthesis of Endothermic Com- 
pounds 
AD-095 973/4GI 78-22 7B PC A02/MF A01 


The Photochemical Synthesis of Endothermic Com- 
pounds 
AD-105 541/7GI 


Studies on Hydrazine 
AD-029 000/7GI 78-21 7C PC A02/MF A01 


Studies on the Photochemical Synthesis of 
Hydrazine and Other Endothermic Compounds 
AD-040 238/8G! 78-21 7C PC A02/MF A01 


Studies on the Photochemical Synthesis of 
Hydrazine and Other Endothermic Substances 
AD-035 690/7GI 78-21 7C PC A02/MF A01 


GUNNING, JOHN E. 


Training and Function of a Women's Health-Care 
Specialist, a Physician's Assistant or Nurse Practi- 
tioner in Obstetrics and Gynecology. 

HRP-0016270/1GI 78-04 6E Not Available NTIS 


GUNNINK, R. 


Gamma Spectrometric Methods for Measuring Plu- 
tonium. 
UCRL-80464 


GUNNISON, DOUGLAS 


Reprint: Experimental Human ‘Trichophyton Men- 
tagrophytes’ Infections. 
AD-A050 952/1GI 78-11 6E PC A02/MF A01 


Mineral Cycling in Salt  Marsh-Estuarine 
Ecosystems; Ecosystem Structure, Function, and 
General Compartmental Model Describing Mineral 
Cycles. 

AD-A052 737/4GI 


GUNSALUS, I. C. 
Enzymatic and chemical studies on organic acid 
metabolism. 1953. 
AD-472 258/3GI 78-14 6A PC A02/MF A01 


Studies on Organic Acid Metabolism, 
AD-202 185/5Gi 78-13 6A PC A02/MF A01 


GUNSSER, W. 


Concerning the Temperature Behavior of exp 7 Li, 
exp 23 Na, and exp 133 Cs Resonances in the Lithi- 
um, Sodium, and Cesium Forms of the Synthetic 
Zeolite Linde 13X in the H sub 2 O- and D sub 2 O- 
Saturated State. 
ANL-Trans-1133 


GUNST, R. F. 


Deletion of Principal Components in Regression. 
AD-A050 576/8GI 78-11 12A PC A02/MF A0O1 


Milking Data through Biased Regression 
Techniques, 
AD-A053 632/6GI 


GUNST, RICHARD F. 


Reprint: Biased Estimation in Regression: An 
Evaluation Using Mean Squared Error. 
AD-A058 163/7GI 78-24 12A PC A02/MF A01 


Reprint: Communications in Statistics: 1972-1976. 
AD-A056 672/9GI 78-22 12A PC A02/MF A01 


GUNTER, BOBBY J. 


Hazard Evaluation and Technical Assistance No. TA 
77-24, United States Post Office, Denver, Colorado, 


78-18 13B PC A03/MF A01 


78-21 7D PC A02/MF A01 


78-22 7C PC A02/MF A01 


78-23 18) PC A02/MF A01 


78-14 6F PC A07/MF A01 


78-25 7D PC A02/MF A01 


78-16 12A PC A02/MF A01 


GUPTA, B. K. 


PB-278 835/4GI 78-14 6J PC A02/MF A01 


Hazard Evaluation and Technical Assistance Report 
No. TA 77-58, King Soopers, Inc., Colorado Springs, 
Colorado, 

PB-278 964/2GI 78-14 6J PC AQ2/MF A01 


Hazard Evaluation and Technical Assistance Report 
No. TA 77-64, Jefferson County Road and Bridge 
Department, Golden, Colorado, 

PB-278 839/6G! 78-14 6J PC A02/MF A01 


Health Hazard Evaluation Determination Report 
Number 75-30-266, Steiger Tractor, Inc., Fargo, 
North Dakota, 

PB-273 711/2GI 78-03 6J PC A02/MF A01 


Health Hazard Evaluation Determination Report 
Number 76-99-397, Redfield Company, Denver, 
Colorado, 

PB-273 746/8GI 78-03 6J PC A03/MF A01 


Health Hazard Evaluation Determination Report 
Number 76-109-351, H. Paul Fanning, D.D.S., 
Cheyenne, Wyoming, 

PB-273 743/5GI 78-03 6J PC A02/MF A01 


Health Hazard Evaluation Determination Report 
Number 77-4-402, A and S Tribal Industries, Poplar, 


Montana, 
PB-273 707/0GI 78-03 6J PC A02/MF A01 


Health Hazard Evaluation/Toxicity Determination 
Report 77-104-446, Arapahoe Pattern Company, En- 
glewood, Colorado. 
PB-278 042/7GI 


GUNTER, FRED L. 


A Study of Rocket Thrust Control by Gas Injection 
AD-324 548/7GI 78-16 20D PC A06/MF A01 


GUNTER, GORDON 


Studies on the Time Course of Salinity and Tem- 
perature Adaptation in the Commercial Brown 
Shrimp Penaeus aztecus Ives. 
AD-A045 674/9G! 78-01 


GUNTER, K. K. 


Uptake of 45 Ca(+ ) and 54 Mn(+ ) by Rat Liver 

Submitochondrial Particles. 

UR-3490-1237 78-17 6C PC A02/MF AO1 
GUNTER, LAURIE M. 


Toward a Nursing Gerontology. 
HRP-0023848/5G! 78-11 5K Not Available NTIS 


GUNTER, T. E. 


Uptake of 45 Ca(+ ) and 54 Mn(+ ) by Rat Liver 
Submitochondrial Particles. 
UR-3490-1237 78-17 6C PC A02/MF A0O1 


GUNTERMANN, K. L. 


Alternative Policies for Controlling Nonpoint 
Agricultural Sources of Water Pollution. 
PB-280 757/6GI 78-17 13B PC A15/MF A01 


GUNTHER, J. 
Cable Television - Basic Questions and Answers for 


City Officials, 
PB-277 685/4GI 


GUNTHER, L. J. 


REVS Maintenance Manual. SREP Final Report. 
Volume Ill. 
AD-A046 573/2G! 78-03 9B PC A20/MF A01 


REVS Users Manual. SREP Final Report. Volume Ii. 

AD-A046 572/4GI 78-03 9B PC A18/MF A01 
GUNWALDSEN, D. 

Study of Potential Coal Utilization, 1985--2000. 

BNL-50771 78-23 10A PC A09/MF A01 
GUO, T. 

Employing Static Excitation Control and Tie Line 


Reactance to Stabilize Wind Turbine Generators. 
N78-20603/4GI 78-15 10A PC A0S/MF A01 


Employing Statid Excitation Control and Tie Line 
Reactance to Stabilize Wind Turbine Generators. 
DOE/NASA/3132-78/1 


78-20 


78-12 6J PC A02/MF A01 


8A PC A16/MF A01 


78-12 17B PC A03/MF A01 


10B PC A0S/MF A01 
GUPIA, S. K. 


Estimation of Ground Temperature from Gfcr 
Radiometric Signal. 
N78-15626/2GI 


GUPPY, J. G. 


Simulation of Operational and Safety Transients in 
LMFBR Systems. 
BNL-NUREG-23113 


GUPTA, A. K. 


Deposition of Pyrocarbon from C sub 2 H sub 2 --C 
sub 3 H sub 6 --Ar Gas Mixtures: Coating under 
Adiabatic Conditions. 
GERHTR-172 


GUPTA, B. K. 


Kinetics of Pack Aluminization of Nickel. 
N78-15231/1GI 78-10 11F PC A04/MF A01 


78-10 8G PC A0S/MF A01 


78-17 181 PC AQ2/MF A01 


78-01 18J MF A01 


PA-543 





GUPTA, B. P. 


Textile Drying Using Solarized Cylindrical Can 
Dryers to Demonstrate the Application of Solar 
Energy to Industrial Drying or Oehydration 
Processes: Phase |. Final Report. 

ORO-5124-1 78-22 13A PC A10/MF A01 


GUPTA, D. 


Nuclear Safeguards and Physical Protection. 
AED-Conf-76-660-022 78-09 18J MF A01 


GUPTA, G. N. 


Simplified Multiple Scattering Model for Radiative 
Transfer in Turbid Water. 
N78-26514/7GI 78-21 14B PC A04/MF A01 


GUPTA, H. C. 


Numerical Computations of Two-Dimensional, Un- 
steady Sprays for Application to Internal Com- 


bustion Engines. 
UCID-17700 78-16 21G PC A03/MF A01 


GUPTA, ISHWAR 


How the Revised Unit Management Program at 
Cook County Hospital Eliminated 87 Jobs and 
Saved $400,000. 
HRP-0017361/7G! 


GUPTA, J. N. 


Determination of Scattering Functions and Their Ef- 
fects on Remote Sensing of Turbidity in Natural 
Waters. 

N78-15551/2GI 78-10 17H PC A07/MF A01 


GUPTA, K. P. 


Determination of a Definition of Solar Grade Sil- 
icon. Final Report, October 1975--September 1976. 
DOE/JPL/954338-76 78-26 10B PC A09/MF A01 


GUPTA, M. 


Electronically Driven Phonon Anomalies and Phase 
Transformations. 
AD-A055 746/2GI 


GUPTA, MAHENDRA K. 


Screening/Flotation Treatment of Combined Sewer 
Overfiows. Volume |. Bench Scale and Pilot Plant 
Investigations. 

PB-272 834/3GI 78-01 13C PC A13/MF A01 


GUPTA, MICHELE 


Reprint: Electronic Structure and Lattice Instability 
of Metallic VO 2. 
AD-A053 142/6GI 78-15 20L PC A02/MF A01 


Reprint: Electronic Structure and Proton Spin-Lat- 
tice Relaxation in PdH. 
AD-A057 676/9GI 


GUPTA, NARENDRA K. 


F100 Multivariable Control Synthesis Program. 
Volume Il. Appendices A through K. 
AD-A052 346/4GI 78-14 21E MF AO1 


F100 Multivariable Control Synthesis Program. 
Volume 1. Development of F100 Control System. 
AD-A052 420/7GI 78-14 21E PC A14/MF A01 


GUPTA, OM P. 


Interactive Digital Receiver Simulator (IDRS) System 
User's Manual and Software Documentation, 
AD-A053 684/7GI 78-16 9E PC A07/MF A01 


GUPTA, P. D. 


Neurohumoral Control Mechanisms in the Regula- 
tion of Cardiovascular Function and Fluid and Elec- 
trolyte Balance. 

AD-A050 455/5GI 


GUPTA, P. K. 


Reprint: Electron Microscope Observations of 
Phase Separation Near Spinodal Boundary in a 
Sodium Borosilicate Glass. 

AD-A045 777/0GI 78-01 11B PC A02/MF A01 


GUPTA, PRADEEP K. 


Mechanics of Roller instability in Roller Bearings. 
AD-A051 541/1GI 78-12 131 PC A04/MF A01 


Rolling Element Bearing and Lubricant Technology 
Program. Part |. Prediction of Torque in DMA 
Bearings. 

AD-A056 398/1GI 78-21 131 PC A03/MF A01 


78-06 6E Not Available NTIS 


78-20 20L PC A02/MF A01 


78-23 7D PC A02/MF A01 


78-10 6P PC A02/MF A01 


A Note on Optimal Subset Selection Procedures. 
AD-A056 734/7GI 78-22 12A PC A02/MF A01 


On Rules Based on Sample Medians for Selection 
of the Largest Location Parameter. 
AD-A047 948/5GI 78-06 12A PC A03/MF A01 


On Subset Selection Procedures for Poisson Popu- 
lations, 
AD-A056 577/0GI 78-21 12A PC A03/MF A01 
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NTIS Data Base). 
NTIS/PS-77/1139/3GI 

78-04 13) PC NO1/MF NO1 
Industrialized Housing (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0864/5GI 

78-21 13M PC NO1/MF NO1 


Infrared Techniques for Nondestructive Testing 
(Citations from the Engineering index Data Base). 
NTIS/PS-78/0359/6GI 


78-13 14B PC NO1/MF NO1 


Infrared Techniques for Nondestructive Testing 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0358/8G! 


78-13 14B PC NO1/MF NO1 
Intrusion and Weapon Detection: Crime Prevention 


(Citations from the Engineering Index Data Base). 
NTIS/PS-77/1105/4GI 


78-04 15C PC NO1/MF NO1 


Intrusion and Weapon Detection: Crime Prevention 
(Citations from the NTIS Data Base). 
NTIS/PS-77/1104/7GI 

78-04 15C PC NO1/MF NO1 


Journal Bearings (Citations from the NTIS Data 


Base). 
NTIS/PS-77/1126/0GI 78-04 131 PC NO1/MF NO1 


Journal Bearings. Volume 1. 1970-October 1976 
(Citations from the Engineering index Data Base). 
NTIS/PS-77/1127/8G! 78-04 131 PC NO1/MF NO1 


Journal Bearings. Volume 2. November 1976 - 
November 1977 (Citations from the Engineering 
Index Data Base). 

NTIS/PS-77/1128/6GI 78-04 131 PC NO1/MF NO1 


Laser Cutting and Machining: Metals (Citations 
from the Engineering Index Data Base). 
NTIS/PS-78/0852/GI_ 78-21 13H PC NO1/MF NO1 


Laser Cutting and Machining: Nonmetals (Citations 
from the Engineering Index Data Base). 
NTIS/PS-78/0853/8GI 

78-21 13H PC NO1/MF NO1 


Lighter than Air Vehicles (Citations from the En- 
gineering Index Data Base). 
NTIS/PS-78/0410/7GI 78-14 1C PC NO1/MF NO1 


Lighter Than Air Vehicles (Citations from the NTIS 
Data Base). 
NTIS/PS-78/0409/9GI 78-14 1C PC NO1/MF NO1 


Liquid Bearings (Citations from the Engineering 
Index Data Base). 
NTIS/PS-77/1125/2GI 78-04 131 PC NO1/MF NO1 


Liquid Bearings (Citations from the NTIS Data 


Base). 
NTIS/PS-77/1124/5GI 78-04 131 PC NO1/MF NO1 


Machine Automation and Numerical Control. 
Volume 3. 1974-June, 1977 (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0752/2GI 

78-20 13H PC NO1/MF NO1 


Machine Automation and Numerical Control. 
Volume 4. July, 1977-June, 1978 (A Bibliography 
with Abstracts). 
NTIS/PS-78/0753/0GI 

78-20 13H PC NO1/MF NO1 


Maneuvering Aircraft: Noise Pollution and Control. 
Volume 1. 1964-1975 (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0929/6GI 

78-22 20A PC NO1/MF NO1 


Maneuvering Aircraft: Noise Pollution and Control. 
Volume 2. 1976-July, 1978 (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0930/4GI 

78-22 20A PC NO1/MF NO1 
Marine Anchors (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0902/3GI 

78-22 13J PC NO1/MF NO1 
Marine Anchors (Citations from the NTIS Data 
Base). 
NTIS/PS-78/0901 /5GI 

78-22 13J PC NO1/MF NO1 
Marine Fouling (Citations from the Engineering 
index Data Base). 
NTIS/PS-78/0740/7GI 

78-20 13J PC NO1/MF NO1 
Marine Fouling (Citations from the NTIS Data Base). 
NTIS/PS-78/0739/9GI 

78-20 13J PC NO1/MF NO1 
Marine Propellers: Design and _ Fabrication 


(Citations from the Engineering Index Data Base). 
NTIS/PS-77/1035/3GI 


78-03 13J PC NO1/MF NO1 
Marine Propellers: Design and 


(Citations from the NTIS Data Base). 
NTIS/PS-77/1034/6GI 


78-03 13J PC NO1/MF NO1 


Marine Propellers: Fluid Mechanics and Mechanical 
Properties (Citations from the Engineering Data 


jase). 

NTIS/PS-77/0926 /4GI 

78-01 13J PC NO1/MF NO1 
Marine Propellers: Fluid Mechanics and Mechanical 
Properties (Citations from the Engineering Index 
Data Base). 
NTIS/PS-78/1026/0GI 

78-24 13J PC NO1/MF NO1 
Marine Propellers: Fluid Mechanics and Mechanical 


Properties (Citations from the NTIS Data Base). 
NTIS/PS-77/0925 /6GI 


78-01 13J PC NO1/MF NO1 
Mathematical Analysis of Stress Cracks. Volume 1. 


1974-June, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0768 /8GI 


78-20 20K PC NO1/MF NO1 


Fabrication 





Metrication in the United States (A Bibliography 
with Abstracts). 
NTIS/PS-78/0316/6GI 

78-12 14B PC NO1/MF NO1 


Microcomputers. Part 4. Process Control Applica- 
tions (Citations from the Engineering Index Data 


Base). 
NTIS/PS-78/0616/9GI 78-17 9B PC NO1/MF NO1 


Motor Vehicle Tires: Skid and Wear Resistance; 
Nondestructive Tests: Safety (Citations from the En- 
ineering index Data Base). 
TIS/PS-78/0923/9GI 
78-22 13F PC NO1/MF NO1 


Motor Vehicle Tires: Skid and Wear Resistance; 
Nondestructive Tests: Safety (Citations from the 
NTIS Data Base). 
NTIS/PS-78/0922/1GI 

78-22 13F PC NO1/MF NO1 


Natural Gas: Marine Transportation (A Bibliography 
with Abstracts). 
NTIS/PS-78/0729/0GI 

78-19 21D PC NO1/MF NO1 


Natural Gas Pipeline Construction (Citations from 
the Engineering Index Data Base). 
NTIS/PS-77/1055/1GI 


78-03 13B PC NO1/MF NO1 


Night Vision Devices (Citations from the Engineer- 
ing Index Data Base). 
NTIS/PS-78/0934/6GI 


78-22 17E PC NO1/MF NO1 
Night Vision Devices (Citations from the NTIS Data 
B 


ase). 
NTIS/PS-78/0933/8GI 
78-22 17E PC NO1/MF NO1 


Nondestructive Testing of Pavements and Pavement 
Bases. (A Bibliography with Abstracts). 
NTIS/PS-78/0014/7GI 

78-06 13B PC NO1/MF NO1 


Nondestructive Ultrasonic Testing and Inspection. 
Volume 2. May, 1976-April, 1977 (Citations from the 
Engineering Index Data Base). 
NTIS/PS-78/0567/4GI 

78-16 148 PC NO1/MF NO1 


Nondestructive Ultrasonic Testing and inspection. 
Volume 3. May, 1977-March, 1978 (Citations from 
the Engineering Index Data Base). 
NTIS/PS-78/0568/2GI 

78-16 14B PC NO1/MF NO1 


Nondestructive Ultrasonic Testing and Inspection. 
Volume 4. May, 1976-April, 1977 (Citations from the 
NTIS Data Base). 
NTIS/PS-78/0565/8GI 

78-16 148 PC NO1/MF NO1 


Nondestructive Ultrasonic Testing and Inspection. 
Volume 5. May, 1977-March, 1978 (Citations from 
the NTIS Data Base). 
NTIS/PS-78/0566/6GI 

78-16 148 PC NO1/MF NO1 


Numerical Methods in Fluid Flow Problems. Volume 
3. August, 1976-August, 1977 (A Bibliography with 
Abstracts). 
NTIS/PS-78/0823/1GI 

78-21 20D PC NO1/MF NO1 


Offshore Drilling. Volume 1. 1964-1975 (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0748/0GI 78-20 8! PC NO1/MF NO1 


Offshore Drilling. Volume 2. 1976-June, 1978 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0749/8GI 78-20 8! PC NO1/MF NO1 


Offshore Pipelines “ Bibliography with Abstracts). 
NTIS/PS-78/0179/8G 


78-10 13J PC NO1/MF NO1 
Offshore Structures (A Bibliography with Abstracts). 
NTIS/PS-78/0750/6GI 

78-20 13B PC NO1/MF NO1 


Parachutes and Decelerators. Volume 2. 1974- 
March, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0320/8G! 78-12 1C PC NO1/MF NO1 


Prestressed Concrete Technology (Citations from 
the Engineering Index Data Base). 
NTIS/PS-78/0133/5GI 


78-09 13C PC NO1/MF NO1 


Prestressed Concrete Technology (Citations from 
the NTIS Data Base). 
NTIS/PS-78/0132/7GI 

78-09 13C PC NO1/MF NO1 


Remotely Piloted Vehicles. Volume 2. November 
1975-November 1977 (A Bibliography with Ab- 
stracts). 

NTIS/PS-77/1143/5GI 78-05 1C PC NO1/MF NO1 
Roller Bearings (Citations from the Engineering 
Data Base). 

NTIS/PS-77/0987/6GI 78-02 131 PC NO1/MF NO1 


Roller Bearings (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/1111/0G!I 78-26 131 PC NO1/MF NO1 


Roller Bearings (Citations from the NTIS Data 
B 


ase). 
NTIS/PS-77/0986/8G! 78-02 131 PC NO1/MF NO1 
Roller Bearings (Citations from the NTIS Data 
Base). 
NTIS/PS-78/1110/2GI 78-26 131 PC NO1/MF NO1 


Roofs and —- Technology. Volume 1, 1964- 
1974 (A Bibliograp! et, with Abstracts). 
NTIS/PS-78/1012/ 

78-24 13M PC NO1/MF NO1 


Roofs and Roofing Technology. Volume 2. 1975-Au- 
gust, 1978 (A Biblio ography with Abstracts). 


NTIS/PS-78/1013/8 
78-24 13M PC NO1/MF NO1 


Schlieren and Shadowgraph Photography (Citations 
from the NTIS Data Base). 
NTIS/PS-78/0411/5GI 


78-14 14E PC NO1/MF NO1 


Schlieren and Shadowgraph Photography. Part 1. 
Flow Visualization and Measurement (Citations from 
the Engineering Index Data Base). 
NTIS/PS-78/0412/3GI 

78-14 14E PC NO1/MF NO1 


Schlieren and Shadowgraph Photography. Part 2. 
General Studies (Citations from the Engineering 
Index Data Base). 

NTIS/PS-78/0413/1GI 


78-14 14E PC NO1/MF NO1 


Seismic Detection. Part 1. General Studies (A 
Bibliography with Abstracts). 
NTIS/PS-78/0251/5GI 

78-11 17J PC NO1/MF NO1 


Seismic Detection. Part 2. Nuclear Events. Volume 
3. 1975-February, 1978 (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0252/3G! 

78-11 17J PC NO1/MF NO1 


Shear Flow. Part 1. Liquids (A Bibliography with Ab- 
stracts). 
NTIS/PS-77/1037/9GI 

78-03 20D PC NO1/MF NO1 
Shear Flow. Part 1, Liquids (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/1160/7GI 

78-26 20D PC NO1/MF NO1 


Shear Flow. Part 2. Gases. Volume 2. 1970-October 
1977 (A Bibliography with Abstracts). 
NTIS/PS-77/1038/7GI 

78-03 20D PC NO1/MF NO1 


Shear Flow, Part 2. Gases. Volume 2. 1970-Sep- 
tember, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/1161/5GI 


78-26 20D PC NO1/MF NO1 


Shear Flow. Part 3. General Studies (A Bibliography 
with Abstracts). 
NTIS/PS-77/1039/5G! 

78-03 20D PC NO1/MF NO1 


Shear Flow. Part 3. General Studies (A Bibliography 
with Abstracts). 
NTIS/PS-78/1162/3GI 


78-26 20D PC NO1/MF NO1 


Shipborne Containers and  Containerization 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0461/0GI 

78-15 13D PC NO1/MF NO1 


Simulators in Education and Training. Volume 2. 
1974-April, 1977 (A aaiageaty with Abstracts). 
NTIS/PS-78/0378/6GI 13 51 PC NO1/MF NO1 


Simulators in Education and Training. Volume 3. 
May, 1977-March, 1978 (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/0379/4GI_ 78-13 5I PC NO1/MF NO1 


Soil Compaction/Consolidation (Citations from the 
Engineering Index Data Base). 
NTIS/PS-78/0726/6GI 78-19 8M PC NO1/MF NO1 
Soil Compaction/Consolidation (Citations from the 
NTIS Data Base). 
NTIS/PS-78/0725/8GI 78-19 8M PC NO1/MF NO1 
Soil Erosion Control (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0641/7GI 

78-18 13B PC NO1/MF NO1 
Soil Stabilization. Volume 1. 1964-1974 (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0723/3GI 78-19 8M PC NO1/MF NO1 


Soil Stabilization. Volume 2. 1975-June, 1978 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0724/1GI 78-19 8M PC NO1/MF NO1 


Soil Structure Interactions (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0717/5GI 78-19 8M PC NO1/MF NO1 


Stress Crack Phenomena. Volume 2. May, 1975- 
January, 1977 (A Bibliography with Abstracts). 
NTIS/PS-78/0148/3GI 


78-09 20K PC NO1/MF NO1 


HABERCOM, GUY E. JR. 


Stress Crack Phenomena. Volume 3. February, 
1977-~January, 1978 - Bibliography with Abstracts). 


NTIS/PS-78/0149/1 
20K PC NO1/MF NO1 


Structural Foundations in Soils, ice, Snow, and Per- 
mafrost. —e 2. 1972-May 78, (A Bibliography 
with Abstracts). 
NTIS/PS-78/0869/0GI 

78-16 13M PC NO1/MF NO1 


Supertankers and Superports (Citations from the 
Engineering index Data Base). 
NTIS/PS-78/0815/7GI 


78-20 13J PC NO1/MF NO1 


Supertankers and Superports (Citations from the 
NTIS Data Base). 
NTIS/PS-78/0814/0GI 

78-20 13J PC NO1/MF NO1 


Surface Effect Vehicles and Surface Effect: General 
Studies. Volume 2. 1972-June, 1978 (A Bibliography 
with Abstracts). 

NTIS/PS-78/0874/4GI 78-21 1C PC NO1/MF NO1 


Surface Effect Vehicles/Ships in Marine Environ- 
ments (Citations from the Engineering index Data 
Base). 
NTIS/PS-78/0863/7GI 

78-21 13J PC NO1/MF NO1 


Surface Effect Vehicles/Ships in Marine Environ- 
ments (Citations from the NTIS Data Base). 
NTIS/PS-78/0862/9GI 

78-21 13J PC NO1/MF NO1 


Thermal Insulation for Buildings (Citations from the 
Engineering Index Data Base). 
NTIS/PS-78/0354/7GI 

78-13 13M PC NO1/MF NO1 


Thermal insulation for Residential Homes (Citations 
from the NTIS Data Base). 
NTIS/PS-78/0353/9GI 

78-13 13M PC NO1/MF NO1 


Thrust, Sleeve, and Jewel Bearings (Citations from 
the NTIS Data Base). 
NTIS/PS-77/1134/4GI 78-04 131 PC NO1/MF NO1 


Thrust, Sleeve, and Jewel Bearings. Volume 2. 
1974-November 1977 (Citations from the Engineer- 
ing Index Data Base). 

NTIS/PS-77/1135/1GI 78-04 131 PC NO1/MF NO1 


Tire Hydroplaning (A Bibliography with Abstracts). 
NTIS/PS-78/0776/1GI 
78-20 13F PC NO1/MF NO1 


Tracked Air Cushion Vehicle and Magnetic Levita- 
tion (Citations from the NTIS Data Base). 
NTIS/PS-78/0265/5GI 

78-11 13F PC NO1/MF NO1 


Tracked Air Cushion Vehicles and Magnetic Levita- 
tion (Citations from the Engineering index Data 
Base). 
NTIS/PS-78/0266/3GI 

78-11 13F PC NO1/MF NO1 


Tsunamis (A Bibliography with Abstracts). 
NTIS/PS-77/1165/8G!I 78-05 8C PC NO1/MF NO1 


Tunnel Construction. Volume 1. 1964-1976 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0847 /0GI 

78-21 13B PC NO1/MF NO1 


Tunnel Construction. Volume 2. 1977-July, 1978 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0848/8G! 

78-21 138 PC NO1/MF NO1 


Tunnel Construction. Volume 5. September, 1977- 
July, 1978 (Citations from the Engineering Index 
Data Base). 
NTIS/PS-78/0850/4GI 

78-23 138 PC NO1/MF NO1 


Turbine Blades: Erosion and Corrosion (Citations 
from the Engineering Index Data Base). 
NTIS/PS-78/0145/9GI 

78-09 21E PC NO1/MF NO1 
Turbine Blades: Erosion and Corrosion (Citations 
from the NTIS Data Base). 
NTIS/PS-78/0144/2GI 

78-09 21E PC NO1/MF NO1 
Underwater Breathing Apparatus (A Bibliography 
with Abstracts). 
NTIS/PS-77/0984/3GI 78-02 6K PC NO1/MF NO1 
Underwater Breathing Apparatus (A Bibliography 
with Abstracts). 
NTIS/PS-78/1100/3G!I_ 78-25 6K PC NO1/MF NO1 


Underwater Clothing, Tools, and Equipment (A 
Bibliography with Abstracts). 
NTIS/PS-77/0982/7Gi 78-02 6K PC NO1/MF NO1 


Underwater Clothing, Tools, and Equipment. 
Volume 2. 1977-September, 1978 (A Bibliography 
with Abstracts). 

NTIS/PS-78/1098/9G!I 78-25 6Q PC NO1/MF NO1 


Underwater Construction and Mining (A Bibliog- 
raphy with Abstracts). 


PA-551 





NTIS/PS-78/0395/0GI 
78-13 13J PC NO1/MF NO1 


Underwater Voice Communication Systems (A 
Bibliography with Abstracts). 
NTIS/PS-77/0983/5GI 

78-02 17B PC .NO1/MF NO1 
Underwater Voice Communication Systems (A 
Bibliography with Abstracts). 
NTIS/PS-78/1099/7GI 

78-25 17B PC NO1/MF NO1 


Use of Ultrasonics in Manufacturing Procedures (A 
Bibliography with Abstracts). 
NTIS/PS-78/0483/4GI 

78-15 13H PC NO1/MF NO1 


Value Engineering in the Building Industry (A 
Bibliography with Abstracts). 
NTIS/PS-78/0897/5GI 

78-21 13M PC NO1/MF NO1 


Wind Effects. Part 1. Buildings and Bridges 
(Citations from the Engineering index Data Base). 
NTIS/PS-77/1065/0GI 

78-03 13M PC NO1/MF NO1 
Wind Effects. Part 1. Buildings and Bridges 
(Citations from the NTIS Data Base). 
NTIS/PS-77/1063/5GI 

78-03 13M PC NO1/MF NO1 


Wind Effects. Part 2. General Structures (Citations 
from the Engineering Index Data Base). 
NTIS/PS-77/1066/8GI 

78-03 13B PC NO1/MF NQ@1 
Wind Effects. Part 2. General Structures (Citations 
from the NTIS Data Base). 
NTIS/PS-77/1064/3GI 

78-03 13B PC NO1/MF NO1 
Wind Shear (Citations from the Engineering Index 
Data Base). 
NTIS/PS-77/1173/2GI 78-05 48 PC NO1/MF NO1 


Wind Shear (Citations from the NTIS Data Base). 
NTIS/PS-77/1172/4GI 78-05 4B PC NO1/MF NO1 


Wire Rope Technology (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0180/6GI 


HABERCOM, GUY JR. 


Earthquake Engineering: Buildings, Bridges, Dams, 
and Related Structures. Volume 3. October, 1977- 
August, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0942/9GI 

78-23 13M PC NO1/MF NO1 


Numerical Methods in Fluid Flow Problems. Volume 
4. September, 1977-July, 1978 (A Bibliography with 
Abstracts). 

NTIS/PS-78/0824/9GI 


78-21 20D PC NO1/MF NO1 
Shipborne Containers and Containerization 


(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0462/8GI 


78-15 13D PC NO1/MF NO1 
Tunnel Construction. Volume 4. 1976-August, 1977 


(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0849/6GI 


78-21 13B PC NO1/MF NO1 


Clothing, Tools, and Equipment. 
1964-1976 (A Bibliography with Ab- 


78-10 1E& PC NO1/MF NO1 


Underwater 
Volume 1. 
stracts). 

NTIS/PS-78/1097/1GI 78-25 6Q PC NO1/MF NO1 


HABERLAND, C. 


Investigation on the Influence of a Hydrodynamic 
Precursor Stage on the Heat Transfer at a Flat 
Channel Wali Untersuchngen Zum Einfluss Eines 
Hydrodynamischen Vorlaufs Auf den Waer- 
meuebergang an Ebene Kanalwaende. 

N78-31397/0GI 78-26 20D PC A03/MF A01 


HABERLAND, W. 
Modern Wing Technology for General Aviation Air- 


craft. 
N78-20127/4GI 


HABERMAN, JEROME 
Charcoal Regeneration. Part |. Mechanism of TNT 


Adsorption. 
AD-A048 757/9GI 


HABERMAN, WOLF 
Cross Reference Index for Equipment Catalog and 


Evaluation Guide. 
PB-286 686/1GI 78-26 18J PC A07/MF A01 


Guideline for the Development of a Methodology for 
Measuring Level of Effectiveness of Physical Pro- 
tection Facilities at Fixed-Site Facilities. 

PB-286 684/6GI 78-26 18J PC A03/MF A01 


Physical Protection Equipment Study. 
PB-286 685/3G! 78-26 18J PC A06/MF A01 
HABERMANN, A. N. 


Modularization and Hierarchy In a Family of Operat- 
ing Systems. 
AD-A056 069/8GI 


78-15 1A PC A07/MF A01 


78-07 7D PC A04/MF A01 


78-21 9B MF A01 


PA-652 


HABERSTROH, R. D. 
Thermal Stratification Enhancement for Solar Ener- 


gy Applications. 
AD-A055 918/7GI 78-20 


HABERSTROH, ROBERT D. 


Thermohaline Convection and Ocean Stratification. 
AD-A047 188/8GI 78-04 8C PC A13/MF AO1 


HABIB, P. A. 
Mobility of People and Goods in the Urban Environ- 


ment. Facilitation of Urban Goods Movement. 

PB-274 570/1GI 78-04 13B PC A06/MF A0O1 
HABLAS, R. 

Reprint: Salmonellosis in Indonesia: Phage Type 

Distribution of ‘Salmonella Paratyphi' A. 

AD-A049 610/9GI 78-09 6M PC A02/MF A01 
HABRAKEN, J. 

Design Methodologies for Energy Conservati: 1 and 

Passive Heating of Buildings Utilizing Improved 

Building Components. Progress Report, 1 August 

1977--31 October 1977. 

COO/4513-1 78-14 
HACHEY, D. L. 


Argonne Bioanalytical Center: A Resource for Col- 
laborative Biomedical Applications of Stable 
Isotopes. 
CONF-761234-3 
HACK, A. 

Respirator Studies for the Nuclear Regulatory Com- 
mission. Protection Factors for Supplied-Air 
Respirators. Progress Report, October 1, 1976--Sep- 
tember 30, 1977. 
LA-7098-PR 


HACK, HARVEY P. 


Galvanic Corrosion of Coated HY-130 Steel Coupled 
to 5456 Aluminum. 
AD-917 920/1GI 78-16 11F PC A02/MF AO1 


Impressed-Current Cathodic Protection for Surface- 

Effect Ships. 

AD-921 556/7GI 
HACK, J. A. 


Study of Grain Boundary Segregation Using the 
Auger Electron Emission Technique. Annual 
Technical Progress Report, Vil, January 1, 1977-- 
December 31, 1977. 
COO-2166-24 
HACKBART, MERLIN M. 


Innovation in State Government Processes: An 
Analysis of Selected Programs, 
PB-283 592/4GI 78-21 


HACKBARTH, H. 


Experiments Concerning the Influence of Reactor 
Irradiation on Hydrogen Diffusion in Zircaloy. 
GKSS-77/E/9 78-09 18J MF A01 


HACKEL, L. A. 


Reprint: Molecular Beam Stabilized Multiwatt Argon 
Lasers. 
AD-A052 982/6GI 


HACKEL, R. P. 


Reprint: Molecular Beam Stabilized Multiwatt Argon 
Lasers. 
AD-A052 982/6G! 


HACKER, D. S. 


Evaluation of an Underwater High Velocity Missile 
(Hydroduct and Hydroductor) 
AD-301 968/4GI 78-16 


HACKER, JOHN 


Releasable Electrical Connector. 
PAT-APPL-899 945/GI 78-24 9A PC AQ2/MF A01 


HACKER, M. P. 


Limitations on Lower Hybrid Heating of Dense, Hot 
Plasmas. 


GA-A-14783 78-18 201 PC A02/MF A01 


A Toxicologic Evaluation of BCNU (NSC-409962) in 
Dogs, Monkeys and Mice. 
PB-282 265/8GI 78-19 6T PC A14/MF A01 


Universal Accessibility Curves for Lower Hybrid 
Waves in a Plasma of Arbitrary lon Composition. 
GA-A-14933 78-25 201 PC A02/MF A01 


HACKERMAN, N. 
Passive iron: A Semiconductor Model for the Oxide 


Film. 
SAND-77-1405C 78-06 
HACKERMAN, NOEMAN 


Capacities of Solid Metal-Solution Interfaces 
AD-202 744/9GI 78-23 11F PC A02/MF A01 


HACKERMAN, NORMAN 


Adsorption from Solution of Stearic Acid on tron; 
Effect on Electrode Potential 
AD-121 516/9GI 78-22 7D PC A03/MF A0O1 


The Anodic Behavior of iron 


10A PC AOS/MF AO1 


13A PC A02/MF AO1 


78-03 6E PC A02/MF A01 


78-18 60 PC A03/MF A01 


78-16 13J PC A03/MF A01 


78-14 11F PC A03/MF A01 


5A PC A04/MF A0O1 


78-15 20E PC A02/MF A01 


78-15 20E PC A02/MF A01 


19H PC A03/MF A01 


11F PC A03/MF A01 


AD-069 753/2GI 78-20 7D PC A04/MF A01 

Capacity of the Electrical Double Layer and Adsorp- 
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Motor Vehicle Emissions Control. Book Three. Air 
Injection Reaction Systems. 
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Canyon 
AD-022 537/5G! 78-21 8J PC A02/MF A01 
Exploration of the Northwest Atlantic Mid-Ocean 
Canyon 
AD-112 897/4GI 78-22 8G PC A02/MF A01 
Precision Measurement of Ocean Depth 
AD-094 895/0GI 78-22 8J PC A02/MF A01 
Smothering of Deep-Sea Benthic Communities from 
Natural Disasters. 
PB-279 527/6GI 78-13 8A PC A07/MF A01 
Reprint: Visual Observations of Contemporary Cur- 
rent Erosion and Tectonic Deformation on the 
Cocos Ridge Crest. 
AD-A045 698/8GI 


HEFELOT, FRED D. 


Reprint: Clinical Implications of Lactose-Positive 
Breast Secretions in Nonpuerperal Females. 


78-16 118 PC A03/MF A01 


Transmissions at Very High 


78-25 18G PC A02/MF A01 


78-01 8G PC A03/MF A01 


HEFT, R. E. 
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The Half-Life of the Styrene Free Radical 
AD-004 712/6GI 78-16 7D PC A02/MF A01 


HEFFER, P. J. H. 


Geometry aan of the Three-Dimensional Monte 
Carlo Particle Transport Code SPARTAN. SPARTAN 
Development Report 4. 
CEGB-RD/B/N-3179 


78-21 18F MF A01 


HEFFERIN, ELIZABETH A. 
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Reprint: Biochemical and Physiological Studies of 
Certain Ticks (ixodoidea): Effects of Relative Hu- 
midity and Starvation on the Water Balance and 
Behavior of Adult ‘Argas (Persicargas) arboreus’ 
(Argasidae). 


AD-A050 066/0G! 78-10 6C PC A0Q2/MF A01 


HEFNER, A. 
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Analysis of MTMC Participation in the REFORGER 
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Decentralizing City Government (An Evaluation of 
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PB-279 447/7GI 78-15 5C PC A08/MF A01 


HEIER, W. C. 
Molded Composite Pyrogen Igniter for Rocket Mo- 


78-16 6E PC A03/MF A01 


78-21 7D PC A02/MF A01 


78-01 13B PC A03/MF A01 


tors. 
PATENT-4 080 901 


78-18 21H Not available NTIS 
HEIFNER, RICHARD G. 


The U.S. Cash Grain Trade in 1974: Participants, 
Transactions, and Information Sources. 
PB-284 096/5GI 78-23 2B PC A05/MF A01 


HEIGHTLEY, J. D. 


Integrated Circuits for Managers. 
SAND-77-0553C 78-16 51 


HEIJBOER, L. C. 


Design of a _ Baroclinic Three-Level 
Geostrophic Model with Special 
Developing Short Frontal Waves. 

N78-28757/0GI 78-23 4B PC A08/MF A0O1 


HELJBOER, R. J. 


Integral Determination of Fission Product Neutron 
Capture Cross Sections for Application in Fast 
Reactors. 


ECN-27 78-20 18K MF AO1 
Pseudo Fission-Product Cross Sections for a Fast 


Breeder Reactor. 
ECN-11 


HEIKEL VINTHER, F. 


Calculation of the individual and Population Doses 
on Danish Territory Resulting from Hypothetical 
Core-Melt Accidents at the Barsebaeck Reactor. 

RISO-356 78-18 6F MF AO1 


HEIKEN, G. 


Stratigraphy of the Bandelier Tuff in the Pajarito 
Plateau. Applications to Waste Management. 
LA-7225-MS 78-25 18G PC A04/MF A01 


HEIKKILA, W. J. 


Electric Field Topology Near the Dayside Mag- 
netopause. 
N77-33737/6GI 78-04 4A PC A03/MF A01 


Energization of Charged Particles to High Energies 
by an Induced Substorm Electric Field within the 
Magnetotail. 

N77-32677/5GI 


PC A02/MF A01 


Quasi- 
Emphasis on 


78-01 18G MF A01 


78-02 4A PC A03/MF A01 





Energization of Charged Particles to High Energies 
by an Induced Substorm Electric Field within the 
Magnetotail. 

TRITA-EPP-77-10 78-09 4A MF A01 


Observations of Auroral Fading Before Breakup. 

N78-25707/8GI 78-20 4A PC A03/MF A01 

Review of Magnetospheric Boundary Layer 

Phenomena and Relations to Current Theories. 

N78-29691/0GI 78-24 4A PC A02/MF A01 
HEIKKILA , WALTER J. 


Auroral Data Analysis. 
AD-A053 262/2GI 


HEIL, J. A. 


BOBL Code. Experimental Verification of the 
Hydraulic Model, Including Effects of Pin Bowing 
and Grids. 
ECN-9 

HEILAND, WILLIAM F. 
Psychiatric Disturbances of Aged Patients in Skilled 


Nursing Homes. 
HRP-0023014/4GI 


HEILFRON, J. 


On the Response of Linear Systems to Non-Gaus- 
sian Noise 
AD-047 842/0GI 


HEILIGMAN, F. 

Low Dose Food Irradiation at Natick. 

AD-A046 622/7GI 78-03 6H PC A03/MF AO1 
HEILMAN, J. 

HCMM Energy Budget Data as a Model Input for 


Assessing Regions of High Potential Groundwater 
Pollution. 


E78-10010 78-02 8H PC A02/MF A01 


HCMM Energy Budget Data as a Model Input for 
Assessing Regions of High Potential Groundwater 
Pollution. 
E78-10145 


HEILMAN, JAMES M. 


Better Homes for the Old. 
HRP-0016184/4GI 78-01 


HEILMAN, MIRIAM 
Foreign Noise Research in Noise Effects. A Survey 


of Foreign Noise Effects Research. 

PB-279 383/4GI 78-15 6F PC AOS/MF A01 
HEILMANN, I. U. 

Electron Hopping and Temperature Dependent Ox- 

idation States of Iron in Ilvaite Studied by Moess- 


bauer Effect. 
INIS-mf-4029 


HEILMANN, O. J. 


Reprint: Lattice Models of Hydrogen-Bonded Sol- 
vents. Il. 
AD-A053 367/9GI 


HEIM, NANCY FOLKS 


Field Manual for Performance Evaluation and 
Troubleshooting at Municipal Wastewater Treat- 
ment Facilities. 
PB-279 448/5GI 


HEIMANN, STEPHEN R. 


Health Facility Planning -- An Example of a Deci- 

sion Flexibility Approach. 

HRP-0018242/8GI_ 78-09 6E Not Available NTIS 
HEIMBACH, C. R. 

Reprint: Three-body Calculation of 

Threshold Electrodisintegration. 

PB-276 232/6GI 78-08 20H Not available NTIS 


HEIMBACH, H. 


Deuterium- and exp 18 O-Content in the Cooling 
Water of Power Station Cooling Towers. 
Juel-1342 78-02 18B MF A01 


HEIMBACH, R. D. 


Reprint: Altitude Decompression Sickness: Hyper- 
baric Therapy Results in 145 Cases. 
AD-A051 442/2GI 78-12 6E PC A02/MF A01 


HEIMBAUGH, R. M. 


Modeling and Parameter Uncertainties for Aircraft 
Flight Control System Design. 
N77-33149/4GI 78-04 


HEIMBIGNER, DENNIS M. 
SEMANOL(76) Interpreter Documentation. Volume 
Iv 


78-15 4A PC A04/MF A01 


78-03 18) MF A01 


78-09 6E Not Available NTIS 


78-21 9D PC A04/MF A01 


78-21 8M PC A02/MF A01 


6E Not Available NTIS 


78-22 8G MF AO1 


78-16 7D PC A02/MF A01 


78-15 13B PC A18/MF A01 


Two-body 


1C PC A07/MF A01 


AD-A049 475/7GI 
HEIMBOLD, G. K. 


Design of an Attitude Control System for an As- 
tronomical Research Satellite. 
N78-14079/5GI 78-09 22C PC A07/MF A01 


Dynamic Model of a Three Axis Stabilized Geosta- 
tionary Satellite with Fiexible Solar Arrays in Normal 
Operation. 

N78-14082/9GI 


78-09 98 PC A03/MF A01 


78-09 22B PC A07/MF A01 


HEIMBUCH, A.H. 


Some Characteristics of a Growth Stimulant in Corn 
Steep Liquor for Lactobacillus Casei 
AD-116 780/8GI 78-16 6M PC A02/MF A01 


HEIMBURGER, D. A. 
A Survey of Electric and Hybrid Vehicle Simulation 
Programs, Volume 1. 
N78-28269/6GI 78-23 
HEIMBURGER, G. 


Toxicological Investigation of Zinc and Titanium 
Smoke Compositions. A Literature Study Tox- 
ikologisk Undersoekning AV Zink- och Titanroek- 
satser. En Litteraturstudie. 

N78-29744/7GI 78-24 6T PC A02/MF AO1 


HEIMERDINGER, W. L. 


A Graph Theoretic Approach to Fault Tolerant Com- 

puting. 

AD-A046 458/6GI 
HEIMERL, J. M. 


BENCHMARK-76: Model Computations for 
Disturbed Atmospheric Conditions. |. Input Parame- 


13F PC A06/MF A01 


78-03 9B PC A04/MF A01 


ters, 
AD-A050 355/7GI 78-10 4A PC A03/MF A01 


BENCHMARK-76: Model Computations for 
Disturbed Atmospheric Conditions. Il. Results for 
the Stratosphere and Mesosphere. 

AD-A054 325/6GI 78-17 4A PC A04/MF A01 


BENCHMARK-76: Model Computations for 
Disturbed Atmospheric Conditions. Ill. Results for 
Selected Excitation Parameters at 60 km. 

AD-A054 376/9G! 78-17 4A PC A04/MF A01 


HEIMILLER, R. C. 


Bistatic Clutter Data Measurements Program. 
AD-A049 037/5GI 78-08 171 PC A15/MF A01 


HEIMLICH, F. H. 


Comparison of Inelastic Electron and Positron Scat- 
tering Cross Sections on exp 12 C and exp 27 Al. 
DESY-77/40 78-22 20H MF A01 


Shadowing Effect in Inelastic Electron Scattering 
on exp 12 C and exp 27 Al Nuclei at Small Four Mo- 
mentum Transfer. 
DESY-77/55 


HEIMLICH, T. N. 


Reprint: Quantitative intracavity Laser Detection of 
NO2 by Optical Multichannel Analysis. 
AD-A046 723/3GI 78-03 7D PC A02/MF A01 


HEIMO, A. 


First Results Obtained from the Swiss Mobile 
System for Solar Radiation Measurements. 
CONF-7608108-1 78-08 48 PC A02/MF A01 


HEIMSTRA, NORMAN W. 


The Effects of Smoking on Peripheral Movement 
Detection. 
AD-A047 743/0G! 78-05 60 PC A04/MF A01 


The Effects of Smoking on Peripheral Movement 
Detection and Time Estimation Performance. 
AD-A052 693/9GI 78-14 6T PC A02/MF A01 


The Effects of Smoking on Time Estimation Per- 
formance. 
AD-A047 744/8GI 


HEIN, ELEANOR 


Providing Emotional Support to Patients. 
HRP-0023247/0GI 78-14 6E Not Available NTIS 


HEIN, G. 


The High Precision Calculation of Anomalous Verti- 
cal Gravity Gradients die Berechnung von 
Anomalen Vertikalen Schweregradienten Hoher 
Praezision. 

N78-26695/4GI 


HEIN, G. F. 
Impact of Balance of System (BOS) Costs on 
Photovoltaic Power Systems. 
N78-26550/1GI 78-21 10B PC A02/MF A01 
Utilization of Solar Energy in Developing Countries: 
Identifying Some Potential Markets. 
N78-29578/9GI 78-24 10B PC A02/MF A01 


Chemical and Mineralogical Aspects of the Con- 
tamination of Heating Surfaces. 
AED-CONF-77-195-003 


78-22 20H MF A01 


78-05 60 PC A04/MF A01 


78-21 8E PC A06/MF A01 


78-15 7D PC A02/MF A01 
HEIN, LINDA M. 


Criteria and Flowsheet for Utilization Review by 
Level of Care. 
HRP-0019122/1GI 


HEIN, R. A. 


Reprint: Electronic and Superconducting Properties 
of the Ti3P-Type Compounds Nb3As and Nb3Si. 
PB-280 455/7GI 78-17 20L Not available NTIS 


Reprint: Superconductivity in Ti3P-Type Com- 
pounds. 


78-09 6E Not Available NTIS 


HEINRICH, E. C. 


PB-282 135/3GI 
HEIN, RONALD D. 
An Annotated Bibliography on Mainstreaming the 
Hearing Impaired, the Mentally Retarded and the 


Visually Impaired in the Regular Classroom. Volume 
1: Listings ——— Alphabetically by Author. 


Volume 2: Listings Arranged lb a 


PB-280 000/1GI 
HEINBOCKEL, J. H. 

Long-Term Radiation Effects on GaAs Solar Cell 

Characteristics. 

N78-24658/4GI 78-19 10B PC A0S/MF AO1 
HEINCKER, WILLIAM R. 


Kinetic Energy, Impact-Separated, Follow-Through 
Ungula Penetrator. 
PATENT-4 085 678 

78-22 19A Not available NTIS 


78-18 20L Not available NTIS 


Low Noise Propulsion System for General Aviation. 
N78-22108/2GI 78-17 21G PC A17/MF A01 


Loran-C, Omega, and Differential Omega Applied to 
the Civil Air Navigation Requirement of CONUS, 
Alaska, and Offshore. Volume |. Executive Summa- 


AD-A056 740/4G1 78-22 17G PC A03/MF A01 


Loran-C, Omega, and Differential Omega Applied to 
the Civil Air Navigation Requirement of CONUS, 
Alaska, and Offshore. Volume Il. Analysis. 

AD-A056 741/2GI 78-22 17G PC A10/MF A01 


Loran-C, Omega, and Differential Omega Applied to 
the Civil Air Navigation Requirement of CONUS, 
Alaska, and Offshore. Volume Ill. Supporting Ap- 
pendices. 

AD-A056 742/0G! 78-22 17G PC A06/MF A01 


HEINECKE, CHARLOTTE L. 


Criticality and Cluster Analyses of Tasks for the 

M48A5, M60A1, and M60A3 Tanks. 

AD-A048 607/6G! 78-07 5I 
HEINEMANN, ROBERT W. 


Application of Target-Oriented Terminally Activated 

Munitions to Ordnance. 

AD-523 126/1GI 78-16 19D PC A06/MF A01 
HEINEMANN, WILLIAM H. JR. 

Magnetic Seed Delivery Autodibble Planter. 

PATENT-4 061094 78-13 2C Not available NTIS 
HEINEMEIER, J. 


Small-Angle Multiple Scattering of lons in the 
Screened-Coulomb Region. Ill. Combined Angular 
and Lateral Spread. 
INIS-mf-3944 


HEINEN, H. J. 


Processing Gold Ores Using Heap Leach-Carbon 
Adsorption Methods. 
PB-280 177/7GI 


HEINEN, HAROLD J. 


Separate Recovery of Silver and Gold from Cyanide 

Solutions. 

PATENT-4 072 587 
HEINERT, JOSE 

Los Viejitos -- The Old Ones. 

HRP-0024337/8GI 78-17 6E Not Available NTIS 
HEINEY, OTTO K. 

Gun Projectile Sensor. 

PAT-APPL-893 867/GI 

78-25 


PC A09/MF A01 


78-18 70 MF AO1 


78-16 8! PC AQ3/MF A01 


78-17 81 Not available NTIS 


19F PC A02/MF A01 
HEINIG, K. H. 


Evidence for Non-Lorentzian Shape of X-Ray Spec- 
tra. 
ZtK-322 


HEINLOTH, K. 


Electroproduction of Hadrons inelastic Electron- 

Scattering. 

BONN-HE-76-10 
HEINO, R. 

On the Diurnal Variation of Humidity in Finland. 

N78-22546/3GI 78-17 48 PC A02/MF AO1 
HEINRICH, A. M. 

Conceptual Design of Single Turbofan Engine 

Powered Light Aircraft. 

N78-16045/4GI 78-11 1C PC A08/MF A01 

Parametric Studies Pertaining to Direct Ascent Air- 


craft Employing the Deflected Slipstream Principle 
AD-101 585/8GI 78-01 1 PC A0S/MF A01 


HEINRICH, E. C. 


Nonlinearly Variable Gain Apparatus. 
PAT-APPL-866 433/GI 78-13 9& PC A0Q2/MF A01 


78-19 20H MF A01 


78-09 20H MF AQ1 


PA-597 





HEINRICH, FRANK 


Computer Science and Technology: The Network 
Security Center: A System Level Approach to Com- 
puter Network Security. 
PB-276 772/1GI 


HEINRICH, H. G. 
Pressure and Canopy Profile Data of 20 exp 0 Coni- 


cal Ribbon Parachutes During Inflation. 
SAND-77-7012 78-05 1C PC A07/MF A01 


Pressure and Profile Data of 20 exp 0 Conical Rib- 
bon Parachutes. 
SAND-77-7005(V.1) 


HEINRICH, J. 


The Influence of Nitriding Conditions on Micros- 
tructure and Mechanical Properties of Reaction 
Bonded Silicon Nitride. 

N78-14102/5GI 78-09 11B PC A03/MF A01 


The Influence of Nitriding Conditions on Micros- 
tructure and Mechanical Properties of Reaction 
Bonded Silicon Nitride. 

N78-17228/5GI 78-12 


HEINRICH, J. P. 
Integrated Composite Conductor for the LCS Pro- 


78-09 9B PC A04/MF A01 


78-04 1C PC A07/MF A01 


11B PC A03/MF A01 


gram. 
CONF-771029-105 
HEINRICH, K. F. J. 


Analysis of Layered Materials 
Microprobe. 
PB-284 629/3GI 78-23 14B Not available NTIS 


Electron Probe Microanalyzers. 
PB-280 426/8GI 78-17 14B Not available NTIS 


Electron Probe Testing for Homogeneity of Stan- 
dards. 
PB-282 878/8GI 78-21 14B Not available NTIS 


Evaluation of X-Ray Fluorescence Analysis for the 
Determination of Arsenic, Vanadium, Cadmium, 
Lead and Mercury in Various Matrices. 

PB-285 452/9GI 78-25 7D PC A04/MF A01 


FRAME C: A Compact Procedure for Quantitative 
Energy-Dispersive Electron Probe X-ray Analysis. 
PB-282 902/6GI 78-21 14B Not available NTIS 


Monte Carlo Electron Trajectory Simulation - An Aid 
for Particle Analysis. 
PB-285 052/7GI 78-25 14B Not available NTIS 


A Monte Carlo Procedure Employing Single and 
Multiple Scattering. 
PB-282 907/5GI 78-21 7D Not available NTIS 


Particle Analysis with the Laser-Raman Microprobe. 
PB-285 047/7GI 78-25 7D Not available NTIS 


Progress and Testing of a Monte Carlo Program for 
Electron Probe Analysis. 

PB-284 630/1GI 78-23 14B Not available NTIS 
Progress in Quantitation of Single-Particle Analysis 
with the Electron Probe. 

PB-285 025/3GI 78-25 7D Not available NTIS 

HEINRICH, KURT F. J. 
Methods of Microprobe Analysis. 
PB-284 628/5GI 78-23 14B Not available NTIS 


State-of-the-Art of Quantitative Electron Probe 
Microanalysis. 
PB-284 627/7GI 


HEINRICH, L. A. 


Safeguards Planning in a Plant Design Process. 

DP-MS-77-55 78-12 183) PC A02/MF A01 
HEINRICH, R. R. 

Chemical Engineering Division Fast-Neutron 

Dosimetry Annual Report, July 1975--June 1976. 

ANL-76-104 78-06 18A PC A03/MF A01 


Dosimetry Needs for the Magnetic Fusion Materials 
Program. 
CONF-771036-6 


HEINS, C. F. 


Solar Heating System for Recreation Building at 
Scattergood School. 
DOE/NASA/CR-150553 


78-12 9A PC A02/MF A01 


with the lon 


78-24 7D Not available NTIS 


78-14 18A PC A0Q2/MF A01 


78-26 13A MF A01 


Solar Heating System for Recreation Building at 
Scattergood School. 
N78-20605/9GI 


78-15 13A PC A07/MF A01 
HEINS, DONALD A. 


Relationships between Several 
Stress Indices, 
PB-274 228/6GI 


HEINTZ, IDA 
Methods for Research on Interaction in Groups 
AD-006 343/8GI 78-16 5J PC AG3/MF A01 
HEINTZ, R. E. 
Electromagnetic Properties and Effects of Advanced 


Composite Materials: Measurement and Modeling. 
AD-A058 041/5GI 78-24 11D PC A09/MF A01 


Prominent Heat 


78-04 6S PC A11/MF A01 


PA-6598 


HEINTZE, J. 


Neutral Decays of the psi (3.1) Particle. 
DESY-76/65 78-04 20H MF A01 


HEINTZMANN, H. 


Differential Rotation of Viscous Neutron Matter. 
CBPF-A0024/76 78-10 20H MF AO1 


Spin Zero Sound and the Spin Diffusion Coefficient 
in Neutron Matter. 
CBPF-A0025/76 


HEINZ, G. D. 


Users Guide for the MILSATCOM Loaaing Program 
‘OPAL’. 

AD-A054 879/2GI 78-18 17B PC A0Q3/MF A01 
Users Guide for the MILSATCOM Loading Program 
‘OPAL’: GPSCS Addendum. 
AD-A054 881/8GI 78-18 


HEINZ, R. M. 


Technical Progress Report of the Indiana University 
High Energy Physics Group, December 1, 1976-- 
November 30, 1977. 
COO-2009-132 
HEINZEL, F. 


Analysis of Animai Experiments of Radiation Depen- 
dent Tumor Regression in Relation to Different 
Parameters. 


LA-tr-77-73A 78-14 6E PC A02/MF A01 

Proposal for an Experimental Program on SIN: 

Comparative Dosimetry on Tissue-Equivalent Phan- 

toms with Negative Pions, Fast Electrons, and 

Cobalt-60-gamma Rays. 

LA-tr-77-72 78-25 6R PC A02/MF A01 
HEINZEL, V. 

Survey and Classification of Nuclear Power Plants. 

AED-Conf-76-660-025 78-02 18! MF A01 
HEINZELL, F. 

Risks for Cancer Induction by Pion Radiation in the 

Peak- and Plateau Region. 

LA-tr-77-77A 78-15 6R PC A02/MF A01 
HEINZELMANN, F. J. 

Production Economics for Hydrogen, Ammonia, and 

Methanol During the 1980--2000 Period. 

BNL-50663 78-15 7A PC A09/MF A01 
HEINZELMANN, G. 

Neutral Decays of the psi (3.1) Particle. 

DESY-76/65 78-04 20H MF AO1 
HEINZERLING, W. 


The Need for a Large European High Reynolds 
Number Transonic Windtunnel Lehrt and the Ex- 
pected German Workload. 

N78-13082/0GI 78-08 


HEIPLE, C. R. 
Acoustic Emission from Beryllium. 
RFP-2504 78-13 11F PC A03/MF A01 
Energy Calibration Scheme for Acoustic Emission. 
RFP-2619 78-13 11F PC A02/MF A01 
HEIRTZLER, JAMES R. 
Electron Transit Lags in Geiger Counters 
AD-016 776/7GI 78-21 18D PC A03/MF AO1 


An Introduction to Deep Sea Drilling in the Indian 

Ocean, 

AD-A057 989/6GI 
HEISE, GARY CHARLES 


A Statistical Study of Synoptic Storm Activity over 
the North Pacific in 1975. 
AD-A050 052/0GI 78-10 4B PC A04/MF A01 


HEISEL, JANET A. 


Guide for the Planning and Review of Specialized 
Health Services. 
HRP-0007582/0GI 


HEISENBERG, J. 


Reprint: Shapes of Deformed Nuclei as Determined 
by Electron Scattering: 152Sm, 154Sm, 166Er, 
176Yb, 232Th, 238U. 

PB-282 119/7GI 78-19 20H Not available NTIS 


HEISER, C. 


Nuclear Spectroscopy with Lithium lons. 
ZfK-323 78-18 20H 


HEISER, F. 


Heat Treating Gun Steel. 
AD-A056 009/4GI 78-21 
HEISER, G. V. 


LO-MIX Maintenance 
(LMMEA) Pilot Effort. 
AD-A051 774/8GI 


HEISER, R. 


Theoretical and Experimental Determination of Flow 
Properties inside the Tube of a Gun. 
N78-23257/6GI 78-18 19D PC A02/MF A01 


78-10 20H MF A01 


17B PC A04/MF A01 


78-08 20H PC A02/MF A01 


14B PC A03/MF A01 


78-24 8G PC A02/MF A01 


78-14 6E PC A04/MF A01 


MF A01 


11F PC A03/MF A01 


Engineering Analyses 


78-13 15E PC A02/MF A01 


HEISER, WILLIAM H. 


Investigation of a Highly Loaded Two-Stage Fan- 
Drive Turbine. Volume |. Phase |. Preliminary Design 
Evaluation. 

AD-506 837/4GI 78-19 21E PC A16/MF A01 


Investigation of a Highly Loaded Two-Stage Fan- 
Drive Turbine. Volume Il. Phase Ii, Part 1. Prelimina- 
ry Experimental Evaluation. 

AD-506 870/5GI 78-19 21E PC A07/MF A01 


Investigation of a Highly Loaded Two-Stage Fan- 
Drive Turbine. Volume Ill. Phase ll, Part 2. Experi- 
mental Baseline Airfoil Evaluation. 

AD-506 871/3GI 78-19 21E PC A09/MF A01 


Investigation of a Highly Loaded Two-Stage Fan- 
Drive Turbine. Volume IV. Phase Il. End Wall Boun- 
dary Layer Control Evaluation. 

AD-A056 285/0GI 78-21 21E PC A10/MF A01 


Investigation of a Highly Loaded Two-Stage Fan- 

Drive Turbine. Volume V. Phase Ill. Boundary Layer 

Control Optimization and Off-Design Evaluation. 

AD-A050 537/0GI 78-11 21E PC A12/MF A01 
HEISEY, M. 

Intermodal Management Information System - 

Phase Il Task 2 Interim Report: Review of General 


Specifications and Systems Assessment. 
PB-282 287/2GI 78-19 13B PC A05/MF A01 


HEISKELL, M. M. 


OWI Transportation/Logistics Program. 
CONF-780506-17 78-25 18G PC A02/MF A01 


Radioactive Waste Transportation Systems Analysis 
and Program Plan. 
ORNL-5362 


HEISLER, M. P. 


LMFBR Safety Program. Quarterly Technical 
Progress Report, April--June 1977. 
Al-ERDA-13205 78-07 18! 


HEISS, L. WALTON 


Planning Team Programs 
Systems for Satellite Unit. 
HRP-0024924/3G!I 78-20 6L Not Available NTIS 


HEISS, W. D. 


An Approximately Crossing-Symmetric Vertex Func- 
tion. 
N78-24864/8GI 


HEISSNER, KARL 


Fiscal Year 1978 Budget and Budget Title Files. 
PB-279 022/8GI 78-13 5A CP T02 


Fiscal Year 1978 Budget and Budget Title Files, 
PB-279 023/6GI 78-13 5A PC A04/MF A01 


Fiscal Year 1979 Budget and Budget Title Files. 
PB-285 306/7GI 78-25 5A CP T02 


HEIST, DAN 


Studies for Development of a Unified Node Employ- 
ing Dynamic Channel Allocation. 
AD-A049 619/0GI 78-09 17B PC A17/MF A01 


HEISTERBERG, RODNEY J. 


Definition, Development, and implementation of a 
Generalized Manufacturing Simulator, 
PB-280 208/0GI 78-16 13H PC A02/MF A01 


Development of a Generalized Manufacturing Simu- 
lator (GEMS). 
PB-280 209/8GI 78-16 13H PC A08/MF A01 


A State-of-Art Survey on Dispatching Rules for 
Manufacturing Job Shop Operations, 
PB-280 075/3GI 78-16 13H PC A04/MF A01 


Systems Analysis Techniques As Applied to Manu- 
facturing Systems: An Annotated Bibliography, 
PB-280 063/9GI 78-16 13H PC A08/MF A01 


HEIT, M. 
Review of Current Information on Some Ecological 
and Health Related Aspects of the Release of Trace 
Metals into the Environment Associated with the 


Combustion of Coal. 
HASL-320 


HEITJANS, P. 


Defects in Neutron Capture and Intrinsic Fluorine 
Self-Diffusion in CaF sub 2. 
CONF-760831-5 


HEITKEMPER, LAWRENCE J. 


A Preliminary Study of the Applicability of Nimbus 6 

ESMR to Sea-Surface Wind Speed Estimates. 

AD-A046 629/2G! 78-03 4B PC A03/MF A01 
HEITMANN, W. 

Waste Heat Utilization in Industrial Processes. 

N78-25012/3GI 78-19 10B PC AQ3/MF A01 
HEITNER, KENNETH 

Analysis of an Evaporative Controls Retrofit Pro- 


gram for the South Coast Air Basin, 
PB-278 690/3GI 78-12 13B PC A03/MF A01 


78-18 18G PC A03/MF A01 


PC A02/MF A01 


Energy-Conserving 


78-19 12A PC A03/MF A01 


78-05 6F PC AQ04/MF A01 


78-01 208 MF A01 





HEITZ, J. 


Vehicular Intercommunications System. 
AD-A054 021/1GI 78-17 17B PC A04/MF A01 


Vehicular Intercommunications System. 
AD-A057 277/6GI 78-23 17B PC AO5/MF A01 


Vehicular Intercommunications System. 
AD-A058 584/4GI 78-25 17B PC A03/MF AO1 


HEITZ, ROGER M. 
Self-Sealing Fuel Line Assembly. 
PAT-APPL-876 445/GI 


78-16 13K PC A02/MF A01 


HEIZER, R. E. 


Catawissa Creek Mine Drainage Abatement Project. 
PB-276 584/0GI 78-09 13B PC A08/MF A01 


HEKKALA, B. 


Radioactive Airborne Effluent Measurement and 
Monitoring Survey of Reprocessing and Waste 
Treatment Facilities. 
COO0-3049-9 


HEKKING, F. J. 


Steam Plant Surface Condenser Leakage Study: Ap- 
pendices. Final Report: Volume Ii. 
EPRI-NP-481(V.2.) 78-05 10B PC A12/MF A01 


Steam Plant Surface Condenser Leakage Study. 
Final Report: Volume I. 
EPRI-NP-481(V.1) 78-05 


HELA, ILMO 


A Pattern of Coastal Circulation 
Synoptic Salinity Data 
AD-101 218/6GI 78-16 8C PC A02/MF A01 


Some Results of the Florida Current Study: Prelimi- 
nary Report on the Grand Cayman Cruise, 15 
November 1953 to 15 May 1954 

AD-037 620/2GI 78-16 8C PC A03/MF A01 


Some Results of the Oceanographic Studies in the 
Straits of Florida and Adjacent Waters 
AD-058 489/6GI 78-14 8J PC A04/MF A01 


Tropical Oceanography 
AD-079 318/2GI 


HELAND, M. -F. 


Mass Spectrometry Analysis of 
Produced in Spallation Reactions. 
CENBG-7614 78-14 20H MF AO1 


HELBERS, LAWRENCE 


Supply Experiment of the Experimental Housing Al- 
lowance Program. Measuring Homeowner Needs for 
Housing Assistance. 
PB-278 316/5GI 


HELBERT, J. N. 


Reprint: Differential Dissolution and Electron-Beam 
Lithographic Sensitivity of Poly(methy! methacry- 
late). 

AD-A057 476/4GI 


HELBERT, JOHN N. 


High-Speed Electron-Beam Lithographic Resists for 
Micron and Submicron Integrated Circuits, 
AD-A056 446/8GI 78-21 13H PC A02/MF A01 


High-Speed Electron-Beam Lithographic Resists for 
Micron and Submicron Integrated Circuits. 
AD-A058 740/2GI 78-25 13H PC A02/MF A01 


HELBIG, THEA L. 


Correlates of Senior Center Participation. 
HRP-0025450/8GI 78-19 6E Not Available NTIS 


HELBIG, V. 


Reprint: Some Measured Regularities in the Stark 
Broadening of Neutral Nitrogen Lines. 
PB-274 827/5GI 78-05 7D Not available NTIS 


HELD, G. 


Diffraction of a Plane Electromagnetic Wave by a 
Circular Aperture and Complementary Obstacle. 
Part ll. Discussion of Experimental Results 

AD-005 105/2GI 78-18 20N PC A02/MF A01 


Interaction Between Wide Slot Radiators 
AD-047 845/3GI 78-21 9A PC A03/MF A01 


Scattering by a Slot of Arbitrary Length in a Mul- 
timode Waveguide 
AD-039 248/0G! 78-21 9E PC A03/MF A01 


Scattering by a Slot Radiator in a Multimode 
Waveguide 
AD-039 247/2GI 


HELD, GEDALIAH 


Obstacles and Discontinuities 
Waveguide 
AD-018 941/5GI 


HELD, GEDELIAHU 


Studies of the Diffraction of Electro-Magnetic 
Waves by Circular Apertures and Complementary 
Obstacles: The Near-Zone Field 

AD-084 117/1GI 78-20 20N PC A02/MF AO1 


78-15 18G MF A01 


10B PC A09/MF A01 


Inferred from 


78-16 8J PC A04/MF A01 


Noble Gases 


78-12 5K PC A06/MF A01 


78-23 7E PC A02/MF A0O1 


78-21 9E PC A0S/MF A01 


in a Multimode 


78-21 9A PC A02/MF A01 


HELD, PHILIP J. 


Responses of Canadian Physicians to the Introduc- 
tion of Universal Medical Care Insurance: The First 
Five Years in Quebec: Volume |. Final Report and 
Executive Summary. 

PB-286 032/8GI 78-26 6E PC A22/MF A01 


Responses of Canadian Physicians to the Introduc- 
tion of Universal Medical Care Insurance: The First 
Five Years in Quebec: Volume Ii. Technical Appen- 


dices. 
PB-286 033/6GI 78-26 6E PC A0S/MF A01 


HELDENBRAND, J. L. 


Reprint: Development and Application of Design 
Standards for Energy Conservation in Buildings. 
PB-274 976/0GI 78-05 10A_ Not available NTIS 


HELDENBRAND, JIM L. 


Design and Evaluation Criteria for Energy Conser- 
vation in New Buildings, 
PB-272 511/7GI 78-01 13M PC AO6/MF A01 


Development of Performance-Based Energy Con- 
servation Standards for Buildings. 
PB-274 975/2GI 78-05 10A Not available NTIS 


HELDERS, FRANCES E. 


The Conversion of Fibrinogen to Fibrin. XX. Trans- 
verse Wave Propagation and Non-New-Tonian Flow 
in Solutions of Intermediate Fibrinogen Polymers 

AD-129 564/1GI 78-22 7D PC A02/MF A01 


Dynamic Mechanical Properties of Concentrated 
Solutions of Sodium Desoxyribonucleate 
AD-122 723/0GI 78-22 7D PC A02/MF A01 


Non-Newtonian Flow in Concentrated Solutions of 
Sodium Desoxyribonucleate 
AD-122 722/2GI 78-22 7D PC A02/MF A01 


HELOT, L. A. 


Study of Grain Boundary Segregation Using the 
Auger Electron Emission Technique. Annual 
Technical Progress Report, Vil, January 1, 1977-- 
December 31, 1977. 
COO-2166-24 


HELDT, RICHARD 


Safety Status Data Collection Methodology. Volume 
ll. Technical Report on Development and Validation 
of Evaluation Procedures. 

PB-275 478/6GI 78-06 


HELDT, RICHARD W. 


Safety Status Data Collection Methodology. Volume 

Vi. Computer Documentation. 

PB-275 482/8GI 78-06 
HELDWEIN, R. 


Uptake of Cobalt, Lead, and Cadmium by Baker's 

Yeast. 

ORNL-tr-4476 
HELENBERG, H. W. 


Effect of High External Thermal Loading on LMFBR 

Subassembly Integrity. 

CONF-770807-39 
HELEY, W. 


Water Management in Oil Shale Mining. Volume Il. 

Appendices. 

PB-276 086/6GI 
HELFAND, ARTHUR E. 


Foot Health Training Guide for Long-Term Care 
Personnel. 
HRP-0019158/5GI 


HELFANT, SEYMOUR 


Small Business Management Series No. 33. Second 

Edition. Small Store Planning for Growth, 

PB-282 724/4GI 78-20 5A PC A06/MF A01 
HELFINSTINE, ROBERT F. 


Hydrofluidic Fly-By-Tube Primary Flight Control 

System. 

AD-919 588/4GI 
HELGASON, R. 

A Special Quadratic Program. 

AD-A052 370/4GI 78-14 
HELGASON, R. V. 


The Convex Cost of Network Flow Problem: A 
State-of-the Art Survey. 
AD-A051 069/3GI 78-12 


HELGESON, STANLEY L. 


The Status of Pre-College Science, Mathematics, 
and Social Science Education: 1955-1975. Volume I: 
Science Education. 
PB-285 032/9GI 


HELLAND, J. A. 


Computer System for Radiation Therapy with Nega- 
tive Pions. 
LA-UR-77-2053 78-08 6E PC A02/MF A01 


Hardware Control System Using Modular Software 


under RSX-11D. 
LA-UR-78-1196 78-22 20G PC A02/MF AO1 


78-14 11F PC A03/MF A01 


13F PC A10/MF A01 


13F PC A06/MF A01 


78-08 6T PC A02/MF A01 


78-08 18! 


PC A02/MF A01 


78-09 &8i 


PC A14/MF A01 


78-13 51 


Not Available NTIS 


78-01 1C PC A0S/MF A01 


12B PC A02/MF A01 


12B PC A03/MF A01 


78-25 SI PC A12/MF A01 


HELLER, RICHARD P. 


HELLAND, K. N. 
Reprint: Bispectra of Atmospheric and Wind Tunnel 


Turbulence. 
AD-A054 717/4GI 78-17 20D PC A03/MF A01 


HELLBAUM, R. F. 
Experimental Design Studies and Flow Visualization 


of Proportional Laminar-Flow Fluidic Amplifiers. 
N77- 2/3GI 78-04 20D PC A03/MF A01 


HELLE, W. 


Genetics of Tsetse Fly. Part of a Coordinated Pro- 
gramme on Sterile Insect Techniques for Tsetse Fly 
Control or Eradication. Final Report for the Period 1 
July 1975--30 June 1977. 
IAEA-R-1632-F 
HELLEDAY, E. 


Development and Characterization of Analysis 
Methods for Control of Highly Concentrated 
Hydrazine Framtagning och Karaktaerisering AV 
Analysmetoder Foer Kontroll AV Hoegkoncentrerad 
Hydrazin. 

N78-29264/6GI 


HELLEN, T. K. 
Use of the J* integral for Non-Linear Fracture 


Mechanics. 
CEGB-RD/B/N-3770 


HELLER, A. S. 


A probabilistic approach to cumulative fatigue 
damage in redundant structures. 
AD-463 341/8GI 78-16 13M PC A04/MF A01 


HELLER, DON ERIC 


Direct and Iterative Methods for Block Tridiagonal 
Linear Systems. 
AD-A046 625/0G! 


HELLER, HARRY 


Explosive Composition Containing a Hydroxyalkyl 
Acrylate Copolymer Binder. 
PATENT-4 050 968 

78-17 


78-19 6C MF A01 


78-24 7D PC A02/MF A01 


78-04 20K MF A01 


78-03 12A PC A08/MF A01 


19A Not available NTIS 
HELLER, J. 


BNL Archive and Dissemination System. 
BNL-22424 78-01 9B PC A03/MF A01 


Development of Materials for Circulatory Assist 
Devices. 
PB-275 965/2GI 


HELLER, JACK M. 
Investigation of Possible Pesticide Residues and 
Toxic Effects Associated with Sleeping Bag Com- 
ponents. 
AD-A058 409/4G! 78-25 6T PC A02/MF A01 


Pesticide Special Investigation Guidelines, Biologi- 
cal and Environmental Sampling and Evaluation in 
the Investigation of Alleged Pesticide Incidents. 

AD-A057 123/2G! 78-22 6F PC A02/MF A01 


HELLER, N. B. 


Field Evaluation of the Hypercube System for the 
Analysis of Police Patrol Operations: Executive 
Summary, 

PB-277 024/6GI 78-10 5K PC A03/MF A01 


How to Set Up Shop for Use of the Hypercube 


78-08 6L PC A03/MF A01 


System, 
PB-277 025/3GI 
HELLER, NELSON B. 


Field Evaluation of the Hypercube System for the 
Analysis of Police Patrol Operations. 


78-10 5K PC A05S/MF A01 


PB-277 026/1GI 78-10 5K PC A12/MF A01 


Instructional Materials for Learning to Use the 
Hypercube Programs for the Analysis of Police 
Patrol Operations, 
PB-279 001/2GI 


HELLER, P. 


Low Temperature Spin Wave Dynamics in Classical 
Heisenberg Chains. 
BNL-23478 


HELLER, R. 


Analog and Digital Computer Simulation of Cou- 
lomb Friction. 
PB-279 465/9G! 78-15 13F PC A04/MF A0O1 


Users’ Manual for Asymmetric Wheel/Rail Contact 
Characterization Program, 
PB-279 707/4GI 78-16 


HELLER, R. A. 


Fort St. Vrain Core Performance. 
GA-A-14527 78-05 181 PC A03/MF A01 


A probabilistic approach to cumulative fatigue 


damage in redundant structures. 
AD-463 341/8GI 78-16 13M PC A04/MF A01 


HELLER, RICHARD P. 


Dental Health Assessment of a Population of 
aan Home Residents. 
HRP-0017502/6G!I 78-02 6E Not Available NTIS 


78-13 5K PC A12/MF A01 


78-21 20L MF AQ1 


13F PC A06/MF A01 


PA-599 





HELLER, W. 


Tables of Scattering Functions for Spherical Col- 
loidal Particles Ill. (Alpha = 8.0(1.0)15.0: M = 1.05, 
1.10, 1.30) 

AD-038 860/3G! 78-14 20F PC A02/MF A01 


Treatment of Viscosity Data on Polymer Solutions. |. 
Intrinsic Viscosity and Slope Constants 
AD-036 892/8G! 78-16 7D PC A03/MF A01 


HELLER, WARREN G. 
GEOFAST - A Fast Gravimetric Estimation Al- 


gorithm. 
AD-A047 611/9GI 


HELLER, WILFRIED 


Coagulation and Stabilization of Colloidal Solutions 
with Polyelectrolytes 
AD-238 481/6GI 78-18 7D PC A02/MF A01 


Density of Polystyrene and Polyvinyitoluene Latex 
Particles 
AD-143 383/8GI 78-16 111 PC AO2/MF A01 


Dityndallism, Conservative Dichroism and Bidis- 
symetry, Promising Effects for the Determination of 
the Shape of Colloidal Particles and Molecules 

AD-134 157/7Gi 78-16 7D PC A03/MF A01 


Effect of Light Scattering Upon the Refractive Index 
of Dispersed Coiloidal Spheres 
AD-116 663/6G! 78-16 7D PC A0Q2/MF A01 


Experimental Investigations on the Effect of Light 


Scattering Upon the Refractive Index of Colloidal 
Particles 


AD-143 275/6G! 78-16 7D PC A02/MF A01 


Experimental Investigations on the Light Scattering 
of Colloidal Spheres 
AD-108 618/0GI 78-16 7D PC A02/MF A01 


Experimental Investigations on the Light Scattering 
of Colloidal Spheres. Il. Sources of Error in Turbidi- 
ty Measurements 

AD-134 706/1GI 78-16 7D PC A02/MF A01 


Experimental Investigations on the Light Scattering 
of Colloidal Spheres. Ill. The Specific Scattering at 
90 Deg. 

AD-134 708/7GI 78-16 7D PC A03/MF A01 


Research on the Size and Shape of Large 
Molecules and Colloidal Particles. 
AD-034 287/3GI 78-16 7D PC A02/MF A01 


Stabilization and Coagulation of Colloidal Solutions 
with Polyelectrolytes 
AD-108 619/8GI 78-16 7D PC A02/MF A01 


“Steric” Stabilization of Colloidal Solutions by Ad- 
sorption of Flexible Macromolecules 
AD-238 423/8GI 78-18 7D PC A02/MF A01 


Tables of Scattering Functions for Spherical Col- 
loidal Particles 
AD-070 086/4G! 78-14 20F PC A03/MF A01 


Tables of Scattering Functions for Spherical Col- 
loidal Particles li (Range Considered; = 
8.0(1.0)15.0; M = -1.15, 1.20, 1.25 

AD-033 625/5GI 78-14 20F PC A02/MF A01 


Tables of Scattering Functions for Spherical Col- 
loidal Particles (Range Considered: Alpha = 
0.2(0.2)7.0; M = 1.05(0.05)1.30) 

AD-032 065/5GI 78-16 7D PC A04/MF A01 


Tables of Scattering Functions for Spherica! Col- 
loidal Particles (Range Considered: = 0.2(0.2)1.0; 
M= 1.05(0.05)1.30) 

AD-077 077/6GI 78-16 70 PC A02/MF A0O1 


Tables of Scattering Functions for Spherical Col- 
loidal Particles V (Electronic Computations) Range 
Considered: | = 6.2(0.2)15.2; M = 1.20; Il alpha = 
22(2)28; 39, 40, 41; M = 1.05 Ill = 16(1)21; M = 
1.10 

AD-083 569/4GI 78-14 7D PC A03/MF A01 


Tables of Scattering Functions for Spherical Col- 
loidal Particles VI 
AD-094 108/8G! 78-16 7D PC A02/MF A01 


Theorectical Investigations on the Light Scattering 
of Colloidal Spheres. V. Forward Scattering 
AD-202 254/9GI 78-16 7D PC A0Q2/MF A01 


Theoretical Investigations on the Light Scattering of 
Colloidal Spheres. |. The Specific Turbidity 
AD-134 705/3G! 78-16 7D PC A02/MF A0O1 


Theoretical Investigations on the Light Scattering of 
Colloidal Spheres. lii. Analytical Expressions for 
Turbidity 7 oopeg | the Performance of the Mie 
Equations Prior to the First Maximum 

AD-143 385/3GI 78-16 7D PC A02/MF A01 


Theoretical Investigations on the Light Scattering of 
Colloidal Spheres. Ix. Lateral Scattering at 90 from 
Incident Natural and Linearly Polarized Light 

AD-239 691/9GI 78-18 7D PC A02/MF A01 


Theoretical Investigations on the Light Scattering of 
Colloidal Spheres. Vi. Backward Scattering 
AD-202 253/1GI 78-16 7D PC A02/MF A01 


78-05 8E PC A04/MF A01 


PA-600 


Theoretical Investigations on the Light Scattering of 
Colloidal Spheres. Vil. Dissymmetry in Unpolarized 


and Polarized Light. 
AD-215 896/2GI 78-18 7D PC A02/MF A01 


Theoretical Investigations on the Light Scattering of 
Colloidal Spheres. Vill. The Angular Location of In- 
tensity Maxima and Minima in the Radiation Dia- 
ram of Colloidal Spheres 
D-219 587/3GI 78-17 7D PC A03/MF AO1 


Theoretical Investigations on the Light Scattering of 
Colloidal Spheres X. The ‘Scattering Ratio” and 
Depolarization of Light Scattered at an Angle of Ob- 
servation of 90 


AD-239 690/1GI 78-18 7D PC A04/MF A01 


HELLER, WINDER M. 


Candidate U. S. Civil Defense Programs. 
AD-A052 366/2GI 78-14 15C PC AOS/MF A01 


HELLERICH, C. L. 


Fractography of Irradiated and Unirradiated Pres- 
sure Vessel Steel impact Specimens. 
BNWL-SA-2298A 78-18 18) PC A02/MF A01 


HELLERMAN, L. 


The Flow Field Surrounding a Moving Vessel 
AD-024 739/5GI 78-16 13J PC A03/MF A01 


HELLERMAN, LEO 


An Estimate of Stream Speeds About an Elliptic 
Cylinder 


AD-025 434/2Gi 78-16 20D PC A02/MF A01 


HELLERMANN, E. 


Study on the Possibility of Exporting Coal Conver- 
sion Technologies. Final Report. 
BMFT-FB-T-76-72 78-06 21D PC A08/MF A01 


HELLING, J. 


Hybrid Propulsion System with a Gyro Component 
for Economic and Dynamic Operation. 
N78-12417/9GI 78-07 17G PC A03/MF A01 


Hybrid Propulsion Systems for Motor Vehicles with 
Predominantly Intermittent Modes of Operation. 
N78-16370/6GI 78-11 13F PC A02/MF A01 


HELLIWELL, CAROLYN B. 


Improving the Consumer Protection Function in 
Postsecondary Education. 

SHR-0001886 78-04 5I PC AQ9/MF A01 
Improving the Consumer Protection Function in 
Postsecondary Education. Consumer Protection 
Strategies: A Literature Review and Synthesis. 
SHR-0001887 78-04 51 PC A04/MF A01 


A Study of State Oversight in Postsecondary Educa- 
tion 


PB-282 457/1GI 78-19 5i PC A14/MF A01 


HELLIWELL, R. A. 


Controlled Artificial Generation of Ultra-Low- 
Frequency Hydromagnetic Waves in the lonosphere 
and Magnetosphere. 


AD-A052 353/0GI 78-14 20N PC A02/MF A01 


HELLMAN, MARTIN E. 


Optimal Data Compression Algorithms. 
AD-A057 305/5GI 78-23 9D PC A02/MF A01 


HELLSTEN, T. 


Explanation of the Apparent Contradiction Between 
the Suydam and Closed-Line Stability Criteria. 
TRITA-EPP-77-05 78-08 20! MF A01 


Magnetohydrodynamic Stability of a Plasma Con- 
fined in a Convex Poloidal Magnetic Field. 
TRITA-EPP-76-18 78-08 20! MF A01 


HELLSTROM, E. E. 


Reprint: Electrical Properties of K2FeCi5(H20) and 
K2AIF5. 


AD-A048 420/4GI 78-07 7D PC A02/MF A01 


HELLSTROM, G. W. 


Solubility of Selected Secondary Fluids for Use in 
Direct Contact Geothermal Power Cycles. 
1DO/1549-6 78-04 7D PC A0S/MF A01 


HELLWARTH, R. W. 


Reprint: Nonlinear Optical Effects for Plasma Diag- 
nostics. 


AD-A045 805/9Gi 78-01 201 PC A02/MF A01 


HELLWIG, GUENTER 


Systems of Hyperbolic Differential Equations of the 
First Order. Il -- Translation. 


AD-A051 480/2GI 78-12 12A PC A03/MF A01 


HELLWIG, H. 


Dissemination of Time and Frequency by Satellites. 
PB-273 124/8GI 78-01 14B Not available NTIS 


Some Recent Progress in Microwave Frequency 
and Time Standards at the National Bureau of Stan- 
dards. 

PB-284 573/3GI 


78-24 14B Not available NTIS 


Reprint: Two-Frequency Excitation for the Ramsey 
Separated Oscillatory Field Method. 
PB-285 148/3GI 78-26 14B Not available NTIS 


HELLWIG, H. W. 
Frequency Stabilizing System and Method for Beam 
Type Device. 
PAT-APPL-870 384/Gi 78-13 9E PC A02/MF A0O1 


HELLWIG, HELMUT 


Reprint: Comment on The Millman Effect in Cesium 
Beam Atomic Frequency Standards. 
PB-276 233/4GI 78-10 14B Not available NTIS 


A New Kind of Passively Operating Hydrogen- 
Frequency Standard. 
PB-273 123/0GI 78-01 14B Not available NTIS 


A New Method to Eliminate Cavity Phase Shift in 
Cesium Beam Standards. 
PB-284 578/2GI 78-24 14B Not available NTIS 


Reprint: Some Causes and Cures of Frequency In- 
stabilities (Drift and Noise) in Cesium Beam 
Frequency Standards. 

PB-284 577/4GI 78-24 14B Not available NTIS 


Special Purpose Atomic (Molecular) Standard. 

PB-285 222/6GI 78-25 14B Not available NTIS 
HELLWIG, W. 

Helios A Solar Probe - Antenna Despin Drive 

Mechanism. Bearing Characteristics in Thermal 


Vacuum and During Mission. 
N78-13464/0GI 78-08 9E PC A03/MF A01 


HELM, DAVID L. 
The Eurocommunist Challenge and the Eastern Eu- 


ropean and Soviet Response. 
AD-A048 693/6GI 78-07 5D PC A10/MF A01 


HELM, F. H. 
Equatiens of State for Detonation Products of High 
Energy PBX Explosives. 
UCID-17540 78-03 19A PC A02/MF A01 
HELM, M. 


Fusion and Fast Breeder Reactors. 
N78-20941/8GI 78-15 18A PC A22/MF A01 


HELM, R. H. 


Standard Wiggler Magnets. 
SLAC-PUB-2013 78-20 20G PC A02/MF A01 


HELM, ROBERT E. 


Sediment Discharge from Highway Construction 
near Port Carbon, Pennsylvania. 
PB-280 793/1GI 78-17 8H PC AQ3/MF A01 


HELM, W. J. 


Integrated Thin-Film Transistor Display. 
AD-A053 627/6G! 78-16 9E PC A03/MF A01 


HELMBERGER, D. V. 


Reprint: A Note on Nonequivalent Quadrupole 
Source Cylindrical Shear Potentials which Give 
Equal Displacements. 

AD-A057 579/5GI 78-23 8K PC A02/MF A01 


HELMBERGER, DONALD V. 
Reprint: Fine Structure of an Aleutian Crustal Sec- 
tion. 
AD-A051 121/2GI 78-12 8K PC A02/MF A01 


Reprint: Generalized Ray Theory for Dipping Struc- 
ture. 


AD-A053 983/3G! 78-16 8K PC A02/MF A01 


Reprint: Source Parameters of Moderate Size 
Earthquakes and the Importance of Receiver 
Crustal Structure in Interpreting Observations of 
Local Earthquakes. 

AD-A051 265/7G1 78-12 8K PC A02/MF A01 
Reprint: A Study of the Strong Ground Motion of 


the Borrego Mountain, California, Earthquake. 
AD-A052 503/0G! 78-14 8K PC A02/MF A01 


Reprint: The Upper Mantle P Velocity Structure of 
the Western United States. 
AD-A057 715/5GI 78-23 8K PC A02/MF A01 


HELMBOLD, H.B. 


Compressibility Effect on a Shrouded Propeller 
AD-102 954/5GI 78-01 1C PC A02/MF A01 
HELMBRECHT, WALLACE F. 


The Impact of Wideband Multiplex Concepts on 
Microprocessor-Based Avionic System Architec- 
tures. 

AD-A057 878/1GI 


HELMER, J.C. 
Maser Oscillators 
AD-133 561/1GI 

HELMER, R. G. 


Nuclear Structure Studies Utilizing Lampf. Annual 
Progress Report. 
TREE-1115 


HELMES, C. TUCKER 


A Study of Industrial Data on Candidate Chemicals 
for Testing. 


PB-274 264/1GI 78-03 7A PC A25/MF A01 


A Study of Industrial Data on Candidate Chemicals 
for Testing. 


78-24 17B PC A13/MF A01 


78-24 20F PC A02/MF A01 


78-14 20H PC A03/MF A01 





PB-284 950/3GI 
HELMICK, EDWARD F. 


Studies in Ambulatory Care Quality Assessment in 
the Indian Health Service. Volume 2 -- Appraisal of 
System Performance. 

HRP-0024041/6GI 78-14 6E PC A03/MF A01 


Studies in Ambulatory Care Quality Assessment in 
the Indian Health Service. Volume 3 -- Comparison 
of Rural Private Practice, Health Maintenance Or- 
ganizations, and the indian Heaith Service. 

HRP-0024042/4GI 78-14 6E PC A03/MF A01 


HELMICK, R. 


Variable Acuity Display Development. Volume Il. In- 
frared Lens Feasibility Study. 
AD-A058 458/1GI 78-25 20F PC AOS/MF A01 


HELMINGER, PAUL 


Reprint: Pressure Broadening of Hydrogen Sulfide. 
AD-A046 936/1GI 78-04 7D PC A02/MF A01 


HELMINGER, PAUL A. 


Reprint: Millimeterwave Spectroscopy of Active 
— Piasmas; the Excited Vibrational States of 
HCN. 
AD-A050 236/9GI 78-10 7D PC A02/MF AO1 
HELMINIAK, THADDEUS E. 

Aromatic Heterocyclic Polymer Alloys and Products 
Produced Therefrom. 
PAT-APPL-902 525/GI 

78-25 111 PC A02/MF A01 
Preparation of Films and Coatings of Para Ordered 


Aromatic Heterocyclic Polymers. 
PATENT-4 051 108 


78-25 7A PC A07/MF A01 


78-05 
HELMINSKI, EDWARD L. 


Improving Regulatory Effectiveness in Federal/State 
Siting Actions: State Perspectives on Energy Facili- 
ty Siting. 

PB-279 754/6GI 


HELMKE, P. A. 


Exchange of Lyotropic Series Cations by Micaceous 
Vermiculite and Its Weathering Products Deter- 
mined by Electron Microscopy and Radiochemical 
Analysis. Progress Report, August 1, 1974--October 
31, 1977. 

COO-1515-79 


HELMREICH, R. 


Critical Review of Ames Life Science Participation 
in Spacelab Mission Development Test 3: The Smd 
3 Management Study. 
N78-26973/5GI 


HELMREICH, ROBERT F. 


Mechanisms of Elimination Reactions. XV. The 
Reaction of Phenyllithium with Cis-and Trans- B - 
Bromostyrene 

AD-092 518/0GI 


HELMS, DAVID A. 
Reprint: ‘Forbidden’ Millimeter-Wave Transitions in 


Arsine. 
AD-A057 845/0GI 78-24 7D PC A02/MF A01 


Reprint: ‘Forbidden’ Rotational Spectra of Symmet- 
ric-Top Molecules: PH3 and PD3. 
AD-A057 846/8GI 78-24 7D PC A02/MF A01 


HELMS, H. E. 


Study and Program Plan for improved Heavy Duty 


Gas Turbine Engine Ceramic Component Develop- 
ment. 


CONS/0064-1 78-17 13F PC A08/MF A01 


Study and Program Plan for Improved Heavy Duty 
Gas Turbine Engine Ceramic Component Develop- 
ment. 


N77-32033/1GI 
HELMS, HOWARD D. 


Ability of a Monopulse Radar to Resolve and Track 
Jammers Passively. 
PATENT-4 042 927 78-19 17! 


HELMS, V. T. Ill. 


Flow-Field Surveys on the Windward Side of the 
NASA 040A Space Shuttle Orbiter at 31 Deg Angle 
of Attack and Mach 20 in Helium. 

N77-33236/9GI 78-04 22B PC A04/MF A01 


HELMUTH, JOHN W. 


The U.S. Cash Grain Trade in 1974: Participants, 
Transactions, and Information Sources. 
PB-284 096/5GI 78-23 2B PC AO5/MF A01 


HELPER, E. W. 


Fuels from Sugar Crops. Second Quarterly Report. 
TID-27834 78-17 21D PC A08/MF A01 


Systems Study of Fuels from Sugarcane, Sweet 
Sorghum, Sugar Beets, and Corn. Volume V. Com- 
prehensive Evaluation of Corn. Task 77, Final Re- 


— 
MI-1957A(V.5) 


11C Not available NTIS 


78-14 18E PC AOS/MF A01 


78-08 8G PC A03/MF A01 


78-21 


5A PC A05/MF A01 


78-22 7D PC A02/MF A01 


78-01 21E PC A08/MF A01 


Not available NTIS 


78-06 21D PC AQ9/MF A01 


HELPER, ELEANOR W. 


Industrial Process Profiles for Environmental Use: 
Chapter 7. Organic Dyes and Pigments Industry. 
PB-281 479/6GI 78-17 7A PC A16/MF A0O1 


HELSETH, J. M. 


Surface Drifter Movements Observed in Outer Strait 
of Juan de Fuca, July 1977. 
PB-279 399/0GI 78-13 8C PC A05/MF A01 


HELSTROM, CARL O. JR. 


The City in Pennsylvania Government, 
PB-277 229/1GI 78-10 5D PC A04/MF A01 


HELTNE, P. G. 


Neotropical Primates Field Studies and Conserva- 
tion; Proceedings of a Symposium on the Distribu- 
tion and Abundance of Neotropical Primates Held at 
Seattle, Washington, on August 1972, 

PB-281 162/8GI 78-18 6C PC A07/MF A01 


HELTON, H. A. 


Software Requirements Engineering Methodology. 
SREP Final Report. Volume |. 
AD-A046 571/6GI 


HELTZER, NED 


Model for the Development of Rural Pharmaceutical 
Services. 
HRP-0019095/9GI 


HELWEG, OTTO J. 
Economic impact of Water Quality on Rivér Basin 


Management. 
78-18 2C PC A04/MF A01 


78-03 9B MF A01 


78-13 6E Not Available NTIS 


PB-281 785/6GI 


Salinity Management Strategies for the Lower San 

Luis Rey River Basin. 

PB-278 030/2GI 78-12 2C PC A09/MF A01 

A Salinity Management Strategy for Stream-Aquifer 

Systems. 

PB-277 980/9GI 
HELZER, SUSAN GODBY 

Preliminary Report on Evaluating Alternatives for 

Reducing Upholstered Furniture Fire Losses, 

PB-273 943/1GI 78-03 13L PC A03/MF A01 


HEMBREE, L. A. JR. 


Comparison of Numerical and Physical Hydraulic 
Models, Masonboro inlet, North Carolina. Appendix 
3. Numerical Simulation of Hydrodynamics (Tracor). 
AD-A052 799/4GI 78-14 138 PC A13/MF A01 


HEMDAL, B. 


Methods for External Low-Activity Measurement of 
Man. 
LUNDD-MERI-1003 


HEMING, GEORGE A. 


Social Correlates of the Utilization of Selected 
Health-Care Services: A Study of Fifteen Communi- 


78-12 2C PC A03/MF A01 


78-22 6R MF AO1 


ties. 
HRP-0017531/5G! 
HEMINGWAY, E. L. 


Basic Estimated Capital investment and Operating 
Costs for Three Coal Strip Mines. 


78-01 6E PC A10/MF A01 


FE/EES-78/1 
HEMMENDINGER, A. 


Calibration of a Detector for Pulsed Neutron 
Sources. 

LA-7022-MS 78-16 
HEMMERLY, RODNEY A. 


An Investigation of the Performance of a J52-P-8A 
Engine Operating under the influence of High Bleed 
Flow Extraction Rates. 
AD-A057 325/3GI 


HEMMING, D. F. 


Energy Analysis and Oil Shale Reserves. 
N78-31584/3GI 78-26 10A PC A02/MF A0O1 


The Relative Costs of Producing Syncrude from Oil 
Shales of Various Grades under Varying Conditions. 
N78-31268/3GI 78-26 81! PC A03/MF A01 


HEMMY, MARY L. 


Use of Nonprofessional Staff in Work with the Aged. 
HRP-0017282/5GI 78-02 5K Not Available NTIS 


HEMP, T. H. 


VHF Communications Usage by U.S. Railroads. 
PB-284 816/6GI 78-25 17B PC A12/MF A01 


HEMPEL, J. 


Supporting Project Activities in the Civil Com- 
ponents Program ‘Wing Section’. 
N78-22084/5GI 78-17 1C PC A04/MF A01 


HEMPELMANN, L. H. 


Studies on Persons Exposed to Plutonium. 
LA-UR-78-208 78-18 6R PC A02/MF A01 


HEMPELMANN, W. 


Incineration Plant for Radioactive Waste at the 
Nuclear Research Center Karlsruhe. 
KFK-2418 78-06 


78-17 81 PC AQ3/MF A01 


18D PC A02/MF A01 


78-23 21E PC A0OS/MF A01 


18G MF A01 


HENAGER, C. H. 


HEMPHILL, DEBERT D. 


The Missouri Lead Study: An Interdisciplinary In- 
vestigation of Environmental Pollution by Lead and 
Other Heavy Metals from Industrial Development in 


the New Lead Belt of Southeastern Missouri. 
Volume tl. 
PB-281 859/9GI 78-18 8i 


HEMPHILL, DELBERT D. 


The Missouri Lead Study: An Interdisciplinary In- 
vestigation of Environmental Pollution by Lead and 
Other Heavy Metals from Industrial Development in 
the New Lead Belt of Southeastern Missouri. 
Volume |. 

PB-274 242/7GI 


HEMPHILL, JOHN B. 


Improving Regulatory Effectiveness in Federal/State 
Siting Actions. Need for Power: Determinants in the 
State Decisionmaking Processes. 

PB-280 844/2GI 78-17 18E PC A04/MF A01 


HEMPHILL, JOHN K. 


The Function of Structure-in-interaction in Mutual 
Problem Solving 
AD-254 477/3GI 


Leadership Acts 
AD-026 968/8GI 


Leadership Acts 
AD-076 045/4GI 78-20 5J PC A02/MF A01 


Leadership Acts-ill. The Effects Upon Attempts to 
Lead of Task Motivation and the Expectancy of Ac- 
complishment of the Task 

AD-076 191/6GI 78-20 5J PC AQS/MF A01 


HEMPHILL, LINDA 


Representing and Teaching 
Troubleshooting /Debugging. 
AD-A050 779/8GI 78-11 51 


HEMPHILL, LOUIS 


Thermal Regeneration of Activated Carbon, 
PB-284 065/0GI 78-23 7A PC A06/MF A01 


HEMPHILL, MARION 


Energy Conservation Choices for the City of Port- 
land. Volume 1: Preliminary Energy Data and Analy- 
sis. 

PB-276 779/6GI 78-09 10A PC A15/MF A01 


Energy Conservation Choices for the City of Port- 
land. Volume 2: Energy Information Retrieval 
Ss m 


ystem. 
PB-276 780/4GI 78-09 10A PC A09/MF AO1 


Energy Conservation Choices for the City of Port- 
land. Volume 4: Model Local Code Revisions for 
Energy Conservation. 
PB-276 787/9GI 


HEMPHILL, MARION L. 


Energy Conservation Choices for the City of Port- 
land. Volume 6: Project Overview. 
PB-276 789/5GI 78-09 10A PC A05S/MF A01 


HEMPHILL, R. N. 


Long Term Performance of Charcoal Absorbers 
Removing Radioiodine in Ventilation Exhaust Air. 
Final Report. 
EPRI-NP-534 


HEMPHILL, R. T. 


Sources of Radioiodine at Boiling Water Reactors. 
Final Report. 
EPRI-NP-495 78-18 


HEMPSTEAD, MABEL S. 


Marine Meteorology. The Probable Error Inherent in 
the Determination of the Turbulent Heat Flow in the 
Atmosphere by a Recording Computer. 

AD-491 627/6GI 78-20 4B PC A02/MF A901 

HEMSCH, MICHAEL J. 

A Preliminary Mehtod for Calculating the 
Aerodynamic Characteristics of Cruciform Missiles 
to High Angles of Attack Including Effects of Roll 
Angle and Control Deflections. 

AD-A054 349/6G! 78-17 16D PC A15/MF A01 


HEMSTREET, H. W. JR. 


Ocular Hazards of Picosecond and Repetitive- 
Pulsed Lasers. Volume |. Nd:YAG Laser (1064 nm). 
AD-A053 765/4G! 78-16 6R PC A03/MF A01 


Ocular Hazards of Picosecond and Repetitive- 

Pulsed Lasers. Volume Il. Argon-lon Laser (514.5 

nm). 

AD-A053 766/2G! 
HEMSWORTH, R. S. 


Enhanced Reionisation for Neutral BEAMS in Mag- 
netic Fields. 
CLM-R-162 


HENAGER, C. H. 


Costs and Cost Algorithms for Dry Cooling Tower 
Systems. 
BNWL-2123 


PC A24/MF A01 


78-04 8! PC A24/MF A01 


78-01 5J PC A02/MF A01 


78-21 5J PC A0Q2/MF AQ1 


Knowledge for 
PC A07/MF A01 


78-09 10A PC A08/MF AQ1 


78-16 181 PC AQ3/MF A01 


18G PC A18/MF A01 


78-16 6R PC AOS/MF A01 


78-02 7D MF A01 


78-03 13A PC AGS/MF A01 


PA-601 





HENAULT, PETER 


Federal Data Processing Reorganization Study; 
Human Resources Team Report. 
PB-287 174/7GI 78-26 9B PC A10/MF A01 


HENCH, L. L. 


An Investigation of Bonding Mechanisms at the In- 
terface of a Prosthetic Material. 
AD-A053 826/4G! 78-16 6B PC A07/MF A01 


A Study to Determine the Histological Acceptance 
of Artificially Fabricated Teeth of Different Material 
Composition When Implanted into the Jaws of 
Baboons. 

PB-277 446/1GI 


HENCH, LARRY L. 


An Investigation of Bonding Mechanisms at the In- 
terface of a Prosthetic Material. 
AD-A048 630/8GI 78-07 6L PC A07/MF A01 


HENCH, T. L. 


Studies Related to Zn/sub x/Cd/sub 1-x/S Solar 
Cells. Technical Report lec/PV/TR/76/4. 
CONF-761130-4 78-04 10B PC A02/MF A01 


78-12 6L PC A03/MF A01 


HENCKEN, ALAN D. 


Demonstration of Acoustic Emission System for 
Damage Monitoring of Full Scale Metallic Aircraft 
Structures during Fatigue ge 

78-15 1C PC AO5/MF A01 


AD-A053 108/7GI 
HENDEL, ALFRED Z. 


Direct Pair Production by High Energy Muons 
AD-242 608/8G! 78-13 20H PC A02/MF A01 


HENDERSHOT, GERRY E. 


National Survey of Family Growth, Cycle |, 1973, 
Data File. 
PB-277 054/3G! 


HENDERSON, B. C. 


Non-Destructive Assay of Leached Hulls in a 
Nuclear Fuel Reprocessing Plant. 
AGNS-1040-4 78-25 18J PC A02/MF A01 


HENDERSON, BARBARA E. 


Correlates of Senior Center Participation. 
HRP-0025450/8GI 78-19 6E Not Available NTIS 


HENDERSON, C. 


Assessment of the Satellite Transit System (STS) at 

the Seattle-Tacoma International Airport. 

PB-281 820/1GI 78-19 13B PC A07/MF A01 

V/STOL Aerodynamics Technology Assessment. 

AD-A054 797/6GI 78-18 1C PC AOS/MF A01 
HENDERSON, D. 

Impact and Penetration 

Parametric Study. 

AD-A052 700/2G! 


HENDERSON, D. M. 


Shuttle Program. Euler Angles, Quaternions, and 
Transformation Matrices Working Relationships. 
N77-31234/6GI 78-01 22C PC A03/MF A01 


HENDERSON, DAVID G. 


Thaddeus Kosciuszko National Memorial, Pennsyl- 
vania: The Kosciuszko House, Historical and 
Architectural Data. 
PB-275 714/4GI 


HENDERSON, E. 

Creep as a Surface Dependent Phenomenon. 

AD-495 361/8GI 78-20 20B PC A03/MF A01 
HENDERSON, F. B. Il! 

Geological Remote Sensing from Space. 

TID-27689 78-01 8G _ Not available NTIS 
HENDERSON, FRANCIS M. 


A Guide to Use of the XWAVE Program. Part ll. 
Scattering of Sound Waves from Rigid Structural 
Surfaces, 


AD-A052 093/2GI 
HENDERSON, G. S. 


Nutrient Discharge from Walker Branch Watershed. 

CONF-770209-7 78-18 8H PC A02/MF A01 
HENDERSON, H. RICHARD 

Problem-Oriented Record. An Orientation Manual. 

HRP-0013390/0G! 78-04 6E PC A03/MF A01 
HENDERSON, J.B. 

Heat Transfer Coefficients for Gases Effect of Tem- 


perature Level and Radiation 
AD-042 988/6Gi 78-21 
HENDERSON, J.E. 

Analysis of the Hard Component of the Cosmic 
Radiation into Its Protonic and Mesonic Com- 
ponents at 3.4 Kilometers and at Sea Level 

AD-018 851/6GI 78-21 20H PC A05S/MF A01 
Automatic Data Reduction for Tone-Pulse Sonar. 
AD-A051 525/4Gi 78-12 17A PC A03/MF A01 


The Momentum Spectrum of Cosmic Rays at 3.4 
Kilometers 


78-10 6E CP T02 


Technology Program 


78-14 19A PC AO7/MF A01 


78-07 5D PC A07/MF A01 


78-13 20A PC AOS/MF A01 


7D PC A02/MF AO1 


PA-602 


AD-018 442/4GI 
HENDERSON, J. P. 
Brake System Design Optimization. Volume |. A 


Survey and Assessment. 

PB-284 080/9GI 78-23 
HENDERSON, J. T. 

Optimum Repair Level Analysis (ORLA) Developed 


for the BISS Program. 
SAND-78-0060C 


HENDERSON, JAMES A. 


Survey of Commercial Sportsfishing Boats in the 
Coastal United States. 
PB-275 726/8GI 


HENDERSON, KEVIN 


Summertime Rainfall Regimes in Southern Alabama 
and Northwest Florida as Deduced from Wind- 
Stratified Radar Data: Preliminary Study 1976. 

PB-275 183/2GI 78-05 4B PC A02/MF A01 


HENDERSON, MAUREEN M. 
Evaluation of a Screening Program for Heart Dis- 


ease. 

HRP-0024122/4Gi 78-16 6E Not Available NTIS 
HENDERSON, MELINDA 

Drug - Drug Interactions Among Residents in 


Homes for the Elderly: A Pilot Study. 
HRP-0016320/4GI 78-03 60 Not Available NTIS 


HENDERSON, MICHAEL MILTON 


The Development of a Fully Automated Procedure 
to Produce a Technology Transfer Directory of Peo- 
ple to Facilitate the Linker Function in the 
Technology Transfer Process. 

AD-A057 905/2G! 78-24 5A PC A09/MF A01 


HENDERSON, N. C. 


The Evaluation of the Cost-Effectiveness of Al- 
ternate Design Concepts for Reliable, Low-Cost 
Sprinkler Systems for Use in Low Fire Load Occu- 
pancies. 

PB-278 291/0GI 78-13 13L PC A02/MF A01 


Fabrication, Optimization, and Evaluation of a Mas- 


sive Volume Air Sampler of Sized Respirable Par- 
ticulate Matter. 


PB-285 375/2GI 78-25 
HENDERSON, NORMAN C. 

Investigation of Low-Cost Residential 

System. 

PB-284 120/3GI 
HENDERSON, R. C. 

Short Channel MOS for CCD Readout Circuit. 

AD-A045 669/9GI 78-01 9E PC A04/MF A01 
HENDERSON, R. E. 

Investigation of the Unsteady Pressure Distribution 


on the Blades of an Axial Flow Fan. 
N78-18068/4GI 78-13 21E PC AO7/MF A01 


HENDERSON, R. G. 


Determination of Scattering Functions and Their Ef- 
fects on Remote Sensing of Turbidity in Natural 
Waters. 


N78-15551/2GI 78-10 17H PC A07/MF A01 


Study of the Effect of Scattering from Turbid Water 
on the Polarization of a Laser Beam. 
N78-26426/4GI 78-21 20F PC A07/MF A01 


HENDERSON, R. PHILIP 
Studies of Marine Mammals at the Farallon Islands, 


California, 1970-1975. 
PB-274 046/2GI 


HENDERSON, R. W. 


Integrated Minicomputer alpha Analysis System. 
LA-UR-77-2968 78-16 18G PC A03/MF A01 


HENDERSON, RICHARD 


Physiology of the Wood-Rotting Basidiomycetes. |. 
Growth and Nutrition in Submerged Culture in 
Synthetic Media 

AD-076 984/4GI 78-16 6C PC A03/MF A01 


Physiology of the Wood-Rotting Fungi 
AD-008 027/5GI 78-18 6C PC A08/MF A01 


Physiology of the Wood-Rotting Fungi. 
AD-491 426/3GI 78-20 6C PC A02/MF A01 


HENDERSON, RONALD W. 


The Effects of Televised Skill Instruction, Instruc- 
tional System Support, and Parental Intervention on 
the Development of Cognitive Skills. 

ED-148 379 78-26 5! Not available NTIS 


HENDERSON, SCOTT 
Commercial Fishery Survey. 
PB-275 422/4GI 78-05 5C PC A05/MF A01 


Determination of Production Potential of Catfish 


Grow-Out Ponds Supplementally Stocked with 
Silver and Bighead Carp. 


PB-282 468/8GI 78-18 6C PC A02/MF A01 


78-21 


20H PC AOS/MF A01 


13F PC A07/MF A01 


78-14 9B MF A01 


78-06 6C PC A03/MF A01 


14B PC A07/MF A01 


Sprinkler 


78-23 13L PC A04/MF A01 


78-02 6C PC A03/MF A01 


HENDERSON, T. D. 


A Research Program to Reduce interior Noise in 
General Aviation Airplanes. Design of an Acoustic 
Panel Test Facility. 
N77-33957/0GI 
HENDERSON, TERRY L. 
Noise Chrono-Dosimeter System. 
PATENT-4 073 194 
78-15 
HENDERSON, VIVIAN 
Contacts with Pharmacists Before and After ‘Free’ 
Medical Care -- The Quebec Experience. 
HRP-0025404/5G!i 78-23 6E Not Available NTIS 
HENDERSON, W. PAUL 
Development of Encapsulated White Phosphorus. 
AD-B007 538/2G! 78-01 19A PC A03/MF A01 
HENDLER, JAMES A. 
Representing Attitudes: Some Primitive States. 
AD-A049 714/9GI 78-09 5G PC A04/MF A01 
HENDLEY, CHARLES D. 


Influence of Exposure to Intense Sunlight on Sub- 
sequent Night Vision. M and S Research Project 
number X-442 (AV-233-W), 
AD-A058 658/6GI 


HENDRICH, W. R. 


Structural Analysis of the Large Coil Segment Test. 
CONF-771029-62 78-12 18A PC A02/MF A01 


HENDRICK, R. C. 
Design Criteria for High-Authority Closed-Loop Pri- 
mary Flight Control Systems. 
AD-903 862/1GI 78-11 1C PC A20/MF A01 


F-8C Adaptive Flight Control Laws. 
N77-33202/1GI 78-04 1C PC A15/MF A01 


HENDRICK, R. W. 


Propagation in Striated Media. 
AD-A047 975/8G! 78-06 17! 


HENDRICK, ROY W. JR. 
Propagation of Microwave Satellite Communication 


Signals through Striated Media. 
AD-A054 677/0G! 78-17 17B PC A04/MF A0O1 


HENDRICK, RUSS 
Fault Tolerant Digital Flight Contro! with Analytical 


Redundancy. 
AD-A045 671/5GI 
HENDRICKS, A. C. 
Development of Biological Indices for Identifying 
and Evaluating Impacts of Pollutants on Freshwater 
Ecosystems. Annual Progress Report, June 1, 1976- 
-June 1, 1977. 
ORO-4939-4 


HENDRICKS, C. D. 
4 pi Interferometric Measurements of Laser Fusion 
Targets. 
UCRL-80142 78-13 18A PC A02/MF A01 
Automated Laser Fusion Target Production Con- 
cept. 
UCRL-80209 78-18 18A PC A02/MF A01 
Examination of Fluid Droplet Collisions. 
UCRL-78493 78-20 20D PC A03/MF A01 


Fabrication of Cryogenic Laser Fusion Targets. 
UCRL-79442 78-14 18A PC A02/MF A01 


Interferometric Measurement of Laser Fusion Tar- 


gets. 
UCRL-78477 78-01 18A PC A02/MF A01 
Method for Foam Encapsulating Laser Targets. 
PATENT-4 034 032 

78-18 18A Not available NTIS 
Micromachining of Laser Fusion Target Parts. 
UCRL-78476 78-01 18A PC A02/MF AO1 
Microradiographic Measurement of Laser Fusion 
Targets. 
UCRL-80148 78-18 18A PC A02/MF AO1 
Plasma Polymerization Coating of D-T Filled Glass 
Shells for Laser Fusion Targets. 
UCRL-80162 78-16 18A PC A02/MF A01 
Production of Glass Balloons for Laser Targets. 
UCRL-78481 78-01 18A PC A02/MF AO1 

HENDRICKS, GEORGE 

Product Improvement Test of Submachine Gun, 
5§.56-mm, XM177E2. 
AD-835 073/8G! 


HENDRICKS, JERRY D. 


Reprint: Neoplasms in Rainbow Trout, a Sensitive 
Animal Model for Environmental Carcinogenesis, 
PB-284 777/0GI 78-22 6T PC A02 


HENDRICKS, L. D. 


Reprint: Haemoflagellates: Commercially Available 
Liquid Media for Rapid Cultivation. 
AD-A057 541/5Gi 78-23 6C PC A02/MF AO1 


78-04 20A PC A06/MF A01 


14B Not available NTIS 


78-25 6P MF A01 


PC A05/MF A01 


78-01 1C PC A17/MF A01 


78-03 6F PC A09/MF A01 


78-16 19F PC A10/MF A01 





HENDRICKS, LARRY D. 
Reprint: Host Range Characteristics of the Primate 
Coccidian, ‘Isospora arctopitheci’ Rodhain 1933 
(Protozoa: Eimeriidae). 
AD-A045 575/8GI 78-01 6M PC A02/MF A01 
Reprint: Therapy of Leishmaniasis: Superior Effica- 

of Liposome-Encapsulated Drugs. 

AD-A057 543/1GI 78-23 60 PC A02/MF A01 


HENDRICKS, P. L. 
FIND: General Atomic Standard Safety Analysis Re- 
port (GASSAR-6). 
FIND-STN-50535 
HENDRICKS, PETER L. 
Basic Outboard Motor Maintenance, 
PB-276 664/0GI 78-08 21G PC A02/MF A01 
Fiberglass Boat Repair, 
PB-276 665/7GI 78-08 
HENDRICKS, R. C. 


Some Flow Phenomena in a Constant Area Duct 
with a Borda Type inlet Including the Critical Re- 


gion. 

N78-27367/9GI 78-23 20D PC A02/MF A01 
HENDRICKS, ROBERT H. 

Public Land in Missouri: Impact on County and 


School Finances. 
PB-285 273/9GI 
HENDRICKS, W. 
Residential Demand for Electricity by Time of Day: 
An Econometric Approach. Final Report. 
EPRI-EA-704 78-26 5C PC A06/MF A01 
HENDRICKS, W. L. 
A Numerical Solution of the Navier-Stokes Equa- 
tions for Chemically Nonequilibrium, Merged Stag- 
nation Shock Layers on Spheres and Two-Dimen- 
sional Cylinders in Air. 
N78-23390/5GI 78-18 20D PC A06/MF A01 


HENDRICKSON, A.A. 
Solid Solution Strengthening of Ag by Al 
AD-249 253/6GI 78-11 11F PC AQ2/MF AO1 
Strain Aging in Ag Base Al Alloys 
AD-236 859/5GI 78-09 11F PC A02/MF A01 
HENDRICKSON, &. E. 


Correction of Laser Ranging Data for the Effects of 
Horizontal Refractivity Gradients. 
N77-31476/3GI 78-01 20F PC AOS/MF AQ1 


Zero Order Diffraction Display Systems. 

AD-A052 867/9GI 78-15 8B PC A04/MF A01 
HENDRICKSON, C. P. 

SIMPLE Code. 

UCID-17715 
HENDRICKSON, G. 


Manufacturing Methods and Technology for Optical 
Fabrication. 
AD-A058 113/2GI 


HENDRICKSON, J.A. 
The Influence of Temperature on Pre-Yield Plastic 
and Anelastic Microstrain in Low-Carbon Steel 
AD-075 063/8GI 78-20 11F PC A03/MF A01 
The Initiation of Discontinuous Yielding in Ductile 


Molybdenum 
AD-046 400/8G! 


HENDRICKSON, P. L. 


Overview of Economic, Legal, and Water Availability 
Factors Affecting the Demand for Dry and Wet/Dry 
Cooling for Thermal Power Plants. 

BNWL-2268 78-03 13A PC A04/MF A01 


HENDRICKSON, R. R. 


Support Research for Development of Improved 
Geothermal Drill Bits. 
TID-28320 78-23 8! 


HENDRICKSON, RICHARD C. 


Pressure Biased Shuttle Vaive. 
PAT-APPL-877 200/GI 
78-22 


78-15 181 PC AQ2/MF AQ1 


13J PC A02/MF A01 


78-25 5D PC A0S/MF A01 


78-16 20D PC A03/MF A01 


78-24 20F MF A01 


78-21 11F PC A03/MF A01 


PC AOS/MF A01 


13G PC A02/MF A01 
HENDRIE, D. L. 

Heavy lon Reactions in the Transition Region. 

LBL-7167 78-18 20H PC A03/MF AO1 
HENDRIE, J.M. 

Dissociation Energy of N2 

AD-052 752/3G! 78-21 7D PC A02/MF A01 

Radio-Frequency Zeeman Effect in O sub 2 

AD-146 081/5GI 78-22 7D PC A02/MF A01 
HENDRIX, D. L. 


The Role of Cell Membranes in the Regulation of 
Lignification in Pine Cells. 
N78-24783/0GI 78-19 6C PC A02/MF A01 


HENDRIX, GARY G. 


Mechanical Intelligence: Research and Applications. 
AD-A049 027/6GI 78-08 9B PC A08/MF A01 


HENDRIX, WILLIAM H. 
Assignment Procedures in the Air Force Procure- 
ment Management Information System. 
AD-A056 531/7GI 78-21 Si PC A02/MF A01 


HENDRON, R. H. 


Hot Dry Rock Energy Project. 
LA-UR-77-2744 78-13 8! 


HENDRY, A. W. 
Report of the ANL Technical Advisory Panel on 


Physics with Polarized BEAMS and Targets. 
ANL-HEP-TR-78-19 78-23 20G MF A01 


Theoretical Particle Physics. Progress Report, 

December 1, 1976--November 30, 1977. 

COO-2009-133 78-08 20H PC A03/MF A01 
HENDRY, D. G. 


Computer Modeling of Simulated Photochemical 


Smog. 
PB-284 025/4GI 
HENDRY, R. M. 


Reprint: Observations of the Semidiurnal Internal 
Tide in the Western North Atlantic Ocean. 
AD-A045 498/3GI 78-01 8C PC A03/MF A0O1 


HENDRY, R. N. 


Design implementation and Analysis of Round 
Robin Test for Proposed Thrown Objects Test for 
Power Mowers. 


PB-283 273/1GI 78-22 5A PC A09/MF AO1 


Study to Develop a Damage Estimation System for 
In-House Studies. 
AD-A050 292/2GI 78-10 15F PC A06/MF A01 


Thrown Objects Test Comparison. Part 1: Analysis 
and Evaluation. 


PB-283 271/5GI 78-22 5A PC A09/MF A01 


Thrown Objects Test Comparison. Part 2: Test Data. 
PB-283 272/3GI 78-22 5A PC A15/MF A01 


HENEGHAN, JAMES B. 


Reprint: Modulation of Lipolysis by Endotoxin and 
Indomethacin in Fat Celis of Germfree and Conven- 
tional Dogs. 

AD-A045 973/5GI 


HENEIN, N. A. 


Flame Propagation, Autoignition and Combustion in 
Alcohol--Petroleum--Air Mixtures and Other Alter- 
native Fuels. Quarterly Progress Report No. 1, Au- 
ust 1, 1977--October 31, 1977. 
00-4486-1 78-21 21D PC A02/MF A01 


Flame Propagation, Autoignition and Combustion in 
Alcohol-Petroleum-Air Mixtures and Other Alterna- 
tive Fuels. Quarterly Progress Report No. 2, 
November 1, 1977--January 31, 1978. 

COO-4486-2 78-21 21D PC A02/MF A01 


HENESIAN, MARK A. 


Coherent Anti-Stokes Raman Spectroscopy. 
AD-A046 530/2GI 78-03 7D PC A03/MF A01 


HENG, T. M. S. 


Vertical Channel Metal-Oxide-Silicon Field Effect 
Transistor. 
AD-A052 426/4GI 


HENGELTRAUB, A. 
A First Order Approximation for the Density Matrix 


of a Heisenberg Ferromagnetic of Arbitrary Spin. 
N78-28413/0GI 78-23 20L PC A02/MF A01 


HENGST, ACCO 


Two Dimensions in Satisfaction with Dental Care. 
HRP-0025403/7GI 78-23 6E Not Available NTIS 


HENGSTBERGER, F. 
The Absolute Radiometer at the National Physica! 
Research Laboratory. 
N78-24517/2GI 78-19 148 PC A03/MF A01 
A Fresh Look at the Lead-Heating Effect in Absolute 
Radiometery. 
N78-24523/0GI 78-19 148 PC A0QS/MF A01 
A New Measuring System for Realizing Photometric 
and Radiometric Scales. 
N78-24522/2GI 78-19 20F PC A03/MF A01 


HENICKSMAN, A. L. 


Determination of Nitrogen in Boron Carbide with 
the Leco UO-14 Nitrogen Determinator. 
LA-6978 78-10 7D PC A02/MF A01 


HENINS, A. 


Reprint: Redetermination of 198 Au and 192 Ir 

gamma-Ray Standards between 0.1 and 1.0 MeV. 

PB-278 960/0GI 78-13 20H Not available NTIS 
HENINS, ALBERT 

Reprint: Double Monochromator Systems for the 

Study of Multiple Vacancy Processes. 

PB-283 841/5GI 78-23 7D Not available NTIS 


HENIZE, KARL G. 


Dimensions of Diffuse and Planetary Nebulae in the 
Small Magellanic Cloud, 


PC A03/MF A01 


78-23 4A PC A14/MF A01 


78-02 6A PC A02/MF A01 


78-14 9A PC A04/MF A01 


HENNES, JAMES D. 


AD-437 472/4GI 
HENJUM, S. C. 


Bathythermograph Data Analyzer 
AD-134 664/2GI 78-11 8J PC AO6/MF A01 


HENK, MATTHEW 


Outreach by Primary-Care Physicians. 

HRP-0016265/1Gi 78-04 6E Not Available NTIS 
HENKE, B. L. 

Theory and Developement of X-Ray Photocathode 

Systems for Applications in High Temperature 

Plasma Diagnostics. Progress Report. 

SAN-235P14X1 78-01 201 Not available NTIS 
HENKE, BURTON L. 

Submicroscopic Structure Determination by Long 


Wavelength X-Ray Diffraction 
AD-101 093/3GI 78-22 


Reprint: An intracavity Dye Laser Technique for 
Spectroscopic and Kinetic Measurements of 
Transients. 

AD-A051 042/0GI 


HENKEL, H. 


Studies on Neotectonic Activity in Central and 
Northern Sweden. Investigation of Air-Photos and 
Interpretation of Recent Faults. 

KBS-TR-19 78-23 8G PC A03/MF A01 


HENKEL, S. 


Environmental Load in the Various Regions of the 

Federal Republic of Germany and Its Health 

Aspects. 

AED-Conf-76-613-001 78-13 6F PC A02/MF A01 
HENKIN, ROBERT I. 

Method for Total Protein Fractionation and Analysis 


of Human Saliva. 
PATENT-4 066 405 78-15 6A Not available NTIS 


HENLEY, D. 
Psychometric Modeling of Consumer Decisions in 


Primary Health Care. 
HRP-0024243/8G! 


HENLEY, E.M. 


A Model for Multiple Meson Production 
AD-078 594/9GI 78-22 20H PC A04/MF A01 


HENMI, TEIZI 
Residence Time of Atmospheric Pollutants and 
Long-Range Transport. 
PB-277 168/1GI 78-10 4A PC A06/MF A01 
HENNAGIN, BRIAN DAVID 
Appendix: Cook Inlet Coal: Economics of Mining 


and Marine Slurry Transport. 
PB-278 756/2G! 78-13 81 


HENNE, P. A. 


Wind Tunnel and Analytical investigation of over- 
the-Wing Propulsion/Air Frame Interferences for a 
Short-Haul Aircraft at Mach Numbers from 0.6 to 
0.78. 


N77-33114/8GI 78-04 1A PC A11/MF A01 


Wing Analysis Using a Transonic Potential Flow 
Computational Method. 
N78-28053/4GI 


HENNEGAN, N. M. 
GIML Reference Manual. 
COO-2383-0038 78-02 9B Not available NTIS 
GIMLI and GIML: A Machine and Programming Lan- 


guage for Low Cost Interactive Graphical Systems. 
COO-2383-0037 78-02 9B Not available NTIS 


HENNEKE, E. G. 
Defect-Property Relationships in Composite Materi- 
als. Part Il. 
AD-A052 358/9G! 78-14 11D PC A04/MF A01 
Theory of Ultrasonic Diffraction by Damage 


Developed in Thin Laminated Composites. 
N77-33266/6G! 78-04 11D PC A06/MF A01 


The Compressive Failure of Graphite/Epoxy Plates 
with Circular Holes. 

N78-24295/5C! 78-19 11D PC A06/MF AO1 
Signature Analysis of Acoustic Emissions from 
Composites. 
N78-23148/7GI 


HENNEKE, H.L. 


Automatic Frequency Control for a Marginal-Oscil- 

lator Magnetic Absorption Spectrometer 

AD-140 157/9GI 78-23 148 PC A02/MF A01 
HENNES, JAMES D. 

Consumer Criteria for Measures of Health. 

HRP-0018297/2GI 78-04 6E PC A03/MF A01 


Fundamentals of Evaluation in Health Programs. 
HRP-0018301/2G1 78-07 6E PC A03/MF A01 


78-01 3B PC A02/MF A01 


14B PC AQ2/MF A01 


78-11 20E PC A02/MF A01 


78-25 6E Not Available NTIS 


PC A05/MF A01 


78-23 1C PC AQ4/MF AO1 


78-18 11D PC AO5/MF A01 


PA-603 





HENNESSY, JOHN L. 
The Formal Definition of a Real-Time Language. 
AD-A058 047/2GI 78-24 9B PC A04/MF A01 
HENNESSY, K. W. 


Effect of Bow-Type Initial Imperfection on the Buck- 
ling Load and Mass of Graphite-Epoxy Blade-Stif- 


fened Panels. 
N77-31542/2GI 78-01 11D PC A02/MF A01 


Longwall-Caving Mining Method for Thick Coal. 

Design and Feasibility Study. Volume I. 

PB-275 240/0GI 78-06 81 PC A18/MF A01 
HENNIES, S. 


Microwave Gallium Arsenide FET Amplifiers. 
AD-A058 270/0GI 78-24 9E PC A10/MF A01 


HENNIGAR, G.R. 
Experimental Medial Hypertrophy and Hyperplasia 
of Cats’ Pulmonary Arteries 
AD-113 408/9GI 78-22 6E PC A02/MF A01 


HENNING, C. D. 


Superconducting Magnet Development _for 
Tokamaks and Mirrors: A Technical Assessment. 
DOE/ET-0016 78-15 18A PC A03/MF A01 


Experimental 
Processor. 
AD-A049 323/9GI 


HENNING, W. 


Elastic Scattering of identical lons: Exp 32S + exp 
32 S and exp 40 Ca + exp 40 Ca. 
CONF-771059-4 78-15 20H PC A03/MF A01 


Exp 16 O + exp 40 Ca Inelastic Scattering and the 
Elastic Scattering Wave Function. 
CONF-771059-5 78-15 20H PC A02/MF A01 


Fusion Cross Section Behavior for Light Systems. 
CONF-770968-7 78-13 20H PC A02/MF A01 


Inelastic Scattering of exp 16 O on Even-Ca 
Isotopes. 
CONF-770968-6 


Development of a FLIR Sensor 


78-08 17E PC A10/MF AQ%i 


78-13 20H PC AQ2/MF A01 


HENNING, WILLIAM 
Medical Center Plans Future By Analyzing Alterna- 


tives. 
HRP-0013472/6GI 
HENNINGER, R. J. 


Application of the SIMMER-I Code to LOF Ac- 
cidents in an LMFBR. 
LA-7194-MS 


HENNINGSEN, T. 


Development of Pumps for Pulse Compression 
Laser Applications. 
AD-A054 223/3GI 


HENRI, V.P. 


Simultaneity in the Compton Effect 
AD-090 841/8GI 78-22 20H PC A0Q2/MF AQ01 


Statistical Theory of Coincidence Experiments 
AD-022 378/4GI 78-21 12A PC A03/MF A01 


Upper Limit for the Lifetimes of Excited States of 
Ni60 


AD-090 680/0GI 
HENRICH, VICTOR E. 
Reprint: Chemisorbed Phases of H2O on TiO2 and 


SrTiO3. 
AD-A053 928/8GI 


HENRICHS, SUSAN M. 


Reprint: Fatty Acids and Pb-210 Geochronology of 
a Sediment Core from Buzzards Bay, Mas- 
sachusetts. 

AD-A049 890/7GI 


HENRICK, R. F. 


Reprint: General Analysis of Ocean Eddy Effects for 
Sound Transmission Applications. 
AD-A047 463/5GI 78-05 20A PC A02/MF A01 


Use of Analytical Modeling and Limited Data for 
Prediction of Mesoscale Eddy Properties. 
AD-A054 412/2GI 78-17 8C PC A04/MF A01 


HENRICKSON, R. L. 


Energy Conservation in the Meat Processing Indus- 


try. Phase 1 Report, June 1 1976--December 31, 
1976. 


ORO-5097-2 
HENRIE, THOMAS A. 


Extraction of Copper from Sulfide Ores. 
PATENT-4 062 744 


78-01 6E Not Available NTIS 


78-22 18! 


PC A02/MF A01 


78-17 20E PC A04/MF A01 


78-22 20H PC A02/MF A01 


78-16 7D PC A02/MF A01 


78-09 8J PC A02/MF A01 


78-05 10A PC A03/MF A01 


78-17 11F Not available NTIS 


Recovery of Copper and Nickel from Alloys. 
PAT-APPL-830 517/GI 


78-08 11F PC A02/MF A01 


PA-604 


HENRIKSEN, BRUCE 
A Predictive Scheme for the Blast Environment of 
Army Weapons. Part |. Development and Validation 


of the Theory. 
AD-A053 487/5GI 78-16 19D PC A05/MF A01 
HENRIKSEN, K. 


Sky Background Measurements on the Wavelength 
Region from 4800 A to 5800 A at the Latitude of the 
Polar Cleft. 

N78-23670/0GI 


HENRIKSEN, SOREN W. 


Systems for the Determination of Polar Motion. 
PB-274 698/0GI 78-04 8E PC A04/MF A01 


HENRIKSON, S. 


Influence of FeSo sub 4 Dosage on the Resistance 
of Cu-Alloys to Erosion Corrosion in Baltic Sea 
Water. 
SVF-36 


HENRIKSSON, S. 


Suitability of Titanium as a Corrosion Resistant 
Canister for Nuclear Waste. 
KBS-TR-11 78-23 


HENRIQUEZ, T. A. 


Resonant Transducers in Liquid-Filled Cylinders, 
AD-A045 487/6GI 78-01 17A PC A02/MF A01 


HENRY, A. F. 


Annual Progress Report FY 1977. 
COO-2262-13 78-06 18! 


HENRY, C. N. 


Neutron Detector Suitcase for the Nuclear Emer- 
gency Search Team. 
LA-7108 


HENRY, C. SCOTT 
Compound a/Hydrazine Engine Design Study. Part 


1. 
AD-390 230/1GI 78-14 21H PC A20/MF A01 


Compound a/Hydrazine Engine Design Study. Part 
ll. Appendixes. 
AD-390 231/9GI 


HENRY, DENNIS G. 


Research and Development of Antennas for Rockets 
and Satellites. 
AD-A056 710/7GI 


HENRY, DONALD O. 


The Prehistory of the Little Caney River, 1976 Field 
Season. 
PB-274 067/8GI 


HENRY, E. A. 


Bibliography of Flywheel Energy Storage Systems. 
UCID-17592 78-08 10A PC A15/MF A01 


Time for Atomic and Molecular Data Bases is Now 
(An Overview of Data Management Research at 


LLL). 
UCRL-79286 
HENRY, J. D. JR. 
Indirect Measurement of Particle Association Ef- 
fects in Coal Derived Liquids by X-Ray Photog- 


raphy. Final Report. 
EPRI-AF-502 


HENRY, J. J. 


Pavement Surface Properties and Performance, 
PB-280 266/8GI 78-16 13B PC$2.80/MF A01 


Relationship of Locked Wheel Friction to That of 
Other Test Modes. 
PB-275 378/8GI 


HENRY, J. L. 


TESSAC EM-Power Task Technology Capabilities 
Specifications. 
AD-A048 957/5GI 


HENRY, JAMES B. 


Cost Analysis of Leasing Hospital Equipment. 
HRP-0025663/6GI 78-26 6L Not Available NTIS 


HENRY, JAMES H. 
Technology for the Prevention of Airliner Hijacking 


and Bombing, 
AD-A058 558/8G! 


HENRY, JAMES M. 


Navy Recruit Training Optimization, Post-1980. 
Phase II: Current Assessment and Options for Navy 
Apprentice Training. 
AD-A053 007/1GI 


HENRY, JOE B. 


84-inch Propellant Cartridges and Grains. Volume Il. 
Propellant Test Data. 
AD-A051 742/5GI 78-13 211 PC A12/MF AO1 


84-Inch Propellant Cartri”ges and Grains. Volume 


ltl. Appendix. 
AD-A051 133/7GI 78-12 211 


78-18 4A PC AO02/MF A01 


78-13 11F MF A01 


18G PC A04/MF A01 


PC A04/MF A01 


78-17 18D PC A02/MF A01 


78-14 21H PC A11/MF A01 


78-22 9E PC A03/MF A01 


78-03 5F PC A08/MF A01 


78-04 5B PC A03/MF A01 


78-06 21D PC A05/MF A01 


78-06 13B PC A0S/MF A01 


78-08 10B PC A08/MF A01 


78-25 5K PC A08/MF AQ1 


78-15 5I PC A06/MF A0O1 


MF A01 


HENRY, JOHN BERNARD 
Planning a Satellite Laboratory for Ambulatory Pa- 
tient Care. 
HRP-0015302/3G! 


HENRY, JOHN J. 


Seasonal Skid Resistance Variations. 
PB-280 542/2GI 78-17 13B PC A0S/MF A01 


HENRY, JOSEPH B. 


84-inch Propellant Cartrides and Grains. 
AD-A052 774/7GI 78-14 211 PC A08/MF A01 


HENRY, JOSEPH D. 
Manpower Reorientation Alternatives for Increasing 
University Participation and for Training New Agen- 


cy Staff in the Coal/Energy Research Area. 
PB-285 591/4GI 78-26 51 PC A06/MF A01 


HENRY, JOSEPH D. JR. 
An Evaluation of the Application of a Dual-Func- 
tional Filter to Dewatering Neutralized Acid-Mine- 
Water Sludge, 
PB-285 990/8GI 
HENRY, K. H. 


Storage of Spent Unreprocessed Fuel (SURF). 
RHO-SA-40 78-19 183 PC A02/MF A01 


HENRY, LYNDON 


Monitoring the Effects of the Dallas/Fort Worth Re- 
gional Airport. Volume |. Ground Transportation Im- 


pacts. 

PB-274 117/1GI 
HENRY, M. C. 

Effect of Participle Size Distribution on Hexamethyl- 


melamine Toxicity in Rats. 
PB-274 489/4GI 78-05 6T PC A25 


Preclinical Toxicologic Evaluation of ICRF 187(+ ) 
(NSC 169780) in Dogs. 
PB-274 290/6GI 


HENRY, MARILEE 


Reprint: Seismic Refraction and Reflection Studies 
of Crustal Structure of the Eastern Sunda and 
Western Banda Arcs. 
AD-A048 488/1GI 


HENRY, MARK 
REAP Economic Demographic Model: Technical 


Description. 
PB-278 720/8GI 


HENRY, R. D. 


Evaluation of UTCS (Urban Traffic Control Systems) 
Control Strategies. Executive Summary. 
PB-275 044/6GI 78-05 13B PC A03/MF A01 


Evaluation of UTCS (Urban Traffic Control Systems) 
Control Strategies. Technical Report. 

PB-275 045/3GI 78-05 138 PC A08/MF A01 
Fabrication of Thin Film Magnetic Garnet Struc- 


tures for Intra-Cavity Laser Applications, 
AD-A048 804/9G! 78-08 20E PC A02/MF A0O1 


HENRY, R. E. 


Effect of Incoherency on Voiding Dynamics in 
LMFBR Wire-Wrapped Subassemblies. 
CONF-770640-1 78-01 18J PC A02/MF A01 


Vapor-Explosion Experiments with Subcooled 
Freon. 
ANL-77-43 


HENRY, R. J. W. 
Excitation of Be exp + by Electron Impact. 
ORO-4881-12 78-11 7D PC A02/MF AO1 
HENRY, R. N. 
Study of the Mean Particle Diameter as Related to 
the Particle Size Distribution and the Heat Transfer 
Rate from Tubes Immersed in a Fluidized Bed. 
TID-27676 78-04 13A PC AOS/MF A01 
HENRY, RICHARD J. 
Development of an Explosive Slurry Monitor. 
AD-A054 736/4GI 78-18 13B PC A03/MF A01 
HENRY, ROBERT M. 


A Study of the Large-Scale Spectra of Atmospheric 
— Energy, Wave Speed, Momentum, and Heat 
ux 


AD-121 780/1GI 
HENRY, RONALD A. 
Polymeric Binders which Reversibly Dissociate at 


Elevated Temperatures. 
AD-A054 930/3G! 78-18 19A PC A04/MF A01 


Polymeric Binders which Reversibly Dissociate at 
Elevated Temperatures. 
PAT-APPL-907 067/GI 

78-25 19A PC A03/MF AO1 


Substituted -6,7,8,9-Tetrahydro-Pyrido-and 2H- 
Pyrano (2,3-b) (1,8) Naphthyridines, Stable, Efficient 
Laser Dyes. 
PAT-APPL-888 125/GI 

78-16 20E PC A02/MF A01 


78-05 6E Not Available NTIS 


78-26 81 PC A04/MF A01 


78-04 1E PC A10/MF A01 


78-04 6T PC A11/MF AO1 


78-07 8G PC A02/MF A01 


78-13 5K PC A0Q7/MF AO1 


78-13 181 PC A03/MF A01 


78-10 4A PC A03/MF A01 





HENRY, RONALD J. W. 
Reprint: Close-Coupling Calculations of Electron 
Scattering by Atomic Fluorine. 
AD-A051 267/3GI 78-12 7D PC A02/MF A01 


HENRY, SUE 
Field Experience in Education for Management in 


Social Welfare. 
SHR-0002122 78-17 5I 


HENRY, V. J. 
Baseline Monitoring Studies, Mississippi, Alabama, 
Florida, Outer Continental Shelf, 1975-1976. Volume 
V. Geophysical Investigations for Biolithologic 
Mapping of the MAFLA-OCS Lease Area. 
PB-282 806/9GI 78-19 8G PC A12/MF A01 
HENRY, VICTOR D. 
Petroleum Hydrocarbons in the Northern Puget 
Sound Area. A Pilot Design Study. 
PB-274 591/7GI 78-04 13B PC A04/MF A0O1 


HENRY, W. M. 
Development of a Large Sample Collector of 


Respirable Particulate Matter. 
PB-281 528/0GI 78-18 14B PC A04/MF A0O1 


Fabrication, Optimization, and Evaluation of a Mas- 
sive Volume Air Sampler of Sized Respirable Par- 
ticulate Matter. 
PB-285 375/2GI 


HENRY, WALTER L. 


System for Combining Analog and Image Signals 

Into a Standard Video Format. 

PATENT-4 045 815 78-02 6B Not available NTIS 
HENRY, WILLIAM C. 

Evaluation of Trenchless Sewer Construction at 

South Bethany Beach, Delaware. 

PB-278 776/0GI 78-14 13B PC A05/MF A01 
HENRY, WILLIAM H. JR. 

Second Careers for Retired Military Officers; The 

Transfer of Educational Attainments, Skills and Ex- 

perience to Civilian Occupations. 

PB-283 254/1GI 78-22 5i 
HENRYSON, H. tI 


ETOE-2/MC exp 2 -2/SDX Multigroup Cross-Sec- 

tion Processing. 

CONF-780334-5 
HENSEL, G. M. 


Recrystallisation of RDX at W.R.E. 
AD-A047 006/2GI 78-04 19A PC A02/MF A0O1 


HENSHALL, ANNE 

Loreto House: A Pattern of Care. 

HRP-0017369/0GI 78-02 6E Not Available NTIS 
HENSHALL, C. S. 

The Design and Development of an Ultrasonic Im- 


mersion Tank System. 
N78-11261/2GI 


HENSING, P. C. 


Flutter Analysis of a Glider Made of Synthetic 
Materials. 
N78-12012/8GI 


HENSLER, THOMAS 


Automated UHF Frequency Assignment System for 
FAA Air Traffic Control Communications. 

AD-A047 847/9GI 78-06 17G PC AO5S/MF AO1 
FAA Remote Terminal System. 

AD-A054 604/4GI 78-17 17G PC A0S/MF A0O1 
HENSLER, THOMAS C. 
ECP Trend Analysis. 

AD-A052 490/0GI 
HENSLEY, DAVID 

Development of Techniques for Plant Establishment 

on the Roadside. 

PB-278 604/4GI 78-13 2D PC A02/MF A01 

Evaluation of Several Methods of Establishing Plant 

Cover by Seeding on the Roadside. 

PB-278 275/3GI 78-12 13B PC A03/MF A01 


HENSLEY, E.B. 


Quarterly Progress Rept. For Period Ending 15 June 
1956 


AD-106 811/3GI 78-22 9A PC A02/MF A0O1 
Quarterly Progress Rept. For Period Ending 15 Mar 
56 


AD-100 174/2GI 
HENSLEY, EUGENE B. 
Thermionic and Photoelectric Emission from Mag- 


nesium Oxide 
AD-260 270/4GI 


HENSLEY, W. K. 


Trace Element Distributions in Several Coal Conver- 
sion Processes: An Exchange Program Between the 
Los Alamos Scientific Laboratory and the National 
Coal Board of England. 
LA-7100-MS 


PC AOS/MF A01 


78-25 14B PC AO7/MF A01 


PC A12/MF A01 


78-26 18F PC A02/MF A01 


78-06 14B PC A04/MF A01 


78-07 1A PC A03/MF A01 


78-14 15E PC A03/MF A01 


78-22 20L PC A02/MF A01 


78-13 20L PC A02/MF A01 


78-18 8G PC A03/MF A01 


HENSON, E. B. 
The Trophic Status and Phosphorus Loadings of 


Lake Champlain. 
PB-273 502/5GI 78-02 


HENSON, HUGH E. JR. 


A Serviceman's First Amendment Rights. 
AD-A049 476/5Gi 78-09 5D PC A21/MF A01 


HENSON, L. J. 
Economics of Disposal of 
Scrubbing Wastes: 
Treated Wastes. 
PB-281 391/3GI 78-18 7A PC A19/MF A01 


HENSON, RICHARD ALAN 


Absorptance of IR Laser Radiation at a Metallic In- 
terface at Various Angles of Incidence and Polariza- 


tions. 
AD-A055 256/2GI 
HENSON, WILLIAM R. 


Proceedings of a Seminar on Urban Hydrology held 
on 1-3 September 1970, at Davis, California, 
AD-A052 602/0GI 78-14 13B PC A13/MF A01 


HENSSEN, J. 


Studies on a Fibre Insulation in the Pressure Sup- 
pression Test Stand. 
Juel-1405 


HENTELEFF, PAUL D. 


New Audit Procedure Applied to an Old Question: Is 
the Frequency of T and A (Tonsillectomy and Ade- 
noidectomy) Justified. 

HRP-0015893/1GIi_ 78-05 6E Not Available NTIS 


HENTRICH, T. 


Determination of the Most Efficient Utilization of the 
Geostationary Orbit for Communication Satellites 
Using a System Model Based on Shared Channel 
Interference Measurements with PSK Modulated 
Signals Untersuchungen Zur Bestmoeglichen 
Ausnutzung der Geostationaeren Satellitenbahn 
fuer Nachrichtensatelliten Anhand Eines System- 
modelles Auf der Grundlage von Gleichkanal-Stoer- 
beeinflussungsmessungen MIT Psk-Modulierten 
Signalen. 

N78-11183/8GI 


HENTSCHEL, G. 


Study of Peripherally Produced K exp + K exp - - 
Pairs in the Reaction pi exp - p implies K exp + K 
exp - N at 18.4 Gev/C. 
MPI-PAE-Exp.El.-56 


HENTZEN, R. D. 


LOFT Nonnuclear Planning Analyses, RELAP3 
MOD058, Period March 1973--June 1974. (Report 
No. Ltr 20-25). 
TID-27596 


HENZE, W. JR. 
Research in Solar Physics: Analysis of Skylab/ATM 


S-056 X-Ray Data. 
N78-12991/3GI 


HEP, J. 


Group Library of Fission Products Zvje-Skoda. 
ZJE-188 78-06 20H MF A01 


Some Mathematical Methods of the Solution of the 
Activities Transport and of the Fuel Burnup Equa- 
tions. 

ZJE-187 


HEPBURN, D. R. C. 
Analysis of Changes in Rail Commuting to Central 


London, 1966-71, 
PB-276 454/6GI 


HEPLER, A. K. 


Applicability of the Control Configured Design Ap- 
proach to Advanced Earth Orbital Transportation 
Systems. 

N78-30140/5GI 78-25 22B PC A06/MF A01 


Technology Requirements for Advanced Earth Or- 
bital Transportation System. Volume 1: Executive 
Summary. 

N78-27168/1GI 78-23 22B PC A03/MF A01 
Technology Requirements for Advanced Earth Or- 


bital Transportation Systems. Volume 2: Summary 
Report. 


N78-30166/0GI 78-25 22A PC A09/MF A01 


Technology Requirements for Advanced Earth Or- 
bital Transportation Systems. Volume 3: Summary 
Report - Dual Mode Propulsion. 

N78-27161/6GI 78-23 22B PC A0S/MF A01 


HEPLER, MOLLY L. 


Conduit Catalog of Reviewed and Tested Curricu- 
lum Materials, 
ED-143 345 


HEPNER, RAYMOND 
Evaluation of a Screening Program for Heart Dis- 


ease. 
HRP-0024122/4GI 


13B PC A08/MF A01 


Lime/Limestone 
Untreated and Chemically 


78-18 20F PC A04/MF A01 


78-26 11E PC A02/MF A01 


78-06 17B PC A03/MF A01 


78-10 20H MF A01 


78-02 181 Not available NTIS 


78-07 3B PC A0S/MF A0O1 


78-01 18J Not available NTIS 


78-08 13B PC A02/MF A01 


78-22 5I Not available NTIS 


78-16 6E Not Available NTIS 


HERBACH, LEON H. 


HEPNER, T. E. 
Laser Velocimeter Survey About a NAcA 0012 Wing 
at Low Angles of Attack. 
N78-18084/1GI 78-13 1C PC A08/MF AO1 


Laser Velocimeter Systems Analysis Applied to a 

Flow Su Above a Stalled Wing. 

N78-10999/8GI 78-06 1 
HEPNER, T. P. 


Correlation of Laser Velocimeter Measurements 
over a Wing with Results of Two Prediction 
Techniques. 

N78-21410/3GI 


HEPPEL, P. G. M. 
Construction and Testing of a Carbon Fibre Primary 


Structure for a Man-Powered Aircraft Wing. 
N78-14043/1GI 78-09 1C PC A04/MF A01 


HEPPER, J. A. 


Cost Assessment for the Emplacement of 
Hazardous Materials in a Salt Mine. 
PB-276 730/9G! 78-09 13B PC A09/MF A01 


HEPPERLE, C. M. 


Microwave Radiometry Project. 
AD-895 930/6G! 78-19 14B PC A09/MF A01 


HEPPERT, J. A. 


Evaluation of the Photochemical Production of 
Hydrogen from Solar Energy. 
UCID-17535 78-14 7D PC A02/MF A01 


HEPPLER, JACQUELINE 
Gerontological Nurse Practitioner: Change Agents 


in the Health Care Delivery Systems for the Aged. 
HRP-0018143/8GI 78-03 6E Not Available NTIS 


HEPPNER, D. B. 
Prototype Bosch CO2 Reduction Subsystem for the 


Rise Experiment. 
N78-15693/2GI 78-10 6K PC A04/MF A01 


Technology Advancement of the Electrochemical 
CO2 Concentrating Process. 
N78-22723/8GI 78-17 6K PC A04/MF A01 


Nonviolent Explosive Destruct 
Remote Control System. 
SAND-77-8039 78-13 


HEPWORTH, A. G. 


Low-Speed Wind-Tunnel Tests of the Longitudinal 
Stability Characteristics of Some Swept-Wing Quiet 
Airbus Configurations. 
N78-14042/3GI 


HERAKOVIC, 


Theoretical-Experimental Correlation for Buckling 
of Composite Cylinders under Combined Compres- 
sion and Torsion. 
N78-29503/7GI 


HERAKOVICH, C. T. 


Finite Element Stress Analysis of idealized Com- 
posite Damage Zone: 
N78-17158/4GI 


Influence of 
Gradients on 
Edges. 

N77-32538/9GI 


HERALD, W. R. 


Development of Ultrafiltration and Inorganic Adsor- 
bents for Reducing Volumes of Low-Level and In- 
termediate-Level Liquid Waste: April--June 1977. 

MLM-2464 78-11 18G PC A02/MF A01 


Development of Ultrafiltration and Inorganic Adsor- 
bents for Reducing Volumes of Low-Level and In- 
termediate-Level Liquid Waste: January--March 


78-21 


PC A08/MF A01 


78-16 1A PC A04/MF A01 


System (Neds) 


18C PC A02/MF A01 


78-09 1A PC A05/MF A01 


78-24 11D PC A06/MF A01 


Ss. 
78-12 11D PC A08/MF A01 


Two-Dimensional Hygrothermal 
interlaminar Stresses Near Free 


78-02 11D PC A03/MF A01 


1978. 
MLM-2513 


Development of Ultrafiltration and Inorganic Adsor- 
bents for Reducing Volumes of Low-Level and In- 


18G PC A02/MF A01 


termediate-Level Liquid Waste: July--September 
1977. 


MLM-2499 78-20 18G PC A02/MF A01 


Development of Ultrafiltration and Inorganic Adsor- 
bents for Reducing Volumes of Low-Level and In- 
termediate-Level Liquid Waste: October--December 
1977. 


MLM-2503 78-17 18G PC A0Q2/MF A01 


Evaluation of Organic and Inorganic Adsorbents for 
the Removal of Uranium and Plutonium from 
Process Streams. 
MLM-2424(OP) 


HERB, SAMUEL F. 


Physiochemically Designed Fat Compositions from 
Tallow and Process for Making. 
PAT-APPL-891 956/GI 78-16 6H PC A0Q3/MF A01 


HERBACH, LEON H. 


Properties of Model Ii Type Analysis of Variance 
Tests. A: Optimum Nature of the F-Test for Model li 
in the Balanced Case 


78-02 18G MF A01 


PA-605 





AD-254 282/7GI 
HERBELIN, JOHN M. 


Enhancement of NF (b 1 Sigma(+ )) by intracavity 
lodine Laser Pumping 
AD-A046 488/3G! 78-03 7D PC A02/MF A01 


Scale-up on NF(a 1 delta) Produced by the H + NF 
sub 2 System in a Subsonic CW Laser Device 
AD-A046 870/2GI 78-03 7D PC A02/MF A01 


HERBELL, T. P. 


Effect of Attrition Milling on the Reaction Sintering 
of Silicon Nitride 
N78-31236/0GI 


HERBERT, JOHN 


Health Hazard Evaluation Determination Report 
Number 76-29-322, Columbus Products Corpora- 
tion, Columbus, Ohio, 
PB-273 706/2GI 


HERBERT, VICTOR 


Food and Nutrition Continuing Education Program 
Seminar 2. Food Fads and Misinformation, 
PB-282 638/6G! 78-18 6H PC A09/MF A01 


HERBERT, WILLIAM H. 


An Investigation of the Determinants of a Success- 
ful Career as a USAF Procurement Officer 
AD-A047 278/7GI 78-04 51 PC AO5/MF A01 


HERBES, S. E. 


Methodology for Determination of Rates of Microbi- 
al Transformation of Polycyclic Aromatic Hydrocar- 
bons in Sediments 
CONF-780111-1 


HERBICH, JOHN B. 


Characteristics of Coral and Coral Dredging, 
PB-285 416/4GI 78-24 13C PC A04/MF A01 


Proceedings of the Dredging Seminar (9th), 
PB-275 723/5GI 78-06 13B PC A13/MF A01 


HERBRANDSON, HARRY F. 


Derivatives of Aromatic Sulfinic Acids. IV. The Ab- 
solute Configuration of Asymmetric Sulfur in 
Epimeric Sulfinic Esters 

AD-239 968/1GI 78-11 


HERBST, H. P. 


The Three-Dimensional Structure of the Proton Dis- 
tribution Function of the Solar Wind Based on Mea- 
surements of HEOS-A2-S-210 die Dreidimensionale 
Struktur der Protonen-Verteilungsfunktionen des 
Solaren Windes Nach Messungen von HEOS-A2-S- 
210 

N78-14979/6GI 


HERBSTER, G. 


Caticulation, Design and Experimental Investigations 
for the Carrier Supply of a Television Sroadcasting 
Satellite 

N77-31228/8GI 78-01 


HERCHENRODER, BARRY E. 


A Spatially Integrated Numerical 
Hydraulics. 
AD-A050 315/1GI 


HEREDY,L.A 


Deuterium Tracer Method for Investigating the 
Chemistry of Coal Liquefaction. Quarterly Technical 
Progress Report, June--September 1976 

FE-2328-4 78-03 21D PC A02/MF A01 


78-13 12A PC AO2/MF A01 


78-26 11B PC A02/MF AO1 


78-03 6J PC A02/MF A01 


78-18 13B PC A02/MF A0t 


7D PC A02/MF AO1 


78-09 3B PC A09/MF A01 


17B PC A08/MF A0O1 


Model of Inlet 


78-10 138 PC AO6/MF A01 


Deuterium Tracer Method for Investigating the 

Chemistry of Coal Liquefaction. Quarterly Technical 

Progress Report, October--December 1976 

FE-2328-7 78-01 7D PC A04/MF A01 
HEREMANS, R 


Mathematical Modelling of Radionuclide Migration 

in a Homogeneous Clayey Formation (Application to 

the Case of the Boom Clay at MOL) 

BNWL-tr-273 78-13 18G 
HERFORTH, L. 


Response 


PC A02/MF AO1 


Dependence of an Albedo-Neutron 
Dosemeter on the Properties of Shielding 


TU-Inf-05-36-7€ 78-25 18D PC A02/MF AO1 
HERGERT, JOHN J 


Weld Current Decay Device 
PAT-APPL-866 666/GI 

78-22 131 PC A0Q2/MF A01 
HERGET, WILLIAM F. 


Reprint: Instrumental Sensing of Stationary Source 
Emissions 
PB-274 389/6GI 


78-03 14B 


PC A02/MF AO1 
Non-Extractive Electro-Optical Measurement 
Engine Emissions 
AD-A056 783/4GI 

HERGOTT, S. 


Power Plant Cooling Water Chlorination in Northern 
California 
PB-281 602/3G! 


of Jet 


78-22 14B PC A03/MF A0Q1 


78-18 13B PC A05/MF A01 


PA-606 


HERIC, E. L. 


Some Thermodynamic Properties of Methane Ad- 
sorbed on Rutile Between 80 and 140 K, 
AD-826 050/7GI 78-14 20M PC A03/MF A01 


HERINGTON, E. F. G. 


Methods for the Calculation of the Value of the 
Logarithm of the Activity Coefficient of a Com- 
ponent at Infinite Dilution from Binary Vapour- 
Liquid Data. 

N78-18165/8Gi 


HERITIER, M. 


Spin Polarons in Narrow, Almost Half-Filled S Band. 
A Valid Concept in B.C.C. Exp 3 He (Interrogation 
Mark). 

CBPF-A-0009/77 


HERJANIC, BARBARA L. 
Reaching the Unreached: A Children's Community 


Health Program in the Inner City. 
HRP-0013942/8GI 78-07 6E Not Available NTIS 


HERJANIC, M. 
Reaching the Unreached: A Children’s Community 


Health Program in the Inner City. 
HRP-0013942/8GI 78-07 6E Not Available NTIS 


HERJE, JARLE R. 
Study of Environmental Aspects of Protected Mem- 


brane Roof Structures. 
AD-A057 654/6GI 78-23 


HERKE, F. P. JR. 


Photovoltaic System Test Facility Electromagnetic 

Interference Measurements 

ERDA/NASA/1022-77/11 
78-07 


HERKIMER, ALLEN G. 


The HRU -- Measuring Input to Find Productivity. 
HRP-0024843/5Gi 78-26 6E Not Available NTIS 


HERLEY, P. J. 


Preparation, Characterization, and Use of Metal 
Hydrides for Fuel Systems. Progress Report, Sep- 
tember 1, 1976--May 31, 1977. 
COO-5000-2 78-03 


HERLIG, RICHARD K. 


Coordinating the State Education Agency Dis- 
semination System. Conference Topic Paper, 
ED-143 334 78-21 51 Not available NTIS 


Linker Training Processes for the State Education 
Agency Dissemination System. Conference Topic 
Paper, 

ED-143 335 78-22 51 Not available NTIS 


National Dissemination Conference (10th), 
ED-146 939 78-24 5B Not available NTIS 


National Dissemination Conference (10th). Evalua- 
tion Summary, 
ED-146 940 


78-13 7D PC A03/MF A01 


78-22 20 MF A01 


13M PC A03/MF A01 


10B PC A02/MF A01 


10A PC AO5/MF A01 


78-24 5B Not available NTIS 


Resources for the State Education Agency Dis- 
semination System 
ED-143 308 


HERLIHY, JOHN 


Conceptual Designs for Combined Environments 
Reliability Test Facility 
AD-A051 761/5GI 


HERLIN, MELVIN A. 


Advanced Electronic Technology 
AD-A047 274/6GI 78-04 9C 


Advanced Electronic Technology 
AD-A050 552/9GI 78-11 20L 


Advanced Electronic Technology 
AD-A054 478/3GI 78-17 9C 


Advanced Electronic Technology 
AD-A058 018/3G! 78-24 SE PC A02/MF AQ1 


Network Speech Processing Program 
AD-A045 454/6Gi 78-01 17B PC A03/MF A0O1 


Network Speech Processing Program 

AD-A053 015/4GI 78-15 17B PC AO5/MF A01 

Network Speech Processing Program 

AD-A056 934/3GI 78-22 17B PC A02/MF A01 
HERLING, ROBERT J. 

Sulfate Testing of Four Vehicles, 

PB-275 003/2Gi 78-05 13B 
HERLING, W. W. 

Unsteady Loads Due to Propulsive Lift Configura- 

tions. Part D: The Development of an Experimental 

Facility for the Investigation of Scaling Effects on 


Propulsive Lift Configurations 
N78-20070/6GI 78-15 


HEM, RONALD R. 


Reactive Single Collision Studies with Metal Atoms 
or Metal Halides. 
AD-A048 230/7GI 


78-21 51 Not available NTIS 


78-13 14B PC AO6/MF A01 


PC A02/MF AO1 


PC A02/MF A01 


PC A02/MF AO1 


PC A03/MF A01 


1A PC A06/MF A01 


78-06 7D PC AO6/MF A01 


HERMAN, ALAN 


MESA New York Bight Project. Expanded Water 
Column Characterization Cruise (XWCC 12) NOAA 
Ship GEORGE B. KELEZ, April-May 1977, 

78-20 8J PC AOS/MF A01 


PB-283 861/3GI 


HERMAN, ARTHUR 


Outlook for Computer Process Control--Manpower 
Implications in Process Industries. 
PB-279 960/9GI 78-16 5! 


HERMAN, B.M. 


Calculations of Mie Back-Scattering of Microwaves 
from Ice Spheres 
AD-259 265/7GI 78-16 20N PC A02/MF A01 


HERMAN, BENJAMIN M. 


Back-Scattering of 3.21-cm Radiation by 
Bubbles 
AD-252 268/8GI 


HERMAN, C. M. 


Reprint: Kinin System Responses in Sepsis after 
Trauma in Man. 
AD-A049 674/5GI 


HERMAN, CLIFFORD M. 


Reprint: Benefits from Improved Oxygen Delivery of 
Blood in Shock Therapy. 
AD-A049 750/3GI 78-09 6E PC A02/MF A01 


Reprint: Heparin versus Citrate Anticoagulation in 
Autotransfusion. 
AD-A049 789/1GI 78-09 6E PC A02/MF A01 


Reprint: Prostaglandins and 
Course of Endotoxin Shock. 
AD-A049 751/1GI 78-09 6T PC AQ2/MF A01 


HERMAN, DONALD J. 


Force Structure and Manpower Management Study. 
Support of FORDIMS Design, Development, and Im- 
plementation. 

AD-A048 433/7GI 


HERMAN, H. 


The Response of Coated Steels to Cavitation in 
Corrosive Environments. 
AD-A047 472/6GI 78-05 11F MF AO1 


U-25 MHD Generator Project. Report for the Period 
May--July 1976. 
FE-1740-4 


HERMAN, HARRY 


Dynamics of Submerged Cylindrical Shells with Ec- 
centric Stiffening. 
AD-A058 218/9GI 


HERMAN, HERBERT 


Feasibility Study on the Use of Small-Angle Neutron 
Scattering for Microstructural Determinations of 
Technological Alloys, Carried out at Atomic 
Weapons Research Establishment (AWRE), Al- 
dermaston, England. 

AD-A058 472/2G! 78-25 11F PC A0Q2/MF A01 


Non-Destructive Evaluation of Materials with Cold 
Neutron Beams, 
AD-A053 073/3G! 78-15 14B PC A08/MF A01 


Properties of Materials Quenched from the Liquid 
State. 
AD-A046 246/5GI 


HERMAN, I. P. 


Development of Advanced Concepts for Improved 
Heavy Water Production Technology. 
UCID-17736-77-4 78-23 18B PC A03/MF A01 


Development of Advanced Concepts for Improved 
Heavy Water Production Technology 
UCID-17736-78-1 73-25 18B PC A03/MF A01 


HERMAN, J. 


Reprint: Resonance Lineshapes_ in 
Atomic Systems. 
AD-A043 713/2GI 


HERMAN, J. A. 


Design Criteria for Imaging Sensor Displays 

AD-A055 411/3GI 78-20 5H PC AO7/MF A01 
HERMAN, J. R. 

Evaluation of Energetic Particle Effects on BUV 


Data and Atmospheric Ozone. 
N78-22517/4GI 78-17 4A PC AQ3/MF AO1 


HERMAN, L. K. 


Closed Form Magnetic Quarter Orbit Switch Point 
Solution. 


AD-A048 624/1GI 78-07 22B PC A02/MF A01 
HERMAN, LAWRENCE J. 


Reprint: Spawning Success of the Black Crappie, 
‘Pomoxis nigromaculatus’, at Reduced Dissolved 
Oxygen Concentration 
PB-274 558/6GI 


HERMAN, M. 


Evaluation of the exp 58 Ni(N,2N) exp 57 Ni Reac 
tion Cross Sections 
INDC(POL)-8/L 


PC AQS/MF A01 


Water 


78-01 20N PC A02/MF AO1 


78-09 6A PC A02/MF AO1 


the Hemodynamic 


78-07 5A PC A04/MF A01 


78-05 10B PC A03/MF A01 


78-24 20K PC AQS/MF A0O1 


78-02 11F PC AQ3/MF A01 


Multi-Level 


78-07 7D PC A02/MF A01 


78-05 6C PC A02/MF AO1 


78-26 20H PC A04/MF AO1 





HERMAN, MARTIN 


Clustering Edge Values for Threshold Selection 
AD-A049 592/9GI 78-09 9B PC A02/MF A01 


PDP 11 Image Processing Software 
AD-A049 586/1GI 78-09 9B PC A04/MF A0O1 


Understanding Stick Figures 
AD-A047 817/2GI 78-06 6D PC A03/MF A01 


HERMAN, MARY W. 


Family Medicine and Primary Care: Trends and Stu- 

dent Characteristics. 

HRP-0017215/5Gi 78-04 6E Not Available NTIS 
HERMAN, P.N 

The Conditioning of Verbal Associative Responses 


Elicited by Non-Verbal! Stimuli 
AD-227 915/6GI 78-16 5J PC A02/MF AO1 


HERMAN, R. F. 


Nozzle Seal 
PATENT-4 055 199 78-22 18J Not available NTIS 


HERMAN, R. G. 


Study of the Deactivation of Methanol Synthesis 
Catalysts. Final Report. 
EPRI-AF-694 78-25 21D PC A04/MF AQ1 


HERMAN, R. H. 


Reprint: Ethanol-induced Inhibition of Human in- 
testinal Enzyme Activities: Reversal by Folic Acid 
AD-A050 943/0GI 78-11 6A PC A02/MF A01 


HERMAN, ROBERT H. 


Reprint: Clinical Implications of Lactose-Positive 
Breast Secretions in Nonpuerperal Females 
AD-A057 883/1GI 78-24 6A PC A02/MF A01 


Reprint: Comparison of the Adaptive Changes in 
Disaccharidase, Glycolytic Enzyme and _ Fruc- 
tosediphosphatase Activities After Intravenous and 
Oral Glucose in Normal Men. 

AD-A057 049/9GI 78-22 6A PC A02/MF A01 


Reprint: Hydrolysis and Absorption of Car- 
bohydrates, and Adaptive Responses of the Jeju- 
num 


AD-A051 079/2GI 78-12 6A PC A03/MF AO1 


Reprint: Rapid Reciprocal Changes in Rat Hepatic 
Glycolytic Enzyme and Fructose Diphosphatase Ac 
tivities Following Insulin and Glucagon Injection 

AD-A049 653/9GI 78-09 6A PC A02/MF AO1 


Reprint: Rapid Reciprocal Changes in Rat Tissue 
Enzyme Activities Following Epinephrine Injection 
AD-A050 983/6GI 78-11 60 PC A02/MF AQ1 


Reprint: Supression of Activities of Carbohydrate 
Metabolizing Enzymes in Adipose Tissue of Obes¢« 
Humans by Clofibrate 

AD-A049 649/7GI 78-09 60 PC A02/MF A01 


HERMAN, ROBERT W. 


Digital Plotting System for Displaying Curved Line 
information 
PAT-APPL-865 076/GI 78-15 9B PC AO5/MF A01 


HERMAN, S. 

DESCOM TMDE Management Prograr 

AD-A058 687/5GI 78-25 15€ PC AO6/MF AO1 
HERMAN, SIDNEY S. 


Spectral sensitivity and phototaxis of the 
shrimp 


AD-403 788/3GI 
HERMAN, STEVEN G. 


Col Nesting Sea 


‘ ine Islands in the Pz 
AD-A056 926/9GI 
HERMAN, Y. F. 
Reprint: Ethanol-tir 
Enzyme Ac 
AD-A050 943/0GI 
HERMANN, BRUCE 


Formulation for 


AD-A054 596/2Gi 8- 


HERMANN, CHARLES F. 


ind Forecasting i 


048 137/4Gi 78-0€ 
HERMANN, EDWARD R. 
and Hearing 
ception and Safety Ar 
280 365/8Gi 
HERMANN, J. A. 


Rep 


AD-AG46 731/6 78-02 ) C A02/h 
HERMANN, O. W. 

High Energy (E Less Than or Equal to 1000 Gev) In 

tranuclear Cascade Model for Nucleons and Pions 

incident on Nuclei and Comparisons with Experi- 

mental Data 

ORNL/TM-5710 78-08 20H PC A04/MF A01 


HERMANN, W. 
Using the Heat Pump for Solar Energy Utilization. 
AED-Conf-77-263-005 
78-21 13A PC AQ3/MF AO1 
HERMANN, W. JR. 
Reprint: Kinetic Studies of Metal lon Complexation 


and Dye Dimerization by Laser Ultrasound and 
Laser T-Jump 


AD-A050 929/9Gi 78-11 7D PC AQ2/MF AO1 
HERMANNS, H. J. 


Calculation of Mass Flow and Steam Quality Dis- 

tribution on Fuel Elements of Light-Water Cooled 

Boiling Water Nuclear Reactors 

IKE-5-205 78-20 181 MF AO1 
HERMANSKY, C. 

Reprint: Electrochemical Measurements in Nonionic 


Microemulsions 
AD-A046 134/3GI 78-02 7D PC A02/MF AO1 


HERMANSSON, H. -P. 


Electrokinetic Deposition of Waterborne, Particulate 
FeOQ(OH) and MnO sub 2 on Stainless Steel Sur- 
faces. 


AE-512 78-10 11F MF A01 
HERMANUTZ, ROGER O. 
Reprint: Endrin and Malathion Toxicity to Flagfish 


(Jordanelia floridae). 
PB-284 755/6GI 78-24 6T PC AQ2/MF AO1 


HERMELEE, A. 
Energy Modeling and Data Support for the Electric 


Power Research Institute. Annual Report, July 1977 
BNL-50696 78-15 10A PC A04/MF AO1 


HERMELEE, A. L. 
Regional Reference Energy Systems. 
EPRI-EA-462 78-03 10A PC A20/MF AO1 
HERMENS, C. A. 
A Statistical Test of the Calculated Mean Fatigue 
Life Using Service Experience 
N78-26138/5GI 78-21 1C PC AQ2/MF A01 
HERMES, ANN C. 
Regional Dental Placement System 
HRP-0900021/7Gi 78-11 6E PC A07/MF A01 
HERN, S. C. 
Distribution of Phytoplankton in Delaware Lakes 
PB-279 697/7GI 78-15 13B PC A03/MF A01 
Distribution of Phytoplankton in Illinois Lakes, 
PB-285 411/5GI 78-26 138 PC AO7/MF A01 
Distribution of Phytoplankton in Kentucky Lakes 
PB-279 667/0GI 78-15 13B PC AQ3/MF A01 
Distribution of Phytoplankton in Mississippi Lakes. 
PB-273 388/9GI 78-02 6C PC A03/MF A01 
Distribution of Phytoplankton in South Carolina 
Lakes 
PB-274 451/4GI 78-05 8H PC A04/MF A01 
Distribution of Phytoplankton in Tennessee Lakes 
PB-280 139/7GI 78-16 13B PC A04/MF AO1 
HERN, STEPHEN C. 
Distribution and Importance of Phytoplankton in the 
Atchafalaya Basin, 
PB-277 544/3GI 78-11 13B PC A10/MF A01 
Relationships of Productivity and Problem Condi- 
tions to Ambient Nutri s: National Eutrophication 
Survey Findings for 418 Eastern Lakes 
PB-276 987/5GI 78-10 6F PC A0Q3/MF A01 
HERNANDEZ, A. J. 
Reprint: On Rayleigh-Schrodinger and Green's 
unction Calculations of lonization Potentials and 
ectron Affinities 
2B-275 138/6GI 78-06 7D Not available NTIS 
HERNANDEZ, D 


2 Interconnection of Electronic Components In- 
onnexion Par Fil des Composant Elec 
que 
30543/0GI 78-25 9A PC AQ2/MF AO1 
HERNANDEZ, DONALD J 
Consumption of Advanced Wastewater 
Ely, Minnesot 
270/4GI 78-17 13B PC A03/MF AO1 


Humoral M tors of Nontemperature-De- 
Hypermet ism in 50% Burned Adult 


PC A02/MF A01 
HERNDON, JOHN W 


Cross-Scan Investigation Closed Circuit Televi- 


AD-A047 920/4G! 78-06 17B PC A02/MF A01 
HERNITER, J. D. 
MASSTRAM: The Development of a Computer 


System for the Cost-Effective Maintenance of Rail 
Equipment in Urban Mass Transit Systems. 


HERRERA, J. C. 


PB-285 449/5GI 78-25 13F PC AC9/MF A01 
HERNITER, JEROME D. 


MASSTRAM: Source Listing, 
PB-285 451/1GI 78-25 13F PC A04/MF A01 


MASSTRAM: User’s Manual for MASSTRAM, 
PB-285 450/3GI 78-25 13F PC A04/MF AO1 


HEROLOD, D. 


Core Excitations to the Low Lying States of Thalli- 
um Isotopes. 
IKDA-77/11 78-22 20H MF AO1 


Microscopic Description of the Ground and of the 

Septuplet States in exp 209 Bi 

IKDA-77/10 78-22 20H MF A01 
HEROLD, H. 

Energy by Nuclear Fusion. Physical Fundamentals, 

Energy Reserves, State of Plasma Physics, Reactor 


Projects, Key Problems, Safety, and Environmental 
Impact. 


IPP-4/147 78-18 18A MF A0O1 


Parameter Study of High- beta Tokamak Reactors 

with Circular and Strongly Elongated Cross Section 

IPP-4/153 78-18 18A MF AO1 
HEROLD, JOANN 

Nutrition of Rural Elderly in Southwestern Pennsyl- 

vania 

HRP-0024375/8G! 78-15 6E Not Available NTIS 


HEROLD, W. 


Effects of Plasma-Physical Problems on Design, 
Operational Method, and Economics of D-T Fusion 
Reactors 

CONF-760359-7 78-19 18A PC A0Q2/MF A0O1 


HERONEMUS, W. E. 
Continued Evaluation of Compact Heat Exchangers 
for OTEC Application. Interim Progress Report, 
February 15, 1977--August 15, 1977 
COO/4238-3 78-13. 10B PC AOS/MF A01 


Research Applied to Ocean Sited Power Plants. 
PB-284 429/8GI 78-24 10B PC A04/MF A01 


HEROUX, L. 
Reprint: Rocket Measurement of Thermospheric 


Photoelectron Energy Spectra 
AD-A055 330/5GI 78-20 4A PC A0Q2/MF A01 


HERR, H. 
Photoproduction of Pions on Polarized Protons and 


Neutrons in the Second Resonance Region. 
BONN-HE-77-11 78-23 20H PC A02/MF A01 


HERR, J. J. 
Automatic Database Mapping and _ Translation 
Methods. 
LBL-6782 78-25 9B MF AO1 


Automatic Document Classification Based on Ex- 
pert Human Decisions 
LBL-6164 78-08 5B PC A02/MF A01 


Standards for Multilateral and World Wide 

Exchange of Geothermal Data. 

LBL-6305 78-04 10A PC AO2/MF A01 
HERR, K. C. 

Augmented Solar Energy Collection Using Various 

Planar Reflective Surfaces: Theoretical Caiculations 

and Experimenta! Results 

LA-7041 78-26 10A MF A01 
HERR, R. W. 

Experimental Studies of Effects of Tilt and Struc- 

tural Asymmetry on Vibration Characteristics of 

Thin-Wall Circular Cylinders Partly Filled with 

Liquid 

N78-28480/9Gi 78-23 20K PC AQ3/MF AO1 
HERR, W. 

Determination of ‘14 MeV" Cross Sections for 

(N,p)-, (N,alpha)-, (N,2N)- and (N, Np + Pn + D) 

Reactions in the Elements Sc, Ni, Ge, Pd, Cd, Sm, 

Dy, Gd, and Yb with Consideration of the 

“Effective” Neutron Energy Spectra 

UCRL-Trans-11320 78-20 20H PC AQ2/MF A01 


HERREMAN, HAROLD M. 


A Photomultiplier and Electronic Study of Geiger 

Counter Pulses in Air 

AD-434 252/3GI 78-14 18D PC AQ2/MF AO1 
HERRERA, G. 


Projection of Distributed-Collector Soiar-Thermal 

Electric Power Piant Economics to Years 1990-- 

2000 

DOE/JPL/1060-1 78-16 108 PC AQ5/MF AO1 
HERRERA, J. 

isabelle Machine Glossary 


BNL-23538 78-16 20G MF A0O1 


New Scheme for the Design and Operation of 
Proton--Proton Storage Accelerators 


BNL-22926 78-12 20G PC A02/MF A01 
HERRERA, J. C. 
Notes on Luminosity Variation at ISABELLE 


PA-607 





BNL-23660 78-17 20G PC A02/MF A01 


Report of Group II-2: Running at ISA. 

BNL-23537 78-17 20G MF A01 
HERRERA, J. Q. 

Williams Holding Lease, Steamflood Demonstration 

Project, Cat coy et Oil Field. Topical Report I. Pro- 


ject Design and Development. 
SAN/1188-1 78-13 81 PC A08/MF A01 


HERREROS, O. R. 


Excitation Functions and Isomeric Ratios for the 
Isomeric Pair Sup(106M)Ag and Sup(106G)Ag in the 
exp 107 Ag (D,T) Reaction. 
CNEA-422 


HERRICK, C. C. 


Preparation of Synthetic Standard Minerals. 
LA-7072-MS 78-17 20L PC A04/MF A01 


Skull Melting of Synthetic Minerals. 
LA-7080-MS 78-17 20L PC A02/MF A01 


HERRICK, MICHAEL 


Missouri Health Manpower Analyses: Veterinary 
Medical Manpower, 
PB-275 883/7GI 


HERRICK, ROBERT M. 


Simulators in Aviation Maintenance Training: A Del- 
phi Study. 
AD-A052 715/0G! 


HERRIN, EUGENE 
Geophysical Model Studies of the Tularosa Basin, 


New Mexico. 
AD-A054 161/5GI 


HERRIN, JIM M. 


The CCTC Quick-Reacting General War Gaming 
System (QUICK). General Description. 
AD-A045 422/3GI 78-01 15F PC A03/MF A01 


The CCTC Quick-Reacting General War Gaming 
System. (QUICK). Program Maintenance Manual. 
Volume | - Data Management Subsystem. Part I. 

AD-A054 377/7GI 78-17 15F PC A19/MF A01 


The CCTC Quick-Reacting General War Gaming 
System (QUICK) Program Maintenance Manual. 
Volume |. Data Management Subsystem Part Il. 

AD-A054 310/8GI 78-17 15F PC A21/MF A01 


The CCTC Quick-Reacting General War Gaming 
System (QUICK) Program Maintenance Manual. 
Volume Il. Weapon/Target Identification Subsystem. 
AD-A050 081/9GI 78-10 15F PC A09/MF A01 


The CCTC Quick-Reacting General War Gaming 
System. (QUICK). Users Manual. Volume |. Data 
Management Subsystem, 

AD-A047 256/3G! 78-04 15G PC A08/MF A01 


The CCTC Quick-Reacting General War Gaming 
System (QUICK). Users Manual. Volume Il - 
Weapon/Target Identification Subsystem, 

AD-A046 088/1GI 78-02 15G PC A04/MF A01 


HERRING, R. L. 


Evaluation of a Large Capacity Heat Pump Concept 
for Active Cooling of Hypersonic Aircraft Structure. 
N78-17339/0GI 78-12 1C PC A03/MF A01 


Thermal Design for Areas of Interference Heating 
on Actively Cooled Hypersonic Aircraft. 
N78-20117/5GI 78-15 1C PC A08/MF A01 


An Iterative Technique for Designing Finite impulse 
Response Chebyshev MTI Filters with Nonlinear 
Delay. 

AD-A056 814/7GI 


HERRING, W. MICHAEL 


Immobilization of Enzymes onto Insoluble Supports. 
PB-275 084/2GI 78-05 7D PC A06/MF A01 


HERRINGTON, P. G. 
Fast Response Meters for Pulsed Liquid Flow. 
AD-A052 091/6G! 78-13 21H PC AQ3/MF A01 
HERRINGTON, SCOTT S. 
Measuring Pilot Proficiency on an Instrument Train- 
ing Maneuver. 
AD-A050 972/9GI 78-11 51 PC A03/MF A01 
Verbal Prescriptive Rules in Cognitive Pretraining 


for the Vertical S-A Training Maneuver. 

AD-A050 971/1GI 78-11 51 PC A03/MF A01 
HERRMAN, GERARD 

Reprint: Pre-enlistment Decision Time as a Predic- 

tor of Military Effectiveness. 

AD-A053 281/2GI 78-15 5J PC A02/MF A01 
HERRMANN, ANTHONY A. 

Acute and Repetitive 

Difluorodichloromethane. 

PB-279 204/2GI 78-15 6T PC A0S/MF A01 

Acute and Repetitive Human 

Fluorotrichloromethane. 

PB-279 203/4GI 78-15 6T PC A06/MF A01 


78-08 20H MF A01 


78-07 51 PC A07/MF A01 


78-14 5I 


PC A06/MF A01 


78-17 8K PC A08/MF A01 


78-22 171 PC A04/MF A01 


Human Exposure to 


Exposure to 


PA-608 


Acute and Repetitive Human Exposure to Isbutane 
and Propane. 
PB-279 205/9G! 


HERRMANN, C. R. 
Defect Analysis Program Applied to Nuclear Plant 
Pressure Component Experience Data. 
GEFR-SP-051 78-15 181 PC A02/MF A01 
Structural Reliability Methodology: Application at 


the System Level. 
GEFR-SP-049 


HERRMANN, D. 


Reprint: Differential Cross Sections for Elastic Elec- 
tron Scattering. Ill. The C sub 2H sub 2 C sub 2H 
sub 4 and C sub 2H sub 6 Results. 

AD-A046 526/0GI 78-03 7D PC A02/MF A01 


Modern Methods of Personnel Dosimetry. 

UCRL-Trans-11248 78-08 18D PC A04/MF A01 
HERRMANN, E. 

Decay Scheme of exp 127 BA and Half-Lives of 

Some Low-Lying Excited States in 

Sup(123,125,127,129)CS. 

JINR-E6-9241 
HERRMANN, G. 

Reprint: Effect of Axial Force on Dynamic Fracture 


of a Beam or Plate in Pure Bending. 
AD-A056 654/7GI 78-21 20K PC A02/MF A01 


Horizontal Shear Surface Waves on a Laminated 
Composite. 

AD-A053 570/8GI 78-16 20A PC A03/MF A01 
Reprint: Horizontal Shear Surface Waves on a 
Laminated Composite. 
AD-A055 461/8GI 


HERRMANN, GABRIEL 


The Discrepancy in the Rotational Constants of 
Bromoform 
AD-043 894/5GI 78-14 7D PC A02/MF A01 


The S-Band Spectrum of HDO 
AD-009 468/0GI 78-16 7D PC A02/MF A01 


HERRMANN, GEORGE 


Applicability of Floquet-Type Solutions to Bounded 
Layered Composites. 
AD-A053 569/0GI 
HERRMANN, H. 
Experiences with the ASSESS 2 Lidar Experiment. 
N78-23432/5GI 78-18 20F PC A05/MF A01 


Experiences with the ASSESS 2 Lidar Experiment 
Erfahrungen Aus Dem Assess 2 Lidar-Experiment. 
N78-18296/1GI 78-13 17E PC A04/MF A01 


HERRMANN, H. J. 


Digital Simulation of Continuous Systems with and 
Without Parameter Optimization. 
PTB-ATWD-10 78-23 9B PC A04/MF A01 


HERRMANN, LEO M. 


Employee Assistance Program Pays Off. 
HRP-0024395/6GI 78-26 6E Not Available NTIS 


HERRMANN, ROBERT B. 


Analysis of Strong Motion data from the New 
Madrid Seismic Zone: 1975 - 1976, 
PB-280 148/8GI 78-16 8K PC A08/MF A01 


Earthquake Generated SH Waves in the Near Field 

and Near-Regional Field. 

AD-A045 668/1GI 78-01 
HERRMANN, ROBERT S. 

The Specificity of the Psychiatric Interview 

AD-117 845/8GI 78-22 5J PC A02/MF A01 
HERRMANN, W. 

Behavior of Electron Rings in the Early Phase after 

Ring Formation. 

IPP-0/34 , 78-20 20G MF A0O1 

Eulerian Finite-Difference Calculations of Explo- 

sions in Partially Water-Filled Overstrong Cylindrical 

Containment Vessels. 

SAND-77-1342 78-15 
HERRMANN, WALTER L. 

Urinary 17-Ketosteroids in Surgical Stress 

AD-221 354/4GI 78-16 6S PC A02/MF A01 
HERRNBERGER, V. 


Correlation of RT/sub NDT/ Shift of Ductile-Tem- 
perature Curve to Neutron Dose in Reactor Pres- 
sure Vessels as at PWR Beznau Nok/Switzerland. 
BNWL-tr-303 78-17 181 PC A02/MF A01 
HERRON, B. G. 
The 30-cm lon Thruster Power Processor. 
N78-24280/7GI 78-19 21C PC A0S/MF A01 
Engineering Model 8-cm Thruster Subsystem. 
N78-29147/3GI 78-24 21C PC A07/MF A01 
HERRON, IRENE 


Labor-Management Issues in the Health Care Field. 
HRP-0017598/4GI_ 78-14 5A _ Not Available NTIS 


78-15 6T PC AOQS/MF A01 


78-16 18E PC AQ2/MF A01 


78-08 20H MF A01 


78-20 20A PC A02/MF A01 


78-16 20A PC A02/MF A01 


8K PC A04/MF A01 


18F PC A07/MF A01 


HERRON, J. T. 


Reprint: Mass Spectrometric Detection of Dioxirane, 
H2COO, and Its Decomposition Products, H2 and 
CO, from the Reaction of Ozone with Ethylene. 

PB-275 124/6GI 78-06 4A _ Not available NTIS 


HERRON, JIM M. 


The CCTC Quick-Reacting General War Gaming 
System (QUICK) Program Maintenance Manual. 
Volume Ill. Weapon Allocation Subsystem. 

AD-A055 847/8GI 78-20 15F PC A23/MF A0O1 


The CCTC Quick-Reacting General War Gaming 
System (QUICK) Users Manual. Volume Ili. Weapon 
Allocation Subsystem. 

AD-A055 848/6G! 78-20 15F PC A07/MF A01 


The CCTC Quick-Reacting General War Gaming 
System (QUICK), Users Manual, Volume IV. Sortie 
Generation Subsystem. 

AD-A057 232/1GI 78-22 15G PC A07/MF AO1 


The CCTC Quick-Reacting General War Gaming 
System (QUICK). Volume IV. Sortie Generation 
Subsystem. Part |. Program Maintenance Manual. 

AD-A058 436/7G! 78-25 15G PC A12/MF A01 


The CCTC Quick-Reacting General War Gaming 
System (QUICK). Volume IV. Sortie Generation 
Subsystem. Part Il. Program Maintenance Manual. 

AD-A058 406/0G! 78-25 15F PC A20/MF A01 


HERRON, JOHN T. 


Reprint: Stopped-Flow Studies of the Mechanisms 
of Ozone-Alkene Reactions in the Gas-Phase. 
Ethylene. 

PB-282 000/9GI 78-19 7D Not available NTIS 


Reprint: Stopped-Flow Study of the Gas-Phase 
Reaction of Ozone with Organic Sulfides: Dimethyl 
Sulfide. 


PB-282 905/9GI 78-21 4A Not available NTIS 


HERRON, R. E. 


Development of Biostereometric Experiments. 
N78-25759/9GI 78-20 6B PC A04/MF A01 


HERRON, R. STANLEY 


Economics of a Stationary Population: Implications 
for Older Americans, 


PB-277 448/7GI 78-12 5K PC AOS/MF A01 


HERRON, ROBERT L. 


Comparison of Fast Fourier Transforms with Other 
Transforms in Signal Processing for Tactical Radar 
Target Identification. 
AD-A053 347/1GI 


78-15 171 PC AO9/MF A01 


HERRSTROEM, N. Y. 


Measurement of the Isotopic Composition of the 
Primary Cosmic Radiation for the Elements B-Ne. 
LUIP-7704 78-09 3B MF A01 


HERSCHBACH, DUDLEY R. 


Internal Barrier in CH3CH2F and CH3CHF2 from 
Torsional Satellites 
AD-100 037/1GI 78-02 7D PC A02/MF A0O1 


The Internal Barrier of Propylene Oxide from the 
Microwave Spectrum 
AD-116 097/7GI 78-13 7D PC A03/MF A01 


Internal Barrier of Propylene Oxide from the 
Microwave Spectrum. 11 
AD-159 126/2GI 78-11 7D PC A03/MF A01 


Stark Effect and Dipole Moments of CH3CHF2 
AD-231 493/8GI 78-13 7D PC AO2/MF A01 


Tables for the Internal Rotation Problem 
AD-138 697/8GI 78-11 7D PC A02/MF A01 


Tables for the Internal Rotation Problem, Parts |I-ill 
AD-138 699/4GI 78-11 7D PC A06/MF A01 


HERSCHKOREN, HARRY 


Need for a New Approach to Neglected Elderly Pa- 
tients. 


HRP-0025728/7GI_ 78-24 6E Not Available NTIS 


HERSH, A. S. 


Eftects of Grazing Flow on the Steady-State Flow 
Resistance and Acoustic Impedance of Thin 
Porous-Faced Liners. 

N78-17822/5GI 78-12 20A PC A0S/MF A01 


Fluid Mechanical Model of the Helmholtz Resona- 


tor. 
N77-32835/9G! 
HERSH, HARRY M. 


Pattern Recognition Methods for Determining Soft- 
ware Quality. 
AD-A046 588/0G! 


78-02 20A PC A04/MF A01 


78-03 9B PC A09/MF A01 


HERSH, JOHN F. 


Coupling Coefficients 


AD-160 118/6GI 78-11 9E PC A07/MF A01 


HERSH, MICHAEL H. 


Risk Aversion vs. Technology Implementation. 
AD-A052 386/0G! 78-14 15E PC A03/MF A01 





HERSH, S. 


Effect of Smoke and Corrosion Suppressant Addi- 

tives on Particulate and Gaseous Emissions from a 

Utility Gas Turbine. Final Report. 

EPRI-FP-398 78-02 21D PC A06/MF A0O1 
HERSHAFT, A. 


Critical Review of Estimating Benefits of Air and 
Water Pollution Control. 
PB-285 555/9GI 78-26 


HERSHAUER, JAMES C. 


Measuring the Quality Dimension of 
Productivity, 
PB-282 243/5GI 


HERSHBERGER, M. L. 


Synthetic Aperture Radar image 
Techniques Development and Evaluation. 
AD-A048 193/7GI 78-06 171 PC A07/MF A01 


HERSHBERGER, W.D. 


Paramagnetic Resonance Absorption of Mn Plus 
Plus in Single Crystals of Ca CO sub 3 
AD-021 406/4GI 78-21 20L PC A03/MF A01 


Status Rept. No. 56-57 
AD-113 522/7GI 78-22 9C PC A02/MF A01 


HERSHBERGER, WILLIAM K. 
Salmonid Genetic Study. (Salmon Breeding Pro- 


13B PC AQS/MF A01 


Service 


78-19 5A PC A10/MF A01 


Processing 


gram). 
PB-285 605/2GI 
HERSHENOV, B. 


Microwave Devices in Silicon-on-Sapphire. 
AD-904 488/4GI 78-14 9E PC A03/MF A01 


HERSHEY, A. 


User Requirements Analyzer (URA) User's Manual 
H6180/Multics/Version 3.2 and Figures. 
AD-A057 130/7GI 78-22 9B MF A01 


User Requirements Language (URL) User's Manual. 
Part |. (Description) H6180/Multics/Version 3.2. 
AD-A054 096/3GI 78-17 9B MF AO1 


HERSHEY, A. V. 
Computation of Velocity in the Wave Train of a 


Point Source. 
AD-A047 291/0GI 


HERSHEY, CARY 


Communications for a Mobile Society: An Assess- 
ment of New Technology, 
PB-281 639/5GI 78-18 


HERSHEY, CONSTANCE V. 
Independence City Tavern National Historical Park, 


Pennsylvania: City Tavern. 

PB-275 747/4GI 78-07 5D PC A11/MF A01 
HERSHEY, JOHN C. 

Factors Affecting the Use of Physician Services in a 


Rural Community. 
HRP-0013479/1GI 78-01 6E Not Available NTIS 


Livingston Health Services Data System: Part A. An 
Integrated System. 
PB-281 935/7GI 78-18 6E PC A04/MF A01 


Livingston Health Services Data System: Part B. 
Design and Operation. 
PB-281 936/5GI 


HERSHEY, NATHAN 


Institutional Licensure for Health Professionals. 
HRP-0016310/5GI 78-09 6E Not Available NTIS 


Problems in Hospital Law. 
HRP-0011685/5Gi 78-01 


HERSHMAN, MARC J. 


Environmental Planning for Offshore Oil and Gas. 
Volume V: Regional Status Reports. Part 5: Alaska, 
Washington, and Oregon. 

PB-281 450/7GI 78-18 


HERSKOVITZ, SHELDON B. 


Flight Test Data Comparing Electron Attachment by 
Ablation Products and by Liquid Injection, 
AD-A048 372/7GI 78-07 16C PC A02/MF A01 


HERSKOWITZ, JULIA 


Effects of Deinstitutionalization on State Hospital 
Staff: Employee Reactions and Reports. 
SHR-0002174 78-26 5K PC A02/MF A01 


Summary of Nine Studies of Employees During a 

Phase Down of Their Hospital Unit. 

SHR-0002176 78-26 5i 
HERSMAN, M. S. 


Geosynchronous Microwave Atmospheric Sounding 
Radiometer (Masr) Feasibility Study. Volume 2: 
Radiometer Receiver Feasibility. 

N78-30749/3GI 78-25 4A PC A10/MF A01 


HERSMAN, MICHAEL S. 


Backlash Filter Apparatus. 
PAT-APPL-915 709/GI 78-25 9E PC A02/MF A01 


78-24 6C PC A04/MF A01 


78-04 20D PC A04/MF A01 


17B PC A23/MF A01 


78-18 6E PC A10/MF A01 


6E Not Available NTIS 


10A PC A07/MF A01 


PC A02/MF A01 


HERSOM, S. E. 
The Optimisation of Satellite Trajectories. Volume 2: 
Theory. 
N78-13096/0GI 


HERTEL, G. 


Chemistry of Protostar Envelopes: Chemical Reac- 
tion Systems, lonization by Cosmic Radiation, 
Radiation Transport by Molecule Transitions. 

MPI-PAE/Astro-107 78-14 3B MF A01 


HERTEL, J. 


Currents Associated with Topological Charges. 

DESY-76/59 78-02 20H MF A01 
HERTEL, L. 

Use of Magnetic Tape Services in the Field of 


Scientific and Technical Information. 
Zfl-Mitt-7 78-26 5B PC A04/MF A01 


HERTEL, PAUL JR. 


Dielectric Constant Measurements at 8.6 Millimeter 
Wavelength 
AD-008 325/3GI 


HERTELENDY, PAUL 


Phenomena Occurring at Explosive Metal Interfaces 
(An Experimental and Theoretical Study of Running 
Detonations on Metal Plates). 

AD-488 711/3GI 78-02 20K PC A06/MF A01 


HERTHER, M. 


Emission Characterization of Stationary NOx 
Sources: Volume Ii. Data Supplement. 
PB-285 429/7GI 78-26 13B PC A13/MF A01 


HERTHER, M. A. 


Emission Characterization of 
Sources: Volume 1. Results. 
PB-284 520/4GI 78-24 13B PC A11/MF A01 


HERTSGAARD, THOR 


Evaluation of Alternative Uses of Wetlands, Part Il. 
PB-273 650/2GI 78-02 13B PC A06/MF A01 


REAP Economic Demographic Model: Technical 
Description. 
PB-278 720/8GI 


HERTZ, H. S. 


Reprint: An Analysis of Petroleum Hydrocarbons in 
the Marine Environment: Results of an Interlabora- 
tory Calibration Exercise. 

PB-283 839/9GI 78-23 7D Not available NTIS 


Reprint: The Application of a Chemically-Bonded 
Aminosilane Stationary Phase for the High-Per- 
formance Liquid Chromatographic Analysis of 
Polynuclear Aromatic Compounds. 

PB-275 029/7GI 78-05 14B Not available NTIS 


Reprint: Determination of Trace Level Hydrocarbons 
in Marine Biota. 

PB-281 922/5GI 78-18 7D Not available NTIS 
Reprint: interlaboratory Calibration for the Analysis 
of Petroleum Levels in Sediment. 

PB-275 017/2GI 78-05 7D _ Not available NTIS 
Reprint: interlaboratory Comparison of Determina- 
tions of Trace Level Petroleum Hydrocarbons in 
Marine Sediments. 

PB-280 433/4GI 78-16 7D Not available NTIS 
Reprint: Methods for Polynuclear Aromatic 
Hydrocarbon Analysis in the Marine Environment, 
PB-285 155/8GI 78-25 7D Not available NTIS 


The NBS Program for Standards for Trace Organic 
Analysis in the Marine Environment. 
PB-281 362/4GI 78-17 7D Not available NTIS 


Reprint: Trace Organic Analysis. 
PB-281 340/0GI 78-18 7D Not available NTIS 


HERTZ, HARRY S. 


Reprint: A Novel Acylative Degradation of Uric Acid. 
Carbon-13 NMR Studies of Iric Acid and its 
Degradation Products. 

PB-275 619/5GI 78-06 7D Not available NTIS 


HERTZ, ROBERT F. 


Non-Sampling UHF Same Frequency Repeater. 
AD-903 919/9GI 78-19 17B PC A04/MF A01 


HERTZ, ROY 


Environmental Aspects of Neuro-Endocrine Func- 
tion. 
PB-273 248/5GI 


HERTZBERG, A. 
Experimental Investigation of a Resonant Wave En- 


gine 
AD-056 237/1GI 78-14 21E PC A04/MF A01 


The Investigation of a Resonant Wave Engine 
AD-129 618/5GI 78-16 21E PC A04/MF A01 


A New Shock Tube Technique for the Study of High 
Temperature Gas Phase Reactions 
AD-058 832/7GI 78-21 7D PC A0Q2/MF AO1 


HERTZBERG, ABRAHAM 
Reprint: Flow Lasers. 


78-08 22C PC A03/MF A01 


78-18 14B PC A02/MF A01 


Stationary NOx 


78-13. 5K PC A07/MF A01 


78-02 6P PC A02/MF A01 


HERZING, R. 


AD-A050 621/2G! 
HERTZBERG, M. 


The Diffusion Flame in Free Convection. Buoyancy- 
-Induced Flows, Oscillations, Radiative Balance, 
and Large-Scale Limiting Rates. 

PB-277 250/7GI 78-11 8i 


HERTZBERG, MARTIN 
Multichannel Infrared Pyrometer. 
PAT-APPL-901 041/GI 

78-20 
Sub-Micron Particle Detector. 
PATENT-4 053 776 
78-15 


78-11 20E PC A03/MF A01 


PC A03/MF A01 


14B PC A02/MF A01 


14B Not available NTIS 
HERTZBERG, O. 


UDSIM - a Computer Program for Investigation of 
the Small-Sample Properties of the Up-and-down 
Method. 

N78-28848/7G! 


HERTZ2KA, A. F. 


A Factor-Analytic Study of Evaluative Abilities. |. 
Hypotheses and Description of Tests, 
AD-496 015/9GI 78-20 5J PC A02/MF A01 


HERTZMAN, OWEN 


Reprint: The Spectral Response of Thermistors. 
AD-A049 901/2G! 78-09 9A PC A02/MF A01 


HERVEY, G. H. 


Cresap Test Center !nspection and Acceptance Ser- 
vices. R and D Report No. 82, Interim Report No. 8. 
FE-1234-8 78-14 7A PC A19/MF A01 


Oil/Gas Complex Conceptual Design/Economic 
Analysis: Oil and Sng Production. R and D Report 
No. 114, interim Report No. 4. 

FE-1775-8 78-03 7A PC A14/MF A01 


Project Pogo: Total Coal Utilization, Cog Refinery 
Design Criteria. R and D Report No. 114, Interim 
Report No. 5. 
FE-1775-11 


HERVIN, RAYMOND L. 


Hazard Evaluation and Technical Assistance Report 
No. TA 77-33, St. Luke’s Hospital of Kansas City, 
Kansas City, Missouri, 

PB-278 795/0GI 78-14 6J PC A02/MF A01 


Health Hazard Evaluation Determination Report 
Number 76-94-406, Westinghouse Electric Corpora- 
tion, Large Power Transformer Division, Muncie, In- 
diana, 

PB-273 722/9GI 78-03 6J PC A0Q2/MF A01 


Health Hazard Evaluation Determination Report 77- 
63-449, McDonnel Aircraft Company, St. Louis, Mis- 
souri, 

PB-278 058/3GI 


HERZ, ELICIA 


An Exploration of Non-Sampling Error in Fire In- 
cident Su be 
PB-284 849/7GI 78-25 13L PC A02/MF A01 


The Impact of Fire Emergency Training on 
Knowledge of Appropriate Behavior in Fires. 
PB-285 472/7GI 78-25 13L PC A03/MF A01 


A Survey of Fire Preparedness in a Midwestern City. 
PB-285 458/6GI 78-25 13M PC A04/MF A01 


Influence of Available Resources and Product De- 
mand on the Technical Structure. Projection 
Results for Coal- and Petrochemistry Until 1990. 

AED-Conf-77-197-007 78-25 8! PC A02/MF A01 


HERZ, MATTHEW L. 
Analysis of Alternative Patient Tray Delivery Con- 


78-23 9B PC A03/MF A01 


78-13 21D PC A05/MF A01 


78-12 6J PC A03/MF A01 


cepts. 
AD-A052 494/2G! 
HERZBERG, GARY G. 


Shared Ride Services: A Major Opportunity, and an 
Alternative Way for People to Get to Work, 


78-14 6H PC A03/MF A01 


PB-284 780/4GI 
HERZENBERG, C. L. 


Neutron Induced gamma Spectrometry for on-Line 
Compositional Analysis in Coal Conversion and 
Fluidized-Bed Combustion Plants. 

CONF-771072-3 78-15 7A PC A02/MF A01 


HERZIG, FRANCIS X. 


Survey of Environmental Parameter Sensors for a 
Personal Heat Stress Monitor. 
PB-274 771/5GI 78-05 6J PC AOS/MF A01 


Recent Working Results of the Programme 
‘Diffusion Data and Fission Product Release’. 
Juel-1421 78-19 18J MF A01 


Test of Calculational Methods for the Neutron 
Physics of Lithium-Blanket Models for a Fusion 
Reactor. Thesis. 
Juel-1357 


78-24 13B PC A04/MF A01 


78-10 18A MF A01 


PA-609 





HERZOG, ERIC L. 
Underutilization of Nurse Practitioners in Ambulato- 
ry Care. 
HRP-0014135/8Gi 78-01 
HERZOG, H. W. JR. 


Multiregion: A Simulation-Forecasting Model of 
BEA Economic Area Population and Employment. 
ORNL/RUS-25 78-07 10A PC A21/MF AO1 


Shift-Share Analysis Revisited: The Allocation Effect 
and the Stability of Regional Structure. 
ORNL/TM-5918 78-05 5! PC A03/MF A01 


HERZOG, J. J. 


The Soviet Navy Declaratory Doctrine for Theatre 
Nuclear Warfare. 
AD-A058 363/3G! 


HERZOG, JOHN K. 


Job Search and Relocation Assistance Pilot Project. 
Phase 1. Analysis. 
PB-273 976/1GI 


HERZOG, W. T. 


Consumer Participation in Health Services Planning 
and Administration. 
HRP-0012800/9G! 
HESELINK, LAMBERTUS 
Laser Interferometer Probe. 
PAT-APPL-840 331/GI 
78-04 20F PC A02/MF A01 


6E Not Available NTIS 


78-25 15F PC A04/MF A01 


78-03 51 PC A07/MF A01 


76-03 6E PC A04/MF A01 


HESHIZER, BRIAN P. 


Labor Relations in Urban Transit. 
PB-274 059/5GI 78-03 5A PC A15/MF A01 


HESKESTAD, G. 
A Robust Bidirectional Low-Velocity Probe for 


Flame and Fire Application. 
PB-280 815/2GI_ 78-17 


HESKESTAD, GUNNAR 
Environments of Fire Detectors. Phase Il: Effect of 


Ceiling Configuration. Volume Il. Analysis. 
PB-284 042/9GI 78-23 13L PC A06/MF A01 


Environments of Fire Detectors. Phase 1: Effect of 
Fire Size, Ceiling Height and Material. Volume 1. 
Measurements. 
PB-272 882/2GI 


HESLIN, JOHN G. 
Changing Patterns of the Military Institution, 
AD-A049 342/9GI 78-08 5A PC A04/MF AO1 
HESS, A. L. 


Analysis of Steam-Entry Experiments in the Phase-! 
GCFR Critical Assembly. 

GA-A-14798 78-21 181 PC A03/MF A01 
Testing of ENDF/B-4 with GCFR Design Codes 


Through Analysis of Critical Experiments. 
GA-A-14084 78-15 181 PC A03/MF A01 


HESS, BETH B. 
Growing Old in America. 
HRP-0024010/1G!I 78-15 5K Not Available NTIS 


Self-help among the Aged. 
HRP-0023961/6GI 78-14 5K Not Available NTIS 


HESS, BRUCE W. 


Analytical Modeling Techniques of a Lattice-Type 

Tower. 

PB-285 190/5GI 
HESS, C. T. 

Reprint: A Mathematical Model of the Accumulation 

of Radionuclides by Oysters ('C. virginica’) Aquacul- 

tured in the Effluent of a Nuclear Power Reactor to 


include Major Biological Parameters, 
PB-281 182/6GI 78-16 


HESS, D. A. 


Passive Propellant System. 
PAT-APPL-923 758/GI 
78-23 21H PC A02/MF A01 


13M _ Not available NTIS 


78-02 13L PC AOS 


78-25 13M PC A03/MF A01 


13B PC A02 


HESS, D. C. 


Accelerator System for Producing Two-Component 
BEAMS for Studies of Interactive Surface Effects. 
CONF-770949-2 78-13 20G PC A02/MF A01 


HESS, EUGENE L. 


An Electrophoretic Examination of Cell-Free Ex- 
tracts from Various Serological Types of Group a 
Hemolytic Streptococci 

AD- 192/2GI 78-21 


HESS, F. R. 


Uniformly-Sensitive Line Hydrophones. 

AD-501 442/8GI 78-16 9A PC A02/MF AO1 
HESS, FREDERICK R. 

Ping-through-the-Hull 3.5 kHz Echo-Sounding 

Systems on the Research Vessels CHAIN, ATLANTIS 


il, and KNORR. 
AD-A051 680/7G! 78-13 


6M PC A02/MF A01 


17A_ PC A02/MF A01 


PA-610 


Design of Network Experiments for Regional-Scale 
Atmospheric Pollutant Transport and Transforma- 


tion. 
CONF-771118-4 78-17 13B PC A02/MF AO1 


Durability Testing at One Atmosphere of Advanced 
Catalysts and Catalyst Supports for Automotive Gas 
Turbine Engine Combustors. Part 1. 

CONS/9416-1 78-17 13B PC A11/MF A01 


HESS, J. L. 


A Geometry Package for Generation of Input Data 
for a Three-Dimensional Potential-Flow Program. 
N78-26108/8GI 78-21 1A PC A04/MF A01 


HESS, JAMES 


Direct Transformation of Variational Problems into 
Cauchy Systems. |. Scalar-Quadratic Case. 
AD-A049 526/7GI 78-09 12A PC A02/MF A01 


Direct Transformation of Variational Problems into 
Cauchy Systems. ll. Scalar-Semi-Quadratic Case. 
AD-A049 527/5GI 78-09 12A PC A02/MF A01 


The Equivalence of Team Theory's Integral Equa- 
tions and a Cauchy System: Sensitivity Analysis of a 
Variational Problem. 
AD-A05S0 385/4GI 


78-10 12B PC A03/MF A01 


HESS, JEANNE 


How to Recruit and Retain Applicants in Nursing. 
HRP-0017181/9GI 78-09 51 Not Available NTIS 


HESS, JOHN L. 


S’atus of a Higher-Order Panel Method for Nonlift- 
ing Three-Dimensional Potential Flow. 
AD-A048 623/3GI 78-07 20D PC A03/MF A01 


HESS, JOSEPH W. 


Problem-Oriented Record. An Orientation Manual. 
HRP-0013390/0GI 78-04 6E PC A03/MF A01 


HESS, K. L. 


Thin Polycrystalline Films of Indium Phosphide on 
Low-Cost Substrates. Quarterly Report No. 1, Sep- 
tember 30, 1976--January 1, 1977. 

ALO/3727-77/1 78-09 10B PC A04/MF A01 


HESS, L. D. 


Excimer Lasers. 


N78-19480/0GI 78-14 20E PC A07/MF A01 


HESS, PATRICIA A. 


Understanding the Aging Patient. 
HRP-0019685/7GI 78-06 6E Not Available NTIS 


HESS, PETER 


Reprint: Vibrational Relaxation of Water Vapor. 
AD-A057 813/8GI 78-24 7D PC A02/MF A01 


HESS, R. W. 


Noble-Gas Closed-Cycle System of Mag- 
netohydrodynamic Power Generation. 


R-2128-ERDA 78-14 10B MF A01 


HESS, ROBERT W. 


Ths Carter Administration and SALT, 
AD-A058 214/8GI 78-24 5D PC A04/MF A01 


MBFR: Problems and Prospects, 
AD-A058 213/0GI 78-24 5D PC A05/MF A01 


HESS, ROGER N. 


Evaluation of a Mental Health Youth Service Agen- 
cy: Is It Accomplishing Its Mission. 
HRP-0015173/8GI 78-04 6E PC A0OS/MF A01 


HESS, RONALD 


MODIA. Volume 5. A User's Guide to the Cost 
Model. 


AD-A048 161/4GI 78-06 5!1 PC A13/MF A01 


HESS, SEYMOUR L. 


The Atmosphere of the Planet Mars 
AD-133 165/1GI 78-13 3B PC A02/MF A01 


Blue Haze and the Vertical Structure of the Martian 
Atmosphere 
AD-119 250/9GI 78-16 3B PC A02/MF A01 


A Simple Analog Computer for Determination of the 
Laplacian of a Mapped Quantity 
AD-092 077/7GI 78-02 9B PC A02/MF A01 


A Simplified Theory of Long Waves on a Baroclinic 
Westerly Current 
AD-200 201/2GI 78-11 8C PC A02/MF A01 


A Study of the Large-Scale Spectra of Atmospheric 
Kinetic Energy, Wave Speed, Momentum, and Heat 
Flux 

AD-121 780/1GI 78-10 4A PC A03/MF A01 


Variable Vorticity Trajectories 
AD-020 494/1GI 78-16 4B PC A02/MF A01 


HESS, WILMOT N. 


The AMOCO CADIZ Oil Spill. A Preliminary Scien- 
tific Report. 
PB-285 805/8GI 


78-24 13B PC A16/MF A01 


Device for Measuring Thomson Scatter Using Sen- 
sitive Photomultipliers: 16% Up to 860 NM. Mea- 
surements Made on the Petula. 

ORNL-tr-4368 78-01 


HESSE, S. L. 
Preliminary Study of Uranium Favorability of Upper 
Cretaceous, Paleocene, and Lower Eocene Rocks 


of the Bighorn Basin, Wyoming and Montana. 
GJBX-25(78) 78-19 81 PC A03/MF A01 


Uranium Favorability of Tertiary Sedimentary Rocks 
in the Northern Green River Basin and Hoback 
Basin, Wyoming. 
GJBX-64(77) 78-08 8! 
HESSE, U. 
Status and Development of the German Natural Gas 
Industry. 
AED-Conf-76-552-002 
78-07 10A PC A03/MF A01 


18A PC A03/MF A01 


PC AOS/MF A01 


HESSE, W.J. 
A Simple Gross Thrust Meter and Some of Its Appli- 


cations at the Naval Air Test Center 
AD-130 740/4GI 78-13 1C PC A04/MF A01 


HESSEL, A. 


Surface waves on a uniaxial plasma. 
AD-478 432/8GI 78-19 201! 


HESSEL, M. M. 
Reprint: An Analysis of the A 1 Sigma (+ ) sub u-X 


1 Sigma (+ ) sub g Band System of 7 Lithium 2. 
AD-A052 649/1GI 78-14 7D PC A02/MF AO1 


Reprint: Analysis of the Decay of Molecular 
Fluorescence in Optically Excited Mercury Vapor. 
PB-285 351/3GI 78-25 7D Not available NTIS 


Reprint: Relaxation of the First Excited 1u State of 


Hg2. 
PB-285 030/3GI 78-25 7D Not available NTIS 


Reprint: Relaxation of the Mercury 6 Triplet PO and 
6 Triplet P1 States. 
PB-273 961/3GI 78-03 7D Not available NTIS 


HESSELBACHER, K. H. 


Reprint: Measurements of the Triple-Differential 
Cross Section for Low-Energy Electron-impact 
lonization of Helium. 
PB-282 913/3GI 
HESSELBROCK, H. J. 
Strength Investigations for the Application of Fiber 
Reinforced Plastics to Aeronautical Equipment 
Fittings Festigkeitsuntersuchungen Zum Einsatz 
Faserverstaerkter Kunststoffe fuer Beschlagteile von 
Luftfahrtgeraet. 
N78-11204/2G! 78-06 


HESSELTINE, CLIFFORD 


Method of Producing Soybean Milk Yogurt. 
PAT-APPL-725 224/GI 78-10 6H PC AQ2/MF AO1 


HESSELTINE, CLIFFORD W. 


Method of Producing Soybean Milk Yoghurt. 
PATENT-4 066 792 78-14 6H Not available NTIS 


HESSER, J. E. 


A Photometric Study of the ORION Ob 1 Associa- 
tion. 3: Subgroup Analyses. 
N77-34062/8G! 78-04 3B PC A11/MF AO1 


HESSER, JANNA EARL 


An Assay of the State-of-the-Art in Medical Reha- 
bilitation of the Neurologically Disabled and Clas- 
sification of Activity and Performance at Outcome. 

PB-282 415/9GI 78-19 6E PC A10/MF A01 


HESSING, ANNE R. 


A Transionospheric Communication Channel Model. 
AD-A055 272/9G! 78-18 17B PC A03/MF A01 


Two Fortran Programs for Calculating Global lono- 
spheric Amplitude and Phase Scintillation. 
AD-A055 273/7GI 78-18 4A PC A04/MF A01 


HESSLER, J. P. 


Fluorescence and Excitation Spectra of Bk exp 3+ 
, CF exp 3+ , and es exp 3+ _ Ions in Single 
Crystals of Lac! sub 3. 

CONF-771039-6 78-15 7D PC A02/MF A01 


TbCI sub 3 --AICI sub 3 Vapors: Characteristics of a 
Potential New High Energy Gas Phase Laser Medi- 
um. 

CONF-780202-21 78-25 20E PC A02/MF A01 


Vapor Phase Spectroscopy of Complex Lanthanide 

Halide--Aluminum Halide Molecular Species. 

CONF-770957-2 78-15 7D PC A02/MF A01 
HESSLER, RICHARD M. 

Sociology of Health. 

HRP-0025101/7G! 
HESSON, G. M. 


Zircaloy Cladding Id/OD Oxidation Studies. Final 
Report. 
EPRI-NP-525 


PC A02/MF AQ1 


78-21 7D Not available NTIS 


11D PC AOQS/MF A01 


78-16 5K Not Available NTIS 


78-15 18F MF AO1 





HESSON, JOHN E. 
Prediction of Non-Point Pollution of Streams and 


Rivers. 
AD-A053 326/5G! 
HESTER, ARTHUR C. 


Recruiting the Black Cadet. 

AD-A053 /5GI 78-16 5I 
HESTER, J. C. 

Feasibility Evaluation: Solar Heated Textile Process 

Water. Semiannual Progress Report, July 1975-- 

February 1976. 

SRO-0885-75/1 78-14 10A PC A03/MF A01 


Feasibility Evaluation: Solar Heated Textile Process 
Water. Volume |. Program Results. Final Report. 
SRO/0885-77/2/1 78-15 10A PC AOS/MF A01 


Feasibility Evaluation Solar Heated Textile Process 
Water. Volume li. Appendices. Final Report. 
SRO-0885-77/2/2 78-26 10A PC A17/MF A01 


HESTER, O. V. 
A Probabilistic Model of insolation for the Mojave 


Desert Area. 
N78-20689/3GI 


HESTER, R. E. 
Transport of Self-Focused Relativistic Electron 


BEAMS. 
UCRL-79958 


HETDRICK, M. A. 


Spacelab Contamination Assessment. Payload/ 
Orbiter Contamination Control Requirement Study. 
N77-33248/4GI 78-04 22A PC A03/MF A01 


HETHERINGTON, J. S. 


Transparent Materials Processing System. 
N77-33516/4GI 78-04 131 PC A03/MF A01 


HETHERINGTON, ROBERT W. 


Quality of Medical Care: A Factor Analysis Ap- 
proach Using Medical Records. 
HRP-0015238/9GI 78-04 6E Not Available NTIS 


HETLAND, D. L. 


Thorium and Rare Earth Resources of the Lemhi 
Pass Area, Idaho and Montana. 
RA-12 78-21 8! 


HETRICK, DAVID L. 


BRENDA: A Dynamic Simulator for a Sodium- 
Cooled Fast Reactor Power Plant. 
PB-283 990/0GI 78-20 18! 


HETRICK, F. M. 


Survival of Microbial Pathogens in the Marine En- 
vironment. 
AD-A053 655/7GI 


HETRICK, FRANK M. 


Reprints: Plaque Assay and Cloning of Scrub 
Typhus Rickettsiae in Irradiated L-929 Cells. 
AD-A045 968/5GI 78-02 6M PC A02/MF A01 


HETRICK, M. A. 


Experimental investigation of Contamination 
Prevention Techniques to Cryogenic Surfaces on 
Board Orbiting Spacecraft. 

N78-29146/5GI 78-24 22B PC AO5S/MF A01 


son fanaa Contamination Control Assessment 
Supp: 


ppo 
N78- 20174/6G! 
HETT, W. 

Effect of Pions on the Embryonal Development of 


the Mouse. 
LA-tr-77-77B 


HETTEL, R. 


Fast Track-Finding Trigger Processor for the SLAC/ 
LBL Mark Il Detector. 


SLAC-PUB-2033 78-18 20G PC A02/MF A01 
HETTINGER, STEVEN D. 


A Random Point Process Model for Atmospheric 
Radio Noise. 
AD-A055 123/4GI 


HETYEI, S. A. 


Dynamic Models of Falling Film Evaporators for 
Ocean Thermal Energy Conversion Plants. 
COO/2641-3 78-16 10B PC A04/MF A01 


Steady-State Evaporator Models of Solar Sea Power 
Plants. Part |. 
COO0/2895-5 


HETZER, D.C. 


Study of Transuranium Concentration Levels in 
Solid Radioactive Waste from Commercial Power 
Reactors. Interim Report. 

EPRI-NP-631 78-18 


HEUBEL, J. 
Inorganic Chemistry: Direct Syntheses from Pure 
Liquid SO3 and from Trivalent and Pentavalent 


Nitrogen Derivatives. 
N78-11214/1GI 


78-15 13B PC A06/MF AQ1 


PC A04/MF A01 


78-15 4B PC A03/MF A01 


78-08 20G PC A02/MF A01 


PC A06/MF A01 


PC AOS/MF A01 


78-16 6M PC A02/MF A01 


78-15 22B PC A06/MF A01 


78-14 6R PC AO2/MF A01 


78-18 20N PC AOS/MF A01 


78-01 


108 PC A03/MF A01 


18G PC A06/MF A01 


78-06 7D PC A02/MF A01 


On the Acid Disulphate LA ae <r of Nitrosyle. 
N78-17175/8GI 12 7B PC A02/MF A01 


HEUER, A. H. 


Grain Boundary Energetics in Non-Oxide Ceramics. 
AD-A054 179/7GI 78-17 118 PC A02/MF A01 


High Temperature Plastic Deformation in 
Stoichiometric Spinel (MgAl sub 2 O sub 4 ). 
COO0-4217-2 78-13 11B PC A02/MF A01 


Plastic Deformation in Oxide Ceramics. Progress 

Report, January 1, 1977--December 31, 1977. 

COO-4217-1 78-12 11B PC A02/MF A01 
HEUER, GERALD R. J 


A Proposed Definition and Taxonomy for Procure- 
ment Research in the Department of Defense. 
AD-A047 281/1GI 78-04 15E PC A10/MF A01 


Neutral Decays of the psi (3.1) Particle. 
DESY-76/65 78-04 


HEUMANN, LEONARD F. 


Planning Assisted Independent Living Programs for 
the Semi-independent Elderly -- Development of a 
Descriptive Model. 
HRP-0025452/4GI 


HEURATH, HANS 


C-Terminal Groups of Trypsinogen, Dfp-Trypsin and 

Carboxypeptidase 

AD-025 793/1GI 78-21 
HEURING, F. T. 


Optimized Method for the Derivation of the Deflec- 
tion of the Vertical from RGSS Data. 
AD-A045 618/6GI 78-01 17G PC A03/MF A01 


HEUSCH, B. 


Studies on the Stripping of Heavy lons by Carbon 
Foil. 


ORNL-tr-4431 
HEUSCH, C. A 


Inelastic Charged-Lepton Scattering of Nucleons. 
UCSC-76-053 78-10 20H MF AO1 


HEUSER, ROBERT 

Multiple Births, United States 1964, 

PB-274 791/3GI 78-05 6E PC A04/MF A01 
HEUSINKVELD, M. 

Controlled Blasting Calculations and Experiments. 

UCRL-79109 78-05 19D PC A02/MF A01 
HEUSSER, CALVIN J. 

Additional Pollen Profiles from Southeastern Alaska 

AD-047 032/8GI 78-21 8G PC A02/MF A01 


Alpine Fir at Taku Glacier, Alaska with Notes on Its 
Postglacial Migration to the Territory 
AD-047 034/4GI 78-21 6C PC A02/MF A01 


Geobotanical Studies on the Taku Glacier Anomaly 
AD-030 651/4GI 78-21 6C PC A02/MF A01 
Late-Pleistocene Environments of the Laguna de 
San Rafael Area, Chile 
AD-246 290/1GI 
HEUSTON, K. H. 


Operation Seas; ~ “yg Trial on Liferaft Rations. 
AD-A049 324/7 78-08 6H PC A04/MF A01 


HEVENOR, RICHARD A. 
Backscattering of Radar Waves by Vegetated Ter- 
rain. 
AD-A047 669/7GI 78-05 171 PC AOS/MF A01 
Backscattering of Radar Waves from a Tilted, 


Slightly Rough Surface. 
AD-A047 668/9GI 78-05 17! 


HEWELT, P. 


The Constant Volume Hypothesis for the inelastic 

Deformation of Metals in the Small Strain Range, 

AD-A054 253/0GI 78-17 11F PC A02/MF A01 
HEWES, JACK E. 


Pulsed Maverick Testing. 

AD-A047 014/6GI 78-04 21H PC A03/MF A01 
HEWETT, L. D. 

January--March Performance of Shallow Solar 

Ponds with and Without Reflectors on Their North 

Side. 

UCID-17663 


HEWETT, M. D. 


On Improving the Flight Fidelity of Operational 
Flight/Weapon System Trainers. 
AD-A050 831/7GI 78-11 14B PC A03/MF A01 


HEWETT, S. W. 


Quantizing the Polarization of Lead Zirconate-- 
Titanate. 
LBL-7322 


HEWETT, W. D. JR. 


Reprint: Absorption Spectra of Molybdenum Oxide 
Molecules and Molybdenum Atoms in Neon and 
Argon Matrices at Four Degrees K 


20H MF A01 


78-19 6E Not Available NTIS 


6A PC A02/MF A01 


78-07 20G PC A0S/MF A01 


78-18 8G PC A02/MF A01 


PC A03/MF A01 


78-13 10A PC A04/MF A01 


78-19 20L PC A03/MF A01 


HEWITT, R. G. L. 


AD-A047 446/0G! 
HEWGLEY, WILLIAM A. 


A Wet and Dry Deep Submergence Electrical Power 
Transmission System. Phase |. Volume I. 
AD-892 356/7GI 78-24 9A PC A05/MF A01 


A Wet and Dry Deep Submergence Electrical Power 
Transmission System. Phase Il. Volume Il. 
AD-892 357/5GI 78-24 9A PC A04/MF A01 


78-05 7D PC A02/MF A01 


A Wet and Dry Deep eo Electrical Power 
Transmission System. (Phase 1). 
78-24 9A PC A07/MF A01 


AD-862 148/4GI 
HEWITSON, V. S. 


European Scientific Notes Number 32-2, 
AD-A052 067/6G! 78-13 5B PC A03/MF AO1 


European Scientific Notes. Volume 30, Number 12, 
AD-A048 234/9G! 78-06 5B PC A04/MF A01 


European Scientific Notes. Volume 31, Number 1, 
AD-A048 238/0G! 78-06 5B PC A03/MF A01 


European Scientific Notes. Volume 31, Number 5, 
AD-A048 285/1G! 78-07 5B PC A03/MF A01 


European Scientific Notes. Volume 32. Number 6, 
AD-A057 495/4G! 78-23 5B PC A03/MF A01 


HEWITSON, VICTORIA S. 
European Scientific Notes. Volume 30, Number 6, 
AD-A048 280/2G! 78-07 5B PC A04/MF A01 
European Scientific Notes. Volume 30, Number 7, 
AD-A048 236/4G! 78-06 5B PC A04/MF A01 


European Scientific Notes. Volume 30, Number 8, 
AD-A048 235/6G! 78-06 5B PC A03/MF A01 


European Scientific Notes. Volume 30, Number 9, 
AD-A048 283/6G! 78-07 5B PC A04/MF A01 


European Scientific Notes. Volume 30, Number 10, 
AD-A048 237/2GI 78-06 5B PC A04/MF A01 


European Scientific Notes. Volume 30, Number 11, 
AD-A048 233/1GI 78-06 5B PC A04/MF A01 


European Scientific Notes. Volume 31, Number 6, 
AD-A048 281/0GI 78-07 5B PC A04/MF A01 


European Scientific Notes. Volume 31, Number 6, 
AD-A048 284/4G! 78-07 5B PC A04/MF A01 


European Scientific Notes. Volume 31, Number 7, 
AD-A048 282/8G! 78-07 5B PC A03/MF A01 


European Scientific Notes. Volume 31, Number 9, 
AD-A048 242/2G! 78-06 5B PC A04/MF A01 


European Scientific Notes. Volume 31, Number 10, 
AD-A048 243/0G! 78-06 5B PC A03/MF A01 


European Scientific Notes. Volume 31, Number 11, 
AD-A048 720/7GI 78-07 5B PC A04/MF A01 


European Scientific Notes. Volume 32, Number 7, 
AD-A057 477/2G! 78-23 5B PC A03/MF A01 


HEWITT, CARL 
Actors and Continuous Functionals, 
AD-A052 266/4G! 78-14 9B PC A03/MF A01 
The Incremental Garbage Collection of Processes. 
AD-A052 445/4G! 78-14 9B PC A02/MF A01 
HEWITT, CARL E. 


Programming Viewed as an Engineering Activity. 
AD-A052 307/6G! 78-14 9B PC A04/MF A01 


HEWITT, DAVID 


Inequality of the Services Received by Individuals: A 
Suggested Index and an illustrative Application. 
HRP-0016649/6G! 78-06 6E Not Available NTIS 


HEWITT, EDWIN 


Symmetric Measures on Cartesian Products 
AD-139 356/0GI 78-23 12A PC A03/MF A01 


HEWITT, F. J 


Space Research in the Republic of South Africa: 
Report to Cospar. 
N78-29125/9GI 


HEWITT, J. D. 
Electrophoretic Mass Transport Analyzer: Opera- 
tional Characteristics with Aqueous Solutions and 
Applicability to Organic Liquid-Solid Systems. 
CONF-770814-4 78-07 14B PC A02/MF A01 
HEWITT, J. E. 
Ames Collaborative Study of Cosmic-Ray Neutrons. 
ll. Low- and Mid-Latitude Flights. 
LBL-6738 78-26 3B PC A02/MF A01 
HEWITT, JOHN J. 
Pyrolysis of Esters. ll. Direction of Elimination in 
Pyrolysis of Tertiary Esters 
AD-057 810/4GI 78-16 7D PC A02/MF A01 


HEWITT, RA. G. L. 


Scattering of Radiation from Cyclotron Harmonic 
Oscillators. 
EUR-CEA-FC-878 


78-24 4A PC A02/MF AO1 


78-09 201 MF AQ1 


PA-611 





HEWLETT, HOLDEN W. 


A Sub-Scale Turbojet Test Cell for Design Evalua- 

tions and Analytical Model Validation. 

AD-A049 862/6GI 78-09 14B PC A03/MF A01 
HEWSON, E. W. 


Vegetation as an Indicator of High Wind Velocity: 

Phase |. Final Report. 

RLO-2227-T24-77/2 78-23 10B PC A04/MF A01 
HEXTER, R. M. 

Metal Surface Raman Spectroscopy: Theory. 

AD-A051 895/1GI 78-13 7D PC A05/MF A01 
HEY, A. J. G. 

Meson Spectroscopy. 

RL-77-060/A 78-10 20H MF A01 
HEYDA, J. F. 

Hypervelccity Impact Calculations and Their Cor- 

relation with Experiment. 

AD-446 745/2GI 78-13 19D PC A04/MF A01 
HEYDEMANN, P. L. M. 

Reprint: The Exact Fractions Interferometer. 

PB-280 434/2GI 78-17 14B Not available NTIS 


Pressure Measurements and Services at NBS. 
PB-280 379/9GI 78-17 148 Not available NTIS 
Reprint: Ultrasonic Manometers for Low and Medi- 
um Vacua under Development at the National Bu- 
reau of Standards. 

PB-275 027/1GI 78-05 146 


HEYDEMANN, PETER 


Ultrasonic Interferometer Manometers: 0.00001 Torr 
Resolution. 


PB-282 136/1GI 78-19 14B Not available NTIS 
HEYDINGER, RICHARD B. 

College IV: The Evolution of an Experiment in Self- 

Paced Instruction. 

ED-148 373 78-26 51 Not available NTIS 


HEYER, F. H. K. 


Assessment of Current NRC/IE Professional Train- 


ing Program and Recommendations for improve- 
ment 


PB-281 760/9GI 78-16 51 PC A03/MF A01 

Hiring Qualifications for Inspection and Enforce- 

ment Personnel, 

PB-284 231/8GI 78-22 5i PC A0S/MF A01 
HEYLMUN, N. F. 


Apparatus for Controlling Molten Core Debris. 
PATENT-4 036 688 78-10 18! Not available NTIS 


HEYMAN, ALBERT 
Threshold of Response of the Cerebral Vessels of 


Man to Increase in Blood Carbon Dioxide 
AD-095 249/9GI 78-22 6T PC A02/MF AO1 


Thresholds of Response of the Cerebral Vessels of 
Man to Increase in Blood Carbon Dioxide 
AD-037 054/4GI 78-21 6P PC A02/MF A01 


HEYMAN, J. S. 
Cw Ultrasonic Bolt Tensioning Monitor. 
PATENT-4 062 227 
78-10 148 Not available NTIS 
A Phase Insensitive Ultrasonic Transducer. 
PAT-APPL-928 130/GI 78-25 9A PC A02/MF A01 
Pseudo Continuous Wave Acoustic Instrument. 
PAT-APPL-858 763/GI 
78-12 20A PC A02/MF A01 
HEYMAN, JACQUES 


Diverse Design of Beams and Grillages 
AD-201 492/6GI 78-16 20K PC A02/MF A01 


Minimum Weight Design of Steel Framed Structures 

under Shakedown Loading 

AD-156 813/8GI 78-16 13M PC A03/MF A01 

On the Absolute Minimum Weight Design and 

Framed Structures 

AD-159 730/1GI 78-16 20K PC A02/MF A01 
HEYMONT, IRVING 

Objective Training Status Criteria. 

AD-A058 561/2GI 78-25 51 PC AOS/MF AO1 
HEYNAU, H. 

Laser Space Rendezvous and Docking System 

Study Continuation. 

N78-13089/5G! 78-08 22A PC A04/MF A01 
HEYSER, R. C. 

Medical Ultrasonic Tomographic System. 

N78-12659/6G! 78-07 6B PC A04/MF A01 
HEYSON, H. H. 

A Brief Survey of Rotary Wing Induced-Velocity 

Theory. 

N78-27085/7GI 78-23 1A PC A03/MF AO1 


Considerations in the Design of Tip-Coupled Air- 
Transport Systems. 


N78-15001/8GI 78-10 1A PC A03/MF A01 


PA-612 


TESTPLT: Interactive Computer Procedure for 
Wind-Tunnel-Data Management, Retrieval, Com- 
parison, and Plotting. 
N78-20144/9GI 78-15 9B PC A0S/MF AO1 
Theoretical Parametric Study of the Relative Ad- 
vantages of Winglets and Wing-Tip Extensions. 
N77-33112/2GI 78-04 1A PC A04/MF A01 
Wind-Tunnel Testing of VTOL and STOL Aircraft. 
N78-30040/7GI 78-25 1A PC AOS/MF A01 
HEYWOOD, J. B. 
Nitric Oxide Formation in Gas Turbine Engines: A 
Theoretical and Experimental Study. 
N78-21116/6GI 78-16 7D PC A06/MF A01 
HEYWOOD, JEFFREY 
Analysis of Spatial and Temporal Shoreline Varia- 
tions Along the United States Atlantic Coast. 
AD-A058 636/2GI 78-25 13B PC A07/MF A01 
LANDSAT Application of Remote Sensing to 
Shoreline-Form Analysis. 
’ €78-10079 78-11 8F PC A06/MF AO1 
HEYWOOD, JOHN B. 
Regulating the Automobile. 
PB-278 123/5GI 78-12 13B PC A13/MF A01 
HIATT, F. A. 


Distribution of Phytoplankton in Georgia Lakes. 
PB-279 668/8GI 78-15 138 PC A04/MF A01 
Distribution of Phytoplankton in Illinois Lakes, 
PB-285 411/5GI 78-26 13B PC A07/MF A01 
Distribution of Phytoplankton in Kentucky Lakes. 
PB-279 667/0GI 78-15 13B PC A03/MF A01 
Distribution of Phytoplankton in Mississippi Lakes. 
PB-273 388/9GI 78-02 6C PC A03/MF A01 


Distribution of Phytoplankton in New Jersey Lakes. 

PB-279 680/3GI 78-15 13B PC A04/MF A01 

Distribution of Phytoplankton in Tennessee Lakes. 

PB-280 139/7GI 78-16 13B PC A04/MF A01 
HIATT, ROBERT W. 

Effects of Chemicals on a Schooling Fish, Kuhlia 

Sandvicensis 

AD-025 054/8GI 78-18 8A PC A02/MF A01 

Relation of Chemical Structure to Irritant Respon- 

ses in Marine Fish 

AD-025 053/0GI 78-18 8A PC A02/MF A01 
HIATT, W. ROBERT 

Management of War Injuries to the Jaws and Re- 


lated Structures. 
AD-A054 648/1GI 78-17 6U MF A01 


HIATT, WILLIAM H. 


Reliability Analysis of the Proposed Hierarchical 

Computer Control System for Large Steel Manufac- 

turing Complexes, 

PB-276 200/3GI 78-10 13H PC A10/MF A01 
HIBBARD, PETER G. 

Portability Techniques for BLISS Programs. 

AD-A056 066/4GI 78-21 9B PC A05/MF A01 
HIBBERD, FRANK H. 

Tables of lonospheric Electron Content Hourly 

Values for Armidale, Australia for the Period May 

1970 through June 1975. 

AD-A047 287/8GI 78-04 4A MF A01 
HIBBERT, A. 


Reprint: 1217 Developments in Atomic Structure 
Calculations. 

AD-A050 486/0GI 78-11 7D PC A06/MF A01 
Reprint: Recent Advances in the Calculation of 
Oscillator Strengths. 

AD-A054 526/9Gi 78-17 70 PC A02/MF AO1 


HIBBS, JOSEPH E. 

Rail Launched Missile. 

PATENT-3 967 529 

78-07 16A_ Not available NTIS 

HIBLER, KARL D. 

Pre-Admission Testing -- A Feasibility Study. 

HRP-0017577/8GI 78-11 6E PC AOS/MF A01 
HIBLER, NEIL S. 

The Effects of Stress on State Anxiety in Air Traffic 

Controllers. 

AD-A051 505/6G! 78-12 5J PC AOS/MF A01 
HICKERNELL, FRED 

Monolithic Surface Wave Transversal Filter. 

AD-A049 938/4GI 78-10 9E PC AO5/MF A01 
HICKERSON, J. P. 

Designer's Guide to the Mechanical Properties and 

Fracture Toughness of Titanium 6AI--6V--2Sn. 

SAND-77-1202 78-15 11F PC A04/MF A01 


Experimental-Analytical Comparison of the Ductile 
Failure of Notched Tensile Bars. 
SAND-77-0727 78-12 11F PC A03/MF A01 


HICKEY, B. 


Observations from Moored Current Meters on the 
Washington Continental Shelf, February 1971-- 
February 1974. Special Report No. 65. 

RLO/2225/T25-19 78-13 8C MF A0O1 


Pollutant Transport and Sediment Dispersal in the 
Washington--Oregon Coastal Zone. Report of 
Progress, October 1976--September 1977. 

RLO/2225/T25-20 78-13 8C PC A13/MF A01 


HICKEY, CHARLES A. JR. 


A Human Factors Evaluation of an Experimental 
Reversible Extreme Cold Weather Clothing Ensem- 
ble. 

AD-A046 620/1GI 78-03 6Q PC A03/MF A01 


HICKEY, CHARLES F. JR. 


Mechanical Property and Microstructural Evaluation 
of Maraging Steels. 
AD-A050 840/8GI 78-11 19A PC A02/MF A01 


HICKEY, CLARENCE R. JR. 


Investigation and Analysis of a Mass Mortality of 
Commercial Lobsters (Homarus americanus) in 
Seabrook Harbor, New Hampshire During October 
of 1977. 


PB-283 044/6GI 78-18 6C PC A06/MF A01 
HICKEY, J. S. 


Environment Effects from SRB Exhaust Effluents: 
Technique Development and Preliminary Assess- 
ment. 

N78-15439/0GI 78-10 4A PC A15/MF A01 


HICKEY, J. V. 


Automatic Inspection, Diagnostic and Prognostic 
System (AIDAPS) - Test Cell Data Collection and 
Technical Support. 

AD-A055 385/9G! 78-20 14B PC A20/MF A01 


HICKEY, JOHN L. S. 


Engineering Control Research and Development 
Pian for Carcinogenic Materials. 
PB-274 730/1GI 78-05 6J PC A08/MF A01 


HICKEY, JOSEPH J. 


Reprint: Chlorinated Hydrocarbons and Eggshell 
Changes in Raptorial and Fish-Eating Birds, 
PB-279 188/7GI 

78-14 6T (Order as PB-279 175, MF A01) 


HICKEY, P. J. 


An Investigation of the Combustion Behavior of 
Solid Fuel Ramjets. 
AD-A048 411/3GI 78-07 21E PC A03/MF A01 


A Sub-Scale Turbojet Test Cell for Design Evalua- 
tions and Analytical Model Validation. 
AD-A049 862/6G! 78-09 14B PC A03/MF A01 


HICKEY, THOMAS M. 


Reprint: Partial Characterization of a Beta-Lac- 
tamase from ‘Vibrio parahaemolyticus’ by a New 
Automated Microiodometric Technique. 

AD-A054 517/8G! 78-17 6A PC A02/MF AO1 


HICKEY, TOM 


Basic Concepts in Aging. 
HRP-0018027/3G! 78-11 51 Not Available NTIS 


Community-Based Training -- A Model for Universi- 
ty and State Partnerships. 
HRP-0019574/3G! 78-09 5I Not Available NTIS 


Current Issues in Training and Education in Geron- 
tology. 
HRP-0023832/9GI 78-10 6E Not Available NTIS 


Curriculum Design for the In-Service Training Con- 
text. 
HRP-0018024/0G! 78-09 5! Not Available NTIS 


Developing and Evaluating a Supportive Environ- 
ment through Training Intervention. 
HRP-0023704/0GI 78-11 5! Not Available NTIS 


Establishing Educational Consortia through Faculty 
Seminars. 
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HOLDER, T. K. 
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HOLDER, TOMMIE J. 


Preliminary Guidance for Estimating Erosion on 
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ORNL/SUB-3484/4 78-13 18G PC A04/MF A01 
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HOLDT, S. S. 
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A Product Improved Method for Developing a Pro- 
gram Management Office Estimated Cost at 
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AD-A052 776/2GI 
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AD-A048 456/8GI 78-07 17B PC A03/MF A01 


HOLGATE, RICHARD C. 
Cranial Computed Tomography -- An Evaluation of 


Cost Effectiveness. 
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HOLGER, DAVID K. 


Sensitivity of Noisemap Contours to Changes in Air- 
craft Operations. 
AD-A055 755/3Gi 
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Cost Effective Training for Navy Senior Petty Of- 


ficers. 
AD-A050 018/1GI 


HOLIDAY, WILLIAM G. 


Archeological Investigations in the Cave Creek 
Drainage, Tonto National Forest, Arizona. 
PB-282 314/4GI 78-19 5F PC A05/MF A01 


HOLINGER, PAUL C. 


Wholistic Health Center Project: An Action- 

Research Model for Providing Preventive, Whole- 

Person Health Care at the Primary Level. 

HRP-0016808/8Gi 78-05 6E Not Available NTIS 
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Tabulation and Summary of Thermodynamic Effects 

Data for Developed Cavitation on Ogive-Nosed 
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1C PC A04/MF A01 
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78-15 20D PC A07/MF A01 
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Chemical Vapor Deposition of Tantalum on Gra- 
phite Cloth for Making Hot Pressed Fiber Rein- 
forced Carbide-Graphite Composite. 
LA-UR-77-1261 78-04 11D PC A02/MF A01 


Chemical Vapor Deposition of Zirconium Carbide 
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LA-UR-77-1064 78-05 11C PC A02/MF A01 


Irradiation Test HT-31: High-Temperature Irradiation 
Behavior of LASL-Made Extruded Fuel Rods and 
LASL-Made Coated Particles. 
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Irradiation Test OF-2: High-Temperature Irradiation 
Behavior of LASL-Made Fuel Rods and LASL-Made 
Coated Particles. 
LA-6988-MS 


HOLLADAY, A. M. 


Guidelines for the Selection and Application of Tan- 


talum Electrolytic Capacitors in Highly Reliable 
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HOLLADAY, D. W. 
Agent and Method for the Early Detection of 


Pregnancy. 
PAT-APPL-755 100/GI 78-22 6E PC AQ2/MF A01 


Experiments with a Lime Slurry in a Stirred Tank for 
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PB-279 687/8GI 


HOLLAN, EDITH L. 
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Study on the Electrochemical Behavior of IlI-V 
Semiconductors Etude du Comportement Elec- 


trochimique des Composes Iil-V et Applications. 
N78-24330/0GI 78-19 7D PC A04/MF A01 


HOLLAND, A. F. 

Results of Benthic Studies at Calvert Cliffs. 
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HOLLAND, B. B. 
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AD-A045 513/9GI 78-01 8E PC A03/MF A01 
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Natural Boundary Conditions. 
AD-A050 101/5GI 78-10 12A PC A02/MF A01 
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AD-A046 449/5GI 78-03 12A PC A02/MF A01 
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PB-278 578/0GI 78-13 8G PC A05S/MF A01 
HOLLAND, F. F. 
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PB-277 457/8GI 


HOLLAND, F. F. JR. 
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PB-275 463/8GI 78-07 6L PC A06/MF A0O1 
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Epidermal Carcinogenicity of Bis(2,3-Epoxy- 
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ORNL-5375 78-18 6T PC AOS/MF A01 
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Operations and Procedures. 
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HOLLAND, JOHN H. 
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AD-458 297/9GI 78-14 9B PC A02/MF A01 
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Environmental Overview of Texas Lignite Develop- 
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HOLLAND, L. 
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Millimeter Wave Satellite Concepts, Volume 1. 
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78-13 9A PC A04/MF A01 
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78-18 7D MF A01 


HOLLAND, L. M. 


Detection of Early Changes in Lung Cell Cytology 
by Flow-Systems Analysis Techniques. Progress Re- 
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LA-6888-PR 78-05 6E PC A02/MF A01 


Preliminary Toxicological Study of Bis-Dinitro- 
Propyl-Formal:Bis-Dinitro-Propyl-Acetal. 
LA-7206-MS 78-20 6T PC A02/MF A01 
Preliminary Toxicological Study of Kerimide 601 
Resin. 

LA-7207-MS 78-20 6T PC A02/MF A01 
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icon Crystal. 
CONF-770931-5 


HOLLAND, R. L. 
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The Dielectric Properties and Molecular Structure 
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Liquids. XI. The Relaxation Times of Three Nearly 
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Microwave Adsorption and Molecular Structure in 
Liquids. X. The Relaxation Times of Nine Hetero- 
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AD-105 446/9G! 
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Airborne Contaminants in Above Ground Metal and 
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Airborne Contaminants in Above Ground Metal and 
Nonmetal Mining and Processing Work Areas (For 
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Reprint: Functions Decreasing in Transposition and 
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Lithium - Inorganic Electrolyte Batteries. 
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Solvent Refined Coal (SRC) Process Operation of 
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Solvent Refined Coal (SRC) Process Operation of 
Solvent Refined Coal Pilot Plant at Wilsonville, 
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Solvent Refined Coal Pilot Plant at Wilsonville, 
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Afterburner Recoilless Rifle. 
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PB-277 159/0GI 78-10 7D Not available NTIS 


HOLLISTER, C. D. 
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Investment in the Iron Ore Industry. 
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Demonstration Test. Annual Report, January 1975-- 
January 1977. 
SAN/1000-1 


HORSFIELD, BRIAN 


Drying Energy from Corn Cobs: A Total System, 
1976. (Energy in Agriculture), 
PB-274 718/6GI 78-05 2C PC A02/MF A01 


Technological and Economic Assessment of the 

Utilization of Rice Straw Residue from the Califor- 

nia Sacramento Valley for On-Farm Power Genera- 

tion. 

PB-275 230/1GI 
HORSLEY, G.S. 


Influence of Density and Inert Additives on the 
Wave Shape of ‘ideal’ Explosives 
AD-016 379/0GI 78-21 19A PC A03/MF A01 


HORSLEY, R. 
Group Theoretic Structure of the Oual Current Ver- 


Ship Condition 
Effectiveness Study 


78-10 5! PC A04/MF A01 


78-13 13B PC A03/MF A01 
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AD-A058 354/2G! 
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78-25 20H PC A03/MF A01 


78-25 19D PC A03/MF A01 
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HORST, PAUL 
Optimal Test Length for Maximum Differential Pre- 


diction 
AD-047 733/1GI 78-21 5J PC A02/MF A01 


The Prediction of Academic Achievement in College 
AD-096 312/4GI 78-22 51 PC A02/MF A01 


A Technique for the Development of a Differential 
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AD-046 401/6GI 


HORST, ROBERT L. JR. 


Oxidant Air Pollution and Work Performance of 
Citrus Harvest Labor. 
PB-272 934/1GI 


HORST, T. W. 


Estimation of Air Concentrations Due to the Diffu- 
sion, Deposition and Resuspension of Contami- 
nants by the Wind. 
PNL-24: 


HORSTMAN, C. C. 


An Experimental Documentation of Pressure 
Gradient and Reynolds Number Effects on Com- 
pressible Turbulent Boundary Layers. 

N78-27364/6GI 78-23 20D PC A06/MF A01 


HORSTMAN, DEE ANN S. 


Court Case Compendium 1975-1976: Legal Stan- 
dards for Personnel Practices. 


78-05 5K Not Available NTIS 
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HORSTMAN, DONALD H. 


The Nature of the Perception of Effort at Sea Level 
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AD-A051 274/9GI 78-12 5J PC A02/MF A0O1 


Perception of Effort during Constant Work to Self- 


Imposed Exhaustion, 
AD-A051 275/6G! 78-12 5J PC A03/MF A01 


Reprint: Psychometric Correlates of Pain Percep- 


78-16 51 PC A06/MF A01 
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AD-A058 257/7GI 78-24 6P PC A02/MF A01 
HORSTMAN, DONALD M. 


The impact of Growth and Social Needs on the Job 

Enrichment Process-- a Laboratory Experiment. 

AD-A047 137/5GI 78-04 51 PC AQ9/MF A01 
HORSTMANN, K. H. 

New Model Upwind Distributions and Their In- 
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windverteilungen und thr Einfluss Auf die 
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N78-2! /5GI -23 1C PC A03/MF A01 
HORSWILL, KAY 

Background Paper on Alternate Care for the El- 

derly. 
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HORTON, CHARLES B. 


Reprint: An Evaluation of Commercial Pastes for 

Finishing Composite Resin Surfaces. 

AD-A048 501/1GI 78-07 6L PC A02/MF A01 
HORTON, E. H. 

Hot Dry Rock, an Alternate Geothermal Energy 

Resource: A Challenge for instrumentation. 

LA-UR-78-707 78-18 81 PC A02/MF A01 


HORTON, FOREST W. 


How to Harness Information Resources: A Systems 
Approach. 
HRP-0016935/9GI 78-01 5B Not Available NTIS 


HORTON, GERALD T. 


illustrating Services Integration from Categorical 
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HORTON, J. B. 


Feasibility and Systems Definition Study for 

Microwave Multi-Application Payload (Mmap). 

N77-33251/8GI 78-04 22A PC A09/MF A01 
HORTON, J. H. 


Ash Basin Reclamation with Forest Trees. 

DP-1477 78-07 13B PC A03/MF A01 
Estimated Erosion Rate at the SRP Burial Ground. 
DP-1493 78-22 18G PC A02/MF AO1 
Exhumation Test with Aged Radioactive Solid 
Wastes. 

OP-MS-77-16 78-02 18G PC A02/MF A01 
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OP-1475 78-12 7D PC A04/MF AO1 


HORTON, J. R. 


Survey of Industrial Coal Conversion Equipment 

Capabilities: Rotating Components. 

ORNL/TM-6074 78-23 7A PC A11/MF A0O1 
HORTON, JERRY 

Automotive Fleet 
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HORTON, M. 

TFTR Motor Generator. 
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Reprint: The Effects of Three Vaporizable Fire 

Extinguishing Agents on Myocardial Metabolism 

and Cardiovascular Dynamics in the Anesthetized 


78-03 6E PC A02/MF A01 


78-04 5K PC A0S/MF A01 


Fuel Consumption Model: 


78-17 10A PC A04/MF A01 


18A PC A02/MF A01 
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AD-A048 378/4GI 
HORTON, MAURICE L. 


Water Movement through Soils and Plants as Re- 
lated to Physical and Meteorological Conditions. 


78-07 6T PC A02/MF AO1 


PB-282 366/4GI 
HORTON, R. C. 


Lithologic LOG and Interpretation of Instrument 
Logs NURE Project, Carson Sink, Nevada, Borehole. 
GJBX-53(78) 78-22 8! PC A03/MF A01 


NURE Engineering Report, Carson Sink, Nevada, 
Borehole. 
GJBX-49(77) 78-12 81 PC A02/MF A01 


Preliminary Study of the Favorability for Uranium in 
Selected Areas in the Basin and Range Province, 


Nevada. 
GJBX-74(77) 


78-19 2C PC A0S/MF A01 


78-13 81 PC A06/MF A01 


HORTON, R. E. 
Adhesive Bonded Aerospace Structures Stan- 
dardized Repair Handbook. 
AD-A055 684/5GI 78-20 1C PC A16/MF A01 


Anodize Optimization and Adhesive Evaluation for 

Repair Applications. 

AD-A056 606/7GI 78-21 
HORTON, R. F. 


Atmospheric Extinction Measurements at Nd-YAG 
and OF Laser Wavelengths Performed in Conjunc- 
tion with the JAN Propagation Tests, June-Sep- 
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AD-A053 271/3GI 


HORTON, RICHARD F. 
Atmospheric Transmission Measurement Program 


and Field Test Plan. 
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Heat Capacity of Ammonium Chromium Alum 
AD-010 066/9GI 78-18 7D PC A02/MF A01 
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HORVATH, D. R. 
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Mod 0 Gun Mount. 
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HORVATH, F. 
Programs for Database Management of an INIS-SDI- 


System. 
SGAE-2463 


HORVATH, J. A. 


Using Computer Graphics to Analyze the Placement 
of Neutral-Beam Injectors for the Mirror Fusion Test 
Facility. 

UCRL-80106 


HORVATH, J. I. 


Development of a Unified Field Theory Based on 
Finsler Geometry -- Translation. 
AD-A055 034/3GI 78-18 20J PC A03/MF A01 


HORVATH, STEVEN M. 


The Effect of Nitrogen Dioxide on Lung Function in 
Normal Subjects. 
PB-277 671/4GI 78-12 6S PC AO5/MF A01 


Females and Hot Environments. 
PB-273 257/6GI 78-01 6S PC A02/MF AO1 


Physiological Effects of Air Pollutants During Long 
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PB-275 032/1GI 78-06 6J PC A06/MF A01 


Physiological Responses to Cold. 
PB-273 254/3GI 78-01 6S PC A03/MF A01 


HORVITZ, D. 


Hydrazine Derivatives - Improved Liquid Propeliants 
AD-093 924/9GI 78-22 211 PC A06/MF A01 


Improved Liquid Propellants - Systems with 
Hydrazine - Hydrazine Derivatives 
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HORWITZ, A. B. 


tsotopic Vibration-to-Vibration Energy Transfer. 
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HORWITZ, B. A. 


Effect of Altered Gravity on Temperature Regulation 
in Mammals: Investigation of Gravity Effect on Tem- 
perature Regulation in Mammals. 

N78-30797/2GI 78-25 6S PC A02/MF A01 


HORWITZ, JEROME P. 
Adjunct Hospital Emergency Toxicology Service. A 


Model for a Metropolitan Area. 
HRP-0016282/6G! 78-05 6E Not Available NTIS 


HORWITZ, MURRAY 


Alternative Classroom Standards Concerning 
Management of Hostility and Effects on Student 
Learning 

AD-052 490/0GI 78-21 51 PC A02/MF A01 


Effects of Decision Making by Group Members on 
Recall of Finished and Unfinished Tasks 
AD-065 700/7GI 78-20 5J PC A02/MF A01 


Effects of Two Methods of Changing a Frustrating 
Agent on Reduction of Hostility 
AD-052 740/8GI 78-21 5J PC A02/MF A01 


A Further Study of the Effects of Power Reduction 
on Arousal of Hostility 
AD-052 741/6GI 78-21 5J PC A02/MF A01 


Motivational Effects of Alternative Decision-Making 
Processes in Groups 
AD-018 043/0GI 78-21 5J PC AOS/MF A01 


Power over Decision Making and the Response to 
Frustration in Group Members 
AD-052 739/0G! 78-21 
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HOSHIDE, R. K. 


Veridicality of Attitudes Toward Authority and Ef- 
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HORWITZ, NAHMIN 
Cerenkov Counter Measurements of Cosmic Ray 


alpha Particles at 41 Degrees 
AD-043 707/9GI 78-21 20H PC A04/MF AO1 


Cerenkov Counters with Thin Lucite Radiators 
AD-100 983/6GI 78-21 18D PC A02/MF A01 


Creenkov Counter Flux Measurement of Cosmic- 
Ray Alphas at 41 
AD-104 965/9GI 


HORWITZ, OLE 
Principles and Effects of Mass Screening: Danish 


Experience in Tuberculosis Screening. 
HRP-0015889/9GI 78-01 6E Not Available NTIS 


HORWOOD, EDGAR M. 


Potential for Betterment District Financing and 
Joint Development Applications to Surface Transit. 
PB-274 618/8GI 78-04 13B PC A04/MF A01 


HORYNA, J. 
Measurement of Activity of Radioactive Effluents 


under Normal UJV Operation. 
ORNL-tr-4620 78-21 


HOSE, C. B. 


Air Strike Evaluation and Optimization. 
AD-827 767/5GI 78-02 15G PC A04/MF A01 


HOSEA, J. 
Electron 


Tokamak. 
PPPL-1362 


HOSEA, J. C. 


Gas Injection in PLT: Experimental Overview. 
CONF-771129-8 78-18 18A MF A01 


lon Energy Balance in Ohmically Heated PLT 
Discharges. 
PPPL-1403 78-14 20! PC A03/MF A01 


Turbulent Temperature Fluctuations in the PLT 
Tokamak Plasma. 
PPPL-1363 


HOSEK, J. J. 


Feasibility Study of an Integrated Program for 
Aerospace-Vehicle Design (IPAD) System. Volume 
2: Characterization of the IPAD System, Phase 1, 
Task 1. 

N78-16005/8GI 78-11 1C PC A07/MF A01 


Feasibility Study of an Integrated Program for 
Aerospace-Vehicle Design (IPAD) System. Volume 
3: Engineering Creative/Evaluation Processes, 
Phase 1, Task 2. 
N78-16006/6GI 


HOSEK, JAMES R. 


Estimating the Effects of Teaching on the Costs of 
Inpatient Care: The Case of Radiology Treatments. 
HRP-0016910/2G! 78-02 6E PC A03/MF A01 


Teaching and Hospital Costs: The Case of Radiolo- 


78-22 5J PC A02/MF A01 


78-22 20H PC A02/MF A01 
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Cyclotron Emission from the PLT 


78-05 18A PC A02/MF A01 


78-05 18A PC A02/MF A01 


78-11 1C PC A0S/MF A01 
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HOSENFELD, H. G. 


New Developments in Order to Avoid Blade Erosion 
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AED-Conf-76-595-004 
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78-01 6E PC A03/MF A01 


10A PC A03/MF A01 
HOSENFELD, J. M. 


Epidemiologic Study of the Effects of Automobile 
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PB-285 826/4GI 78-26 6F PC A17/MF A01 


HOSFORD, CHARLES 
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HOSFORD, ELIZABETH 


Alternative Patterns of Nurse-Midwifery Care. Ill. 
The Home Birth Movement. 
HRP-0023482/3GI 78-18 6E Not Available NTIS 


HOSHI, T. 


Computer Program (FUGI) for Design and Operation 
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Multi-Layer. 
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Mismatch Experiments. 
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HOSHI, Y. 


Wire Spark Chambers Using Magnetostrictive Delay 
Line Read out. 
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HOSHIDE, R. K. 
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Cooling 
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HOSHINO, T. 
Research and Development of FBR 


Reprocessing in PNC. 
\AEA-AG-63-9 


HOSHIZAKI, H. 


Vehicle Inspection Instrumentation. 
PB-272 987/9GI 78-01 14B PC A0S/MF A01 


HOSIER, PAUL E. 
New Hanover Banks: Then and Now. A Guide to the 


New Hanover County Beaches. 
PB-281 455/6GI 78-16 13B PC AO0S/MF A01 


HOSKER, R. P. JR. 
First Annual Report on Weather Modification Ef- 


fects of Cooling Towers. 
TID-27836 78-14 4B PC A06/MF A01 


HOSKIN, B.C. 


Phenomenological Theories of Time Effects in 
Metals at High Temperatures with Special 
Reference to Primary Creep 

AD-205 268/6GI 78-18 


HOSKIN, BRIAN C. 
Experiments on Carbon Fibre Reinforced Plastic 


Tubes in Torsion, 
AD-A049 207/4GI 78-08 


HOSKIN, CHARLES MORRIS 


Analysis of carbonate sedimentation off Yucatan 
peninsula. 
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HOSKING, J. R. 


Measurement of Skidding Resistance. Part IV. The 
Effect on Recorded SFC of Design Changes in the 
Measuring Equipment. 

PB-279 124/2GI 78-14 


HOSKINGS, THOMAS WAYNE 


Supplemental Aeration System Design for the 
Houston Ship Channel. 
PB-275 959/5Gi 78-07 


HOSKINS, E. R. 


Analysis and Evaluation of the Rock Mechanics 
Aspects of the Proposed Salt Mine Repository. 
Summary Progress Report RSI-0002. 

ORNL/SUB-3706/1 78-12 18G PC A03/MF A01 
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78-23 18) PC A02/MF A01 
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HOSKINS, G. B. 
Test Design Analyses of the Land Combat Support 
System, Electronic Test Group - 3. 

78-17 16A PC A02/MF A01 


AD-A054 468/4GI 
HOSKINS, G. W. 
The influence of Grinding Burn Damage on the 


Fatigue Behaviour of Nimonic C1023. 
N78-11205/9GI 78-06 11F PC A03/MF A01 


HOSKINS, HARTLEY 


Cruise Data Report. R/V ATLANTIS II 93, Legs 5 and 
6, Central Indian Ocean Triple-Junction. 
AD-A050 421/7GI 78-10 8J PC A0Q4/MF A01 


HOSKINS, JOAN 
Documentation of Evaluation Efforts in Human Ser- 


vice Agencies in Region Vill. 

SHR-0001928 78-04 5K PC AO6/MF A01 
HOSKINS, R. A. 

Energy and Cost Analysis of Residential Water 


Heaters. 
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HOSKINS, R. H. 


Laser Materials. 
AD-439 901/0GI 


HOSLER, W. R. 


Development of a Potential Electrode Material for 
MHD: Yttrium Orthoferrite. 
PB-280 439/1GI 78-17 11B Not available NTIS 


Rare Earth Ceramics for MHD-Power Generators. 
PB-285 223/4GI 78-25 10B Not available NTIS 


HOSMER, P. 


Anodic Behavior of Calcium in Aqueous Sodium 
Hydroxide/Chloride: (Compilation of Experimental 
Data). 
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HOSMER, P. K. 
Behavior of the Calcium Electrode in Aqueous Elec- 
trolyte. 
UCRL-79457 78-14 7D PC A02/MF A01 


Investigation of the Kinetics of the Li/LiIOH(Aq) 
Electrode: Coulombic Efficiency, Electrode 
Polarization. 

UCID-17457 78-02 10C Not available NTIS 


Lithium--Water--Air Battery Project: Progress Dur- 
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Lithium--Water--Air Battery Project: Progress Dur- 


J the Month of August 1976. 
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Lithium--Water--Air Battery Project: Progress Dur- 
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ing the Month of June 1976. 
UCID-17426-76-6 78-02 10C PC A02/MF A01 
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UCID-17426-76-3 78-02 10C PC A02/MF A01 
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UCID-17426-76-5 78-02 10C PC A02/MF A01 
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HOSNY, W. 


Reprint: Small Turbine Guide Vanes Loss Reduc- 
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HOSPERS, F. 


Formability. Relation Between Workhardening, 
Anisotropy and Forming Limit Diagram. Part A: 
Text. 

N78-14155/3GI 78-09 13H PC A04/MF A01 


Formability. Relation Between Workhardening, 
Anisotropy and Forming Limit Diagram. Part B: Ta- 
bles and Graphs. 
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HOSSAIN, ANWAR 


Investigations Using Data from LANDSAT-2. 
E78-10026 78-05 8G PC A02/MF A01 


Investigations Using Data from LANDSAT-2. 
E78-10080 78-11 8B PC A02/MF A01 


HOSSAIN, M. 


Solutions of Simple Dual Bootstrap Models Satisfy- 
ing Lee--Veneziano Relation and the Smaliness of 
Cut Discontinuities. 
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Evaluation of Ammonia Evaporators for an Ocean 
Thermal Energy Conversion System. 
ORNL/MIT-251 78-09 10A PC A04/MF A01 
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HOSTETLER, D. E. 
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Capabilities and Applications for Savannah River 
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DOP-MS-77-1 


HOSTETLER, J. D. 


Machine Casting of High Temperature Alloys for 
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AD-A050 698/0GI 78-11 


HOSTETLER, L. D. 


Analysis of a Terrain-Aided 
System. 
SAND-75-0299 78-07 16D PC A02/MF A01 


Continuous Kalman Updating of an Inertial Naviga- 
tion System Using Terrain Measurements. 
SAND-78-0421C 78-22 17G MF A01 
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SAND-75-0208 78-07 16D PC A03/MF A01 


Sandia Inertial Terrain-Aided Navigation System. 
SAND-77-0521 78-09 16D PC A02/MF A01 


HOSTETTER, ROBERT S. 


Color and Shape Coding for Freeway Route 
Guidance. Volume |. Executive Summary. 
PB-282 534/7GI 78-20 13B PC A04/MF A01 


Color and Shape Coding for Freeway Route 
Guidance. Volume il. Final Report (Field Study 
Results). 

PB-282 535/4GI 78-20 13B PC A06/MF A01 
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Guidance. Volume Ill. Appendices A and B - Litera- 
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HOSTETTLER, F. 


Research on Composite Materials Comprising 
Reaction-injection-Molded Combinations of Carbon 
Fibers and Thermosetting Resins. 
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HOSTICKA, BEDRICH J. 
Reprint: MOS Sampled Data Recursive Filters Using 
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AD-A052 948/7GI 78-15 9E PC A02/MF A01 


HOTCHKISS, G. B. 
Comparison of Three Experimental Methods Used 
in Determining the Thermal Performance of Flat- 
Plate Solar Collectors. 
N78-28614/3GI 78-23 


HOTCHKISS, LAVERNE C. 

Phase Control of Clock and Sync Pulser. 

PATENT-4 034 352 78-18 9E Not available NTIS 
HOTELLING, HAROLD 

The Efficiency of the Sample Median 

AD-044 790/4GI 78-21 12A PC A02/MF A01 


The Moments of the Sample Median 
AD-044 789/6GI 78-21 12A PC A03/MF A01 


HOTTA, SUSUMU 


Cultivation of Type 2 Dengue Virus in Rhesus Kid- 
ney Tissue Cluture 
AD-123 026/7G! 


HOTTEL, H.C. 


Combustion of Droplets of Heavy Liquid Fuels 
AD-058 833/5GI 78-21 21B PC A04/MF AO1 


HOTTEL, J. BRUCE 


Returns to Equity Capital by Farm Type and 
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PB-281 597/5GI 78-18 2B PC A06/MF A0O1 


HOTTEL, R. E. 


CRBRP Decay Heat Removal Systems. 
CONF-771217-6 78-17 181 PC A03/MF A01 


HOTTENSTEIN, OMAR D. 


The Cardiac Exercise Technician - A LaCrosse 
Workshop, 
AD-A050 258/3G! 


HOTZ, G. M. 


Cold-Air Performance of a Tip Turbine Designed to 
Drive a Lift Fan. 
N78-14998/6GI 78-10 21E PC A02/MF A01 


Cold-Air Performance of a Tip Turbine Designed to 
Drive a Lift Fan. 3: Effect of Simulated Fan Leakage 
on Turbine Performance. 

N78-16001/7GI 78-11 


HOTZ, H.P. 


An Upper Limit for Atomic Orbital Electron Ejection 

Accompanying K-Capture in Fe55 

AD-014 256/2GI 78-18 20H PC A02/MF A01 
HOU, M. 


Computer Simulation of the Grazing Incidence 
Backscattering of Protons from a (110) Nickel Sur- 
face. 

CONF-770931-1 78-08 7D PC A02/MF A01 


Reprint: Preferential Excitation Transfer in Cs(6D 
sub 3/2)-Cs(6S sub 1/2) Collisions. 
AD-A054 713/3GI 78-17 7D PC AO02/MF AO1 


HOUCK, C. W. 


Analysis of Valve Springs from Hydrogen Compres- 
sor at Solvent Refined Coal Plant, Wilsonville, 
Alabama. 

ORNL/TM-6179 


HOUCK, J. A. 


Rotor Systems Research Aircraft Simulation Mathe- 
matical Model. 
N78-13041/6GI 


HOUCK, J. R. 


Far Infrared Polarization of the Kleinmann-Low 
Nebula in Orion. 
N78-28025/2GI 


One-Millimeter 

Planets. 

N78-16956/2GI 
HOUCK, JOHN C. 


Chemical Messengers of Inflammation. 
AD-A054 172/2GI 78-17 6P PC A02/MF A01 


HOUCK, MARK HEDRICH 


Water Resources Management and Planning: Op- 
timization Modeling of Reservoir Systems. 
PB-277 821/5GI 78-11 13B PC A04/MF A01 


HOUCK, RICHARD 


Improved Procedures for Determining Seismic 
Source Depths from Depth Phase Information. 
AD-A052 333/2G1 78-14 17J PC A02/MF AO1 


Improved Procedures for Determining Seismic 

Source Depths from Depth Phase Information. 

AD-A052 518/8G! 78-14 17J PC A04/MF A01 
HOUCK, WILLIAM 


Transportation Disadvantaged in Maryland. 
SHR-0002236 78-26 5K PC A08/MF A01 


10A PC A13/MF A01 


78-22 6M PC A02/MF A01 


78-10 5! PC A03/MF A01 


21E PC A03/MF A01 


78-17 13K PC A02/MF A01 


78-08 1C PC A10/MF A01 


78-23 3B PC A02/MF A01 
Brightness Temperatures of the 


78-11 3B PC A02/MF A01 





HOUDE, ROBERT J. 
Nurse-Midwifery Prototypes -- Clinical Practice and 
Education. 
HRP-0024346/9GI 78-25 6E Not Available NTIS 


HOUDEVILLE, R. 


Unsteady Turbulent Boundary Layer. 
N77-32447/3GI 78-02 20D PC A02/MF A01 


HOUGAARD, H. 
Experiment Data Report IFA-226 Postirradiation Ex- 


amination. 

TREE-NUREG-1173 78-17 18J PC A13/MF A01 
HOUGE, JAMES C. 

Communications / Telemetry Planning Guide for 

poy a Medical Services. 

HRP-0018327/7GI 78-04 6E PC AOS/MF A01 
HOUGH, JOSEPH J. T. 

Efficient Model for HF Lasers with Rotational 

Nonequilibrium. 

AD-A058 389/8GI 78-25 20E PC A02/MF A01 


SPIKE: A Computer Model for the H2(D2) + F2 
Pulsed Chemical Laser. 

AD-A054 929/5GI 78-18 20E PC AO5/MF A01 

HOUGH, P. V. C. 

Cathodoluminescence--Detailed Understanding May 
Yield in Situ Distributions of Individual Molecular 
Species at 100 a Resolution or Below. 

BNL-22260 78-01 6A PC A02/MF A01 
New Detector System for Cathodoluminescence 


Microscopy. 

BNL-22258 78-03 14B PC A02/MF A01 
HOUGH, ROBBIN 

Federal Data Processing Reorganization Study; 

Human Resources Team Report. 

PB-287 174/7GI 78-26 9B PC A10/MF AO1 
HOUGH, ROLAND F. 

Print Re-Entrant Processor. 

PB-274 299/7GI 78-03 9B PC A02/MF AO1 
HOUGHTON, A. 

Experimental Studies of Soil Thermal Irradiation. 

Volume Il. Thermochemical Pulse Generator 

Development. 

AD-A058 303/9GI 78-24 8M PC A04/MF A01 

Experimental Studies of Soil Thermal Irradiation. 

Volume Ill. Design of Flux Diversion Equipment for 

Soil Irradiation Testing. 

AD-A058 304/7GI 78-24 19D PC A03/MF A01 


Specific Heat and Spin Susceptibility of Dilute Al- 


loys 
AD-245 037/7GI 78-01 20L PC A02/MF A01 
HOUGHTON, J. R. 
Analysis of Shock Pulses for Environmental Tests. 
N78-24269/0GI 78-19 22B PC A03/MF A01 


Pulse Analysis of Acoustic Emission Signals. 
N78-20914/5GI 78-15 20A PC A09/MF A01 


Technique for the Deconvolution of the Pulse 

Shape of Acoustic Emission Signals Back to the 

Generating Defect Source. 

INIS-mf-3543 78-04 14B MF A01 
HOUGHTON, J. W. 


Neutron Diagnostics for Laser Fusion Experiments. 
UCRL-79795 78-13 18A PC A03/MF A01 


HOUGHTON, W. J. 
HTGR Risk Assessment Study. 
GA-A-14336 78-09 18! PC A03/MF A01 
Update of HTGR Risk Assessment Study. 
GA-A-14569 78-25 181 PC AQ2/MF A01 
HOUJUYAMA, T. 
JNDC Nuclear Structure Data File - NDFILE. 
JAERI-M-6846 78-17 20H MF A01 
HOUK, EDWARD J. 
Reprint: Distribution of Putative Neurotransmitters 
in the Brain of the European Corn Borer, ‘Ostrinia 
Nubilalis. 
AD-A047 330/6GI 78-04 6C PC A02/MF A01 
HOUK, JOHN L. 
Psychological Operations: Burma. Project Prosyms 
AD-310 383/5GI 78-01 15G PC A19/MF A01 
Psychological Operations: Cambodia. Project 
Prosyms 
AD-310 384/3GI 78-01 15G PC A20/MF A01 
Psychological Operations: South Vietnam. Project 
Prosyms 
AD-310 382/7GI 78-01 15G PC A19/MF A01 
Psychological Operations. Thailand. Project 
Prosyms 
AD-316 089/2GI 78-01 15G PC A15/MF A01 


HOUK, VERNON 


Environmental Factors of Importance to Human 
Health. 


PB-275 998/3GI 78-08 6F PC A02/MF A01 


HOULBERG, W. A. 


Effects of Fueling Profiles on Plasma Transport. 
CONF-771129-5 78-12 18A PC A02/MF A01 


Effects of Fueling Profiles on Plasma Transport. 
ORNL/TM-6026 78-21 18A PC A04/MF A01 


Fluid Simulation of Large Tokamak Plasmas Usin 
a Variable Spatial Mesh, Variable Time Step Implicit 
Procedure. 

UWFDM-201 78-18 201 PC A03/MF A01 


Fueling Profile Sensitivities of Trapped Particle 
Mode Transport to TNS. 
CONF-771109-83 78-15 18A PC A02/MF A01 


ORNL TNS Program: Plasma Engineering Con- 
siderations and Innovations for a Medium Field 
Tokamak Fusion Reactor. 

ORNL/TM-6150 78-16 18A PC A03/MF A01 


Plasma Engineering Innovations for the ORNL TNS 
Reactor. 
CONF-771029-146 78-15 18A PC A02/MF A01 


Sensitivity of Ignition in TNS to Fueling Profiles and 
Radial Transport Processes. 
CONF-771029-87 78-15 18A PC A02/MF AO1 


Space-Dependent Thermal Stability of Reacting 
Tokamak Plasmas. 


ORNL/TM-6297 78-25 201 PC A03/MF A01 


HOULE, CLIFFORD R. 


Deep Ocean Mining Environmental Study (DOMES). 
Unpublished Manuscript Number 20. Data Report: 
Trace Metals - DOMES Samples, 

PB-281 098/4GI 78-16 8! PC A08/MF A01 


HOULE, MARTIN J. 


A Method for the Rapid Evaluation of Hazards from 
Toxic Waste Deposits, 
AD-A056 461/7GI 78-21 13B PC A02/MF A01 


HOULIHAN, T. M. 


Atmospheric Turbulence Measurements in Marine 
Fog during CEWCOM-76. 
AD-A049 144/9GI 78-08 4B PC A04/MF A01 


Experimental Investigation of the Marine Boundary 
Layer in Support in Air Pollution Studies in the Los 
Angeles Air Basin. 

AD-A054 239/9GI 78-17 13B PC A12/MF A01 


HOULIHAN, THOMAS M. 


USNS Hayes Marine Boundary Layer Research 
Cruise: Preliminary Evaluation of NPS Data. 
AD-A048 160/6GI 78-06 13J PC A03/MF A01 


HOUNSELL, DAI 


ERIC Feasibility Study: A Small Scale Examination 
of the Potential Value of the ERIC Data Base to 
Educationalists in Britain. Report No 2, 

ED-145 803 78-10 5I Not available NTIS 


Personnel in Education and Training: A Survey of 
the Potential Market for Educational Information 
Services, 

ED-140 807 78-14 51 Not available NTIS 


HOUPT, MILTON I. 


Accuracy of Measurement of Clinical Performance 
in Dentistry. 
HRP-0014028/5GI_ 78-07 6E Not Available NTIS 


HOUPT, P. K. 


Dynamic Centralized and Decentralized Control 
Systems. 
PB-275 470/3GI 78-06 13B PC A06/MF A01 


Estimation of Traffic Variables Using Point 
Processing Techniques. 
PB-283 014/9GI 78-22 13B PC A05/MF A01 


HOURANI, E. 


Deeply-Bound Hole States and Isobaric Analog 
States in exp 89 Zr.(li). 

IPNO-PhN-77-08 78-14 20H MF AO1 
Neutron Hole Strengths and Isobaric Analog States 
in exp 95 Zr(1). 

IPNO-PhN-77-06 78-08 20H MF A01 


HOUSE, DENNIS 


Reprint: The Effect of Ozone on Human Cellular 
and Humoral Immunity: Characterization of T and B 
Lymphocytes by Rosette Formation. 

PB-284 383/7GI 78-23 6T PC A02/MF A01 


Reprint: The Effect of Ozone on Human Immunity: 
In vitro Responsiveness of Lymphocytes to 
Phytohemmagglutinin. 

PB-284 764/8GI 78-24 6T PC A02/MF A01 


HOUSE, E.L. 


Age Changes in Blood of the Golden Hamster 
AD-261 385/9GI 78-13 6P PC A02/MF A01 


The Effect of Alloxan Diabetes on the Blood Picture 
of the Hamster 
AD-261 383/4GI 78-13 6E PC A02/MF A901 


HOUSE, ERIC B. Il. 


investigation of the YF-16 in High Angle of Attack 
Asymmetric Flight. 


HOUSTON, CHESTER W. 


AD-A056 511/9GI 78-21 1C PC A08/MF A01 
HOUSE, KENNETH 

Development of a Performance Criterion for Air 

Traffic Control Personnel Research through Air 

Traffic Control Simulation. 

AD-A058 082/9G! 78-24 5i PC AOS/MF A01 

Simulator Pilot Consoles for NAS Enroute and 

ARTS Ill Facilities. 

AD-A047 567/3G! 78-05 51 PC A06/MF A01 


HOUSE, L. 


Comprehensive Study of the Seismotectonics of the 
Eastern Aleutian Arc and Associated Volcanic 
Systems. Annual Progress Report, March 1, 1977-- 
February 28, 1978. 

COO-3134-14 78-16 8K PC A06/MF A01 


HOUSE, P. 


Plan Is Not Necessarily a Four-Letter Word. 
DOE/EV-0001 78-19 10A PC A03/MF A01 


HOUSE, T. W. 
Formulating Public Policy to Improve Productivity 


Through Technological Innovation, 
PB-285 777/9GI 78-26 5A PC A03/MF A01 


HOUSE, VIVIENNE G. 


Paradoxes and the Undergraduate Student Nurse. 
HRP-0018125/5G! 78-05 51 Not Available NTIS 


HOUSER, B. L. 


Guide to Radioactive Waste Management Literature. 
ORNL-5226 78-08 18G PC A15/MF A01 


HOUSER, T. 


Fundamentals of Nitric Oxide Formation in Fossil 
Fuel Combustion. Quarterly Progress Report, 
December 11, 1976--March 10, 1977. 

FE-2018-7 78-03 7D PC A02/MF A01 


Fundamentals of Nitric Oxide Formation in Fossil 
Fuel Combustion. Quarterly Progress Report, March 
11--June 10, 1977. 

FE-2018-8 78-10 21B PC A02/MF A01 


Fundamentals of Nitric Oxide Formation in Fossil 
Fuel Combustion. Quarterly Progress Report, 11 
September--10 December 1976. 

FE-2018-6 78-04 7D PC A02/MF A01 


HOUSLEY, R. M. 


Reprint: Electrical Characteristics of Igneous 
Precambrian Basement Rocks of Central North 
America. 

AD-A054 819/8G! 78-18 8G PC A02/MF A01 


Lunar Sample Analysis. 
N78-19021/2GI 78-13 3B PC A02/MF AO1 


HOUSMAN, J. J. 


Solar Collector Subsystem Program on the Fixed 
Mirror Solar Concentrator. Design and Tests. Re- 
port of Work Performed September 30, 1976-- 
February 28, 1977, Following Issuance of Final Re- 
port GA-A-14209 (Rev.). 

GA-A-14595 78-23 10A PC A03/MF A01 


HOUSNER, G. W. 


An Analysis of the Dynamic Characteristics of a 
Suspension Bridge by Ambient Vibration Measure- 
ments, 

PB-275 063/6GI 78-05 13B PC A0S/MF A01 


Analysis of the Taft Accelerogram of the Earthquake 
of 21 July 1952 

AD-019 011/6GI 78-21 8K PC A03/MF A01 
A Dislocation Theory of Earthquakes 

AD-017 734/5GI 78-21 8K PC A03/MF A01 
Earthquake Design Criteria for Structures, 

PB-276 502/2GI 78-09 13M PC A04/MF A01 
Intensity of Ground Motion during Strong 
Earthquakes. 

AD-499 592/4GI 78-20 8K PC A04/MF A01 


Spectrum Analysis of Strong Motion Earthquakes 
AD-208 558/7GI 78-23 13M PC A06/MF A01 


Vibration Tests of a Steel-Frame Building 
AD-054 052/6G! 78-21 19D PC A02/MF A01 


HOUSSAYE, W. P. DE LA 


A Plotting Program for the Datatron 220. 
AD-A051 404/2GI 78-12 98 PC A02/MF AO1 


HOUSTIS, C. E. 


The Adaptive Routing Problem for Large Store-and- 

Forward Computer-Communication Networks. 

AD-A047 206/8G! 78-04 17B PC A08/MF A01 
HOUSTON, BLAND BRYAN JR. 

Additive V Centers in Potassium lodide and Potassi- 

um Bromide 

AD-068 884/6GI 78-20 208 PC A05/MF A01 


HOUSTON, CHESTER W. 


Fermentation and Enzymatic Saccharification of 
Cellulose and Lignin Waste. 
PB-273 820/1GI 78-04 6A PC A06/MF A01 


PA-645 





HOUSTON, D. G. 


A Study of Feasibility of State Water User Fees for 
Financing Water Development. 
PB-276 702/8GI 78-09 13B PC AOS/MF A01 


HOUSTON, D. H. 
Radiolytic Production of Hydrogen Using Laser Fu- 


sion. Final Report. 
IRT-7020-001 78-14 7A PC AOS/MF A01 
HOUSTON, DAN PATRICK 


The Development of a User Oriented Interface for a 
Computer Driven Graphics Device. 
AD-A051 780/5GI 78-13 98 MF A01 


HOUSTON, G. G. JR. 


Terminal Ballistic Target Analysis and Study of Tar- 
get Vulnerability to Very High Speed Impact. 
AD-447 004/3GI 78-13 19D PC A06/MF AO1 


HOUSTON, J. 
Chemical Substances Information Network. Volume 
|. User Requirements and Systems Development 
yoy 
PB-274 637/8GI 78-04 5B PC A10/MF A0O1 
HOUSTON, J. E. 


Chemicai information in Auger Spectroscopy. 
SAND-78-0141C 78-26 7D PC A02/MF A01 


HOUSTON, J. R. 


Environmental Surveillance at Hanford for CY 1977. 
PNL-2614 78-22 18G PC A04/MF AO1 


HOUSTON, P. L. 


Reprint: Low-Temperature Absorption Contour of 
the Nu sub 3 Band of SF6. 
AD-A050 555/2GI 78-11 


HOUTEN, LORNE 


A Retrospective Survey of Cancer in Relation to Oc- 
cupation, 
P8-273 797/1GI 


HOUTHAKKER, H. S. 


The Capacity Method of Quadratic Programming 
AD-213 000/3G! 78-23 12B PC A03/MF A01 


HOUTS, RONALD C. 


Design of Bandstop Digital Filters for Rejecting 
Weather or Chaff Clutter in MT! Radars, 
AD-A048 169/7GI 78-06 9E PC A02/MF A01 


7D PC A02/MF A01 


78-03 6J PC A10/MF A01 


Improved Bandwidth and Performance for a Digital 
MTI Signal Processor. 
AD-A058 440/9G! 


78-25 171 PC A02/MF A01 


Reprint: Maximizing the Usable Bandwidth of MTI 
Signal Processors. 
AD-A049 726/3GI 


HOUTZ, ROBERT E. 


Reprint: Interval Velocities in Crustal Layers from 
Sonobuoy Records of Mantle Reflections. 
AD-A050 706/1GI 78-11 8G PC A02/MF A01 


Reprint: Structure of Colombia Basin, Caribbean 
Sea, from Profiler-Sonobuoy Measurements. 
AD-A049 906/1GI 78-09 8J PC A02/MF A01 


HOUZEGO, P. 


Superconducting 2.6T High Accuracy Magnet. 
RL-77-099/B 78-21 9A MF AO1 


HOUZIAUX, L. 


Ultraviolet Stellar Observations. 
N78-24010/8GI 78-18 3B PC A02/MF A01 


HOVANESIAN, J. D. 


New Optical Method to Determine Vibration-in- 
duced Strains with Variable Sensitivity after Record- 
ing, 

AD-A055 390/9G! 


HOVANESIAN, JOHN 


Hydrologic and Biologic Characteristics of Natural 
Channels in Coastal Marsh of Mississippi. 
PB-273 813/6GI 78-03 13B PC A03/MF A01 


HOVANLOJU, A. H. 


Study of the Effect of Scattering from Turbid Water 
on the Polarization of a Laser Beam. 
N78-26426/4GI 78-21 20F PC A07/MF A01 


HOVE, JOHN E. 


Assessment of Ceramic-Matrix Composite 
Technology and Potential DoD Application. 
AD-A054 017/9GI 78-17 11D PC A08/MF A01 


An Overview and Assessment of Selected DoD 
High-Pressure Technology R and D Programs. 
AD-A054 018/7GI 78-17 20L PC A04/MF A01 


HOVEL, H. J. 


Optimization of Solar Cells for Air Mass Zero 
Operation and a Study of Solar Cells at High Tem- 
ratures, Phase 3. 
78-12530/9G! 78-07 


78-09 171 PC A02/MF A01 


78-20 20F PC A02/MF A01 


10B PC A03/MF A01 


PA-646 


HOVEN, H. 
Measuring Variables and Errors of the Quantitative 
Image Analysis. Definition and Quantitative Descrip- 
tion. 
Juel-1411 


HOVERSTEN, ESTIL V. 
Spatial Acquisition in Optical Space Communica- 


tions. 
AD-A046 581/5GI 78-03 


HOVESTADT, DIETER 


Low Altitude Measurements of Precipitating 
Protons, Alpha Particles, and Heavy lons during the 
Geomagnetic Storm of 26-27 March 1978. 

AD-A058 572/9GI 78-25 4A PC A03/MF A01 


HOVINGH, J. 


Assessment of Carbon and Silicon Carbide as First 
Wall Materials in Inertial Confinement Fusion Reac- 
tors. 

UCRL-13801 78-25 


Civilian Applications of Laser Fusion. 
UCRL-52349 78-25 18A PC A06/MF A01 


First Wall Costs of an lon-Beam Fusion Reactor. 
UCID-17555 78-14 18A PC A03/MF A01 


HOVIS, FLOYD E. 


Reprint: Vibrational Relaxation of Water Vapor. 
AD-A057 813/8GI 78-24 7D PC A02/MF A01 


HOVLAND, D. N. 


Guidelines for Flight Planning during Periods of 
High Ozone Occurrence. 
AD-A050 988/5G! 78-11 


HOVLAND, H. 


Analysis and Evaluation of the Rock Mechanics 
Aspects of the Proposed Salt Mine Repository. 
Summary Progress Report Rsi-0005. 

ORNL/SUB-3706/2 78-03 18G PC A08/MF A01 


General Description of the Finite-Element Method 
of Analysis in Engineering Mechanics. 
ORNL/SUB-3706/3 78-09 13M PC A02/MF A01 


Thermoelastic Analysis of Waste-Container Sleeve. 
Technical Memorandum Report RSI-0008. 
ORNL/SUB-3706/5 78-14 81 PC A03/MF A01 


HOVORKA, FRANK 


A. C. Streaming Potentials 
AD-229 511/1GI 78-11 7D PC A04/MF A01 


The Anodic and Cathodic Properties of the Chlorine 
Electrode 
AD-159 561/0GI 78-16 7D PC A03/MF A01 


The Electrochemical Properties of Dilute Sodium 
Amaligams 
AD-007 512/7GI 78-16 7D PC A02/MF A01 


Quantitative Measurements of tonic Vibration 
Potentials 
AD-139 785/0GI 


HOVSTADIUS, GUNNAR 


A Combined Probe for Measurement of Mass Flow, 
Stagnation Temperature, and Stagnation Pressure 
in Supersonic Boundary Layers, 

N78-11015/2GI 78-11 14B PC A03/MF A01 


A Mass-Flow Probe for Measurement in High- 
Enthalpy Supersonic Boundary Layers, 
N78-11014/5GI 78-10 14B PC A03/MF A01 


HOWARD, ALLEN Q. JR. 
Microbend Losses in Multimode Optical Fibers, 
PB-275 387/9GI 78-07 20F PC A04/MF A01 
HOWARD, AMSTER K. 
Lime Stabilization on Friant-Kern Canal, 
PB-279 542/5GI 78-15 13B PC A04/MF A01 


Modulus of Soil Reaction (E') Values for Buried 
Flexible Pipe, 
PB-276 298/7GI 


HOWARD, B. Y. 


Proceedings of Seventh Symposium on Sharing of 
Computer Programs and Technology in Nuclear 
Medicine, Computer Assisted Data Processing. 

CONF-770101- 78-13 6E PC A22/MF A01 


HOWARD, BARBARA Y. 


Practical Considerations in the Selection of Data- 


Processing Equipment for Clinical Nuclear 
Medicine. 
HRP-0025935/8GI 


HOWARD, C. J. 


Reprint: Kinetics of the Reaction of HO2 with NO. 
PB-275 030/5GI 78-05 7D Not available NTIS 


Laboratory Measurements of Selected D-Region 
Reactions. 
AD-A054 361/1GI 


HOWARD, D. 


Health Cost Containment: The Connecticut, Mary- 
land, and New Jersey Responses. (innovations 
Transfer, New Approaches by the States), 


78-19 18J MF A01 


17B PC A04/MF A01 


18A MF A01 


4A PC A08/MF A01 


78-23 7D PC A02/MF A01 


78-08 13B PC A04/MF A01 


78-26 6E Not Available NTIS 


78-17 4A PC A02/MF A01 


PB-284 979/2GI 78-23 6E PC A0S/MF A01 


Investing State Funds: The Wisconsin Investment 
Board (innovations Transfer, New Approaches by 
the States), 

PB-284 933/9GI 78-23 5A PC A03/MF A01 


Periodic Reappraisal of Real Property: The Utah Ap- 
proach. (innovations Transfer: New Approaches by 
the States), 


PB-285 362/0GI 78-25 5C PC A03/MF A01 


HOWARD, D. ROBERT 


Physician's Associate: A Task Analysis. 
HRP-0018067/9GI 78-08 6E Not Available NTIS 


HOWARD, DICK 


Developing Primary Health Care for Rural Areas in 
North Carolina, 
PB-284 796/0GI 78-23 6E PC A04/MF A01 


Health Manpower Licensing: California's Demon- 
stration Projects, 
PB-284 899/2GI 78-23 51 PC A03/MF A01 


State Energy Management: The California Energy 
Resources Conservation and Development Commis- 
sion. (innovations Transfer: New Approaches by the 
States), 

PB-285 062/6GI 78-25 10A PC A04/MF A01 


A State-Supported Local Corrections System: The 
Minnesota Experience. (innovations Transfer, New 
Approaches by the States), 

PB-284 936/2GI 78-24 5K PC A03/MF A01 


HOWARD, E. B. 


Transportation Energy Conservation Data Book: A 
Selected, Annotated Bibliography. Edition 2. 
ORNL/EIS-114 78-08 10A PC A12/MF A01 


Transportation Energy Conservation Data Book: 
Edition 1.5. 


CONS/7405-1 78-06 10A PC A16/MF A01 


HOWARD, GILBERT T. 


NTDS Computer Facilities Scheduling System--Final 
Report. 


AD-A050 220/3G! 78-10 5A PC A08/MF A01 


HOWARD, GORDON E. JR. 


Overhead Environmental Monitoring with Light 
Utility Aircraft: Demonstration and Evaluation of the 
System, 


PB-278 748/9GI 78-14 13B PC A03/MF A01 


HOWARD, HOPE M. 


Critical Review of the Chemistry of Advanced Ox- 
idizers and Fuels: Supplementary Review of Ox- 
idizers, 1965-1967. 
AD-389 104/1GI 


78-14 211 PC A11/MF A01 


HOWARD, J. A. 


Pilot Project on the Application of Remote Sensing 
Techniques for Improving Desert Locust Survey and 
Control. 


N78-20593/7GI 78-15 6F PC AQS/MF A01 


HOWARD, J. B. 


Basic Studies of Coal Pyrolysis and Hydrogasifica- 
tion. Quarterly Progress Report, January 1, 1977-- 
March 31, 1977. 

MIT/2295/T26-1 78-12 7A PC A02/MF A01 


Coal Pyrolysis by Hot Solids from a Fluidized Bed 
Combustor. Quarterly Progress Report, June 1, 
1977--August 31, 1977. 

MIT/2295/T27-1 78-17 148 PC A02/MF A01 


HOWARD, J. H. 


ERDA--DGE/LBL Geothermal Reservoir Engineering 
Management Program. 
LBL-6826 


78-09 81 PC A02/MF A01 


HOWARD, J. HATTEN Ill. 


Studies of Saprolite and Its Relation to the Migra- 
tion and Occurrence of Groundwater in Crystalline 
Rocks. 


PB-273 993/6GI 78-03 8G PC A02/MF A01 


HOWARD, J. M. 


Human Factors Requirements for Fingertip Reach 
Controls. 
PB-278 811/5GI 


78-14 13F PC A06/MF A01 


HOWARD, JAMES E. 


Applications of Learning Techniques to AMTI Radar 
Problen:s. 


AD-903 027/1GI 78-14 171 PC A06/MF AO1 


HOWARD, JAMES H. JR. 


Feature Extraction and Decision Processes in the 
Classification of Amplitude Modulated Noise Pat- 
terns. 

AD-A058 424/3Gi 78-25 6S PC A04/MF A01 


Feature Selection in Auditory Perception. 
AD-A058 423/5G1 78-25 6P PC A03/MF A01 


Recognition of Three Distinctive Features in Brief- 
Duration Complex Non-Speech Sounds. 
AD-A047 555/8G! 78-05 5J PC A03/MF A01 








HOWARD, JAN 
Humanizing Health Care -- The Implications of 
Technology, Ceitralization, and Self-Care. 
HRP-0024818/7(il 78-20 5K Not Available NTIS 
HOWARD, LUCY ANN 
pete ony Rc le Function of the Nurse in Com- 


muni ental Hialth. 
HRP-0013616/8G! 78-05 6E Not Available NTIS 
HOWARD, N. 


Correlation of Al uvial Deposits at the Nevada Test 
Site. 
UCRL-52335 


HOWARD, P. A. 


Outlet Plenum Mixing for Transient Overpower Con- 
ditions of a One-Exit Nozzle LMFBR. 
ANL-CT-78-30 78-21 181 PC A04/MF A01 


HOWARD, P. H. 
Characterization of the Chemical Comminution of 
Coal. interim Report, October--December 1976. 
FE-2520-1 78-02 81 PC A02/MF A01 
HOWARD, PHILIP H. 
Chemical Market Input/Output Analysis of Selected 
Chemical Substances to Assess Sources of Environ- 
mental Contamination: Task Il. Biphenyl and 


Dipheny! Oxide. 
PB-275 097/4GI 78-05 7A PC A06/MF A01 


Chemical Market Input/Output Analysis of Selected 
Chemical Substances to Assess Sources of Environ- 
mental Contamination: Task Ill. Asbestos. 

PB-285 531/0GI 78-26 7A PC A1S/MF A01 


Investigation of Selected Potential Environmental 
Contaminants: Monohalomethanes. 
PB-276 483/5GI 78-09 6F PC A12/MF A01 
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HUEBNER, W. F. 


Astrophysical Opacity Library. 
LA-6760-M 78-08 3B PC A02/MF A01 
New Research Initiatives Program. Project W-219: 


Chemistry in Comet Comae. Final Report. 
LA-7096-MS 78-20 3B PC A02/MF A0O1 


Solar Opacity and Equation of State. 
LA-UR-78-196 78-18 3B MF A011 


HUEBSCHMANN, W. 


Atmospheric Diffusion Parameters in the Environ- 
ment of the Karlsruhe Nuclear Research Center. 
KFK-2499 78-26 4A PC A02/MF A01 


Calculation of the gamma Dose Rate from a Con- 
tinuously Emitted Radioactive Plume. 
ORNL-tr-4289 78-20 18H PC A03/MF A01 


HUELSMAN, B. RYLE 


Womanpower in the United States and in Kentucky, 
PB-282 162/7GI 78-19 51 PC A04/MF AO1 


HUEMOELLER, W. A. 


Land Use: Ongoing Developments in the North Cen- 
tral Region, 


PB-282 262/5GI 78-19 13B PC A13/MF A01 


HUEPER, R. 


Fast Breeder Project. First Quarterly Report, 1976. 
EURFNR-1371 78-01 18J PC AOQ9/MF A01 


Fast Breeder Project. Fourth Quarterly Report, 1976 


HUFF, J. E. 


EURFNR-1444 78-09 181 PC A08/MF A01 


Fast Breeder Project. Quarterly Report, 1977. 
EURFNR-1435 78-25 181 PC A09/MF A01 


List of Reports and Conference Papers on the Fast 


Breeder Project Published by the Nuclear Research 
Center Karisruhe from 1972 to 1975. 
KFK-EXT-25/76-1 78-06 18! MF A0O1 


HUERTA, M. 


Analysis, Scale Modeling, and Full Scale Tests of a 
Truck Spent-Nuclear-Fuel Shipping System in High 
Velocity Impacts Against a Rigid Barrier. 

SAND-77-0270 78-23 18F PC A09/MF A01 


Crash Test of a Nuclear Spent Fuel Cask and Truck 
Transport System. 
SAND-77-0419 78-15 18G PC A02/MF AO1 


High-Speed Impact and Fire Test of a Spent Fuel 
Rail Cask System. 
SAND-78-0260C 


HUESMAN, R. H. 


Design and Construction of the Donner 280-Crystal 
Positron Ring for Dynamic Transverse Section 
Emission Imaging. 
LBL-5679 


HUESTIS, D. L. 

New Electronic Transition Laser Systems. 

AD-A056 810/5G! 78-22 20E PC A11/MF A01 
HUETTER, U. 


Wind Power. 
AED-Conf-77-139-004 
78-18 


78-26 18J PC AQ2/MF A01 


78-10 6L PC A0Q2/MF A01 


10B PC AO2/MF A01 


Wind Power. 
N78-30682/6GI 


HUFF, C. E. 


Investigations into the Effects of an Arc Discharge 
on a High Velocity Liquid Jet. 
SAND-77-1135C 78-05 13! 


HUFF, C. F. 


Drilling Technology Research Program. 
SAND-77-1160C 78-07 13B PC A02/MF AO1 


Investigations into the Effects of an Arc Discharge 
on a High Velocity Liquid Jet. 
SAND-77-1135 78-06 8! PC AQ2/MF A01 


Single Point Rock Cutting Strength and Fatigue 
Evaluation of Gas Pressure Diffusion Bonded 
Stratapax. 

SAND-77-1962 


HUFF, D. D. 


Corrections and Revisions to the Fortran IV Version 
of the Wisconsin Hydrologic Transport Model. 
ORNL/NSF/EATC-29 78-16 13B PC E03/MF A01 


Optimization Model for Air Quality Analysis in Ener- 
gy Facility Siting. 
ORNL/TM-6007 


HUFF, FLOYD A. 


Summary of METROMEX, Volume 1: 
Anomalies and Impacts, 
PB-281 168/5GI 78-17 4B PC A12/MF A01 


HUFF, G. A. 


Analytical Chemistry Measurements Quality Control 
Program Using Computer Applications. 
AGNS-1040-3 78-25 7D MF A01 


Non-Destructive Assay of Leached Hulls in a 
Nuclear Fuel Reprocessing Plant. 
AGNS-1040-4 78-25 18J PC AQ2/MF A01 


HUFF, J. E. 


Asbestos: A Perspective. |. An Overview. Il. An An- 
notated Literature Collection, 1960-1974. Ill. A 
Literature Compilation, 1974-1977, 

ORNL-TIRC-77-5 78-15 6T PC E13/MF E13 


Biohazards of Energy Production, Distribution, Use, 
and Conservation: Information Sources 
CONF-7605159-1 78-03 6F PC A0Q2/MF A01 


Information Analysis Center Concept: Products, 
Services, and Pricing Policies. 
CONF-7608109-1 78-06 6T PC AOQ2/MF A01 


Life Sciences Information within the Biomedical 
Sciences Section: Information Center Complex 
CONF-7605159-2 78-05 5B PC A03/MF A01 


Reviews of the Environmental Effects of Pollutants 
IV. Cadmium 
ORNL/EIS-106 


78-25 10A PC A02/MF A01 


PC A02/MF AO1 


78-23 131 PC A0Q3/MF A01 


78-06 138 PC A04/MF A01 


Weather 


78-25 6T PC A12/MF A01 


Selected Case Histories and Epidemiological Exam- 
ples of Human Mercury Poisoning. |. State-of-the- 
ART Review. li. An Abstracted Literature Collection, 
1947--1976 


ORNL/TIRC-77/1 78-02 6E Not available NTIS 


Toxicology Information Response Center Literature 
Search Index, June 1976--May 1977. Ill. 2601--3100 
ORNL/TIRC-77/6 78-04 6T PC AOS/MF A01 


PA-653 





HUFF, JAMES EDWARD 
Reviews of the Environmental Effects of Pollutants: 
1V. Cadmium. 
PB-283 085/9GI 78-21 
HUFF, KENT H. 


A Job-Oriented Reading Program for the Air Force: 

Development and Field Evaluation. 

AD-A047 203/5G! 78-04 5I 
HUFF, LINDA L. 

Economic impact of Dissolved Solids Regulation 

Upon the Coal Mining Industry (R76-7). 

PB-280 499/5GI 78-16 81 PC A07/MF AO1 
HUFF, LLOYD 

Space Laser Design. 

AD-907 551/6GI 
HUFF, LLOYD C. 

Thermal! Variations in Millstone Quarry. 

AD-A046 683/9G! 78-03 8H PC A02/MF A01 
HUFF, N. T. 


Development of improved Laser Glasses Which Can 
Be Melted on a Commercial Scale. Annual Progress 
Report, September 15, 1976--September 30, 1977. 

COO0-4080-4 78-23 20F PC A08/MF A01 


HUFF, S. L. 


An Approach to Constructing Functional Require- 
ment Statements for System Architectural Design. 
AD-A057 802/1GI 78-24 98 PC AOS/MF A01 


An Extended Model for a Systematic Approach to 
the Design of Complex Systems. 
AD-A058 565/3G! 78-25 9B PC A04/MF AO1 


HUFF, WILLIAM L. 


Expedient Upgrading of Existing Structures for Fal- 

lout Protection. 

AD-A053 763/9G! 78-16 
HUFFINGTON, NORRIS J. JR. 

Structural Response Induced by Electron Beam 

Deposition. 

AD-A052 302/7G! 


HUFFMAN, D.C. 


What's the Liability Aspect of Rx Services to a 
Nursing Home. 
HRP-0024955/7GI 


HUFFMAN, F.N. 


High Efficiency Thermionic Converter Studies. 

N77-32592/6GI 78-02 108 PC AOS/MF A01 
HUFFMAN, G. DAVID 

The Modeling of an Asymmetric Turbulent Near 

Wake Using the interaction Hypothesis, 

N78-11001/2GI 78-11 1A PC A03/MF A01 


HUFFMAN, J. K. 


Calibration and Test Capabilities of the Langley 7- 
by 10- Foot High Speed Tunnel. 
N78-11121/8GI 78-06 148 PC A04/MF A01 


6F PC A12/MF A01 


PC A07/MF A0O1 


78-14 20E PC A02/MF A01 


15C PC AOS/MF A01 


78-14 


1468 PC A03/MF A01 


78-18 6E Not Available NTIS 


Subsonic Longitudinal Aerodynamic Characteristics 
and Engine Pressure Distributions for an Aircraft 
with an integrated Scramjet Designed for Mach 6 
Cruise. ' 
N77-33108/0GI 


78-04 1A PC A17/MF A01 


Subsonic Longitudinal and  Lateral-Directional 
Static Aerodynamic Characteristics for a Close-Cou- 
pled Wing-Canard Model in Both Swept Back and 
Swept Forward Configurations. 

N78-21049/9GI 78-16 1A PC A04/MF AO1 


Subsonic Longitudinal and  Lateral-Directional 
Static Aerodynamic Characteristics for a Model with 
Swept Back and Swept Forward Wings. 

N78-20073/0G! 78-15 1A PC A03/MF A01 


Subsonic Longitudinal and _  Lateral-Directional 
Static Aerodynamic Characteristics of a General 
Research Fighter Configuration Employing a Jet 
Sheet Vortex Generator. 

N78-20071/4GI 78-15 1A PC AOQ9/MF A01 


Subsonic Longitudinal and Lateral Directional 
Static Stability Characteristics of a Variable Sweep 
Fighter Configuration Employing Various Control 
Surface Deflections at Angles of Attack of 0 Deg to 
50 Deg and Large Sideslip Angles. 

N78-13010/1GI 78-08 1A PC A11/MF A01 


HUFFMAN, ROBERT T. 


Habitat Development Field Investigations, Port St. 
Joe Seagrass Demonstration Site, Post St. Joe, 
Florida; Summary Report. 
AD-A058 733/7GIi 78-25 
HUFFMAN, S. 
User's Manual: Computer-Aided Design Programs 
for Inductor-Energy-Storage DC-to-DC Electronic 
Power Converters. 
N77-33602/2G! 78-04 
HUFFMAN, WALLACE E. 


A Cross-Sectional Analysis of Nonfarm Work of 
Farm Family Members. 
PB-274 156/9GI 


13B PC A04/MF A01 


10B PC A08/MF A01 


78-04 5! PC A07/MF A01 


PA-654 


HUFFMAN, WILLIAM J. 
Conversion of Cattle Feedlot Manure to Ethylene 
and Ammonia Synthesis Gas. 
PB-280 189/2G! 78-16 7A PC A04/MF A01 
HUFFSTETLER, V. C. 
Polarization Behavior of Selected Cathodic Reac- 
tions Used in Corrosion Testing of Stainless Steels 
and Nickel Base Alloys. 
K-2004 78-19 11F PC A06/MF AO1 


Selective Absorption Pilot Plant for Decontamina- 
tion of Fuel Reprocessing Plant off-Gas. 

K-1876 78-13 18G PC A06/MF A01 

HUFNAGEL, HOWARD V. 

Reprint: High-Dose, Short-Term Local Urokinase for 
Clearing Femoral Thrombi by Vasodilation and 
Thrombolysis. 

AD-A046 895/9G! 78-04 60 PC A02/MF A01 


Reprint: A Physiologic Basis for the Adhesion-Free 
Healing of Deperitonealized Surfaces. 
AD-A046 512/0GI 78-03 6E PC A02/MF A01 


HUFSCHMIDT, MAYNARD M. 
Environmental Quality as a Policy and Planing Ob- 


jective. 
HRP-0017001/9G!i 78-09 6E Not Available NTIS 


HUFSTEDLER, SHIRLEY M. 


Women and the Law, 
PB-282 762/4GI 


HUGE, P. S. 


The Relationship of Delinquency Potential Scale 
Scores of Naval Recruits to Later Military Per- 
formance 

AD-226 283/0GI 78-11 


HUGENSCHMIODT, M. 


Optical Investigations on the Interaction of High 
Energy CO2-Laser Pulses with Liquid and Solid Tar- 
gets. 

N77-32498/6GI 78-02 20! PC A02/MF A01 


Parametric Investigations of Large Area Electron 
Beam Sources Parametrische Untersuchungen an 
Grossflaechigen Elektronenstrahiquelien. 

N78-17382/0GI 78-12 20E PC A03/MF A01 


Photographic Study of Rapid Events by Picosecond 
Techniques. 
N77-33495/1GI 


HUGET, E. F. 


The Rheological Properties of Endodontic Sealers, 
AD-A047 759/6GI 78-05 6L PC A02/MF A01 


HUGET, EUGENE F. 
A Coating Agent for Promotion of Metal-to-Por- 
celain Bonding, 
AD-A056 450/0GI 78-21 6L 
Dental Adhesives: A Perspective, 
AD-A055 185/3GI 78-18 6L 
Evaluation of Resin Die Materials, 
AD-A051 510/6G! 78-12 111 PC AO@2/MF A01 
Extrusion Rheometry of Fluid Materials, 
AD-A054 924/6G! 78-18 6L PC A02/MF A01 
Metals and Alloys, 
AD-A046 835/5G! 78-03 6E PC A03/MF A01 
Stress Relaxation of High-Copper Amalgam Alloys, 
AD-A051 423/2GI 78-12 11F PC AO2/MF A01 
Stress Relaxation of Interim Restoratives. 
AD-A055 326/3GI 78-20 6L PC A02/MF A01 


Studies on White Crown-and-Bridge Alloys, 

AD-A051 424/0GI 78-12 11F PC A02/MF A01 
HUGGARE, E. 

Forecasting the Effects of Events on Consumer Af- 

fairs. Phase | Final Report: Analysis, 

PB-276 183/1GI 78-07 5A PC A11/MF A01 
HUGGETT, CLAYTON 

Annual Conference on Fire Research, 

PB-273 589/2GI 78-02 13L PC A09/MF A01 

Studies of the Flash Fire Potential of Aircraft Cabin 

Interior Materials. 

AD-A048 475/8GI 78-07 21B PC E02/MF A01 

Time-Dependent Fire Behavior of Aircraft Cabin 

Materials. 

AD-A050 923/2GI 78-11 


HUGGETT, R. W. 


Study of the Two-Body Dissociation of Light Nuclei 
in Nuclear Fields. Progress Report, January 1, 1977- 
-December 31, 1977. 
ORO-4699-4 


HUGGIN, BENJAMIN A. 


Considerations on the Use of a CPAF Contract for 

the Engineering Development of the XM 712. 

AD-A045 446/2GI 78-01 5A MF A01 
HUGGINS, A. W. F. 


Speech Compression and Evaluation 
AD-A055 019/4GI 78-18 17B PC A11/MF AO1 


78-20 5i PC A02/MF A01 


5J PC A03/MF A01 


78-04 20! PC A02/MF A01 


PC A02/MF AO1 


PC A02/MF A01 


1C PC A03/MF A01 


78-19 20H PC A03/MF A01 


HUGGINS, BOBBY R. 


The Army Materiel Developer's Project Manager and 
the Combat Developer's System Manager: An 
Evaluation. 

AD-A052 383/7GI 


78-14 15E PC A03/MF A01 


HUGGINS, R. A. 


Reprint: Electrical Properties of K2FeCi5(H20) and 
K2AIF5. 
AD-A048 420/4G! 


Reprint: lonic 
Chloroaluminates. 
AD-A048 419/6G! 78-07 7D PC A02/MF A01 


Reprint: lonic Conductivity of Lithium Orthosilicate 
- Lithium Phosphate Solid Solutions. 
AD-A048 426/1GI 78-07 7D PC A02/MF A01 


Reprint: lonic Conductivity of Lithium Phosphate- 
Doped Lithium Orthosilicate. 
AD-A048 423/8G! 78-07 7D PC A02/MF A01 


Reprint: lonic Conductivity of Solid and Liquid Li- 
AICi4. 
AD-A048 424/6G! 78-07 7D PC A02/MF A01 


Reprint: lonic Conductivity of Some Lithium Sil- 
icates and Aluminosilicates. 
AD-A048 421/2GI 78-07 7D PC A02/MF A01 


Reprint: Lithium ton Conduction in Li5AI04, 
Li5GaO4 and Li6Zn04. 
AD-A048 417/0GI 78-07 7D PC A02/MF AO1 


Reprint: Lithium lon Conductivity in Lithium Nitride. 
AD-A048 418/8G! 78-07 7D PC A02/MF A01 


New Battery Materials. Progress Report, April 1,-- 
September 30, 1977. 
COO-4506-1 78-21 10C PC A02/MF A01 


New Battery Materials. Progress Report, October 1, 
1977--March 31, 1978. 
COO-4506-2 78-25 10C PC A02/MF A01 


Reprint: Recent Results on Lithium lon Conductors. 
AD-A048 425/3G! 78-07 7D PC A02/MF A01 


78-07 7D PC A02/MF AO1 
Conductivity of Alkali Metal 


HUGGINS, ROBERT A. 


Reprint: lonic Conductivity and Electrode Effects on 
Beta-PbF2. 
AD-A050 491/0G! 78-11 20L PC A02/MF A01 


(Long Range Materials Research) Development of 
Elevated Temperature Electrocrystallization 
Techniques. 

AD-A051 502/3G! 78-12 20B PC A04/MF A01 


Solid Electrolyte Battery Materials. 
AD-A048 330/5G! 78-07 7D PC A02/MF A01 


HUGHES, A. E. 


Attempt to Fabricate an lon Injection Type Fast 
Neutron Dosimeter. 
AERE-R-8554 


78-04 18D MF A01 


HUGHES, A.L. 


An Exploration of the Possibility of Employing UI- 
trasonic Radiation to Sensitize a Bubble Chamber 
AD-251 993/2GI 77-20 18D PC A02/MF AO1 


Final Technical Report, June 1, 1946-February 28, 
1955 (Nuclear Physics) 
AD-066 733/7GI 78-20 20H PC A03/MF A01 


Hiring Qualifications for Inspection and Enforce- 
ment Personnel, 
PB-284 231/8GI 


78-22 Si PC A05/MF A01 


HUGHES, C. E. 


Argonne Code Center: Compilation of Program Ab- 
stracts. 


ANL-7411(Sup.11) 78-12 9B PC A19/MF A01 


HUGHES, C. L. 


S-191 Sensor Performance Evaluation. 
N77-33582/6GI 78-04 14B PC AOS/MF A01 


HUGHES, CHARLES 


Cultural Awareness in Health Planning, 
HRP-0019416/7G! 78-05 6E PC A10/MF AO1 


HUGHES, CHARLES C. 


Communication Patterns of Doctors and Their 
Assistants. 


HRP-0018093/5G! 78-06 6E Not Available NTIS 


HUGHES, D.S. 


The Effect of Pressure on the Reduction of Pore 
Volume of Consolidated Sandstones 
AD-022 658/9G! 78-21 8G PC A02/MF A01 


Second-Order Elastic Deformation of Solids 
AD-027 199/9GI 78-21 20L PC A02/MF AO1 


HUGHES, D. W. 


Excitation and lonization of lons by Electron im- 
pact. Technical Progress Report, September 1, 
1976--May 31, 1977. 


ORO-3027-38 78-07 7D PC A03/MF A01 


HUGHES, DANA C. 


Organizational Position and 
Problems in a Nursing Home. 
HRP-0024640/5Gi 78-16 6E Not Available NTIS 


Perceptions of 





HUGHES, DARRELL S. 
(Study of the Physical Properties of Rocks and 


Minerals under High Pressure and Temperature) 
AD-046 957/7GI 78-21 8G PC A02/MF A01 


HUGHES, E. D. 
RETRAN: A Program for One-Dimensional Transient 
Thermal--Hydraulic Analysis of Complex Fluid Flow 
Systems. Volume |. Equations and Numerics. Final 
Report. 
EPRI-NP-408 78-08 181 PC A17/MF A01 


HUGHES, E. E. 


Reprint: Performance of a Nitrogen Dioxide Per- 
meation Device. 
PB-274 347/4GI 78-04 14B Not available NTIS 


HUGHES, G. H. 


Evaluation of Chemical, Biological, and Physical 
Conditions in the Winter Haven Chain of Lakes, 
Florida, March-June 1976. 

PB-273 027/3GI 78-01 138 PC A03/MF A01 


HUGHES, GARY W. 
Radiation Effects on the Electrical Properties of 


MOS Device Materials. 
AD-A050 785/5GI 78-11 20L PC A04/MF A01 


HUGHES, GILBERT H. 


Impact of Potential Phosphate Mining on the 
Hydrology of Osceola National Forest, Florida. 
PB-278 853/7GI 78-13 8H PC A08/MF AO1 


HUGHES, H. G. 


Aerosol Extinction of Photopic and IR Wavelengths. 
Demonstrated Relationship of Visibility of At- 
mospheric Liquid Water Suggests that Atmospheric 
Transmittance for IR can be Estimated by Use of 
Simple Measurements and Scaling Laws 

AD-A046 118/6GI 78-02 17E PC A02/MF A01 


Electrons as a Shock Driver Gas 
AD-255 544/9GI 78-18 7D PC A0Q2/MF A01 


Global Seismic Effects of Basin-Forming Impacts. 

LA-UR-77-368 78-08 38 PC A03/MF A01 
HUGHES, HARRY M. 

Computer Simulation of Aircrew Management Poli- 

AD-A0S4 948/5GI 78-18 SI PC A02/MF A01 
HUGHES, IVOR 

Preliminary Design of an Accident Information 


Retrieval System (AIRS). 
AD-A055 590/4GI 78-20 1B PC A13/MF A01 


HUGHES, J. G. 


Reprint: Proton Hydrogen Close-Capture Collision 
Spectroscopy. 
AD-A055 288/5GI 78-18 70 PC AQ2/MF A01 


Reprint: Stueckelberg Close-Curve-Crossing 
Phases. 
AD-A053 128/5GI 78-15 12A PC A02/MF AO1 


Reprint: Total Proton-Helium Electron-Capture 
Cross Sections. 
AD-A050 936/4GI 78-11 7D PC AO2/MF A01 


HUGHES, J. W. JR. 


Effect of Strain-Gage Surface Preparation 
Techniques on Beryllium. 
UCID-17578 78-14 11F PC A02/MF A01 


HUGHES, JACK T. 


Archeological Testing in the Red Deer Creek 
Watershed in Gray, Roberts and Hemphill Counties, 
Texas 


PB-284 954/5GI 78-25 5F PC A0S9/MF A0O1 
HUGHES, JAMES W. 
Transportation Services for the Disabled and El- 


derly 
HRP-0023854/3GI 78-11 SK Not Available NTIS 


HUGHES, JOHN R. 


Aquatic Disposal Field Investigations, Duwamish 
Waterway Disposal Site, Puget Sound, Washington. 
Appendix A. Effects of Dredged Material Disposal 
on Demersal Fish and Shellfish in Elliott Bay, Seat- 
tle, Washington 

AD-A058 268/4GI 78-24 13B PC A06/MF A01 


HUGHES, L.A. 


On the Computation of Upper-Level Winds from 
Constant Pressure Charts 
AD-018 349/1GI 78-21 4B PC A02/MF A01 


HUGHES, LAWRENCE A. 


Guidelines for Flash Flood and Small Tributary 
Flood Prediction. 
PB-281 461/4GI 78-16 8H PC AO2/MF A01 


A Program of Chart Analysis (With Some Diagnostic 
and Forecast Implications) 
PB-279 866/8GI 78-14 4B PC A06/MF A01 


HUGHES, M. H. 


Numerical Calculations of Transport in ALCATOR. 
PPPL-1411 78-16 18A PC A03/MF A01 


HUGHES, M. R. 

Exposure of Drivers to Carbon Monoxide, 

PB-281 415/0GI 78-18 6T PC AQ3/MF A01 
HUGHES, OWEN P. 


Comparative Study of the Economics of Home Care. 

HRP-0015332/0GI 78-06 6E Not Available NTIS 
HUGHES, R. C. 

Small Polaron Formation and Motion of Holes in a- 

SiO sub 2. 

SAND-77-1906C 78-25 20L PC A02/MF AO1 


HUGHES, R.H. 


The Problem of Heat Injury to Dietary Protein 
AD-015 343/7GI 78-18 6H PC A02/MF A01 
A Study of Artificial Dielectrics with Unity Dielectric 
Constant 

AD-041 732/9GI 78-14 9A PC A07/MF A01 


HUGHES, R. L. 


Optical Analysis of Solar Facility Heliostats. 

SAND-77-0582 78-07 10B PC A03/MF A0O1 
HUGHES, R. P. 

Unified Derivation of the Various Definitions of Lat- 

tice Cell Diffusion Coefficient. 

CEGB-RD/B/N-3905 78-05 18F MF AO1 


HUGHES, RANDOLPH H. 
The Influence of Cortisone Upon Protein Metabol- 
ism 
AD-115 537/3GI 78-22 60 PC A02/MF A01 
The Relationship Between Potassium Utilization and 
Nitrogen Balance 
AD-120 086/4G! 78-22 6P PC A02/MF AO1 
Sodium as a Toxic lon in Potassium Deficiency 
AD-040 459/0GI 78-21 6T PC A02/MF A01 


HUGHES, RICHARD S. 
An Ultrafast Scanning Spectrophotometer. 
PAT-APPL-818 787/GI 
78-21 20F PC A02/MF A01 
HUGHES, RICHARD SMITH 
Automatic Gain Control: A Practical Approach to its 


Analysis and Design. 
AD-A045 608/7GI 78-01 171 PC E07/MF E07 


HUGHES, RICHARD SWART 
Optical Integrated Circuit Laser Beam Scanner. 
PATENT-4 047 795 
78-07 20F Not available NTIS 
HUGHES, ROBERT E. 
On the Reaction of Decaborane with Ammonia and 


with Sodium 
AD-128 903/2GI 78-16 7B PC A02/MF A01 


HUGHES, ROBERT F. 
On the Velocities and Orbits of Meteors, Fireballs, 
and Meteorites 
AD-092 422/5GI 78-21 4A PC AO2/MF A01 
HUGHES, ROBERT M. 


Temperature Requirements of Salmonids in Rela- 
tion to Their Feeding, Bioenergetics, Growth and 
Behavior. 


PB-281 807/8GI 78-18 6F PC A03/MF A01 
HUGHES, ROBERT T. 


Abrasive Blasting Operations, 

PB-273 796/3GI 78-03 6J PC A08/MF A01 
HUGHES, T. H. 

Application of Remote Sensing for Planning Pur- 


poses. 
N77-33589/1GI 78-04 22A PC AOS/MF AO1 


Summary and Evaluation of Fuel Dynamics 

Transient-Overpower Experiments: Status 1974. 

ANL-77-44 78-16 181 PC AQ7/MF A01 
HUGHES, T. W. 


Source Assessment: Asphalt Hot Mix. 

PB-276 731/7GI 78-09 7A PC AOQ9/MF A01 
Source Assessment: Carbon Black Manufacture. 
PB-273 068/7GI 78-01 7A PC A11/MF A01 
Source Assessment: Plastics Processing, State-of- 
the-Art 

PB-280 926/7GI 78-17 111 PC AO6/MF AO1 
Source Assessment: Polychloroprene. State of the 
Art 

PB-278 777/8GI 78-13 7A PC AOS/MF A01 
Source Assessment: Polyviny! Chloride, 

PB-283 395/2GI 78-22 7A PC AO6/MF AO1 
Source Assessment: Reclaiming of Waste Solvents, 
State of the Art 

PB-282 934/9GI 78-21 13B PC A04/MF A01 
Source Assessment: Rubber Processing, State of 
the Art 

PB-281 423/4GI 78-18 138 PC A07/MF A01 


HUGHES, TREVOR C. 


Mixed Integer Programming Models for Water 
Resources Management 


HUH, OSCAR K. 


PB-276 699/6GI 78-09 138 PC A13/MF A01 


The Virgin River Basin Study: A Regional Approach 

to Multiobjective Planning for Water and Related 
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Perinatal Care -- Regionalization in Kansas HRP-0017166/0GI 78-09 6E PC A03 HRP-0018179/2GI 


Implications of a Doubling of Kentucky Coal 


Ida, Experimental Program and 


Analysis of 


78-04 6E PC A04/MF A01 
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HUMPHREYS, TERRY J. 


The Color of the Ocean. 
AD-A046 306/7GI 


HUMPHREYS, V. E. 
Thermal Fatigue and Oxidation Data for Alloy/Braze 
Combinations. 
N78-16149/4GI 78-11 11F PC AQ4/MF A01 
Thermal Fatigue and Oxidation Data of Superalloys 


including Directionally Solidified Eutectics. 
N78-15233/7GI 78-10 11F PC A04/MF A01 


Generation of Intense lon Beams and Their Applica- 

tion to Controlled Fusion Research. 

AED-Conf-76-506-029 78-01 
HUMPHRIES, S. JR. 


High Power Magnetically Insulated Radial Diode. 
SAND-77-1549C 78-08 18A PC A02/MF A01 


Intense lon Beam Acceleration and Transport. 

SAND-77-1552C 78-15 18A PC AO2/MF AO1 
HUMPHRIES, T. S. 

Corrosion Inhibitors for Solar Heating and Cooling 

Systems. 

N78-30202/3G! 78-25 10A PC AQ2/MF AO1 

Low Toxic Corrosion Inhibitors for Aluminum in 

Fresh Water. 

N78-28226/6GI 78-23 11F PC A02/MF AO1 


HUMPHRIES, W. R. 


Design and Operation of a Solar Heating and Cool- 
ing System for a Residential Size Building. 
N78-25546/0GI 78-20 13A PC A03/MF AO1 


A Design Handbook for Phase Change Thermal 
Control and Energy Storage Devices. 
N78-15434/1GI 78-10 7D PC A12/MF A01 


Use of the Marshall Space Flight Center Solar 
Simulator in Collector Performance Evaluation. 
N78-21605/8G! 78-16 10A PC A07/MF AO1 
HUMPHRIES, WAYMON 
Expanding Stabilizing Fin Cup. 
PAT-APPL-855 633/GI 
78-14 19G PC A02/MF A01 


78-03 8J PC A04/MF A01 


18A MF AO1 


HUMPHRIS, R. R. 


Unsteady Loads Due to Propulsive Lift Configura- 
tions. Part B: Pressure and Velocity Measurements 
in a Three Dimensional Wall Jet 

N78-20068/0G! 78-15 1A PC A03/MF A01 


HUMPHRY, J. 

Electronic Subsystem Analysis (ESA) 

AD-B018 759/1GI 78-02 9E PC A03/MF A01 
HUMSKI, B. 


An Accurate Angular Position and Angular Velocity 


Instrument Based on an Optical Incremental En- 
coder. 


N77-33480/3GI 78-04 14B PC A03/MF A01 


HUNCHAREK, JOHN D. 


Radiation Dose Analysis of a PWR 1 Accident for 
the Projected Reactor Site at Cementon, New York, 
AD-A052 681/4GI 78-14 6R PC A08/MF A01 


HUNCZAK, H. R. 


CTS (Hermes): United States Experiments and 
Operations Summary 


N78-13107/5GI 78-08 22A PC A03/MF AO1 
HUNDEMANN, AUDREY S. 

Atmospheric Echo Sounding (A Bibliography with 

Abstracts) 

NTIS/PS-78/0916/3GI 78-21 4B PC NO1/MF NO1 


Coal Beneficiation (Citations from the NTIS Data 
Base) 


NTIS/PS-78/1106/0GI 78-26 8! PC NO1/MF NO1 


Coal Beneficiation. Volume 2. 1976-September, 
1978 (Citations from the Engineering Index Data 
Base) 


NTIS/PS-78/1107/8GI 78-26 81 PC NO1/MF NO1 


Combined Cycle Power Generation (Citations from 
the Engineering Index Data Base) 
NTIS/PS-77/0992/6GI 

78-02 10B PC NO1/MF NO1 
Combined Cycle Power Generation (Citations from 
the NTIS Data Base) 
NTIS/PS-77/0991/8GI 


78-02 108 PC NO1/MF NO1 


Cooling Towers (Citations from the NTIS Data 
Base) 


NTIS/PS-78/0898/3GI 
78-21 13A PC NO1/MF NO1 
Cooling Towers: Design and Performance (Citations 


from the Engineering Index Data Base) 
NTIS/PS-78/0899/1GI 


78-21 13A PC NO1/MF NO1 


Cooling Towers: Environmental Studies (Citations 
from the Engineering Index Data Base) 
NTIS/PS-78/0900/7GI 
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78-21 13A PC NO1/MF NO1 


Cosmic Rays (A Bibliography with Abstracts). 
NTIS/PS-78/0406/5GI 78-14 4A PC NO1/MF NO1 


Electric Automobiles (Citations from the NTIS Data 
Base). 
NTIS/PS-78/0880/1GI 

78-21 13F PC NO1/MF NO1 


Electric Automobiles. Volume 2. 1975-July, 1978 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0881/9GI 


78-21 13F PC NO1/MF NO1 


Electric Power Consumption (Citations from the En- 
gineering Index Data Base). 
NTIS/PS-78/0646/6GI 

78-18 10B PC NO1/MF NO1 


Electric Power Consumption. Volume 1. 1971-1976 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0644/1GI 

78-18 108 PC NO1/MF NO1 


Electric Power Consumption. Volume 2. 1977-June, 
1978 (Citations from the NTIS Data Base). 
NTIS/PS-78/0645/8GI 


78-18 108 PC NO1/MF NO1 


Energy Conservation: Buildings. Volume 1, 1964- 
1976 (A Bibliography with Abstracts). 
NTIS/PS-78/0502/1GI 

78-15 13A PC NO1/MF NO1 


Energy Conservation: Buildings. Volume 2. 1977- 
April, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0503/9GI 

78-15 13A PC NO1/MF NO1 


Energy Conservation: Industry (A Bibliography with 
Abstracts). 
NTIS/PS-78/0570/8GI 


78-16 10A PC NO1/MF NO1 


Energy Conservation: Policies, Programs and 
General Studies (A Bibliography with Abstracts). 
NTIS/PS-78/0693/8GI 

78-19 10A PC NO1/MF NO1 


Energy Conservation Through Building Design 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0444/6GI 


78-15 13M PC NO1/MF NO1 


Energy Conservation: Transportation (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0501/3GI 


78-15 13F PC NO1/MF NO1 


Energy Parks (A Bibliography with Abstracts). 
NTIS/PS-78/0384/4GI 


78-13 18E PC NO1/MF NO1 


Energy Policy and Research Planning. Volume 2. 
1976-September, 1977 (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0961/9GI 

78-23 10A PC NO1/MF NO1 


Energy Policy and Research Planning. Volume 3. 
October, 1977-September, 1978 (A Bibliography 
with Abstracts). 

NTIS/PS-78/0962/7GI 


78-23 10A PC NO1/MF NO1 


Energy Supply and Demand Modeling (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0599/7GI 


78-17 10A PC NO1/MF NO1 


Flat Plate Solar Collector Design and Performance 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0841/3GI 


78-21 10A PC NO1/MF NO1 


Flat Plate Solar Collector Design and Performance 
(Citations from the NTIS Data Base) 
NTIS/PS-78/0840/5GI 


78-21 10A PC NO1/MF NO1 


Fuel Consumption: Industrial, Residential, and 
General Studies. Volume 1, 1964-1976 (A Bibliog- 
raphy with Abstracts) 
NTIS/PS-78/0709/2GI 

78-19 10A PC NO1/MF NO1 


Fuel Consumption: Industrial, Residential, and 
General Studies. Volume 2. 1977-June, 1978 (A 
Bibliography with Abstracts) 

NTIS/PS-78/0710/0GI 


78-19 10A PC NO1/MF NO1 


Fuel Consumption Transportation. Volume 1. 1964- 
1976 (A Bibliography with Abstracts) 
NT!S/PS-78/0707/6GI 


78-19 10A PC NO1/MF NO1 


Fuel Consumption: Transportation. Volume 2. 1977- 
June, 1978 (A Bibliography with Abstracts) 
NTIS/PS-78/0708/4GI 


78-19 10A PC NO1/MF NO1 
Greenhouse Design, Construction, and Operation 


(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0006/3GI 78-06 2C PC N0O1/MF NO1 


The Gulf Stream (A Bibliography with Abstracts). 
NTIS/PS-78/0844/7GI 78-21 8C PC NO1/MF NO1 


Heat Pumps (Citations from the Engineering Index 
Data Base). 
NTIS/PS-78/0166/5GI 

78-09 13A PC NO1/MF NO1 


Heat Pumps (Citations from the NTIS Data Base). 
NTIS/PS-78/0165/7GI 
78-09 13A PC NO1/MF NO1 


Heliostat Systems Design and Operation (Citations 
from the Engineering Index Data Base). 
NTIS/PS-78/0842/1GI 

78-21 10A PC NO1/MF NO1 


Historical Background Studies of the National Park 
Service (A Bibliography with Abstracts). 
NTIS/PS-78/0010/5GI 78-06 5D PC NO1/MF NO1 


Hydrogen Use as a Fuel (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0635/9GI 

78-17 21D PC NO1/MF NO1 


Incineration Studies. Volume 2. 1975-March, 1978 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0367 /9GI 

78-13 13B PC NO1/MF NO1 


Incinerations Studies. Volume 2. 1975-March, 1978 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0366/1GI 

78-13 138 PC NO1/MF NO1 


Instrumentation and Data Processing Used in Earth 
Resources Technolgy Satellites (ERTS). Volume 2. 
1976-1977 (A Bibliography with Abstracts). 
NTIS/PS-78/0070/9GI 

78-07 14B PC NO1/MF NO1 


Instrumentation and Data Processing Used in Earth 
Resources Technology Satellites (ERTS). Volume 1. 
1973-1975 (A Bibliography with Abstracts). 
NTIS/PS-78/0069/1GI 

78-07 148 PC NO1/MF NO1 


Mars Environment (A Bibliography with Abstracts) 
NTIS/PS-78/0940/3GI 78-22 3B PC NO1/MF NO1 


Mine Ventilation (A Bibliography with Abstracts). 
NTIS/PS-78/0159/0G!I 78-09 81 PC NO1/MF NO1 


Natural Gas: Supply, Demand and Utilization. 
Volume 2. 1976-June, 1978 (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/0621/9GI 


78-17 21D PC NO1/MF NO1 


Ocean Wave Sensing (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0560/9G! 78-16 8C PC NO1/MF NO1 


Oil Shale Mining, Processing, Uses, and Environ- 
mental Impacts. Volume 2. 1976-April, 1978 
(Citations from the Engineering Index Data Base). 

NTIS/PS-78/0424/8GI_ 78-15 81 PC A01/MF NO1 


Oil Shale Mining, Processing, Uses, and Environ- 
mental impacts. Volume 2. 1976-April, 1978 
(Citations from the NTIS Data Base). 

NTIS/PS-78/0423/0GI 78-15 81 PC NO1/MF NO1 


Petroleum Exploration, Production, and Recovery 
Methods (Citations from the NTIS Data Base) 
NTIS/PS-78/0277/0GI_ 78-11 81 PC NO1/MF NO1 


Petroleum Recovery. Volume 2. Reservoir Engineer- 
ing and Recovery Methods. 1976-March, 1977 
(Citations from the Engineering Index Data Base). 

NTIS/PS-78/0278/8GI_ 78-11 81 PC NO1/MF NO1 


Petroleum Recovery. Volume 3. Reservoir Engineer- 
ing and Recovery Methods. April, 1977-February, 
1978 (Citations from the Engineering Index Data 
Base). 

NTIS/PS-78/0279/6Gi 78-11 81 PC NO1/MF NO1 


Pollution and Environmental Aspects of Fuel Con- 
version (A Bibliography with Abstracts) 
NTIS/PS-78/0314/1GI 78-12 7A PC NO1/MF NO1 


Power Plant Siting (A Bibliography with Abstracts) 
NTIS/PS-78/1007/0GI 


78-24 10B PC NO1/MF NO1 


Remote Sensing Applied to Environmental Pollution 
Detection and Management (A Bibliography With 
Abstracts). 

NTIS/PS-78/0789/4GI 


78-20 13B PC NO1/MF NO1 


Remote Sensing Applied to Geology and Mineralo- 
gy (A Bibliography with Abstracts). 
NTIS/PS-78/0791/0GI 78-20 8G PC NO1/MF NO1 


Remote Sensing Applied to Hydrology (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0792/8G! 78-20 8H PC NO1/MF NO1 


Remote Sensing Applied to Urban and Regional 
Planning (A Bibliography with Abstracts) 
NTIS/PS-78/0790/2GI 


78-20 13B PC NO1/MF NO1 


Remote Sensing of Agricultural Resources (A 
Bibliography with Abstracts). 
NTIS/PS-78/0969/2GI 78-23 2D PC NO1/MF NO1 


Seismology. Volume 1. 1974-1975 (A Bibliography 
with Abstracts) 


NTIS/PS-77/0962/9G!I 78-02 8K PC NO1/MF NO1 





Seismology. Volume 2. 1976-October 1977 (A 
Bibliography with Abstracts) 
NTIS/PS-77/0963/7GI 78-02 8K PC NO1/MF NO1 


Seismology. Volume 2. 1976-September, 1978 (A 
Bibliography with Abstracts). 
NTIS/PS-78/1105/2GI 78-26 8K PC NO1/MF NO1 


Solar Crop Drying (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0005/5GI 78-06 2C PC NO1/MF NO1 


Solar Distillation (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0002/2G! 

78-06 10A PC NO1/MF NO1 


Solar Electric Power Generation. Volume 2. 1976- 
September, 1978 (Citations from the Engineering 
Index Data Base). 

NTIS/PS-78/1109/4GI 


78-26 108 PC NO1/MF NO1 


Solar Electric Power Generation. Volume 2. 1976- 
September, 1978 (Citations from the NTIS Data 


Base). 
NTIS/PS-78/1108/6GI 
78-26 108 PC NO1/MF NO1 


Solar Energy Concentrator Design and Operation 
(Citations from the Engineering Index Data Base) 
NTIS/PS-78/0839/7GI 


78-21 10A PC NO1/MF NO1 


Solar Energy Concentrator Design and Operation 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0838/9GI 


78-21 10A PC NO1/MF NO1 


Solar Furnaces (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0001/4GI 


78-06 10A PC NO1/MF NO1 


Solar Ponds (Citations from the Engineering Index 
Data Base). 
NTIS/PS-78/0837/1GI 

78-21 10A PC NO1/MF NO1 


Solar Ponds (Citations from the NTIS Data Base). 
NTIS/PS-78/0836/3GI 
78-21 10A PC NO1/MF NO1 


Solar Sea Power Plants (Citations from the En- 
gineering Index Data Base). 
NTIS/PS-77/1057/7GI 


78-03 108 PC NO1/MF NO1 


Solar Sea Power Plants (Citations from the NTIS 
Data Base). 
NTIS/PS-77/1056/9GI 


78-03 108 PC NO1/MF NO1 


Solar Space Heating and Air Conditioning. Volume 
2. 1976-August, 1977 (Citations from the Engineer- 
ing Index Data Base). 
NTIS/PS-78/1016/1GI 


78-25 13A PC NO1/MF NO1 


Solar Space Heating and Air Conditioning. Volume 
2. 1976-August, 1977 (Citations from the NTIS Data 
Base). 


NTIS/PS-78/1014/6GI 
78-24 13A PC NO1/MF NO1 


Solar Space Heating and Air Conditioning. Volume 
3. September, 1977-September, 1978 (Citations from 
the Engineering index Data Base). 
NTIS/PS-78/1017/9GI 


78-24 13A PC NO1/MF NO1 


Solar Space Heating and Air Conditioning. Volume 
3. September, 1977-September, 1978 (Citations from 
the NTIS Data Base). 
NTIS/PS-78/1015/3GI 

78-24 13A PC NO1/MF NO1 


Solar Water Pumps (Citations from the Engineering 
index Data Base). 
NTIS/PS-77/1161/7GI_ 78-05 2C PC NO1/MF NO1 


State-of-the-Art Reviews and Bibliographies on 
Energy (A Bibliography with Abstracts). 
NTIS/PS-78/0586/4GI 

78-16 10A PC NO1/MF NO1 


Strip Mining. Volume 1. 1964-1975 (Citations from 
the NTIS Data Base). 
NTIS/PS-77/0950/4GI_ 78-02 8! PC NO1/MF NO1 


Strip Mining. Volume 2. 1976-October 1977 
(Citations from the NTIS Data Base). 
NTIS/PS-77/0951/2GI 78-02 8! PC .NO1/MF NO1 


Surface Mining. Part 1. Strip Mining (Citations from 
the Engineering Index Data Base). 
NTIS/PS-77/0952/0GI 78-02 8! PC NO1/MF NO1 


Surface Mining. Part 2. Open Pit Ore Mining 
(Citations from the Engineering index Data Base). 
NTIS/PS-77/0953/8GI 78-02 81 PC NO1/MF NO1 


Surface Mining. Part 3. Quarrying and General Stu- 


dies (Citations from the Engineering Index Data 
Base 


) 
NTIS/PS-77/0954/6GI 


78-02 8! PC NO1/MF NO1 


Swimming Pool Design, Construction, and Opera- 
tion (Citations from the Engineering Index Data 
Base). 

NTIS/PS-77/1138/5GI 


78-04 138 PC NO1/MF NO1 


Synthetic Fuels from Municipal, !ndustrial and 
Agricultural Wastes (Citations from the American 
Petroleum Institute Data Base). 
NTIS/PS-78/0500/5GI 


78-15 21D PC NO1/MF NO1 


Synthetic Fuels from Municipal, Industrial, and 
Agricultural Wastes (Citations from the NTIS Data 
Base). 
NTIS/PS-78/0499/0GI 

78-15 21D PC NO1/MF NO1 
Tectonics. Volume 2. 1975-January 1978 (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0082/4G!I 78-08 8G PC NO1/MF NO1 


Total Energy Systems for Building (Citations from 
the NTIS Data Base). 
NTIS/PS-78/0305/9GI 

78-12 13A PC NO1/MF NO1 
Total Energy Systems for Buildings (Citations from 
the Engineering Index Data Base). 
NTIS/PS-78/0306/7GI 

78-12 13A PC NO1/MF NO1 
Waste Heat Utilization (Citations from the NTIS Data 
Base). 
NTIS/PS-78/0294/5GI 

78-11 10A PC NO1/MF NO1 


Waste Heat Utilization. Volume 2. 1975-1976 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0295/2GI 

78-11 10A PC NO1/MF NO1 


Waste Heat Utilization. Volume 3. 1977-March 1978 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0296/0GI 

78-11 10A PC NO1/MF NO1 
Wind Power (Citations from the Engineering Index 
Data Base). 
NTIS/PS-78/0417/2GI 

78-14 108 PC NO1/MF NO1 


Wind Power. Volume 1. 1964-1976 (Citations from 
the NTIS Data Base). 
NTIS/PS-78/0415/6GI 


78-14 10B PC NO1/MF NO1 


Wind Power. Volume 2. 1977-April, 1978 (Citations 
from the NTIS Data Base). 
NTIS/PS-78/0416/4GI 


78-14 108 PC NO1/MF NO1 


HUNDEMANN, P. 


Sewage Sludge Entrenchment System for Use by 
Small Municipalities. 
PB-280 662/8G! 


HUNDMAN, G. J. 


Dust Control on Auger-Type Mining Machines, 
Using the Wet Auger System. 
PB-273 517/3GI 78-03 8I 


HUNDT, ALAN G. 


A Study of Training Program Improvements. Volume 
|. Findings and Analyses. 
AD-A054 092/2GI 78-17 St PC AQ9/MF A01 


A Study of Training Program Improvements. Volume 
ll. Recommendations for Improvement. 
AD-A054 056/7G! 78-17 Si PC A03/MF A01 


HUNER, JAY V. 


Reprint: Aberrant Secondary Sexual Characters in 
the Crawfish ‘Procambarus. clarkii' (Girard) 
(Decapoda: Cambaridae), 

PB-275 424/0GI 78-06 6C PC A02 


Predaceous Arthropods, A Problem in Your Pond, 
PB-279 980/7GI 78-14 6C PC A02 


Reprint: Soft Shell Crawfish as an Aquaculture 
Food Product, 
PB-279 982/3GI 


HUNERWADEL, JEAN L. 
Atmospheric Density Measurement in the Middle At- 


mosphere. 
AD-A055 773/6GI 78-20 4A PC A03/MF AO1 


Measurement of 200-400 nm Solar UV Fluxes at Al- 


titudes Up to 39 km on the Stratcom VII-A Balloon 
Flight. 


AD-A055 774/4GI 78-20 4A PC A03/MF A01 


Stratcom VI-A UV Flux and 30-65 KM Low- 
Background Betasonde Air Density Measurements. 
AD-A055 772/8GI 78-20 4A PC A04/MF AO1 


UV Spectroirradiometer Measurements of Solar UV 
Fluxes on the Stratcom 8A Balloon Flight. 
AD-A055 775/1GI 78-20 4A PC A03/MF A01 


HUNG, R. J. 


Cloud Physics Laboratory Project Science and Ap- 
plications Working Group. 


N78-13699/1GI 78-08 48 PC AQ4/MF A01 


78-17 13B PC AOS/MF AO1 


PC AOS/MF AO1 


78-14 6C PC A02 


HUNT, BARRY R. 


HUNG, S. J. 


Feasibility of Using HE in Model Tests of Structures. 
AD-A047 976/6GI 78-06 13M PC A04/MF A01 


HUNG, Y. Y. 


New Optical Method to Determine Vibration-in- 
duced Strains with Variable Sensitivity after Record- 
ini 


ig. 
AD-A055 390/9G! 78-20 20F PC AQ2/MF A01 


HUNGERFOR, J.C. 


A Comparison of Lighting, Signing, and Pavement 
Marking Methods for Detecting Rural Intersections 
at Night. 

PB-273 696/5GI 


78-02 13F PC A0S/MF A01 


HUNGERFORD, E. V. II. 


Pion Interactions at Medium Energies. Progress Re- 
port, December 1, 1976--November 30, 1977. 
ORO-3948-09 78-08 20H PC A03/MF AO1 


HUNKA, JOHN F. 


Reprint: A Technique for the Rapid Measurement of 
Bistatic Radar Cross Sections. 


AD-A045 802/6G! 78-01 171 PC AOQ2/MF A01 


HUNKE, R. W. 


Solar Total-Energy Large-Scale Experiment at She- 
nandoah, Georgia. 
SAND-77-2075C 


78-21 10A PC A02/MF A01 


HUNLEY, A. 


Nutrient Discharge from Walker Branch Watershed. 
CONF-770209-7 78-18 8H PC A02/MF AO1 


HUNN, B. D. 


Analysis and Design of Solar Buildings Using the 
CAL--ERDA Computer Programs. 
CONF-780114-9 78-23 


CAL--ERDA Program Manual. 
ANL/ENG-77-04 78-17 10A PC A23/MF A01 
Hybrid Passive/Active Solar House: First Year Per- 


formance of the Hunn Residence. 
LA-UR-78-965 78-23 13A PC A02/MF AO1 


13A MF AO1 


HUNNICUTT, HAROLD B. 


Assessment of Selected Research Projects Sup- 
ported by the National Science Foundation 
Research Management Improvement Program. 

PB-275 881/1GI 78-07 SA PC A02/MF AO1 


HUNNINGS, VICTOR 


‘I'm Finally Fulfilling My Potential’. 
HRP-0023585/3G! 78-22 6E Not Available NTIS 


HUNSAKER, BERT D. 


Public Pensions in Utah. Report to the 42nd 
Legislature, 
PB-285 505/4GI 


78-26 51 PC A07/MF A01 


HUNSAKER, D. 


Verification of the Isopleth Method for Relating 
Photochemical Oxidant to Precursor. 
PB-278 196/1GI 78-12 13B PC A06/MF A01 


HUNSBERGER, |. MOYER 


The Determination of Double-Bond Characier in 
Cyclic Systems. V. Proton Chemical Shifts in Che- 
lated Derivatives of Benzene, Napthalene and 
Phenanthrene 

AD-234 562/7GI 78-10 70 PC AQ2/MF AO1 


Electron Spin Resonance Studies of Photochromic 
Solids 


AD-201 681/4GI 78-13 7D PC A0Q2/MF AO1 


HUNT, ALLEN S. 


Sediment Thicknesses, Eastern Lake Champlain. 
PB-282 099/1GI 78-19 8G PC A03/MF A01 


HUNT, ANDREW D. 


Health Care Planning in Michigan. 
HRP-0024711/4GI 78-21 6E Not Available NTIS 


HUNT, B.D. 


Heat Pulse Propagation Characteristics in N-Type 
InAs. 


AD-A057 243/8G! 78-22 20L PC A04/MF A0O1 


HUNT, B. R. 


Image Restoration of Space Variant Blurs by Sec- 
tioned Methods. 
LA-UR-77-2876 78-16 98 PC A02/MF AO1 


Image Restorations Constrained by a Multiply Ex- 
posed Picture. 
LA-UR-77-1790 


78-07 148 PC A02/MF A01 


HUNT, B. W. 


Estimate of the Radiological Consequence of No- 
tional Accidental Releases of Radioactivity from a 
Fast Breeder Reactor. 
NRPB-R-53 


78-19 18F MF AO1 


HUNT, BARRY R. 


Fiber Optic Delay Line Filter. 
PAT-APPL-853 157/Gi 78-12 9E PC A02/MF A01 
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HUNT, BOBBIE MARRS 


Study of Areas of Difference in Nursing Functions 
for New Associate Degree Nurses as Perceived by 
Nursing Supervisory Personnel in Alabama 
Hospitals. 

HRP-0023341/1GI 


HUNT, C. 


Effect of Adrenalectomy, Hypophysectomy and 
Replacement Therapy on Allantoin Excretion in 
Rats 

AD-015 291/8GI 


HUNT, C. M. 


Air Leakage Measurements in Three Apartment 
Houses in the Chicago Area, 
PB-283 722/7GI 78-23 13M PC A03/MF A01 


Automated Instrumentation for Air Infiltration Mea- 
surements in Buildings. 
PB-277 322/4GI 78-11 


HUNT, CHARLOTTE A. 


In Vitro Oxygen Consumption of Tissues from Nor- 
mal and Adrenalectomized Rats 
AD-013 742/2GI 78-18 6P PC AQ2/MF A01 


HUNT, D. S. 


The Design and Development of an Ultrasonic Im- 
mersion Tank System. 
N78-11261/2GI 78-06 


HUNT, DENNIS 
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Products from Nevada Fallout and Summary of 
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1) Enteric Infection in Rabbits. 
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INMAN, R. E. 
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MTR-7347(V.4) 78-10 21D PC AO9/MF AO1 


INMAN, TERENCE B. 
Funding of the Army Product Improvement Pro- 


gram: An Evaluation. 
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Theoretical and Experimental Study of Fast- 
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AD-A053 485/9G! 78-16 17A PC A03/MF AO1 
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Diffusion of a Multi-lon Species Plasma Due to Drift 
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Wave Fluctuations. 
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ORNL-tr-4444 78-07 18G PC A02/MF A01 
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ORNL-tr-4424 78-06 18H PC A02/MF A01 


Migration of Radionuclides in a Model Saturated 
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ORNL-tr-4440 78-07 18G PC A02/MF A01 


Migration of Radionuclides in a Mode! Saturated 
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Processor Design Study. Volume 1: Executive Sum- 
mary. 
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JINR-10-8144 
lOTT, ROBERT O. 
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Mathematical Simulation of Power Conditioning 
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Simultaneous Fabrication of CMOS Transistors and 
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AD-020 149/1GI 78-21 200 PC A03/MF A01 
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Flow 
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IQBAL, K. Z. 


Resource Utilization Efficiency Improvement of 
Geothermal Binary Cycles: Phase |. Annual Report, 
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Dynamic Analysis of tsolated Structural Wallis - 
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Analytical Investigation - Dynamic Analysis of Iso- 
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AD-041 779/0GI 78-14 5I 


IRELAN, ROBERT L. 
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Real-Time Acoustical Holography Systems. 
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Some Practical Aspects of the Lot Plot Sampling 


Acceptance Plan 
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IRONSIDE, RODERICK A. 


Dimensions and Specific Indicators Used to Define 
Competence and Quality in Medical Care: A Review 
of the Literature. 
HRP-0013884/2G! 


Competence in the Health 


78-24 6E Not Available NTIS 


PC A04/MF A01 


78-07 12A PC A02/MF AO1 


78-22 7D PC A02/MF A01 


Changes’ in Malignant 


78-02 6E PC A02/MF A0O1 


78-08 20H MF A01 


Cycloalky! 


78-20 Si PC A0Q3/MF A01 


(Order as PB-279 175, MF A01) 


78-01 9A MF AO1 


Not available NTIS 


78-07 6E Not Available NTIS 


PA-672 


IRSA, A. P. 


Postmortem Study of Stable Carbon Isotope Ratios 
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Correlation of Dual-Channel Airborne IR Data with 
Soil Moisture Measurements - Appendix E. 
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PB-280 035/7GI 78-16 5D PC A14/MF A01 


JENNETT, J. CHARLES 


The Missouri Lead Study: An Interdisciplinary In- 
vestigation of Environmental Pollution by Lead and 
Other Heavy Metals from Industrial Development in 
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RLO-2231-T1-9 78-04 18H PC A02/MF A01 


JENNINGS, C. M. H. 
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JENNINGS, R. D. 
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Aerosol Measurements in the Marine Boundary 
Layer at San Diego. 


78-16 6C PC A02/MF AO1 


78-24 9E PC A02/MF AO1 


78-07 18A PC A04/MF A01 


78-07 18A PC A0Q2/MF A0O1 


78-20 7D PC A03/MF AO1 


78-16 98 PC A13/MF A01 


78-26 81 PC A06/MF A01 


Basic MCS-98 


Analysis System (TRASYS) 


78-03 98 PC A12/MF A01 


Activation; a 


78-02 8! PC AQ3/MF A01 


78-08 18J PC A15/MF A01 


PA-689 





AD-A047 854/5GI 
JENSEN, DALLIN W. 


Promising Strategies for Reserving instream Flows, 
PB-276 046/0GI 78-07 5D PC AOS/MF A01 


State Laws and instream Flows, 
PB-272 974/7GI 78-01 5D PC AOS/MF A01 


78-06 4A PC A02/MF A01 


Strategies for Reserving Flows for Fish and Wildlife: 
identification, Description and Preliminary Evalua- 


tion. 
PB-276 243/3GI 


JENSEN, E. D. 


Distributed Data Processing Technology. Voiume IV. 
Application of DOP Technology to BMD: Architec- 
tures and Algorithms. 

AD-A047 475/9GI 78-05 9B PC A09/MF A0O1 


Distributed Data Processing Technology. Volume 
Vil. Application of DDP Technology to BMD: Experi- 
ments. 

AD-A047 478/3GI 


JENSEN, E. DOUGLAS 
The Impact of Wideband Multiplex Concepts on 
Microprocessor-Based Avionic System Architec- 
tures. 

AD-A057 878/1GI 


JENSEN, F. 


Accuracy Investigation of the Computer Programs 
TSVP2 and ROT2. 
N78-24446/4GI 78-19 20N PC A04/MF A01 


Extensions of the Computer Program TSVP2. 
N78-24447/2GI 78-19 20N PC A02/MF A01 


Study and Development ot Near-Field Test Methods 
for Antennas. 
N78-23306/1GI 


JENSEN, F. P. 


Nordic Intercalibration of Airborne Equipment for 
Measurement of Sulfate and Sulfur Dioxide. 
RISO-M-1941 78-19 7D MF A01 


JENSEN, G. A. 


Ocean Thermal Energy Conversion System Bifoul- 
ing and Corrosion Problems. 
BNWL-SA-5970 78-01 108 PC A03/MF A01 


OTEC Bifouling and Corrosion Program. 
BNWL-SA-6208 78-06 10A PC A02/MF A01 


JENSEN, G. F. 


Home Energy Saver's Program: A Report on a 
Demonstration Project Undertaken in Utah. 
TID-22791 78-11 10A PC A18/MF A01 


Home Energy Savers’ Program: A Little Time Can 
Save a Lot of Money 
HCP/M60839-01 78-18 10A PC A04/MF A01 


Home Energy Savers Program: A Little Time Can 
Save a Lot of Money. 
TID-28047 


JENSEN, G.L. 


Acquisition of the Ani 4-Mev Electrostatic Accelera- 
tor. Progress Report, September 1, 1976--August 
31, 1977. 

COO-1805-4 


JENSEN, H. 


Charge Distribution in lons and the Lattice Constant 
of Rubidium Bromide According to the Statistical 
Method 

SAND-77-6010 78-01 7D PC A03/MF A01 


Existence of Negative lons in the Framework of the 
Statistical Model 
SAND-77-6015 78-06 7D PC A03/MF A01 


Quantum Theoretical Calculation of the Alkali Ha- 
lide Lattice 
SAND-77-6017 


JENSEN, HARALD E. 


Screening Test Battery for Dental Laboratory Spe- 

cialist Course: Development and Validation. 

AD-A048 120/0GI 78-06 5! PC AQ2/MF AO1 
JENSEN, J. A. 

Reprint: Studies on Fate of Parathion in Rabbits, 

Using Radioactive Isotope Techniques, 

PB-279 740/5GI 

78-15 6T 

JENSEN, J. E. 


Evolutio; of a Cryogenic Enclosure for a Supercon- 
ducting Power Transmission Cable 
BNL-22702 78-05 9A PC A02/MF AO1 


JENSEN, JAMES D. 


Growth Technique for Preparing Graded Gap 
Semiconductors and Devices 
PAT-APPL-864 417/GI 


78-07 5D PC A99/MF A01 


78-05 9B PC AQ6/MF A01 


78-24 17B PC A13/MF A01 


78-18 9E PC A09/MF A01 


78-16 10A MF AO1 


78-09 20G PC A02/MF A01 


78-07 20B PC A03/MF A01 


(Order as PB-279 739, MF AQ1) 


78-12 20L PC A03/MF A01 
JENSEN, JANET MOLL 


Reflections on Private Practice. 
HRP-0018264/2GIi 78-04 6E Not Available NTIS 


PA-690 


JENSEN, JENS A. 
Reprint: Synthesis of DDT Labeled with Carbon-14 
in the Tertiary Position, 
PB-274 735/0GI 
78-05 7C (Order as PB-274 732, MF A01) 


Reprint: Synthesis of Radioactive lodine 131 Analog 
of DDT, 
PB-274 734/3GI 

78-05 7C (Order as PB-274 732, MF A01) 


Reprint: Synthesis of Radioactive Parathion Using 
$35, 
PB-274 737/6GI 
78-05 7C (Order as PB-274 732, MF A01) 
Reprint: Tracer Studies--Insecticides, Preparation of 
Carbon-14 Labeled DDT, 
PB-274 736/8GI 
78-05 7C 


JENSEN, JERRY G. 
Plotting Language Utilizing Graphical Optics 
(PLUGO). Volume Il. PLUGO System Description. 
AD-A058 673/5GI 78-25 9B MF A01 
JENSEN, LARRY L. 
Analysis of Solar Flux Data for STRATCOM VIIA. 
AD-A056 969/9GI 78-22 3B PC A02/MF A01 
Studies of the Disturbed Upper Atmosphere Utiliz- 
ing Rocketborne Instrumentation. 
AD-A053 231/7GI 78-15 4A PC A03/MF A01 
JENSEN, LOUIS K. 
A Timing Circuit for the UCLA FM Cyclotron 
AD-088 707/5GI 78-22 20G PC AO2/MF A01 
JENSEN, LYNN E. 
Role of the Physician in Cost Accountability for 
Health Services in the U.S. 
HRP-0024085/3GI 78-14 6E Not Available NTIS 


JENSEN, M. H. 


Solar Energy: Fuel and Food Workshop. 
CONF-760492- 78-06 10A PC A12/MF AO1 


JENSEN, M. K. 


Enhanced Single-Phase Heat Transfer for Ocean 

Thermal Energy Conversion Systems. Final Report. 

ORNL/Sub-77/14216/1 
78-01 


(Order as PB-274 732, MF A01) 


10B PC A06/MF AO1 
JENSEN, P.E. 


Fundamental Studies of the Lead-Oxygen System 
AD-109 211/3GI 78-02 7D PC A04/MF A01 


Fundamental Studies of the Lead-Oxygen System 
AD-140 696/6GI 78-13 70 PC A03/MF A01 


JENSEN, PAUL 


New Castle County Delaware River Shoreline Study. 
PB-275 317/6GI 78-05 SK PC A10/MF A01 


JENSEN, PAUL A. 


Water Quality Characteristics of Hazardous Materi- 
als. 
PB-285 946/0GI 


JENSEN, PAUL E. 


Investigation of Fundamental Properties of Lead 
Compounds Used or Formed in Lead Acid Storage 
Batteries 

AD-017 955/6GI 78-14 10C PC A02/MF AO1 


Proceedings of a Seminar on Analytical Methods in 
Planning held on 26-28 March 1974, at Davis, 
California, 

AD-A052 605/3GI 


JENSEN, A.C. 


Assessment of Deep Body Temperature of Workers 
in Hot Jobs. 
PB-274 705/3GI 


JENSEN, R. H. 


Multiparameter Flow Cytometry Applied Toward 
Diagnosis of Cervical Squamous Cell Carcinoma. 
UCRL-79970 78-12 6E PC A02/MF A01 


Strategies for Choosing a DNA Stain for Flow 
Cytometry of Metaphase Chromosomes 
UCRL-79331 78-02 6A PC A03/MF A01 


JENSEN, R. J. 


Laser Isotope Separation by Multiple Photon Ab- 
sorption 
PATENT-4 049 515 

78-17 18B Not available NTIS 


Some Developments in Laser Isotope Separation 
Research at Los Alamos 
LA-UR-76-191 78-08 


JENSEN, R.N. 


Combined Solar Collector and Energy Storage 

System. 

PAT-APPL-900 843/GI 
78-18 


Solar Heating System 
PATENT-4 062 347 
78-10 


78-24 6T MF$4.85 


78-14 13B PC A09/MF A01 


78-05 6S PC A04/MF A01 


18B PC A03/MF A01 


10A PC A02/MF AO1 


13A Not available NTIS 


JENSEN, R. T. 


Comparison of Experimental Results with Analytical 
Predictions for LOFT Nonnuclear Tests with Core 
Simulator. Final Report. 

EPRI-NP-800 78-25 18! 


JENSEN, R. V. 
Critical Impurity Concentrations for Ignition of Cata- 
lyzed-Deuterium Fusion Plasmas. 
PPPL-1368 78-07 18A PC A02/MF A01 


Steady State Radiative Cooling Rates for Low-Den- 
sity High-Temperature Plasmas. 
PPPL-1352 78-06 20! 


JENSEN, ROBERT 


Uniqueness of Solutions to -Delta- qu = 0 
AD-A054 546/7GI 78-17 12A PC A02/MF A01 


JENSEN, ROGER C. 


Relationships between Several 
Stress Indices, 
PB-274 228/6GI 


JENSEN, S. 
Components for Single Strand Multimode Fiber 
Systems. 
AD-A047 315/7GI 


JENSEN, T. H. 


Low Frequency Resistive Axisymmetric Modes of a 
Tokamak Plasma. 
GA-A-14373 


JENSEN, V. O. 


Some Investigations of the lon Acoustic Wave 
Problem in Collisionless Plasmas. 
N77-32892/0GI 78-02 20! 


JENSEN, W.L. 


COMPARE-MOD 1: A Code for the Transient Analy- 
sis of Volumes with Heat Sinks, Flowing Vents, and 
Doors. 

LA-7199-MS 


JENSEN, W. P. 


Energy Oriented Study of Fluidized Bed Systems. 
TREE-1135 78-04 10A PC A03/MF A01 


Energy Oriented Study of Industrial 
Separators. 
TREE-1174 78-09 


Energy-Oriented Study of 
Gases and Liquids. 
TREE-1129 78-03 


Energy Oriented Study of 
Systems. 
TREE-1159 78-06 81 PC A03/MF A01 


Heat Transfer to Skin Through Thermally-irradiated 
Dry Cloth 
AD-200 210/3GI 78-11 6P PC A03/MF A01 


Survey of Energy Use in Metal Coil Coating. 
TREE-1189 78-21 10A PC A04/MF A01 


JENSEN, WADE D. 


A Study of Forecast Errors in a Barotropic Opera- 
tional Model for Predicting Paths of Tropical 
Storms. 

AD-A050 173/4G! 


JENSON, KENNETH J. 

Low Input Voltage Conversion. 

AD-801 246/0GI 78-16 10B PC A08/MF A01 
JENSON, M. J. 

Performance Evaluation of a _ Parallel 

Processing Fault-Tolerant Programs, 

AD-A051 855/5G! 78-13 98 PC A02/MF AO1 
JENSTROM, LINDA L. 

Case Studies in Maritime Innovation, 

AD-A053 916/3GI 78-16 15€ PC A06/MF AO1 
JENT, J. 


The EMl-Susceptibility Evaluation of the Mark 45 
Mod 0 Gun Mount. 
AD-A052 488/4G1 


JENT, JOHN H. 


Test and Evaluation of the Time/Frequency Colli- 
sion Avoidance System Concept 
AD-A054 697/8G! 78-17 1B PC A12/MF A01 


JENTOFT, NEIL H. 


Reprint: Extracelluar Exo-beta-Galactofuranosidase 
from Penicillium Chariesii. 
AD-A049 735/4G! 78-09 6A PC A02/MF A01 


JENTZ, N. E. 


Fischer--Tropsch Complex Conceptual Design/ 
Economic Analysis: Oil and SNG Production. R and 
D Report No. 114, Interim Report No. 3. 

FE-1775-7 78-03 7A PC A15/MF A01 


Oil/Gas Complex Conceptual Design/Economic 
Analysis: Oil and Sng Production. R and D Report 
No. 114, Interim Report No. 4 

FE-1775-8 78-03 7A PC A14/MF A011 


PC A07/MF A01 


PC AOS5/MF A01 


Prominent Heat 


78-04 6S PC A11/MF AQ1 


78-04 20F PC A03/MF A01 


78-13 201 PC AQ2/MF A01 


PC A05/MF A01 


78-22 181 PC A04/MF A01 


Cyclone 


10A PC A03/MF A01 


Industrial Dryers for 


10A PC A03/MF A01 


industrial Flotation 


78-10 4B PC A03/MF A01 


System 


78-14 tyr PC AOQ2/MF AO1 





Project Pogo: Total Coal Utilization, Cog Refinery 
Design Criteria. R and D Report No. 114, Interim 
Report No. 5. 
FE-1775-11 


JEPPESEN, P.: 


Design Study of a Serial Digital Interface Based on 
Fiber Optics. 
N78-18916/4GI 


JEPPESEN, R. H. 
Total Pion Cross Section Measurements. Annual 
Progress Report, January 1, 1975--December 31, 
1975. 
RLO-2232-T1-4 78-14 20H PC A02/MF A01 


Total Pion Cross Section Measurements. Annual 
Progress Report, January 1, 1976--December 31, 
1976. 

RLO/2232/T1-5 


JEPPSON, D. W. 


Lithium Literature Review: Lithium's Properties and 
interactions. 
HEDL-TME-78-15 


JEPSEN, D. W. 


Reprint: Determination of the c(2X2) Structure of 
Sulfur on Fe(001) by Low-Energy Electron Diffrac- 
tion. 

AD-A055 373/5G! 78-20 70 PC A02/MF A01 


Reprint: Early Stages of Oxidation of the Fe(001) 
Surface: Atomic Structure of the First Monolayer. 
AD-A055 374/3GI 78-20 7D PC A02/MF A01 


Reprint: Low-Energy Electron Diffraction Analysis 
of Clean Fe (001). 
AD-A046 938/7GI 


JEPSKY, JOSEPH 


Performance Analysis of Coast Guard AN/SPS-64(V) 
Buoy Tender Radar Integrated with PRANS Marine 
Positioning System. 
AD-A046 628/4GI 


JERABEK, P. A. 


Material Balance in Coal. 2. Oxygen Determination 
and Stoichiometry of 33 Coals. 
COO-2898-10 78-14 21D PC A02/MF A01 


JERATH, N. 


Interplanetary Approach Optical Navigation with Ap- 
plications. 
N78-27156/6GI 


JERGER, J. H. 


Post-Flight Estimation of ‘Firefly’ Rocket Trajectory 
Parameters from a Few Optical Observations. 
N78-14083/7GI 78-09 19G PC A03/MF A01 


JERIS, DAVID 


Computer-Based Record and Clinical Monitoring 
System for Ambulatory Care. 
HRP-0016992/0GI 78-07 5B Not Available NTIS 


JERKE, J. M. 


Accurate Linewidth Measurements at the National 
Bureau of Standards. 
PB-282 011/6GI 78-19 14B Not available NTIS 


Comparison of Linewidth Measurements on an 
SEM/Interferometer System and an Optical 
Linewidth-Measuring Microscope. 

PB-282 142/9GI 78-19 148 Not available NTIS 


JERKOVSKY, W. 


System Theory Aspects of Multi-Body Dynamics. 
AD-A058 747/7GI 78-25 22A PC A05S/MF A01 


JERLOV, N.G. 


Optical Measurements in the Eastern North Atlantic 
(Discovery Il. Expedition of August and September 
1959) 

AD-264 039/9GI 


JERLOV, NILS 


A Comparative Study of Irradiance, Beam Trans- 
mittance and Scattering in the Sea Near Bermuda 
AD-264 031/6GI 78-20 8J PC A02/MF A0O1 


JERNELL, L. S. 
Preliminary Study of a Large Span-Distributed-Load 
Flying-Wing Cargo Airplane Concept 
N78-25079/2GI 78-20 1C PC AQ6/MF A01 
JERNELOEV, A. 


Geothermal Plant at Ahuachapan in E! Salvador and 
Its Possible Effects on the Water Quality on the 
Border River Rio Paz Between El Salvador and Gu- 
atemala. 

IVL-B-297 78-15 138 PC A02/MF A01 


Petroleum and Petrochemicals. 
IVL-B-346 78-15 6F PC A03/MF A01 


St. Peter Oil Spill: An Ecological 

Economic Study of Effects 

IVL-B-334 78-13 
JERNIGAN, ANNA KATHERINE 


Food Service Management: Study Course. 
HRP-0019307/8GI 78-01 6H Not Available NTIS 


78-13 210 PC AO5/MF A01 


78-13 17B PC A07/MF A01 


78-11 20H PC A02/MF A01 


78-23 7D PC A06/MF A01 


78-04 208 PC A02/MF A01 


78-03 17G PC A04/MF A01 


78-23 22A PC A12/MF A01 


78-20 8A PC A03/MF A01 


and Socio- 


13B PC A03/MF A01 


JERNIGAN, J. L. 


Multithreshold Measurement and Analysis of Pulsed 
Laser Damage on Optical Surfaces. 
AD-A051 141/0GI 78-12 20F PC A02/MF A01 


JEROMSON, GEORGE 


Perturbation Theory of Anisotropic Waveguides 
AD-069 968/6G! 78-20 9E PC AOS/MF A01 


Reflection and Transmission of Plane Electromag- 
netic Waves by Ferrite Sheets 
AD-052 845/5GI 78-21 


JEROSLOW, R.G. 


Lagrange Dual Problems with Linear Constraints on 
the Multipliers. 
AD-A057 430/1GI 78-23 12B PC A03/MF A01 


A Limiting Lagrangean for Infinitely-Constrained 
Convex Optimization in Rn. 
AD-A055 513/6G! 78-20 


JERRETT, ROBERT ill. 


Effects of Job Creation: A Study of the Net Cost, 
Employment Effects and Long Term Impacts of the 
Job Opportunities (Title X) Program. Volume One. 
Executive Summary, 

PB-273 222/0GI 78-01 5i PC A03/MF A01 


Effects of Job Creation: A Study of the Net Cost, 
Employment Effects and Long Term Impacts of the 
Job Opportunities (Title X) Program. Volume Two. 
Principal Findings, 

PB-273 223/8GI 78-01 Si PC A13/MF A01 


Effects of Job Creation: A Study of the Net Cost, 
Employment Effects and Long Term Impacts of the 
Job Opportunities (Title X) Program. Volume Three. 
Long Term Impact Case Studies, 

PB-273 224/6GI 78-01 5i PC A16/MF A01 


Effects of Job Creation: A Study of the Net Cost, 
Employment Effects and Long Term Impacts of the 
Job Opportunities (Title X) Program. Volume Four. 
Technical Appendices, 
PB-273 225/3GI 


JERVIS, HELEN R. 


Reprint: Electron Microscope Studies of Experi- 
mental ‘Entamoeba histolytica’ Infection in the 
Guinea Pig. lil. Histolysis of the Cecum. 

AD-A047 698/6G! 78-05 6E PC A02/MF A01 


Reprint: Intestinal Infection of Neonatal Dogs with 
Canine Coronavirus 1-71: Studies by Virologic, 
Histologic, Histochemical, and Immunofluorescent 
Techniques. 

AD-A046 417/2G! 


JESCH, R.L. 
Characterization of a H.F. Probe for integrated Cir- 


cuit’s Measurements. 
PB-274 497/7GI 


JESEN, F. R. 


Study of Structural Damping in Solid Propellant 
Rocket Motors Undergoing Unstable Acoustic Oscil- 
lations. 

AD-A054 152/4GI 


JESPERSEN, JAMES 


From Sundials to Atomic Clocks: Understanding 
Time and Frequency. 
PB-277 747/2GI 


JESRANI, K. 


Reprint: Temporal Correlation of Lymphocyte 
Blastogenesis, Skin Test Responses and Erythema 
during Dermatophyte Infections. 

AD-A057 892/2GI 78-24 6E PC AQ2/MF A01 


JESSE, EDWARD V. 


Beet Sugar Supply Response in the United States. 
PB-282 492/8GI 78-20 2B PC A03/MF A01 


Sugar Policy Options for the United States. 
PB-282 434/0GI 78-19 2B PC A04/MF A01 
JESSEN, PETER 


Serving Mental Health Needs of the Aged through 
Volunteer Services. 
HRP-0017406/0G! 


JESSER, W. A. 


Progress Report, May 22, 1976--June 10, 1977. 
UVA-CTR-4 78-13 18A PC A03/MF A01 


JESSOR, RICHARD 


Authoritarianism, Punitiveness, and Perceived So- 
cial Status 
AD-215 477/1GI 


JESSUP, B.L. 


Determination of Plasma Density and Temperature 
Profiles Using Magnetoacoustic Oscillations. 
FUPH-R-138 78-10 201 MF AO1 


investigation of the Composition of a Hydrogen 
Plasma Using Magnetoacoustic Oscillations. 
FUPH-R-145 78-20 201 MF AO1 


Magnetoacoustic Oscillations of a Plasma Contain- 
ing Two Species of lons. 
FUPH-R-141 


20N PC A02/MF AO1 


12A PC A03/MF A01 


78-01 5! PC A09/MF A01 


78-03 6M PC A02/MF AO1 


78-04 9A _ Not available NTIS 


78-17 21H PC AO8/MF A01 


78-12 


14B PC AOQ9/MF AO1 


78-02 6E Not Available NTIS 


78-11 SJ PC A02/MF A01 


78-20 201 MF AQ1 


JEWELL, W. S. 


JESSUP, STUART D. 
Experimental Unsteady and Time Average Loads on 
the Blades of the Cp Propeller on a Model of the 
OD-963 Class Destroyer for Simulated Modes of 
Operation. 
AD-A048 385/9G! 


JETER, H. W. 


Migration of Gaseous Radionuclides Through Soil 
Overlying a Uranium Ore Deposit: A Modeling 
Study. 
GJBX-67-77 
JETER, W.S. 


The Demonstration of an Antibody Against Comple- 


78-07 13J PC A14/MF A01 


78-13 81 PC A04/MF A01 


ment 
AD-095 974/2GI 
JETT, GEORGE M. 


Development Document for Effluent Limitations 
Guidelines for the Pesticide Chemicals Manufactur- 
ing, Point Source Category. 

PB-285 480/0G! 78-24 7A PC A14/MF A01 


JETT, J. H. 


Mathematical Analysis of DNA Histograms from 
Asynchronous and Synchronous Cell Populations. 
LA-UR-77-992 78-04 6C PC A02/MF A01 


JETTER, H. L. 


Method for Isotope Separation with a Laser. 
LA-tr-77-80 78-13 188 PC A02/MF A01 


JETTER, R. |. 


High-Temperature Piping Design Technology. Quar- 
terly Technical Progress Report, April--June 1977. 
Al-ERDA-13206 78-07 18! PC A02/MF A01 


High-Temperature Piping Design Technology. Quar- 
terly Technical Progress Report, July--September 
1977. 

Al-DOE-13214 


JEUN, B. H. 


As-Built Design Specification for the Digital Deriva- 
tion of Daily and Monthly Data Bases from Synoptic 
Observations of Temperature and Precipitation for 
the People’s Republic of China. 

N78-18624/4GI 78-13 48 PC A06/MF A01 


JEUNEHOMME, MICHEL 


Reprint on lifetime measurements of some excited 
states of nitrogen, nitric oxide, and formaldehyde. 
AD-456 050/4G! 77-20 7D PC A02/MF AO1 


JEVICKI, A. 


Field Theories in Terms of Particle-String Variables: 
Spin, Internal Symmetries and Arbitrary Dimension. 
COO-2220-150 78-07 20H PC A03/MF A01 


Path Integral Quantization of Solitons. 
COO-2220-100 78-02 20H Not available NTIS 


JEWELL, D. M. 


Investigation of Mechanisms of Hydrogen Transfer 
in Coal Hydrogenation. Monthly Progress Report, 
Aug 1977. 

FE-2305-14 78-07 70 PC A02/MF A01 


Investigation of Mechanisms of Hydrogen Transfer 
in Coal Hydrogenation. Quarterly Progress Report, 
July--September 1977. 

FE-2305-15 78-17 70 PC A03/MF AQO1 


Investigation of Mechanisms of Hydrogen Transfer 
in Coal Hydrogenation. Semi-Annual Technical 
Progress Report, July--December 1976 (Stage |, 
Phase | Report Period). 
FE-2305-6 


JEWELL, R. A. 


Solventiess LARC-160 Polyimide Matrix Resin. 
N78-16187/4GI 78-11 7C PC A02/MF A01 


JEWELL, W. F. 


Development of Automatic and Manual Flight 
Director Landing Systems for the XV-15 Tilt Rotor 
Aircraft in Helicopter Mode. 

N78-22071/2GI 78-17 18 PC A12/MF A01 


Researcher's Guide to the NASA Ames Flight Simu- 
lator for Advanced Aircraft (FSAA). 
N77-33230/2GI 78-04 148 PC A13/MF A01 


Study of a Safety Margin System for Powered-Lift 
STOL Aircraft. 
N78-24117/1GI 


JEWELL, W. J. 


Anaerobic Fermentation of Agricultural Residue: 
Potential for Improvement and Implementation. 
Final Report. 

HCP/T2981-07 78-17 210 PC A20/MF AO1 


Anerobic Fermentation of Agricultural Residues: 
Potential for Improvement and Implementation. 
Sixth Quarter (Third Semi-Annual) Progress Report, 
September 16, 1977--December 15, 1977. 

COO/2981-6 78-17 210 MF A0O1 


JEWELL, W. S. 


Estimates and Sampling Schemes for the Instru- 
mentation of Accountability Systems. 


78-02 6C PC A02/MF A01 


78-16 181 PC A03/MF A01 


78-23 70 PC A0Q2/MF AO1 


78-19 1C PC A08/MF A01 


PA-691 





UCRL-13733-1 78-04 18J PC A03/MF A01 JICK, HERSHEL JOANNOPOULOS, J. D. 


Estimators in Sampling Schemes, Using imprecise Drug Prescribing in Hospitals: An_ International Reprint: Effect of Second-Nearest-Neighbor Forces 
Linear Instruments. Comparison. on the Vibrations of Amorphous SiO2. 
UCRL-13733-3 78-07 148 PC A03/MF AO1 HRP-0015274/4GI_ 78-05 6E Not Available NTIS AD-A054 816/4GI 78-18 20L PC A02/MF A01 


JEWELL, WILLIAM S. JICKLING, R. M. cuatiaem at Unrelaxed and Relaxed 
Reprint: Linearized Bayesian Estimation of Network FM Repeater Systems. ae 
Plows. f PB-277 323/2G| 78-12 17B Not available NTIS AD-A0S6 160/5G! ===» -78-21 20L ~=PC AG2/MF AO1 
AD-A046 943/7GI 78-04 12B PC A02/MF A01 JILEK. R Reprint: pshype Surface Sgro ee ee ah 

Bi. - AD-A057 612/4GI 78-23 11 02/ 

Planning and Control Under Risk. Some Properties and Development of Cultivated : ; “a 
AD-A055 055/8GI 78-18 12B PC A03/MF A01 Bioadsorbent. Reprint: Phonons in Amorphous Silica. 

JEWETT, HARVEY R ORNL-tr-4432 78-13 18G PC A02/MF AO1 AD-A046 929/6G! 78-04 20L PC A02/MF AO1 


Explosively-Separated Tongue and Groove Joint. JIM, CHARLES W. Gahatti0h Bente Oxygen Chemisorption on the 
PAT-APPL-836 167/GI Random Gain and Phase Error Effects in Optimal : ' 
78-06 13E PC A02/MF A01 Array Structures. Pp AD news 161/3GI 78-21 bs PC A02/MF A01 
JEWETT. K. L. AD-A050 919/0GI 78-11 9E PC A03/MF AO1 Powe Theory of Metal-Semiconductor Interfaces. 
. D-A057 842/7GI 78-24 20L PC A02/MF AO1 
Reprint: Application of a Liquid Chromatograph JIMENEZ, J. L. aes 
Coupled with a Flameless Atomic Absorption Detec- Analysis of the Structure and the Thermal uy 5 : , 
tor for Speciation of Trace Organometallic Com- Behaviour of the UO sub 2 -Pu0 sub 2 -Fuel in the Survey of Magnetic Tape Recording Techniques 


pounds. Irradiation Experiment FR2 Capsule Test Series 5A. Revue des Techniques d’Enregistrement Mag- 
PB-274 983/6GI 78-05 14B Not available NTIS KFK-2477 78-18 18J MF AO1 netique sur Bande. 


N78-23408/5GI 78-18 14C PC A10/MF A01 
JEWETT, R. E. JIMENEZ, M. 


OBE, THOMAS L. JR. 

Reprint: Line-Profile Resist Development Simulation Extensive Geochemical Studies in the Geothermal _ fe 5 , 
Techniques. Field of Cerro Prieto, Mexico. Thermodynamic Data for Waste Incineration. 
AD-A052 932/1GI 78-15 9E PC A02/MF A01 LBL-7019 78-18 8! PC AQ6/MF AO1 PB-284 659/0G! 78-24 7D PC A08/MF A01 


JEWTICHIJEW, N. JIMENEZ, R. A. JOBST, WILLIAM J. 


Prospects for Holography--Translation. Laboratory and Field Development of Asphalt- Reprint: Estimation a Interpretation of Acoustic 
AD-A049 389/0G! 78-09 20F PC A02/MF AO1 Rubber for Use as a Waterproof Membrane. CW Phase Fluctuation Spectra. 
PB-275 462/0GI 76-08 11) PC ASS/MF AGI AD-A045 883/6G! 78-01 20A PC A02/MF A01 
JEYA, P. 


i ¥ Reprint: Modulation of Acoustic Phase by Internal- 
Selection of Traffic Controls for Severe Weather ps ieer for ery ag A0S/MF A041 Wave Vertical Velocity. 
Conditions. AD-A045 884/4GI 78-01 20A PC A02/MF AQ1 
PB-273 473/9GI 78-02 13B PC A10/MF A01 JIMENO DE OSSO, F. 


, ‘ ,. ‘ JOCHEM, E. 

scanen, JAMES re. FOr E ENG NG Ney eee. influence of Available Resources and Product De- 
Overview of the Montana State University-National JEN-376 78-18 18F MFAO1 mand on the Technical Structure. Projection 
Science Foundation Gallatin Canyon Study, M 


Results for Coal- and Petrochemistry Until 1990. 
PB-280 655/2GI 78-17 13B PC A04/MF AO1 JIN, JAU S. AED-Conf-77-197-007 78-25 81 PC A02/MF A01 


JEZESKI, JAMES J. Use of Dredgings for Landfill. Technical Report No. JOCHIM, E. F. 
impact of Large Recreational Developments upon pene cap Ones san A14/MF A01 The Coverage Behavior of ERDSAT for Some 
Semi-Primitive Environments. Progress Report. Selected Regions of the World Ueberdeckungsver- 
Volume |. Integrated Report, Revised Edition, JIN, S. 


halten des Erdsat fuer Einige Ausgewaehite Gebiete 
PB-278 529/3GI 78-13 138 PC A09/MF A01 Nickel-Free Fe-12Mn-0.2Ti Alloy Steel for Cryogenic Auf der Erdoberflaeche. 


An Overview of the MSU-NSF Gallatin Canyon Applications. NTP 2545/20) eas Ce EQ Nae aes 


Study, LBL-5401 78-03 11F PC A02/MF A01 The Coverage Field of Earth Observation Satellites 
PB-278 781/0GI 78-13 138 PC AOS/MF A01 Use of Microstructure Control to Toughen Ferritic at the Earth Surface. Description of the Computer 
JEZESKIM, JAMES J. Steels for Cryogenic Use. |. Fe--Ni Steels. Program Cofi das Ueberdeckungsfeld Erd- 
; LBL-5767 78-05 11F PC A02/MF AO1 beobachtender Satelliten Auf der Erdoberfiaeche. 
Impacts of a Large Recreational Development on Beschreibung des Rechnerprograms Cofi. 
Water Quality in a Semi-Primitive Environment, JIPSON, V. B. N78-31516/5GI 78-26 22A PC A04/MF AO1 
PB-279 220/8G| 78-15 13B PC A0S/MF A01 Reprint: Lithium lodate -- A New Material for Sur- 


; = is Telemetry, Telecommand and Tracking Contact 
JHA, KULANAND face Acoustic Wave Applications. 


Times for SEAP Circular Orbits Telemetrie/ 
Stabilization of Oklahoma Shales. AD-A052 486/8G! 78-14 9A PC A02/MF A01 Telekommando- und Tracking-Kontaktzeiten fuer 


PB-283 360/6GI 78-22 8M PC A13/MF AO1 Reprint: Surface Acoustic Wave Properties of Lithi- SEAP-Kreisbahnen. 
um Geitlum Oxide. N78-11187/9GI 78-06 22D PC A04/MF AO1 
JHAVERI, ARUN G ve 
’ ; AD-A052 485/0G! 78-14 20L PC A02/MFA01 JocKeERs. K. 
City of Seattle. Overall City Technology Process. r 


The Surface Wave Properties of LilO3. Reprint: Prominence Eruption Accompanied b 
PB- 70/7 78- Pp P P y 
pbc erar(at B21 SA. EO ASOIME AON AD-A054 348/8GI 78-17 20L MF AO1 Twist Readjustment. 

AN, S. 


JIRK, J. AD-A050 868/9G! 78-11 38 PC A02/MF A0O1 
Evaluation of Thallium-201 Scanning for Detection 


i Robot Computations for Orienting Workpieces. JODRA, L. G. 
f tent Art 
taper arpa : ge ere PC Aénnar ai PB-277 746/4G| 78-12 13H PC AOS/MF AO1 Recovery of Uranium from Phosphoric Acid. 
JIRKA, G.H ORNL-tr-4581 78-19 18J PC A0Q2/MF AO1 
JHON, MU SHIK ead 


int: Sianifi Experimental and Analytical Research on the Exter- JOE, D. M. 
R t: f 
once. ooneegay Sey ey eee nal Fluid Mechanics of Ocean Thermal Energy Con- Investigation of Array Techniques for Multiple 
AD-A056 600/0GI_ 78-21 7D PC A02/MF A01 version Plants. Progress Report, April 1, 1976--Sep- Beams within Limited Spatial Sectors. 


tember 30, 1976. AD-A052 260/7GI 78-14 9E PC A10/MF A01 
JHUNJHUNWALA, A. COO/2909-1 78-01 10B PC AOS JOECKLE. R 


Reprint: Berlinite, a Temperature-Compensated Ocean Thermal Energy Conversion Plants: Experi- Generation of Vibrational Energy by Independent 


Material for Surface Acoustic Wave Applications. mental and Analytical Study of Mixing and Recircu- ic Di i i 
AD-daed 409/601 78-14. GA PC ASS/ME ASt aoe y 9 Electric Discharge in a Supersonic CO2 Laser Gas 


Mixture: Summary of Results at Isl. Influence of 

Reprint: Lithium lodate -- A New Material for Sur- CO0-2909-3 78-26 108 PC A12/MF A01 Homogeneity of the Electric Discharge on the Ener- 

face Acoustic Wave Applications. JIRKA, GERHARD H. gy Conversion Efficiency (Effects of Turbulence, 

AD-A052 486/8GI 78-14 9A PC A02/MF A01 Modelling of Unidirectional Thermal Diffusers in Microwave Preionization) Creation d'Energie Vibra- 

N tionnelle Par Decharge Electrique Autonome dans 
ew Low Loss High Coupling Mode up to 1 GHz on Shallow Water, 

: UN Melange Gazeux Laser CO2 en Ecoulement Su- 
LINbDOS, PB-275 945/4GI 78-07 13B PC A14/MF A01 ; ; : 5 
AD-A052 705/1GI 78-14 20A PC A02/MF A01 personique: Synthese des Resultats Acquis Par I'Isl. 

fits JIRKOVSKY, J. Influence de I'Homogeneite de la Decharge Elec- 
Reprint: On the Temperature Coefficient of Delay Dosimetry of X Radiation in Hygiene, Metrology and ps ae le pag to de ee 
for Surface Acoustic Waves in LilO03. Biology. Rp! Glasses and Their Applications in Mea- (Effets de ta Turbulence, Preionisation Hyper- 
AD-A052 487/6GI 78-14 9A PC A02/MF AQ1 suring Radiation Doses po Se ‘ 
- 4 78-17 / 

Reprint: Surface Acoustic Wave Properties of CS-INIS-58 78-01 18D MF A01 — 7 eas ere 
Fresnoite, Ba2Si2Ti08 JIROUSEK. V. JOEHNK, MICHAEL D. 
AD-A054 866/9GI 78-1 4 i i i icati i 

054 866/9G 8-18 20L PC A02/MF A01 Measurement of Radiation-Induced Heating of Foes one ae Implications of Family 
JHUNJUNWALA, ASHOK Uranium in Fuel Assemblies in the A-1 Reactor creer earn oe. -- A Benefit-Cost 

Reprint: Temperature Compensated Cuts With Zero under Operation. Program of in-Core Measure- HRP-0024006/9G! 78-14. SC. PC AOS/MF A01 

Power Flow In TI3VS4 and TI3TaSe4. ments. Part 4. ; j 

AD-A052 484/3G! 78-14 7D PC A02/MF AO1 ZJE-147 78-06 18J Not available NTIS Financial and Economic Implications of Family 


JIANG. CHEN-WEN JIRSA. J.0 Practice Residency Programs -- Nationwide Operat- 


ing Experiences of Established Centers. Part 2. 
Experimental and Theoretical Investigation of Un- Strength and Behavior of Anchor Bolts Embedded HRP-0024007/7G1 78-14 5C PC A04/MF AO1 


steady Supercavitating Hydrofoils of Finite Span. near Edges of Concrete Piers. 
AD-A048 626/6GI 78-07, 20D PC AO7/MF A041 PB-279 376/8G| 78-15 13C PCAO7/MFAQ1 JOEL, L.S. 


; Projecting the Age Distribution of Full-Time Per- 
Experiments on a Partially Cavitating Plano-Convex JOACHIM, CHARLES E. manent Professional Staff at the National Bureau of 
Hydrofoil with Comparison to Theory. Tunnel Destruction State-of-the-Art, 


Standards. 
AD-A045 767/1GI 78-01 20D PC A03/MF A01 AD-A056 451/8GI 78-21 15G PC A02/MF AO1 PB-280 301/3GI 78-16 51 PC A04/MF AO1 


PA-692 





JOENSEN, A. W. 
Environmental Effects of Burning Solid Waste as 
Fuel. 
IS-M-124 
JOENSSON, G. 
Measurement of the Isotopic Composition of the 
Primary Cosmic Radiation for the Elements B-Ne. 
LUIP-7704 78-09 3B MF A01 
Theoretical Study of the Possibilities for Localiza- 
tion of Anomalous Density Distribution in Rock by 
Means of Underground Cosmic Ray Muon Intensity 
Measurements. 
LUIP-7703 
JOENSUU, O. 
The Geochemical Distribution of Elements 
AD-045 431/4GI 78-21 8D PC A03/MF A01 
JOERES, ERHARD F. 


Reprint: Statistical Study of Phosphorus Removal in 
Wisconsin, 
PB-276 455/3GI 


JOERN, JOHN C. 


A Numerical Forecasting Investigation Using the 
Equation of Motion 
AD-016 368/3GI 


JOESOEF, A. 


Reprint: ‘Brugia malayi’ in Seven Villages in South 
Kalimantan, Indonesia. 
AD-A057 552/2GI 


JOESOEF, ARBAIN 


Reprint: Filariasis in West Kalimantan (Borneo), In- 
donesia. 

AD-A057 639/7GI 78-23 6E PC A02/MF A01 
Reprint: Malayan Filariasis in Central Sulawesi 
(Celebes), Indonesia. 
AD-A057 554/8GI 


JOEST, LINDA 


Reprint: Temporal Aspects of Calling Behavior in 

the Oyster Toadfish, ‘Opsanus tau’ 

AD-A052 185/6GI 78-13 6C PC A02/MF A01 
JOESTEN, B.L. 


Reprint: O2-meta-Carborane-Siloxanes 
ture-Property Relationships. 
AD-A046 035/2GI 78-02 7D PC A02/MF AO1 


JOFFE, A. 
DEMOD/Decoder Integration. 
AD-A053 685/4GI 78-16 
JOGGERST, PATRICK O. 


A User's Guide to the Office of Telecommunications 
Retrieval System for FCC Decisions, 
PB-276 713/5GI 78-10 17B PC A04/MF A01 


JOGLEKAR, ANIL N. 


Economic Analysis of Future Civil Air Navigation 
Systems. 
AD-A054 474/2GI 


JOGLEKAR, S. D. 


Local Operator Products in Gauge Theories. li. 
COO-2220-89 78-07 20H PC A04/MF A01 
JOHANNES, JAMES D. 


Container Cushioning Design Engineer 
Manual (CDC-6600 Fortran Version). Volume I. 
AD-A057 245/3GI 78-22 131 PC AQS/MF A01 


JOHANNESEN, R. B. 


Reprint: Bonding Information from Fluorine NMR 
for Alkoxy Tungsten Pentafluorides 
PB-280 401/1GI 78-16 7D Not available NTIS 


Reprint: Bonding Information in Tungsten(Vl) Com- 
pounds from Directly Bonded Fluorophenoxy Sub- 
stituents 

PB-280 427/6GI 


JOHANNESSEN, J. S. 


Reprint: Phase Separation in Silicon Oxides as 
Seen by Auger Electron Spectroscopy 
AD-A055 351/1GI 78-20 7D PC AO2/MF A01 


JOHANNSEN, C. J. 


Mapping Land Cover from Satellite Images: A Basic, 
Low Cost Approach. 
N78-17446/3GI 


JOHANSEN, E. 


Study of Hybrid Power Structures 
N78-31375/6GI 78-26 10B PC A12/MF A01 


JOHANSEN, INGE 
Winding Capacitances in Magnetic Amplifiers 
AD-231 178/5GI 78-16 9E PC A02/MF A01 
JOHANSEN, K. J. 
Reinforced Carbon-Carbon Oxidation Behavior in 


Convective and Radiative Environments. 
N78-30555/4GI 78-25 11D PC A03/MF A01 


78-16 21D PC A02/MF A01 


78-09 8! MF A01 


78-08 13B PC A02 


78-14 4B PC A02/MF A01 


78-23 6E PC A02/MF A01 


78-23 6E PC A02/MF A01 


V. Struc- 


17B PC A16/MF A01 


78-17 17G PC A03/MF A01 


Users 


78-16 7D Not available NTIS 


78-12 8B PC A02/MF AQ1 


JOHANSEN, PATRICIA A. 


A Synthesis of the Final Reports and Evaluations of 
the ATS-6 Satellite Experiments in Health, Educa- 
tion and Telecommunications, 

ED-140 783 78-14 5K Not available NTIS 


JOHANSON, E. 
Apparatus to Simulate Nuclear Heating in Advanced 
Fuels. 
ANL-AFP-22 78-08 18J PC A02/MF A01 


Phase I! Laboratory Support for H-Coal Project. 
Monthly Progress Report No. 14, January 1978. 
FE-2547-14 78-18 7A MF AQ1 


Phase Il Laboratory Support for H-Coal Project. 

Monthly Progress Report No. 18, April 1978. 

FE-2547-18 78-26 7A PC A03/MF A01 
JOHANSON, J. M. 

Correlation Distance of Mean Daytime Electron 

Content. 

AD-A048 117/6GI 


JOHANSSON, A. 


Deuteron Breakup by Low-Energy alpha -Particles. 
TLU-51/76 78-09 20H MF AO1 


JOHANSSON, B. J. E. 


Material Tests in Deaerated 20 % NaOH and 20 % 
NaOH+ 5% NaCL Solutions at 325 exp 0 C. Final 
Report. 
SVF-26 


JOHANSSON, GEORG 


Structure of Roussin's Black Salt 
AD-202 365/3GI 78-16 7D PC A02/MF A01 


The Structure of Black = Sait, 
CsFe4S3(NO)7 :H20 
AD-215 088/6G! 


JOHANSSON, I. 


Finite Element Analysis of Air Pulse Wave Loaded 
Single Thrown Concrete Plates Analys Med Finit 
Elementmetod AV Luftstoetvaagsbelastade, Enkel- 
spaenda Betongplattor. 

N78-29516/9GI 78-24 


JOHANSSON, K. 
G-Factors of the First 2 exp + States in exp 50 exp 


54 Cr, exp 54 Fe and exp 70 Ge. 
UUIP-965 78-13 20H MF AO1 


Gyromagnetic Ratios of First 2 exp + States in exp 
126 exp 128 exp 130 exp 132 Xe. 

UUIP-950 78-13 20H MF AO1 
Oxygen Content Analysis of Metal Surfaces with 
Resonant alpha -Scattering. 

UUIP-907 78-13 70 MF A01 
Velocity- and Z-Dependence of Transient Magnetic 


Fields in Ferromagnetic Gd. 
UUIP-964 


JOHANSSON, K. J. 


Blood Clearance of exp 3 H-Thymidine and exp 3 
H-Uridine Ingrowing Rats. 
GWI-R-8-76 


JOHANSSON, R. 


Can Attention be Diverted -- Translation. 

AD-A053 430/5GI 78-16 5J PC A02/MF A01 
JOHANSSON, T. 

A Computer Generated Image System for Real Time 


Simulation. 
N78-16670/9GI 


JOHN, ANDREW 


Interest in Geriatrics at a University Department of 
Medicine. 
HRP-0025619/8GI 


JOHN, B. 


Physics Evaluation for Testing. Of Raps and Taps 
Fuel Pins in Cirus Pressurised Water Loop. 
INIS-mf-3493 78-02 18K Not available NTIS 


PossibI6000ysics Modifications to Cirus Reactor 

Core for improved Reactor Utilization. 

INIS-mf-3492 78-02 18K Not available NTIS 
JOHN, BENJAMIN 

Start-Up Accident Evaluation for R-5 Reactor. 

INIS-mf-3484 78-02 181 MF A01 
JOHN, DAVID A. 

Reprint: Benefits from Improved Oxygen Delivery of 

Blood in Shock Therapy. 

AD-A049 750/3GI 78-09 6E PC A02/MF A01 


JOHN, DEWITT 


Organizing to Use a New Telecommunications 
Technology: Communications Satellites and Voca- 
tional Rehabilitation. 
PB-282 283/1GI 


JOHN, E. 


Programme System for Evaluating the Collected 
Measurements for Aquiring the Present Radiation 


78-06 4A PC A02/MF A01 


78-09 11F MF A01 


Roussin's 


78-16 7D PC A02/MF A01 


13C PC A04/MF A01 


78-13 20 MF AO1 


78-09 6R MF AO1 


78-11 9E PC AQ2/MF A01 


78-20 6E Not Available NTIS 


78-19 SK PC AQS/MF A01 


JOHNSON, A. B. JR. 


Exposure in Living and Common Rooms in the 
Federal Republic of Germany. 
STH-16/76 


JOHN, HAROLD 


Techniques for Handling and Using 8a140 as a 
Tracer 
AD-020 350/5GI 


JOHN, HOAROL F. 


The Electrical Conductivity and Thermo-Electric 
Power of Magnesium Oxide 
AD-049 717/2G! 78-21 


JOHN, K. 


Hot-Dry-Rock Project of Los Alamos Scientific 
Laboratory. 
JUEL-1410 


JOHN, M. 


Investigation of Electron Impact Processes Relevant 
to Visible Lasers. 
AD-A053 535/1G! 


JOHN, RICHARD 
Research on the Technology of Inference and Deci- 


78-06 6F MF A01 


78-21 188 PC A02/MF A01 


20L PC A02/MF AC1 


78-17 81 PC AQ5/MF AQ1 


78-16 7D PC AOS/MF AQ1t 


sion. 
AD-A056 921/0G! 
JOHN, RICHARD R. 
The Mixing and Burning of Two Concentric Fluid 


Streams 
AD-022 741/3GI 


JOHN, WALTER 
Validation of Size-Segregating Aerosol Sampling 


Techniques Used in California. 
PB-282 424/1GI 78-19 148 PC A03/MF AQ1 


JOHNS, CAROL 


Coordination of Care and Its Relationship to Con- 
tinuity and Medical Records. 
HRP-0024892/2Gi 78-20 6E Not Available NTIS 


JOHNS, M.V. JR. 


Bayes Acceptance Sampling Procedures for Large 
Lots 
AD-162 698/5GI 78-24 12A PC A04/MF AO1 


Continuous Sampling Procedures Without Control 
AD-206 197/6Gi 78-23 12A PC A0Q3/MF A01 


JOHNS, SHARON 


Profile of Census Programs. Source Document for 
Water Resource Planners. 
AD-A058 195/9G! 78-24 5K PC AQS/MF AQ1 


JOHNSEN, D. O. 


Reprint: Metabolism of Ascorbic Acid and Ascorbic- 
2-Sulfate in Man and the Subhuman Primate. 
AD-A057 048/1GI 78-22 6P PC AOQ2/MF A01 


JOHNSEN, DENNIS O. 
Reprint: C-6 Oxidation of Ascorbic Acid: A Major 


Metabolic Process in Animals. 
AD-A057 050/7G! 78-22 6A PC A02/MF A01 


Reprint: The Use of Ci 744 as an Anesthetic for 
Laboratory Animals. 
AD-A051 044/6G! 


JOHNSEN, H. E. 


Reprint: Relationship of Diet to the Performance of 
the Combat Soldier. 
AD-A053 757/1G! 


JOHNSEN, R. 


Measurements of the O+ Plus N2 and O+ Pius O02 
Reaction Rates from 300 to 900 K. 
N78-23171/9GI 78-18 7D PC A06/MF AO1 


JOHNSEN, R. L. 


Altitude Test of Several Afterburner Configurations 
on a Turbofan Engine with a Hydrogen Heater to 
Simulate an Elevated Turbine Discharge Tempera- 
ture. 

N78-11106/9GI 


JOHNSEN, T. L. 


Linear Systems with a Large Number of Sparse 
Constraints with Applications to incompressible 
Materials. 

N78-11431/1GI 78-06 20K PC AQ3/MF AQ1 
Some Hypermatrix Algorithms in Linear Algebra. 
N78-13818/7GI 78-08 12A PC A03/MF AO1 

JOHNSMEYER, WILLIAM F. 
Evaluation of Oual-Texture Gradient Camouflage 


Pattern, 
AD-A056 471/6G! 


JOHNSON, A. B. JR. 
Aluminum Alloy Performance under Dry Cooling 
Tower Conditions. 
PNL-2392 78-13 13A PC AOS/MF AO1 
Behavior of Spent Nuclear Fuel in Water Pool 


Storage. 
BNWL-2256 


78-22 5J PC A03/MF AQ1 


78-21 21D PC A02/MF A01 


78-11 60 PC AQ2/MF A01 


78-16 6E PC A02/MF AO1 


78-06 21E PC A04/MF A01 


78-21 15C PC AOQ2/MF AO1 


78-08 18G PC A06/MF AQ1 


PA-693 





Tritium Production from Ceramic Targets: A Sum- 
mary of the Hanford Coproduct Program. Ad- 
dendum: Bibliography. 

BNWL-2097(Add.) 78-07 


JOHNSON, A. C. 


Economic Assessment of the Utilization of Lead- 
Acid Batteries in Electric Utility Systems. Final Re- 


port. 
COO-4025-1 78-21 10C PC A10/MF AO1 


Economic Assessment of the Utilization of Lead- 
Acid Batteries in Electric Utility Systems. Final Re- 
port. 
HCP/T2857-1 
JOHNSON, A. J. 
Fluidized Bed Incineration of Transuranic Con- 
taminated Waste. 
RFP-2693 78-11 18G PC AO2/MF AO1 
Status Report: Waste Incineration and Fixation for 
Waste Management, Production, and Reprocessing 
Division of the Department of Energy (July-- 
December 1976). 
RFP-2655 


JOHNSON, A. L. 
Infrared Spectral Radiances and Explosion Proper- 
ties of Inhibited Methane-Air Flames. 
PB-278 580/6GI 78-13 21B PC A03/MF A0O1 
JOHNSON, A. P. 


Current Concepts of Goals of Pathology Services. 
HRP-0017507/5GI 78-07 6E Not Available NTIS 


JOHNSON, A. R. 


Inactivation of Enkephalins: Effect of Purified Pep- 


tidy! Dipeptidase and Cultured Human Endothelial 
Cells. 


AD-A046 968/4GI 78-04 6A PC A02/MF A01 
Inactivation of Substance P by Cultured Human En- 
dothelial Celis. 

AD-A046 967/6GI 


JOHNSON, ALAN J. 


Method of Separating and Purifying Two Active 

Forms of Urokinase Using Affinity Chromatography. 

PATENT-4 066 506 78-15 6A Not available NTIS 
JOHNSON, ALEX J. 


Reflections on Being a Department of the Army 
Systems Coordinator (DASC). 
AD-A050 536/2GI 78-11 


JOHNSON, ALICE R. 


Hydrolysis of Enkephalin by Cultured Human En- 

dothelial Cells and by Purified Peptidy! Dipeptidase. 

AD-A046 969/2GI 78-04 6A PC A02/MF A01 
JOHNSON, ALLAN F. 


A Comparison of Neutron-Activation and Chemical 
Techniques for Determining the Fluorine Content of 
Fiuorochemical-Treated Fabrics, 

AD-A056 039/1GI 78-21 11E PC A02/MF A01 


JOHNSON, ALLEN L. 
SHF SATCOM Interference Study. 
AD-B011 324/1GI 78-02 17B PC A16/MF A01 
Summary of SHF SATCOM Interference Study. 
AD-6011 325/8GI 78-02 17B PC A03/MF AO1 
JOHNSON, ALTON C. 


Investigation into the Nature, Causes, and Implica- 


tions of the Future Role of the Health Care Adminis- 
trator. 


HRP-0900003/5G! 
JOHNSON, ANNE K. 


Inland Lake Watershed Analysis. A Planning and 
Management Approach, 
PB-284 082/5GI 78-23 


JOHNSON, ARNOLD 
COBOL Compiler Validation System, 1974. Version 


3.0. 
AD-A046 600/3GI 


JOHNSON, ARNOLD K. 


Analysis of Angular Misalignment Errors in Mount- 

ing Linear Accelerometers to Anatomical Subjects. 

PB-273 561/1GI 78-03 6B PC A04/MF A01 
JOHNSON, ARNOLD R. 

An experimental investigation of simple symmetric 

and unsymmetric supersonic ring wing configura- 

tions utilizing beneficial interference effects. 

AD-468 913/9GI 78-01 1C PC AQS/MF A01 
JOHNSON, ARTHUR R. 

Comparative Evaluation of Concepts for Modular 

Tentage 

AD-A055 347/9GI 


JOHNSON, ARVID M. 


Seasonal Creep of Silty Clay Soil and the Formation 
of Small Gullies 
AD-A051 968/6GI 


18A PC AO2/MF A01 


78-16 13B PC A10/MF A901 


78-15 18G PC A02/MF A01 


78-04 6A PC AO2/MF A01 


5A PC A06/MF A01 


78-08 5A PC A19/MF AO1 


13B PC AOS/MF A01 


78-03 9B CP T10 


78-20 13M PC A04/MF A01 


78-13 8M PC AO7/MF AO1 


PA-694 


JOHNSON, B. C. 


Active/Passive Mode-Locked Laser Oscillator. 
PATENT-4 019 156 


78-09 20E Not available NTIS 


Design and Performance of Large Aperture Kd*p 
Pockels Cells 
UCRL-79952 


JOHNSON, B. M. 


Some Problems of Digital Systems Simulation 
AD-219 100/5GI 78-24 9B PC A03/MF A01 


Study of the Comparative Costs of Five Wet/Dry 
Cooling Tower Concepts. 
BNWL-2122 78-03 


JOHNSON, B. R. 


Design of a Solar Energy Assisted Air Conditioning 
System. 
ORNL/MIT-229 


JOHNSON, BARRY L. 


A Behavioral and Neurological Evaluation of Dry 
Cleaners Exposed to Perchlioroethylene, 
PB-274 794/7GI 78-05 6J PC AOS/MF A01 


Effects of CO on Vigilance Performance -- Effects 
of Low Level Carbon Monoxide on Divided Atten- 
tion, Pitch Discrimination, and the Auditory Evoked 
Potential, 

PB-274 219/5GI 


JOHNSON, BERNARD R. 


New Numerical Methods Applied to Solving the 
One-Dimensional Eigenvalue Proble:n. 
AD-A048 446/9GI 78-07 12A PC A03/MF A01 


JOHNSON, BILLY H. 


A Mathematical Model for Unsteady-Flow Computa- 
tions through the Complete Spectrum of Flows on 
the Lower Ohio River. 

AD-A047 242/3GI 78-04 8H PC A03/MF A01 


Mathematical Model Study of a Flow Control Plan 
for the Chesapeake and Delaware Canal. 
AD-A054 296/9GI 78-17 13B PC A03/MF AO1 


JOHNSON, BRIAN W. 


The Hawaiian Monk Seal on Laysan Island: 1977. 
PB-285 428/9GI 78-25 6C PC A03/MF A0O1 


JOHNSON, BRUCE M. 


The Cornell Research Simulator 
AD-219 197/1GI 78-24 9B PC A02/MF A01 


JOHNSON, C. 


An Elasto Plastic Contact Problem. 
N78-23488/7GI 78-18 20K PC AO2/MF A01 


Examination of the Multiregion Model Developed at 
Oak Ridge National Laboratory. 
PB-277 913/0GI 78-12 13B PC A03/MF A01 


A Finite Element Method for Consolidation of Clay. 
N78-15637/9GI 78-10 8M PC A0Q2/MF AQ1 


Preliminary Warhead Terminal Ballistic Handbook. 
Part |. Terminal Ballistic Effects, 
AD-350 496/6GI 78-24 19D PC AOS/MF A0O1 


Some Equilibrium Finite Element Methods for Two- 
Dimensional Elasticity Problems. 
N78-23489/5GI 78-18 20K PC A03/MF A01 


JOHNSON, C. B. 


Heat-Transfer and Pressure Measurements on a 


Simulated Elevon Deflected 30 Deg Near Flight 
Conditions at Mach 7. 


N77-31440/9GI 78-01 1A PC AQ3/MF A01 


Heat Transfer Distributions Induced by Elevon 


Deflections on Swept Wings and Adjacent Surfaces 
at Mach 6. 
N78-30548/9GI 


JOHNSON, C. C. 


Radiofrequency Radiation 
Second Edition. 
AD-A058 480/5GI 


JOHNSON, C. E. 


Initial Generator Tests with Revised Ambient-Tem- 
perature Liquid-Metal MHD Facility. 
CONF-770530-3 78-01 10B Not available NTIS 


Nuclear Reactor Fuel Element with Vanadium 
Getter on Cladding. 
PATENT-4 032 400 78-10 
JOHNSON, C. PHILIP 
Analytical and Experimental Investigation of the 
Thermal Response of Highway Bridges. 
PB-279 396/6GI 78-15 13B PC A07/MF AQ1 
Prediction of Temperature and Stresses in Highway 
Bridges by a Numerical Procedure Using Daily 
Weather Reports. 
PB-279 394/1GI 
JOHNSON, C. R. 


Reprint: Accretive Matrix Products. 
PB-282 916/6GI 78-21 12A Not available NTIS 


78-13 18A PC A02/MF A01 


13A PC A06/MF A01 


78-03 13A PC A03/MF A01 


78-05 6T PC A04/MF A01 


78-25 1C PC A06/MF A01 


Dosimetry Handbook. 


78-25 6R PC A07/MF A01 


18J Not available NTIS 


78-15 13B PC A08/MF A01 


JOHNSON, C. S. 


Bilevel Alarm Monitoring Multiplexer. 
SAND-77-0605 78-08 148 PC A02/MF A01 


Description, Operation, and Diagnostic Routines for 
the Adaptive Intrusion Data System. 
SAND-77-1029 78-25 18E PC A04/MF A01 


Memory Controlled Data Processor. 
SAND-77-0858 78-14 9B PC A03/MF A01 


JOHNSON, C. Y. 
SOLRAD 11. Experiment Timing, Telemetry and 
Command Summary. 
AD-A054 635/8G! 


JOHNSON, CARL A. 


Special Study: An Investigation of Low-Level Winds 
as Related to Paradrop Operations at Dyess Air 
Force Base, Texas. 
AD-A054 236/5G! 


JOHNSON, CARL J. 
Disposal of a Large Quantity of Sodium 
Fiuoroacetate in a Sanitary Landfill Site Located in 
an Aquifer Recharging Area. 
HRP-0007056/5G! 78-09 6F PC A02/MF A01 


78-17 9F PC AOS/MF A01 


78-17 15G PC A02/MF A01 


JOHNSON, CARL R. 


Standards and Procedures for the Design of Water 
Supply Systems in Rural Areas of Nepal and Bhu- 
tan. 


PB-285 983/3GI 78-26 
JOHNSON, CATHERINE M. 


Vital Statistics of Louisiana, 1974/1975. 
HRP-0025851/7G!I 78-24 6E PC A10/MF AO1 


JOHNSON, CECIL D. 


Women Content in the Army - REFORGER 77 (REF 
WAC 77). 
AD-A055 960/9GI 


JOHNSON, CHARLES A. 


Development of a Quantitative Chromatographic 
Technique for Studying Protein Hydrolysis 
AD-105 794/2GI 78-16 70 PC AQ2/MF A01 


JOHNSON, CHARLES M. 


The Identification and Application of USAF Sase 
Level Supply System Management Indicators. 
AD-A047 228/2G! 78-04 15€ PC AOS/MF AO1 


JOHNSON, CHARLES MICHAEL 


Marine Steam Condenser Design Using Numerical 
Optimization. 
AD-A049 953/3G! 


JOHNSON, CHARLES R. 


Price Stability in Unions of Markets. 
PB-282 876/2GI 78-21 5C Not available NTIS 


JOHNSON, CHRIS 


Ride Sharing and Park and Ride: An Assessment of 
Past Experience and Planning Methods for the Fu- 
ture. Volume |. Car Pool Planning Manual. 

PB-282 408/4GI 78-19 13B PC A08/MF A01 


Ride Sharing and Park and Ride: An Assessment of 
Past Experience and Planning Methods for the Fu- 
ture. Volume Il. The Van Pool Planning Manual. 

PB-282 409/2GI 78-19 13B PC A07/MF A01 


Ride Sharing and Park and Ride: An Assessment of 
Past Experience and Planning Methods for the Fu- 
ture. Volume IV. A Service Area Identification 
Methodology (SAIM). 

PB-282 411/8GI 78-19 


JOHNSON, CLARENCE S. 


Diver's Pulse Stretch Sonar. 
PATENT-4 041 441 


13B PC AQOS/MF A01 


78-20 5i PC A15/MF A01 


78-10 13J PC AQ8/MF AQ1 


13B PC A0S/MF AO1 


78-04 17A Not available NTIS 

JOHNSON, CLARENCE SCOTT 

The Polarization of Cosmic Ray Muons at Sea Level 

AD-220 531/8GI 78-16 20H PC A04/MF AO1 
JOHNSON, COLLEEN G. 

Experience in Change. 

HRP-0016658/7GI 78-07 6E Not Available NTIS 
JOHNSON, CURTIS A. 


Investigation of Ceramics for High Temperature 
Turbine Components. 
AD-A047 504/6G! 
JOHNSON, CURTIS D. 
Round Counter. 
PATENT-4 001 961 
78-10 


78-05 11B PC A07/MF A01 


14B Not available NTIS 
JOHNSON, D. 
Determination of Optimal Well Capacities for Con- 
tinuous Irrigation Programs, 
PB-282 349/0GI 78-19 2B PC A04/MF A01 
Multichannel Thomson Scattering Apparatus 
PPPL-1356 78-05 201 PC A0Q2/MF AQ01 
JOHNSON, D. B. 


Statistical Approach to Planning an _ integrated 
Hemodialysis / transplantation Programme. 





HRP-0017720/4GI 
JOHNSON, D. C. 
Instruction Manual for Gunn-Diode Microwave Cavi- 


ty Ammonia Monitor. 
UCID-17513 


JOHNSON, D. E. 
The Distribution of Cadmium and Other Metals in 
Human Tissues, 
PB-285 200/2G! 78-25 6T PC A11/MF A01 
Epidemiologic Study of the Effects of Automobile 
Traffic on Blood Lead Levels, 
PB-285 826/4GI 78-26 6F PC A17/MF A01 


Health Implications of Sewage Treatment Facilities. 
PB-284 262/3GI 78-24 6E PC A17/MF A01 


Pp Collider Construction Scenario. 

ANL-HEP-CP-77-52 78-08 20G PC A02/MF AO1 
JOHNSON, D. ELMER 

Studies on Ecology of Q Fever in Native Fauna in 

the Great Sait Lake Desert. 

AD-A049 163/9GI 78-08 2E PC A03/MF A01 


JOHNSON, D. J. 


Reprint: Evaluation of a Pulsed EIMAC Source for 
Atomic-Fluorescence Spectrometry. 
AD-A051 904/1GI 78-13 70 PC AQ2/MF A01 


High Power Magnetically Insulated Radial Diode. 
SAND-77-1549C 78-08 18A PC A02/MF A01 


JOHNSON, D. L. 
Ground Winds and Winds Aloft for Edwards, AFB, 
California. 
N78-11637/3GI 78-06 48 PC A12/MF A01 


Ground Winds and Winds Aloft for Edwards AFB, 
California (1978 Revision). 

N78-19730/8GI 78-14 48 PC A13/MF A01 
Ground Winds for Kennedy Space Center, Florida 
(1978 Version). 

N78-29698/5GI 78-24 4B PC A09/MF A01 


Influence of Dispersed Refractory Oxides in Retard- 
ing Catalyst Sintering. Interim Report. 

EPRI-EM-624 78-21 70 PC A03/MF A01 
instruments for Measuring the Amount of Moisture 
in the Air. 

N78-31405/1GI 78-26 148 PC A03/MF A01 


Power Flow Studies of Magnetically Insu/ated Lines. 
SAND-77-1365C 78-08 20G PC A02/MF A01 
Preliminary Study of the Reliability of Imaging 
Charge Coupled Devices. 

N78-29352/9GI 78-24 9A PC A06/MF A01 


Subcritical Reactivity Monitoring: Neutron Yields 
from Spontaneous ( Alpha ,N) Reactions in FFTF 
Fuel. 

HEDL-TME-78-39 78-25 


Super Power Generators. 
SAND-77-1324c 78-08 20G PC A02/MF A01 


JOHNSON, D. LYNN 


Reprint: Fracture Behavior of ZrO2-Zr Composites. 
AD-A051 027/1GI 78-11 110 PC A02/MF AO1 


JOHNSON, D. O. 


Environmental Control Technology Program Studies 
at Argonne National Laboratory: Surface Mine Ef- 
fluents. 

CONF-7710101-4 78-14 81 PC A02/MF A01 
Land Reclamation Program. Annual Report, July 
1976--October 1977. 

ANL/LRP-2 78-23 81 PC A08/MF A01 


Regional Studies Program. Extraction of North 
Dakota Lignite: Environmental and Reclamation Is- 
sues 

ANL/AA-7 


JOHNSON, D. R. 


Reprint: Detection of Interstellar Ethy! Cyanide. 
PB-275 022/2GI 78-05 38 Not available NTIS 
Reprint: Detection of 
Excited Cyanoacetylene. 
PB-281 338/4GI 78-17 3B Not available NTIS 
Development of a Pneumatic Transfer System for 
HTGR Recycle Fuel Particles. 

ORNL/TM-6169 78-17 18J PC A03/MF A01 
Effect of Multiple Refiring on the Adhesion of Thick 
Film Conductors. 

SAND-77-0137C 78-07 9A PC A02/MF AO1 
Factors Affecting Defective Fraction of Biso-Coated 
HTGR Fuel Particles During in-Block Carbonization. 
ORNL/TM-6093 78-13 18J PC A03/MF A01 
Light Water Reactor Fuel Reprocessing: Dissolution 
Studies of Voloxidized Fuel. 

DP-MS-77-77 78-20 18J PC A0Q3/MF A01 
Reprint: Microwave Spectrum of Chlorine Nitrate 
(CINO3). 

PB-280 541/4Gi 78-17 70 Not available NTIS 


Reprint: Microwave Spectrum of Ethy! Hypochlorite. 


78-07 6E Not Available NTIS 


78-08 148 PC A05/MF A01 


18K PC A03/MF A01 


78-17 81 PC A11/MF AO1 


Interstellar Vibrationally 


PB-280 535/6GI 78-16 7D Not available NTIS 


Reprint: Rotation and Velocity Structure in the Core 
of the Optical Condensation 8213 NW and Its Rela- 
tion to the Parent Gas. 

PB-281 960/5G! 78-19 3B Not available NTIS 


Thermal Analysis on Oil Shale: Determination of 
Potential Oil Yields and Dawsonite, Nahcolite, and 
Nordstrandite Content. 


LERC/RI-77/6 78-07 81 PC A02/MF A01 


Thorium Fuel Cycles for LWRs: Fuel Diversion As- 
sessments and Recycle Requirements. 
CONF-780304-8 78-19 18) PC A0Q2/MF A01 


JOHNSON, D. W. 


Brief Communication: Evidence That B Lympho- 
cytes Carry the Nuclear Pocket Abnormality As- 
sociated with Bovine Leukemia Virus Infection. 

COO-910-44 78-07 2E PC A02/MF A01 


Gas Injection in PLT: Experimental Overview. 
CONF-771129-8 78-18 18A MF A01 


Resource Utilization Efficiency improvement of 
Geothermal Binary Cycles: Phase !. Annual Report, 
June 15, 1975--June 15, 1976. 

ORO-4944-4 78-01 10A PC A06/MF A01 


Resource Utilization Efficiency improvement of 
Geothermal Binary Cycles, Phase Il. Semiannual Re- 
port, June 15, 1976--December 15, 1976. 

ORO-4944-5 78-04 108 PC A04/MF A01 


JOHNSON, DANIEL L. 


Reprint: Asymptotic Behavior of Temporary 
Threshold Shift and Recovery from 24- and 48-Hour 
Noise Exposures. 
AD-A045 567/5G! 


JOHNSON, DAVE 


Noise Effects on Boat Operator Performance. 
AD-A055 287/7GI 78-18 6S PC A06/MF A01 


JOHNSON, DAVID 


The Ground Water and Energy Supply Situation for 
Great Plains Irrigation, 
PB-286 002/1GI 


JOHNSON, DAVID A. 


Initial Cruise Report, ATLANTIS li-94, Leg 1. 
AD-A048 724/3GI 78-07 8C PC A04/MF A01 


JOHNSON, DAVID B. 


The Impact of Oil and Gas Exploration, Develop- 
ment, and Production on the Outer Continental 
Shelf on Louisiana: Background and Methodology, 

PB-273 159/4GI 78-01 81 PC A08/MF A01 


JOHNSON, DAVID RICHARD 


Population, Economic and Health Resource 
Thresholds in the Location of Long Term Care 
Beds--The Case of Nebraska. 

HRP-0019227/8Gi 78-09 6E Not Available NTIS 


JOHNSON, DEADRE J. 


The Effect of Certain Aromatic Compounds on En- 
zymes Involved in Heme Synthesis, 
AD-A056 494/8GI 78-21 7D PC A02/MF A01 


Reprint: Simultaneous Spectrophotometry of Fe(2+ 
) and Cu(2+ ) in Serum Denatured with Guanidine 
Hydrochloride. 

AD-A045 573/3GI 


JOHNSON, DEAN R. 


Research and Evaluation Regarding the Section 8 


Housing Assistance Program in Sector B: Housing 
Standards. 
PB-273 375/6GI 


JOHNSON, DONALD E. 
Evaluation of Collection Media for Low Levels of 
Airborne Pesticides, 
PB-275 668/2G! 78-06 148 PC A07/MF A01 


Structural Analysis and Testing 
Flywheel Development. 
AD-A048 076/4G! 


JOHNSON, DONALD R. 
Density-Induced Motions in Shallow Lagoons, 
PB-273 664/3GI 78-02 8C PC A03/MF A01 


Isentropic Numerical Models: Results on Model 


Development for Zonally Averaged and Secondary 
Circulations. 


PB-283 480/2GI 
JOHNSON, DONALD W. 


Availability and Concentration of Pollutants from 
American Falls Reservoir Sediments to Forage and 
Predaceous Fishes. 

PB-275 564/3GI 78-07 


JOHNSON, DOUGLAS C. 


Harvard-MIT Rehabilitation Engineering Center. 


Projects and Activities: May 1, 1974 to January 31, 
1977. 
PB-281 175/0GI 


JOHNSON, DUANE R. 
Motorcycle Education Curriculum Specifications. 


78-01 6S PC A02/MF A01 


78-26 10A PC A03/MF A01 


78-01 6A PC A02/MF A01 


78-01 SK PC A04/MF A01 


for Composite 


78-06 131 PC A04/MF A0O1 


78-22 4B PC A13/MF A01 


138 PC A06/MF A01 


78-18 6B PC AOS/MF A01 


JOHNSON, EVERETT A. 


PB-277 093/1GI 
JOHNSON, E. 


Annealing Behaviour of Dysprosium lon implanted 
Nickel: A Combined Study Using Rutherford 
Backscattering, Transmission Electron Microscopy, 
and Total Current Spectroscopy. 

INIS-mf-3942 78-18 11F MF AO1 


Annealing Behaviour of Dysprosium lon implanted 
Nickel Studied by Total Current Spectroscopy. 
INIS-mf-4031 78-19 20L MF AO1 


Nd Mini Laser Based on Stoichiometric Rare Earths 
Compounds. 
AD-A054 434/6G! 78-17 20E PC A08/MF A01 


Theory for Site-Site Pair Distribution Functions of 
Molecular Fluids. li. Approximations for the Percus- 
-Yevick Site-Site Direct Correlation Functions. 

CONF-770454-1 78-05 7D PC A04/MF A01 


JOHNSON, E. C. 


Receiver Operating Characteristics and Processing 
Gain of a Clipped Deltic Correlator using Pseu- 
dorandom and Linear Frequency Modulated 
Signals, 

AD-A051 368/9G! 


JOHNSON, E. D. 


An Electrical Surge Arrestor (ESA) Model for Elec- 

tromagnetic Pulse Analysis, 

AD-A048 737/1GI 78-07 9A PC A02/MF AO1 
JOHNSON, E.G. 


System and Method for Tracking a Signal Source. 
PATENT-4 067 015 


78-10 Si PC A18/MF A01 


78-12 17A PC A03/MF AO1 


78-12 17C Not available NTIS 


JOHNSON, E. G. JR. 
Analog Computer Studies of Frequency Multiplica- 
tion and Mixing with the Josephson Junction. 
PB-283 832/4Gi 78-23 20L Not available NTIS 
JOHNSON, E. J. 


Reprint: Production of Neutral Atoms by Pulsed 
Laser Heating. 
AD-A054 867/7Gi 


JOHNSON, E. M. 


Reprint: Effectiveness of Parenteral and Oral 
Typhoid Vaccin.tion in Mice Challenged with a 
‘Salmonella typhi-Saimonelia typhimurium’ Hybrid. 
AD-A045 680/6G! 78-01 6M PC A02/MF A01 


JOHNSON, E. PARKER 


The Character of the B-Wave in the Human Elec- 
troretinogram 
AD-213 307/2G! 


JOHNSON, E. R. 

Main Loop Isolation Valve Evaluation. 

GA-A-14149 78-05 18) PC AQ3/MF A01 
JOHNSON, E. W. 


Aerosol Characterization from a Simulated HOCA. 
Annual Report. Nrc Program A1171-2. 
MLM-MU-77-70-0004 78-15 18! PC AQ3/MF A01 


JOHNSON, EDGAR M. 


A Strategy for Selecting a Worth Assessment 
Technique. 
AD-A055 345/3G! 


JOHNSON, EDITH 


Problem-Oriented Psychiatric index and Treatment 
Plans. 
HRP-0018710/4G! 


JOHNSON, EDITH L. 


Computer-Assisted, 
Progress Note System. 
HRP-0023594/5GIi 78-24 6E Not Available NTIS 


JOHNSON, ELLIS L. 


On the Group Problem and a Subadditive Approach 
to Integer Programming. 
AD-A050 346/6G! 78-10 


JOHNSON, ERIC G. 
Investigation and Analysis of the Paxson Roadway 


Icing. 
PB-276 613/7GI 


JOHNSON, ERWIN H. 


Reprint: Optimization of Continuous One-Dimen- 
sional Structures Under Steady Harmonic Excita- 
tion. 

AD-A045 782/0G! 


JOHNSON, EUGENE 


Field Measurement and Data Collection System for 
Engagement Simulation Field Exercises. 
AD-A056 339/5G! 78-21 15G PC A07/MF AO1 


JOHNSON, EVERETT A. 


What are the Elements of a Good Internal Manage- 
ment Audit. 
HRP-0024534/0G! 


78-18 20E PC A02/MF A01 


78-16 6E PC A0Q3/MF A01 


78-20 SJ PC AQ3/MF A01 


78-16 6E Not Available NTIS 


Goal-Oriented Psychiatric 


12B PC A03/MF A01 


78-09 138 PC A03/MF A01 


78-01 1A PC A02/MF AO1 


78-21 6E Not Available NTIS 


PA-695 





JOHNSON, F. 
Manufacturing Methods and Technology for Optical 


Fabrication. 
AD-A058 113/2GI 


JOHNSON, F. A. 


Carborane Burning Rate Modifiers. 
AD-A047 875/0GI 78-06 7C PC A02/MF A01 


Carborane Burning Rate Modifiers. 
AD-A055 509/4G! 78-20 211 


JOHNSON, F. BRENT 


Synergism between Oncogenic Human Herpes 
Viruses and Carcinogenic Chemical. 
AD-A054 595/4GI 78-17 6M PC AO2/MF A01 


JOHNSON, F. S. 


Heavy Oil Recovery Using Solvents and Explosives. 
BERC/RI-77/16 78-14 8| PC AQ3/MF A01 


JOHNSON, F. T. 


User's Manual 
Panel Pilot Code 
N78-30047/2GI 


JOHNSON, FORD T. JR. 


An Analysis of the Representation of Minority and 
Other Target Groups in Health Systems Agencies 
and State Health Planning and Development Agen- 
cies. 

PB-284 411/6GI 


JOHNSON, FRANK H. 
The Cyanide 
minescence, 
AD-450 923/8GI 78-14 6A PC A02/MF A01 


Reprint: Influence of Buffer System and pH on the 
Amount of Oxygen Exchanged between Solvent 
H2O0 and the CO2 Produced in the Aerobic Oxida- 
tion of ‘Cyprindina luciferin’ Catalyzed by 
‘Cyprindina luciferase.’ 
AD-A051 107/1GI 


JOHNSON, G. 


Dynamic Analysis of Shipping Container Suspen- 
sion System for the ASROC Launched Version of 
the HARPOON Missile RGM-84-A-1. 

AD-A051 422/4GI 78-12 16A PC AO5S/MF A01 


Telemetry Systems Calibration and Validation Hand- 
book. 
AD-A050 503/2GI 78-11 


JOHNSON, G. ALAN 


A Flash Flood Aid - The Limited Area QPF 
(Quantitative Precipitation Forecast). 
PB-281 886/2GI 78-17 4B PC A02/MF A0O1 


JOHNSON, G. B. 


Focussing of an lon Beam from a Reflex Triode. 
COO-2765-7 78-14 18A PC AQ2/MF A01 


JOHNSON, G. E. 


Pretreatment of Coal During Transport. 
PATENT-4 018 654 78-13 81 Not available NTIS 


Treatability Studies of Condensate Water from 
Synthane Coal Gasification 
PERC/RI-77/13 78-14 21D PC A03/MF AO1 


JOHNSON, G. G. 
Cogeneration at Navy Bases, Navy Energy Guidance 


Study. 
AD-A057 405/3GI 


JOHNSON, G. L. 
Plutonium(IV) And Thorium(IV) Hydrous Polymer 


Chemistry. 
ORNL/TM-6365 


JOHNSON, G. M. 


Reliability Evaluation of Hermetic Dual in-Line Flat 
Microcircuit Packages 
N78-19395/0GI 


JOHNSON, G. R. 


Effects of Atmospheric Variability on Energy Utiliza- 
tion and Conservation. Final Report, 1 November 
1976--31 October 1977 

COO-1340-56 78-21 10A PC AOS/MF A01 


Effects of Atmospheric Variability on Energy Utiliza- 
tion and Conservation. Summary of Research Con- 
ducted, 1 November 1976--31 July 1977 

COO-1340-55 78-12 10A PC AQ4/MF AO1 


JOHNSON, G. VAUGHN 


Matrix Organization -- Blueprint of Nursing Care 
Organization for the 80s 
HRP-0023921/0GIi 78-11 


JOHNSON, GARY R. 


Statistical Analysis of Japanese Structural Damage 
Data 


AD-A053 482/6GI 
JOHNSON, GARY T. 


South Bend on the Move: A Study of Intraurban 
Mobility 
PB-278 680/4GI 


78-24 20F MF A01 


PC A02/MF A0O1 


Subsonic/Supersonic Advanced 


78-25 1A PC A07/MF AO1 


78-24 6E PC A09/MF A01 


Activation of Odontosyllis Lu- 


78-12 6A PC AO2/MF AQ1 


9F PC A11/MF A01 


78-23 10B PC AOS/MF AO1 


78-23 


70 PC AO2/MF A01 


78-14 9E PC A09/MF A01 


6E Not Available NTIS 
78-16 


15F PC A21/MF A0O1 


78-13 5K PC A07/MF A0O1 


PA-696 


JOHNSON, GENE O. 


Engineering Characteristics of Ohio Soil Series. 
Volume 1. Principles of Engineering Soils Taxono- 


my. 
PB-286 080/7GI 78-26 8M PC AOS/MF A01 


Engineering Characteristics of Ohio Soil Series. 
Volume 2. Engineering Properties of Ohio Soils Se- 
ries A-L. 

PB-286 081/5GI 78-26 8M PC A17/MF A0O1 


Engineering Characteristics of Ohio Soil Series. 
Volume 3. Engineering Properties of Ohio Soil Se- 
ries M-Z. 

PB-286 082/3GI 


JOHNSON, GEORGE E. 
The Evaluation of the WIN Ii Program: Methodologi- 


cal Issues and Some Initial Results, 
PB-283 673/2GI 78-22 5K PC AOS/MF AO1 


The Fiscal Substitution Effect of Alternative Ap- 
proaches to Public Service Employment Policy. 
PB-281 452/3GI 78-18 5C PC A03/MF A01 


Further Evidence on the Impact of the WIN II Pro- 
gram. 
PB-283 558/5GI 


JOHNSON, GEORGE R. 


Fire Detection, Extinguishment, and Material Tests 
for an Automated Guideway Transit Vehicle. 
AD-A047 789/3Gi 78-06 13L PC A03/MF A01 


Fire Detection, Extinguishment, and Material Tests 
for an Automated Guideway Transit Vehicle. 
AD-A056 229/8GI 78-21 13L PC A03/MF AO1 


JOHNSON, GERALD L. 


The Helmet Protects the Aviator's Head--or Does It, 
AD-A048 574/8GI 78-07 6Q PC A02/.AF A01 


JOHNSON, GORDON R. 


EPIC-2, A Computer Program for Elastic - Plastic 
Impact Computations in 2 Dimensions Plus Spin. 
AD-A058 786/5Gi 78-25 19D PC AO5/MF A01 


JOHNSON, GORDON V. 


Characterization of Nutrients and Algal Blooms at 
Abiquiu and Cochiti Reservoirs. 
PB-286 144/1GI 78-26 13B PC A06/MF A01 


JOHNSON, GRANT 


System Description: Analyzing Relations Among Or- 
ganizations Serving Youth. 
SHR-0001789 78-10 5K PC A0Q3/MF A01 


JOHNSON, H. 


Erosion of Brittle Materials by Solid Particle Impact. 
AD-A050 252/6GI 78-10 118 PC A03/MF A01 


JOHNSON, H. D. 


90503 Mock Study. Period Covered: October-- 
December 1975. 
MHSMP-76-7C 78-19 19A PC A03/MF A01 


Evaluation of Kraton GX-6500 as a Binder Material. 
MHSMP-77-54 78-14 19A PC AOQ2/MF A011 


Investigation of the Effect of Binder Crystallinity on 
the Mechanical Properties of a Plastic Bonded Ex- 
plosive. Period Covered: October--December 1976. 

MHSMP-77-5L 78-07 19A PC A02/MF A01 


78-26 8M PC A15/MF A01 


78-22 5K PC A03/MF A01 


Mechanical Properties of LX-10-1. Process Develop- 
ment Endeavor No. 105 
MHSMP-77-58 


78-14 19A MF AO1 


Mechanical Properties of TATB/Kel-F 800 Formula- 
tion. Period Covered: October--December 1975. 
MHSMP-76-7A 78-17 19A PC A02/MF AO1 


Recycling TATB PBX. 
MHSMP-78-3 78-18 19A PC A02/MF A01 


TATB PBX Development (Particle Size). 
MHSMP-77-18D 78-01 19A PC A02/MF AO1 


TATB PBX Formulation (Evaluation of Holston 
Process). 
MHSMP-77-18E 78-01 


JOHNSON, H. H. 


Reprint: Correction to: ‘Intergranular Fracture’ at 
Elevated Temperature’. 
AD-A051 015/6GI 78-11 


JOHNSON, H. L. 


Reprint: Changes in Pulmonary Volumes with Relo- 
cation to 1,600 m Following Acute Translocation to 
4,300 rm. 

AD-A053 749/8GI 78-16 6S PC A02/MF A01 
Galactic Clusters as Indicators of Stellar Evolution 


and Galactic Structure 
AD-267 619/5GI 


19A PC A02/MF A01 


20B PC A02/MF A01 


78-13 3B PC A0Q2/MF A01 


Investigation of Vapor Pressure of Metals and Metal 
Oxides 
AD-137 831/4GI 


JOHNSON, H. M. 


An IBM 370/168 Software Package for Predicting 
the Stability of a Proposed Hybrid Simulation. 
AD-A048 024/4Gi 78-06 9B PC A0S/MF A01 


78-23 7B PC A02/MF A01 


JOHNSON, H. R. 


Corrosion Testing of the General Electric-MAN- 
TECH I! GAU 8/A Penetrator. 
SAND-78-8009 78-23 194 PC A03/MF A01 


Electrodeposition of Zinc--Nickel Alloys Coatings 
SAND-77-8511 78-13 11F PC A03/MF A01 


Electroforming of a Throat Nozzle for a Combustion 
Facility (NASA Langley Reimbursable Program). 
N78-15249/3GI 78-10 11F PC A03/MF AQO1 


Electroforming of a Throat Nozzle for a Combustion 
Facility (NASA Langley Reimbursable Program) 
SAND-75-8030 78-03 13H PC A0Q3/MF AC1 


High-Temperature Ductility of Electro-Deposited 
Nickel. 
N78-22221/3GI 78-17 11F PC A03/MF A01 


High-Temperature Ductility of Electrodeposited 
Nickel (Report for Period Through May 31, 1977). 
SAND-77-8020 78-12 11F PC A03/MF A01 


Mechanical Properties of Sulfamate Nickel Elec- 
trodeposits. 
SAND-77-8042 78-25 11F PC A02/MF A01 


Property Data for Gold Deposits Produced by DC, 
Pulse, and Asymmetric AC Plating. 
SAND-78-8006 78-25 11F PC A02/MF A01 


JOHNSON, H.W. 


A Review of NASA's Propulsion Programs for Avia- 
tion. 
N78-16055/3GI 


78-11 1C PC AQ2/MF A01 


JOHNSON, HAROLD E. 


Small Arms Identification and Operation Guide- 
Eurasian Communist Countries, 
AD-A054 354/6G! 78-17 19F PC A18/MF A01 


Small Arms Identification and Operation Guide-Free 
World, 


AD-A054 355/3G! 78-17 19F PC A15/MF A01 


JOHNSON, HARVEY L. 


Program Evaluation in Residential Treatment: Some 
Practical Issues. 


HRP-0012391/9GI 78-05 6E Not Available NTIS 


JOHNSON, HERMAN L. 


The Effects of Abrupt Altitude Exposure (4300 m) 
upon the Metabolism of Glucose-14C-UL in Man, 
AD-A051 764/9GI 78-13 6A PC A03/MF A01 


Nutritional Evaluation of a BAS/a la Carte Food 
Service System, Loring AFB, Maine, 
AD-A050 836/6G! 78-11 6H PC AQ3/MF A01 


Reprint: Organ Fluid Changes and Electrolyte 
Excretion of Rats Exposed to High Altitude. 
AD-A050 987/7GI 78-11 6S PC A02/MF A01 


Reprint: Protein Metabolism During Intensive Physi- 
cal Training in the Young Adult. 
AD-A050 950/5GI 78-11 6A PC A02/MF A01 


JOHNSON, I. 


Cs--U--O Phase Diagram and Its Application to 
Uranium--Plutonium Oxide Fast Reactor Fuel Pins. 
ANL-76-126 78-11 18J PC AQ3/MF A01 


Highlights of Studies on Fluidized-Bed Combustion 
of Coal, 1977. 


ANL/CEN/FE-78-1 78-18 21B PC A03/MF AQ1 


Limestone Reactivities with SO sub 2 as Determined 
by Thermogravimetric Analysis and as Measured in 
Pilot Scale Fluidized-Bed Coal Combustors. 

CONF-770943-2 78-07 21B PC A02/MF AO1 


Limestone SO sub 2 Reactivity and Causes for 
Reactivity Loss During Multi Cycle Utilization. 
CONF-7710101-8 78-19 21B PC AO2/MF A01 


Prediction of Limestone Requirements for SO sub 2 
Emission Control in Atmospheric Pressure 
Fluidized-Bed Combustion. 

CONF-771219-3 78-18 13B PC A02/MF A01 


Reducing the Environmental Impact on Solid 
Wastes from a Fluidized-Bed Combustor 
CONF-770921-4 78-13 13B PC A02/MF A01 


Regeneration of Sulfated Limestone from FBCs and 
Corrosive Effects of Sulfation Activators in FBCs. 
Quarterly Report, October--December 1977 

ANL/CEN/FE-77-10 78-23 21B PC A03/MF A01 


Role of a Carbon Burnup Cell in Reducing SO sub 
2 Emissions from Fluidized-Bed Coal Combustion 
Plants. 


CONF-771015-12 78-12 13B PC A02/MF A01 


Study of the Volatility of Minor and Trace Elements 
in Illinois Coal. 
ANL/CEN/FE-77-4 78-09 81 PC A03/MF A01 


Supportive Studies in Fluidized-Bed Combustion 
PB-276 974/3GI 78-10 7A PC A10/MF A01 


Supportive Studies in Fluidized-Bed Combustion 
Annual Report, July 1976--June 1977. 
ANL/CEN/FE-77-3 78-16 7A PC A10/MF A01 


Supportive Studies in Fluidized-Bed Combustion. 
Quarterly Report, January--March 1977. 
ANL/ES-CEN-1019 78-07 218 PC A04/MF A01 





Supportive Studies in Fluidized-Bed Combustion. 
Quarterly Report, July--September 1977. 
ANL/CEN/FE-77-8 78-25 21B PC A0S/MF A01 


Synthetic Sorbents for Removal of Sulfur Dioxide in 
Fluidized-Bed Coal Combustors. 
ANL/CEN/FE-77-1 78-06 21B PC AQ3/MF A01 


JOHNSON, IRVING 


A High Temperature Radiation Calorimeter 
AD-016 635/5GI 78-21 148 PC A02/MF A01 


JOHNSON, J. A. 


Photovoltaic System Test Facility Electromagnetic 
Interference Measurements. 
ERDA/NASA/1022-77/11 


78-07 108 PC A02/MF A01 


JOHNSON, J.C. 
An Analysis of Underwater Sound-Transmission 
Data 

AD-034 986/0GI 78-21 20A PC A03/MF AQ1 


An Exploratory Investigation of the Tuned Dynamic 
Absorber 
AD-205 275/1GI 78-23 133 PC A02/MF A01 


Oxygenation of Dredged Material by Direct Injection 
of Oxygen and Air During Open-Water Pipeline 
Disposal. 

AD-A046 482/6GI 78-03 138 PC A10/MF A01 


The Steady-State and Transient Behavior of the 
Dynamic Absorber 
AD-206 343/6GI 


JOHNSON, J. D. 


Public Protection Strategies for Potential Nuclear 
Reactor Accidents: Sheltering Concepts with Exist- 
ing Public and Private Structures. 

SAND-77-1725 78-18 6R PC A03/MF A01 


Recent Developments in the Sesame Equation-of- 
State Library. 
LA-7130 


Wrist Joint Assembly. 
PATENT-4 068 763 78-12 13! Not available NTIS 


JOHNSON, J. DAVID 
Navy Enlisted Women in Traditional and Nontradi- 


tional Jobs. 
AD-A057 406/1GI 


JOHNSON, J. DONALD 


inactivation of Viruses in Water by Bromine and Its 
Compounds: Influence of Virion Aggregation. 
AD-A048 622/5GI 78-07 6M PC AO6/MF AO1 


JOHNSON, J.E. 


Dynamic Stress-Strain Relations for Annealed 2S 
Aluminum under Compression Impact - and Appen- 
dix 

AD-003 741/6GI 78-18 11F PC AQ3/MF A01 
Kinetics of Char Gasification Reactions under Con- 
ditions of Underground Coal Gasification. 
CONF-770652-9 78-07 7D PC A03/MF A01 


Laboratory Support for In Situ Gasification Reaction 
Kinetics. Quarterly Report, April--June 1977. 
ANL/CEN/FE-77-6 78-14 70 PC AO2/MF A01 


Laboratory Support for in Situ Gasification Reaction 

Kinetics. Quarterly Report, January--March 1977. 

ANL/CEN/FE-77-2 78-08 21D PC AQ2/MF A01 

Variable Cycle Gas Turbine Engines. 

PATENT-4 064 692 

78-12 21E Not available NTIS 

JOHNSON, J. E. JR. 

View on Techniques of Preparation of Cell and Tis- 

sue Culture Specimens for Electron Microscopy. 

LBL-5638 78-14 6C PC A02/MF A01 
JOHNSON, J. F. 


Assessment of the Risk of Transporting Plutonium 
Dioxide by Cargo Aircraft. 
BNWL-2030 78-01 


JOHNSON, J. H. 


Army weapon projectors. 
AD-373 879/6GI 78-16 19F PC AQ8/MF A01 


Research in Fluorine Chemistry. 
AD-374 684/9GI 78-16 7B PC AQ3/MF A01 


JOHNSON, J. J. 


MODSAP: A Modified Version of the Program SAP 
IV for the Static and Dynamic Response of Linear 
and Localized Nonlinear Structures. 

GA-A-14405 78-03 20K PC A02/MF A01 


Preliminary Seismic Analysis of the GCFR Core and 
Core Support Structure. 
GA-A-14723 78-20 18! 


JOHNSON, J. L. 


Advanced Current Collection Research. 
AD-A052 394/4GI 78-14 9C PC AO5/MF A01 


Advanced Current Collection Research. 
AD-A056 273/6GI 78-21 9C PC A08/MF AQO1 


78-23 20K PC A03/MF A01 


78-18 20L PC A02/MF A01 


78-23 Si PC A03/MF A01 


18H PC A08/MF A01 


PC A09/MF A0O1 


Comparative Numerical Studies of Ideal Mag- 
netohydrodynamic Instabilities. 
PPPL-1349 78-04 201 PC A02/MF A01 


Dynamical Grid Method for Time Dependent Simu- 
lations of Axisymmetric Instabilities in Tokamaks. 
PPPL-1359 78-05 20! PC A0Q4/MF AO1 


JOHNSON, J. M. 


Improved Railroad Operations Using a Railroad Au- 
tomated identification and Location System. 
Volume 1: New Procedures for Making Tactical 
Operations Planning Decision. 
PB-275 591/6GI 78-06 


JOHNSON, J. N. 
Analytical Failure Surfaces for Oil Shales of Varying 


Kerogen Content. 
LA-UR-77-1005 78-03 8!| PC A02/MF A0O1 


Characterization of Two Commercial Explosives. 
LA-7140 78-23 194 PC A02/MF A01 


JOHNSON, J. P. 


Mass Spectrometric Study of Dissociative and Non- 
dissociative Electron Attachment to Organic 
Molecules. 

TID-27708 78-06 7D PC A11/MF A01 


North Stanley Polymer Demonstration Project, 
Second Annual Report. 
BERC/TPR-77/7 


JOHNSON, J. R. 


Annual Limits on Intake and Derived Air Concentra- 
tions for the Radioiodines with Mass Numbers from 
123 to 135. 

AECL-5701 78-21 


Ceramics in the Future. 
PB-281 967/0GI 78-18 118 Not available NTIS 


interrelations Between Phase Diagrams and Hydrid- 
ing Properties for Alloys Based on the intermetallic 
Compound FeTi+ . 
BNL-22308 


Measurement of exp 
Phoswich Detectors. 

AECL-5854 78-22 6R MF AO1 
Metal Hydride Development Program at Brookhaven 


National Laboratory. 
BNL-23574 


JOHNSON, J. W. 
A Computer-Based Cascade impactor Data Reduc- 


tion System. 
PB-285 433/9GI 78-26 98 PC A99/MF A01 


A Data Reduction System for Cascade Impactors. 
PB-283 173/3GI 78-22 13B PC A03/MF A01 


Manual of Amphibious Oceanograph. Volume 1. 
Sections 1-3, 
AD-B950 027/3GI 78-19 8C PC A99/MF A01 


Summary of Research on Waves, Surf, and Beaches 
(Part I) 


AD-010 957/9GI 78-18 8C PC A03/MF A01 
Summary of Wave Data for Cape Mendocino, 
California 

AD-024 631/4GI 78-21 8C PC A02/MF A01 


Summary of Wave Data for San Francisco Bay and 
Vicinity 

AD-003 745/7GI 78-18 8C PC A02/MF A01 
Wave-Velocity Method of Depth Determination by 
Aerial Photographs. 
AD-496 092/8GI 


JOHNSON, JACKIE 


Financial Support of Higher Education in Washing- 
ton. A National Comparison, 
PB-273 452/3GI 78-02 5i 


JOHNSON, JAMES 


Commodity Program Provisions Under the Food 
and Agriculture Act of 1977. 
PB-283 653/4GI 78-22 2B PC A03/MF A01 


JOHNSON, JAMES E. 
Development of Criteria for the Control of Cutting 


and Cooling Fluid Mists. 
PB-275 604/7GI 78-09 13! 


JOHNSON, JAMES H. 
Helping Police Officers Cope with Stress. A Cogni- 
tive-Behavioral Approach. 
AD-A054 982/4GI 78-18 5J PC A03/MF A01 
Life Stress, Depression and Anxiety: Internal-Exter- 


nal Control as a Moderator Variable. 
AD-A047 927/9GI 78-06 5J PC A02/MF A01 


Life Stress, Organizational Stress, and Job Satisfac- 

tion. 

AD-A055 153/1GI 78-18 51 PC A02/MF A011 

Mood States and the Reporting of Life Changes. 

AD-A054 285/2GI 78-17 5J PC AO2/MF A01 
JOHNSON, JAMES M. 


Radio Tagging Report of Finback and Humpback 
Whales. 


13F PC A11/MF AO1 


78-09 8i PC A07/MF A01 


6R MF AO1 


78-05 11F PC AQ3/MF AQ01 
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78-16 11F MF AO1 


78-20 8C PC A03/MF A01 


PC A0Q2/MF AO1 


PC A07/MF AO1 


JOHNSON, K. S. 


AD-A058 390/6G! 78-25 6B PC A02/MF A01 


JOHNSON, JAMES THOMAS RALPH JR. 


The Use of ERTS-1 Imagery to Monitor Surface 
Mining of Coal in North Central Tennessee. 
AD-A052 294/6G! 78-14 81 PC A04/MF A01 


JOHNSON, JANICE 


Aquatic Disposal Field investigations, Columbia 
River Disposal site, Oregon Appendix A. Investiga- 
tion of the Hydraulic Regime and Physical Nature of 
Bottom Sedimentation. 

AD-A054 725/7GI 78-17 138 PC A18/MF AO1 


Constraining Nonmetric Multidimensional Scaling 
Configurations. 


AD-A045 800/0G! 78-01 5J PC AQ4/MF A01 


JOHNSON, JEAN E. 


Easing Children's 
Procedures. 
HRP-0023029/2G! 


Fright During Health Care 


78-15 6E Not Available NTIS 


JOHNSON, JEFF 


Highlights of Center Materials (1966-1975): An An- 
notated Resource. 


PB-282 332/6GI 78-19 5K PC A04/MF A01 


JOHNSON, JEFFREY H. 


Aquatic Disposal Field Investigations, Ouwamish 
Waterway Disposal Site, Puget Sound, Washington. 
Evaluative Summary. 
AD-A058 445/8G! 


78-25 13B PC AOS/MF A01 


JOHNSON, JEROME M. 


Atlanta Center Upgraded Third Generation Enroute 
ATC System Operations: A Case Study. 
AD-A056 180/3G! 78-21 17G PC A08/MF A0O1 


Oakland Bay TRACON and Los Angeles TRACON: 
Case Studies of Upgraded Third Generation Ter- 
minal ATC Operational Impact. 

AD-A055 938/5GI 78-20 17G PC A10/MF AO1 


JOHNSON, JESSE LEE JR. 


A Descriptive Profile of Seventy-Three Women Con- 
victed of Murder in Texas. 


AD-A056 288/4G! 78-21 5K PC AOS/MF A01 


JOHNSON, JOHN C. 


Comparison of Analysis Techniques for Electromyo- 
graphic Data, 
AD-A050 032/2GI 78-10 SH PC A02/MF A01 


Helmet Cold Conditioning: Correlation of Structural 
Temperatures in Actual and Simulated Cold En- 
vironments, 


AD-A050 033/0GI 78-10 6Q PC A0Q2/MF A01 


JOHNSON, JOHN P. 


Reprint: Plasmapheresis and Immunosuppressive 
Agents in Antibasement Membrane Antibody-in- 
duced Goodpasture's Syndrome. 

AD-A054 519/4G! 78-17 6E PC A02/MF A01 


JOHNSON, JOHN R. 


A New Photometric Reflection Method for the 
Determination of the Optical Constants of Crystals. 
AD-218 659/1GI 78-24 208 PC A07/MF A01 


JOHNSON, JOSEPH N. 


Mercury in Southern California Waters: Inputs, Dis- 
tribution, and Fate. 


PB-274 465/4GI 78-04 8J PC AQ4/MF AQ1 


JOHNSON, JOYCE S. 


Physician Staff Recruitment in Large Practice Or- 
ganizations. Part 1 -- Temporal Aspects of Vacancy 
Formation and Recruiting. 

HRP-0019232/8G! 78-14 6E Not Available NTIS 


Physician Staff Recruitment in Large Practice Or- 
ganizations. Part 2 -- Effects of Environmental and 
Organizational Characteristics on Recruitment Suc- 
cess. 


HRP-0019233/6Gi 78-14 6E Not Available NTIS 


JOHNSON, K. 


Atlantis Cruise 198 and Caryn Cruise 78 - a Drift 
Study of the Gulf Stream 
AD-056 869/1GI 78-14 8C PC A02/MF A01 


JOHNSON, K. G. 


Effects of Errors on Decoupled Control Systems. 
N78-27138/4GI 78-23 1C PC A05S/MF AO1 


JOHNSON, K. H. 


Analogies Among Active Sites of Coordinatively-Un- 
saturated Transition-Metal Complexes, Surfaces 
and Supported Catalysts. 

AD-A048 289/3G1 78-07 70 PC A02/MF A01 
Analogies Among Chemical Properties of Metal Sur- 


faces, Organometallic Molecules, and Enzymes. 
AD-A056 688/5G! 78-22 7D PC AQ4/MF AO1 


Electronic Structure of Metal and Alloy Surfaces. 
AD-A056 689/3G! 78-22 11F PC AOQ2/MF AO1 


JOHNSON, K. S. 


Summary Report on Sait Dissolution Review Meet- 
ing, March 29--30, 1977. 


Y/OWI/TM-31 78-06 18G PC AQ2/MF A01 
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JOHNSON, K. W. 


Bibliography of Flywheel Energy Storage Systems. 
UCID-17592 78-08 10A PC A15/MF A01 


Post-Processing of MASTER CONTROL Output: A 
Description and Explanation of Two TRIX Alter 
Files. 

UCID-17739 78-17 98 PC A03/MF A01 

JOHNSON, KAREN RUTH 

Nursing Leadership -- A Comparative Study of Self 
Concept, Leadership Style and Leadership Effec- 
tiveness. 

HRP-0016476/4Gi 78-15 6E Not Available NTIS 


JOHNSON, KARL M. 
1977 USAMRIID Planning Session with the AD HOC 
Study Group for Special Infectious Disease 
Problems, 27-28 October 1977. 
AD-A054 913/9GI 78-18 6E PC A04/MF A01 


JOHNSON, KENNETH 


Rural Jobs from Rural Public Works: A Rural Em- 
ployment Outreach Experimental and Demonstra- 
tion Project - Phase Two. 

PB-283 094/1GI 78-22 5! PC AO6/MF A0O1 


JOHNSON, KENNETH G. 


Education to Provide Primary Medical Care. 
HRP-0018690/8GI 78-07 6E Not Available NTIS 


Objectives of Primary-Care Educational Programs. 
HRP-0018691/6G! 78-07 6E Not Available NTIS 


Patients’ Acceptance of Physician's Assistants. 
HRP-0013506/1Gi 78-01 6E Not Available NTIS 


Regionalization of Perinatal Care for the United 
States. 
HRP-0017102/5Gi 78-06 6E Not Available NTIS 


JOHNSON, L. 


Management Information System for ESD Program 
Offices. 
AD-A056 103/5GI 78-21 9B PC A08/MF AC1 


Rapid Core Removal Method for Hollow DS Eutectic 
Turbine Blades. 
AD-A054 829/7GI 78-18 21€ PC A03/MF A01 


JOHNSON, L. C. 


Reprint: Biofeedback and Performance. 
AD-A051 446/3GI 78-12 6P PC A02/MF AO1 


Electron Number Density Measurement by Ruby 
Laser Interferometry 
CONF-770725-1 78-07 201 PC A02/MF A01 


Reprint: Electrophysiological Sleep Survey. 
AD-A058 210/6G! 78-24 6P PC A02/MF A0O1 


Reprint: Exercise and Sleep Loss: Effects on 
Recovery Sleep 
AD-A047 700/0G) 78-05 6S PC A02/MF A01 


Measurements of the Parametric Decay of CO sub 2 
Laser Radiation into Plasma Waves at Quarter Criti- 
cal Density Using Ruby Laser Thomson Scattering. 

PPPL-1394 78-14 201 PC AO2/MF A01 


Reprint: Sleep During and After Gradual Sleep 
Reduction. 
AD-A053 751/4GI 78-16 5J PC A02/MF A01 


Reprint: Variations in Sleep Schedules. 

AD-A048 381/8GI 78-07 5J PC A02/MF AO1 
JOHNSON, L. J. 

LASL Models for Environmental Transport of 

Radionuclides 

LA-UR-77-1020 78-01 18G PC A02/MF A01 

LASL Models for Environmental Transport of 

Radionuclides in Forests. 

LA-UR-78-1097 78-22 13B MF AQ1 


JOHNSON, L. M. 


ALOFT Flight Test Report. 
AD-B025 099/3GI 78-17 20F PC A06/MF A01 


JOHNSON, L. P. 


Design Cptimization in Underground Coal Systems. 
interim Report, January--March 1977. 
FE-1231-8 78-09 81 PC A04/MF A01 


Design Optimization in Underground Coal Systems: 
Section 1. Structural Parameters of Coal Measure 
Rocks. Section 2. Longwall Mining System Strata 
Simulator. Section 3. Design Criteria for Un- 
derground Roof-Truss Support Systems. Interim Re- 
port, April--June 1977. 

FE-1231-9 78-14 81 PC A04/MF A01 


JOHNSON, L. R. 


Broadband Discrimination Studies. 
AD-A054 973/3GI 78-18 17J PC A02/MF A01 


JOHNSON, L. RAY 


Shared Management Engineering Services for Mis- 
sissippi Hospitals. 
HRP-0018814/4Gi 78-09 6E PC A06/MF A01 


JOHNSON, L. W. 


Reprint: Stress Responses of Pilots Flying High- 
Performance Aircraft during Aerial Combat Maneu- 
vers 
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AD-A045 629/3GI 78-01 6S PC A02/MF A01 
JOHNSON, LANE R. 


Reprint: Source Parameters of Moderate Size 
Earthquakes and the Importance of Receiver 
Crustal Structure in Interpreting Observations of 
Local Earthquakes. 

AD-A051 265/7GI 78-12 8K PC A02/MF AO1 


JOHNSON, LARRY H. 


Contractor Testing and the Army Test and Evalua- 

tion Master Plan for Full Scale Engineering 

Development. 

AD-A052 393/6G! 78-14 5A PC A03/MF A01 
JOHNSON, LAVERNE C. 

Reprint: The EEG during Sleep as Viewed by a 


Computer. 
AD-A053 280/4GI 78-15 6P PC A02/MF A01 


Reprint: The Rapid Eye Movement Cycle is a Sleep- 

Dependent Rhythm. 

AD-A045 579/0GI 78-01 6P PC A02/MF A01 
JOHNSON, LAWRENCE D. 

Finite Element Analysis of the Columbia Lock Pile 


Foundation System 
AD-A049 480/7GI 78-09 13B PC A03/MF A01 


JOHNSON, LEE Ww. 
Contingency Approximation in Milestone Setting for 


Navy R and D Activities. 

AD-A048 461/8GI 78-07 5A PC A02/MF A01 
JOHNSON-LENZ, JUDY 

Community Issues Dialogue, Technical Manual: 

Description of Computer Programs and Technical 


Documentation. Appendix C. 
PB-274 289/8GI 78-03 13B PC A12/MF A01 


JOHNSON-LENZ, PETER 


Community Issues Dialogue, Technical Manual: 
Description of Computer Programs and Technical 
Documentation. Appendix C. 

PB-274 289/8GI 78-03 13B PC A12/MF A01 


Community Issues Dialogue, User's Guide: Interac- 
tive/Batch Analysis and Reports Program. Appendix 


=. 
PB-274 288/0GI 78-03 13B PC A06/MF AO1 
JOHNSON-LENZ, TRUDY 


Community Issues Dialogue, User's Guide: Interac- 
tive/Batch Analysis and Reports Program. Appendix 
E 


PB-274 288/0G! 78-03 13B PC A06/MF A01 
JOHNSON, LEONARD 
Development of Techniques for Investigating Ac- 


cident Causation. 
PB-281 707/0GI 78-18 13F PC AO5/MF A01 


JOHNSON, LEONARD R. 


User Satisfaction as a Function of Recreation 
Management: A Model of Recreation Succession. 
MSU-NSF Gallatin Canyon Study, 

PB-277 977/5GI 78-12 5K PC A03/MF A01 
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Control by Dissolution at Depth. 
AD-A048 494/9G! 78-07 8J PC A02/MF A01 


JOHNSON, THOMAS L. 


Washington State Refineries: Petroleum, Petroleum 
Derivatives and Wastewater Effluent Characteristics. 
PB-283 401/8GI 78-22 7D PC E06/MF A01 


JOHNSON, THOMAS M. 
Physician's Assistants in Florida. A Report for 
Physicians. 
HRP-0900087/8G! 


JOHNSON, TIMOTHY E. 
Lightweight Building Materials for the Storage of 


Solar Energy. 
PB-275 684/9GI 


JOHNSON, V. A. 


Genetic Improvement of Productivity and Nutritional 
Quality of Wheat. 
PB-279 445/1GI 


JOHNSON, V. C. 


Preliminary Study of the Geology and Uranium 
Favorability of the Forest City Basin in Kansas, Mis- 
souri, lowa, and Nebraska. 

GJBX-83(77) 78-13 8! 


JOHNSON, W. 


Calculated Hovering Helicopter Flight Dynamics 
with a Circulation Controlled Rotor. 
N78-10002/1GI 78-05 1A PC A03/MF A01 


Comparison of Measured and Calculated Helicopter 
Rotor Impulsive Noise. 
N78-20917/8GI 78-15 20A PC A03/MF A01 


Effect of Steam Oxidation on the Strength and 
Elastic Modulus of Graphite H-451. 
GA-A-14657 78-19 18J PC A0Q4/MF A01 


Three-Dimensional Computations. Volume Il: 45 deg 
Oblique Impact. 
AD-A051 296/2GI 78-12 19D PC A03/MF A01 


Three-Dimensional Computations, Volume IV: 77.5 
Degrees Oblique Impact. 
AD-A051 092/5GI 78-12 


JOHNSON, W. A. 


Safeguards Material Control at Licensed Processing 
Facilities. Quarterly Report. 
UCID-17525-77-1 78-05 


JOHNSON, W. B. 


LIDAR Observations of Plume Diffusion at Rancho 
Seco Generating Station. Final Report. 
EPRI-NP-238 78-01 4A PC A06/MF A01 


The Relation of Oxidant Levels to Precursor Emis- 
sions and Meteorological Features. Volume |. Analy- 
sis and Findings. 

PB-275 001/6GI 78-05 4A PC A08/MF A01 


The Relation of Oxidant Levels to Precursor Emis- 
sions and Meteorological Features. Volume ll: 
Review of Available Research Results and Monitor- 
ing Data (As of November 1975). 

PB-275 326/7GI 78-06 4A PC AO05/MF A01 


JOHNSON, W. D. 


Distributed Data Processing Technology. Volume IV. 
Application of DOP Technology to BMD: Architec- 
tures and Algorithms. 
AD-A047 475/9GI 


JOHNSON, W. DONALD 


Lift Hysteresis of an Oscillating Slender Ellipse. 
AD-A049 343/7GI 78-08 20D PC A07/MF A01 


JOHNSON, W. E. 


Reprint: Research Direction and Economic Feasi- 
bility: An Example of Systems Analysis for Lobster 
Aquaculture, 

PB-277 495/8GI 78-11 6C PC A03 


Three-Dimensional Computations. Volume Ill. 60- 
Deg Oblique Impact. 
AD-A051 350/7GI 


JOHNSON, W. F. 
Automated System for Fractionation of Blood Sam- 


ples. 
CONF-780326-1 78-21 68 PC A02/MF A01 


Dynamic Multistation Photometer. 
PATENT-4 030 834 
78-21 148 Not available NTIS 


New Portable Centrifugal Fast Analyzer with Ex- 
panded Versatility. 
CONF-770332-1 


JOHNSON, W. G. 


Stresses in Reinforced Nozzle-Cylinder Attachments 
under Internal Pressure Loading Analyzed by the 
Finite-Element Method: A Parameter Study. 

ORNL/NUREG-4 78-09 181 PC A10/MF A01 


JOHNSON, W. L. 


Plasma Polymerization Coating of D-T Filled Glass 
Shells for Laser Fusion Targets. 
UCRL-80162 78-16 18A PC A02/MF A01 


Superconductivity, Magnetic Susceptibility, and 
Electronic Properties of Amorphous (Mo/sub 1-x/ 
RU/sub x/) sub 80 P sub 20 Alloys Obtained by 
Liquid Quenching. 
CALT-822-99 


78-12 6E PC A02/MF A01 


78-07 13C PC AOS/MF AQ1 


78-15 2D PC A09/MF A01 


PC A02/MF A01 


19D PC A04/MF AO1 


18J PC A06/MF A01 


78-05 98 PC AQ9/MF A01 


78-12 19D PC AOS/MF A01 


78-04 148 PC A03/MF A01 


78-15 20L PC A03/MF A01 





JOHNSON, W. R. 


Gas-Turbine and Advanced-HTGR Materials Screen- 
ing Test Program. Semiannual Progress Report for 
the Period March 31, 1977--September 30, 1977. 

GA-A-14778 78-22 11F PC A0O3/MF AO1 


Gas Turbine and Advanced HTGR Materials Screen- 
ing Test Program: 10,000-Hour Results and Semian- 
nual Progress Report for the Period Ending March 
31, 1977 


GA-A-14407 78-08 18J PC A12/MF A01 


The Interaction of Plane and Cylindrical Sound 
Waves with a Stationary Shock Wave 
AD-146 197/9GI 78-13 20A PC A07/MF AO1 


The Skylab S191 Spectrometer Experiment: Analy- 
sis of Data and Their Applications to the Earth 
Sciences. 

N78-31509/0GI 78-26 14B PC AO5/MF A01 


Spatial Distribution of Fission Product gamma-Ray 
Energy Deposition in Light Water Reactor Fuel Ele- 
ments. Final Report 

EPRI-NP-672(V.1) 78-23 18! PC AQS5S/MF A0O1 


Spatial Distribution of Fission Product gamma-Ray 
Energy Deposition in Light Water Reactor Fuel Ele- 
ments. Final Report. 
EPRI-NP-672(V.2) 


JOHNSON, W. S. 


Commercial Demand for Energy: A Disaggregated 
Approach. 
ORNL/CON-15 78-23 10A PC A04/MF A01 


Commercial Energy Use: A Disaggregation by Fuel, 

Building Type, and End Use. 

ORNL/CON-14 78-16 
JOHNSON, WALLACE E. 


Hydro Code Study 
AD-A048 553/2GI 


78-23 181 PC AQ7/MF A01 


10A PC AOS/MF AO1 


78-07 16C PC A0Q3/MF A01 


State-of-the-Art Survey and Economic Comparison 
of Freezing Processes. 
PB-273 298/0GI 78-01 


JOHNSON, WALTER C. 


Distribution of Flatband Voltages in Laterally Nonu- 
niform MIS Capacitors and Application to a Test for 
Nonuniformities. 

AD-A051 167/5GI 78-12 9E PC A02/MF AO1 
Study of Electronic Transport and Breakdown in 


Thin Insulating Films. 
AD-A054 984/0GI 


JOHNSON, WALTER R. 


Diffraction of a Mach Stem Shock over a Square 
Block 
AD-087 037/8GI 


7A PC A04/MF A01 


78-18 20L PC AOS/MF A01 


78-02 20D PC A06/MF A01 


Three-Dimensional Observations on the Passage of 
Shock Waves over a Rectangular Block 
AD-034 065/3GI 78-18 20K PC AQ2/MF A01 


JOHNSON, WARREN W. 
Measurements of Combined Axial Mass and Heat 
Transport in He II. 
PB-279 058/2G! 78-14 20M PC AOS/MF A01 
JOHNSON, WILLIAM EARL 
Reallocating Navy Exchange Space to Maximize 
Profit. 
AD-A048 408/9GI 78-07 5A PC A04/MF A01 


JOHNSON, WILLIAM FAWVER 


Upper Ocean Thermal Structure Forecast Evalua- 
tion of a Model Using Synoptic Data 
AD-A048 526/8GI 78-07 8J PC AQ3/MF A01 


JOHNSON, WILLIAM K. 
Hydrologic Engineering Methods for 
Resources Development. Volume 9. 
Systems Analysis for Conservation 
AD-A052 599/8GI 78-14 13B PC A06/MF A01 
JOHNSON, WILLIAM S. 
Investigation of the Kline-Fogleman Airfoil Section 


for Rotor Blade Applications. 

N75-77676/5GI 78-01 
JOHNSSON, B. 

( Gamma ,p) Reaction in exp 30 Si, exp 68 Zn and 

exp 130 Te at Intermediate Energies 

INIS-mf-3835 78-09 20H MF A01 

( Gamma ,2N) Reaction in exp 12 C and exp 16 O at 

Intermediate Energies. 

INIS-mf-3834 78-09 20H MF A0O1 

Photospallation of exp 51 V at Intermediate Ener- 


gies 
LUNP-7602 


JOHNSTON, A 


Band Crossing in exp 172 Hf. 
ANU-P-691 78-26 20H PC A02/MF A01 
Decoupled 2-Quasiparticle Bands and Backbending 


in exp 174 W and exp 172 Hf. 
ANU-P-679 


Water 
Reservoir 


1A PC AO3/MF A01 


78-09 20H MF A0O1 


78-20 20H MF AO1 


High Spin States and Two-Quasiparticle Structure 
in exp 172 Hf. 
ANU-P-683 78-20 20H MF AO1 


High Spin States in exp 172 W, exp 174 W and exp 
176 W Studied by ( Exp 16 O,XN) Reactions: Decou- 
pled Quasiparticle Bands and Backbending. 

ANU-P-674 78-22 20H MF AO1 


JOHNSTON, A. R. 


Automated Mixed Traffic Vehicle (Amtv) Technology 
and Safety Study. 
N78-25257/4GI 


78-20 13F PC A07/MF A011 


JOHNSTON-ARUTHUR, T. 


Host Mediated Assay Mutagenicity Test of Irradiated 
Standard Food Pellets and Their Extracts Using Sal- 
monella Typhimurium G46 and TA1530. 

SGAE-2773 78-26 6R PC A02/MF A01 


JOHNSTON, D. B. 


Digital Spectrometer Scan Controller. 
COO-913-67 78-07 20F PC A02/MF A01 


JOHNSTON, D.C. 


Reprint: Superconducting and Normal State Proper- 
ties of Li(1+ x)Ti(2-x)O4 Spinel Compounds. |. 
Preparation, Crystallography, Superconducting Pro- 
perties, Electrical Resistivity, Dielectric Behavior, 
and Magnetic Susceptibility. 

AD-A050 454/8GI 78-10 20L PC A03/MF A01 


Reprint: Superconductivity in a New Ternary Struc- 
ture Class of Boride Compounds. 
AD-A050 991/9GI 78-11 7D PC A02/MF A01 


JOHNSTON, DAVID A. 


Reviewing the National Technical Information Ser- 
vice’s State and Local Government Information Pro- 
gram. 


PB-278 552/5GI 78-13 5B PC A06/MF A01 


JOHNSTON, DAVID C. 


A Metallurgical Approach to High Temperature Su- 
perconductivity. 


AD-A051 923/1GI 78-13 20L PC A0Q3/MF A01 


A Model for Forecasting the Computer Require- 
ments for the Air Force Institute of Technology 
School of Systems and Logistics. 

AD-A047 277/9GI 78-04 5A PC A07/MF A01 


JOHNSTON, DAVID G. 


Primary Care Centers -- Design and Construction. 
HRP-0024104/2GI 78-23 6E Not Available NTIS 


JOHNSTON, DONALD R. 


Use of Algorithms for Developing a Handbook to 
Aid Individuals in Coping with Medical Problems in 
a Nuclear Attack Emergency. 

AD-A048 444/4GI 78-07 6E PC A04/MF AO1 


JOHNSTON, EILEEN L. 


Wlinois Directory of Environmental Information. 
PB-281 070/3GI 78-18 5B PC A07/MF A01 


JOHNSTON, ELLEN 


Effects of Phytoplankton on Dissolved Oxygen Con- 
centration in Catfish Ponds, 
PB-278 184/7GI 78-13 6F PC A03/MF AO1 


JOHNSTON, G. W. 


The Influence of Background Noise Level and 
Signal Duration on the Judged Annoyance of Air- 
craft Noise. 


N78-31875/5GI 78-26 1B PC A03/MF A01 


JOHNSTON, HERRICK L. 


Formation, Stability and Crystal Structure of Solid 
Silicon Monoxide 
AD-000 994/4GI 78-18 20L PC A02/MF A01 


Formation, Stability and Crystal Structure of the 
Solid Aluminum Suboxides: A12/ and A1/ 
AD-018 365/7GI 78-21 7D PC A02/MF A01 


The Germanium-Oxygen System 
AD-026 969/6GI 78-21 20L PC AQ2/MF A01 


Heat Capacity of Ammonium Chromium Alum 
AD-010 066/9GI 78-18 7D PC AO2/MF A01 


The Heat Capacity of Titanium from 15 to 305 K 
AD-003 199/7GI 78-18 11F PC A02/MF A01 


The Reaction Between BaO and C, and BaO and Si 
AD-057 442/6GI 78-21 70 PC A02/MF A01 


The Reaction Occurring on Thoriated Cathodes 
AD-031 225/6GI 78-21 9A PC AO2/MF A01 


Thermal Expansion of Zirconium Between 298 and 
1600 K 
AD-004 340/6G! 78-18 11F PC A02/MF A01 


Vapor Pressures of Inorganic Substances: Zirconi- 
um Dioxide 


AD-018 364/0GI 78-21 7D PC A02/MF A01 


JOHNSTON, |. R. 


Recrystallisation of ROX at W.R.E. 
AD-A047 006/2GI 78-04 19A PC A02/MF AO1 


JOHNSTON, R. R. 


JOHNSTON, J.A. 


The Effect of Light on the Oxygen Metabolism of 
the Photosynthetic Bacterium, Rhodospirillum 
rubrum 

AD-042 810/2GI 


JOHNSTON, J. D. 


End Effector Device. 
PAT-APPL-885 061/GI 78-13 5H PC A02/MF AQO1 


JOHNSTON, J. E. 
Development Work on Superconducting Coils for a 


Large Mirror Fusion Test Facility (MFTF). 
UCRL-78891 78-07 18A PC A02/MF AO1 
JOHNSTON, J. MONTE 

Reprint: Cholinesterase Response and Sympto- 

matology from Exposure to Organic Phosphorus In- 

secticides, 

PB-278 085/6GI 
78-13 6J 


JOHNSTON, J. R. 
Materials Technology Assessment for Stirling En- 


gines. 
CONS/1011-22 78-16 13F PC A02/MF A01 


Materials Technology Assessment for Stirling En- 
gines. 
N78-17187/3GI 


JOHNSTON, J. S. 
Progress Report on Studies of Drosophila Dispersal 


and Species Packing. 
ORO-4023-8 


JOHNSTON, JAMES L. 


Cost Analysis of Family Planning Delivery Systems. 
HRP-0025900/2G! 78-24 6E PC A03/MF A01 


JOHNSTON, JAMES V. 
Laying and Aiming Study for Advanced Land Com- 


bat Systems. Part Il. 
AD-A054 127/6GI 


JOHNSTON, JOHN M. 
Atlantic Fleet Tactical Command Readiness Pro- 


gram (TCRP). 
AD-A048 770/2GI 


JOHNSTON, K. D. 


A Numerical Solution of the Navier-Stokes Equa- 
tions for Chemically Nonequilibrium, Merged Stag- 
nation Shock Layers on Spheres and Two-Dimen- 
sional Cylinders in Air. 

N78-23390/5GI 78-18 20D PC A06/MF A01 


JOHNSTON, KATHRYN THERESE 
Area Handbook for Venezuela, 
AD-A046 789/4G! 

JOHNSTON, LAURENCE 


Reprint: An Analysis of Sand Fly Light Trap Collec- 
tions in the Panama Canal Zone (Diptera: 
Psychodidae). 

AD-A050 735/0G! 78-11 


JOHNSTON, MARGARET K. 


Cypress Wetlands for 
Recycling and Conservation. 
PB-273 097/6GI 78-01 


JOHNSTON, MARK 
NPSPS (National Program for Selected Population 
Segments). Manual 9. Handicapped. Ready, Willing 
and Disabled: The Story of Project Employ, Colum- 
bus, Ohio. 
PB-283 374/7GI 
JOHNSTON, P. J. 


Subsonic Longitudinal Aerodynamic Characteristics 

and Engine Pressure Distributions for an Aircraft 

with an Integrated Scramjet Designed for Mach 6 

Cruise. 

N77-33108/0GI 
JOHNSTON, PAUL B. 

Etiologic Studies of Trachoma on Taiwan 

AD-233 423/3GI 78-01 6E PC AQ2/MF A01 
JOHNSTON, PENELOPE 

Inter-Agency Collaboration in Drug Rehabilitation. 

SHR-0001610 78-04 5K PC A11/MF AO1 
JOHNSTON, R. E. 


Modular Fast Fourier Transform Processor. 

AD-A055 680/3G! 78-20 98 PC A05/MF A01 
JOHNSTON, R. P. 

Cost Benefit Study of Advanced 

Technology for Aircraft Turbine Engines. 

N78-11081/4GI 78-06 21E PC AOS/MF A0O1 

Energy Efficient Engine: Preliminary Design and In- 


tegration Studies. 
N78-31108/1GI 


JOHNSTON, R. R. 


Radiative Properties of High Temperature. li. 
UCRI-13786 78-13 18F PC AOQ7/MF AO1 


78-18 6M PC A02/MF A01 


(Order as PB-278 081, MF A01) 


78-12 21G PC AQ2/MF AQO1 


78-07 6F PC A0Q2/MF A01 


78-17 160 PC AO2/MF A01 


78-07 15G PC A02/MF A01 


78-03 5C MF AO1 


6F PC A02/MF A01 


Water-Management, 


13B PC A99/MF A01 


78-22 SI 


PC A0Q3/MF AO1 


78-04 1A PC A17/MF A01 


Materials 


78-26 21E PC A18/MF AQ1 


PA-701 





JOHNSTON, RAYMOND E. 
Evaluation of a 100-Watt Elevated High-intensity 
Runway Edge Light. 
AD-A051 651/8G! 


JOHNSTON, RICHARD L. 
Reprint: Temperature and Pressure Variation of the 


Refractive index of Diamond. 
PB-285 150/9GI 78-26 20F Not available NTIS 


JOHNSTON, RICHARD S. 

The Economics of Hatchery Production of Pacific 

Oyster Seed: A Research Progress Report, 

PB-273 636/1GI 78-02 6C PC A02 
JOHNSTON, ROBERT A. 

General Plan implementation: The Growth-Phasing 

Program of Sacramento County, 

PB-286 072/4GI 78-26 13B PC AOS/MF AO1 
JOHNSTON, RUTH 

Nurses and Job Satisfaction: A Review of Some 


Research Findings. 
HRP-0018115/6GI 


JOHNSTON, S.C. 
Gasdynamic Measurements for the LASL Intense 


Neutron Source. 
SAND-77-8294 


JOHNSTON, STEVEN 
An Interactive Computer Aiding System for Group 


Decision Making. 
AD-A047 706/7GI 


JOHNSTON, T.L. 
The Fracture Behaviour of Silver Chioride-Alumina 
Composites 
AD-248 958/1GI 78-01 11D PC A03/MF A01 
The Measurement of the Absolute Energy of Low 
Angle Dislocation Boundaries in Zinc 
AD-094 492/6G! 78-22 11F PC A03/MF AO1 
Preliminary investigation of Surface Effects in Flow 
and Fracture 
AD-124 419/3G! 78-22 20 PC A02/MF A01 
The Strength of lonic Solids 
AD-248 957/3GI 78-01 20L PC A03/MF A01 


A Study of Cleavage Crack Propagation in a Zinc 

Single Crystal 

AD-147 912/0GI 78-22 
JOHNSTON, THOMAS F. 

Secret Depth Sounder. 

PATENT-4 086 560 78-25 8J Not available NTIS 
JOHNSTON, W. 


A Viscous-inviscid Interactive Compressor Calcula- 
tions. 
N78-26100/5GI 78-21 


JOHNSTON, WILLIAM D. 


3-Amino-1,2,4-Benzotriazines and Their N-Oxides as 
Antifolate-Antimalarials. 
AD-A050 079/3GI 78-10 60 PC A03/MF A01 


JOHNSTON, WILLIAM F. 


Manager's Handbook for Black Spruce in the North 
Central States. 

PB-273 141/2GI 78-01 2F PC A02/MF A01 
Manager's Handbook for Northern White Cedar in 
the North Central States. 

PB-273 136/2GI 78-02 2F PC A02/MF A01 


JOHNSTONE, J. K. 
Sandia Solidification Process: Consolidation and 
Characterization. Part |. Consolidation Studies. 
SAND-78-0663 78-25 18) PC AQ4/MF AO1 
JOHNSTONE, ROBERT D. 
F-4E Category || Systems Evaluation. 
AD-506 287/2Gi 78-19 1C PC A23/MF A01 


JOHNSTONE, ROY 

Data Dictionary/Directory, Documentation, 

PB-277 412/3GI 78-11 9B PC AQ6/MF A01 
JOINER, CHARLES L. 


Management's Response to the 
Phenomenon. 
HRP-0025939/0G! 
JOINER, W.C. H. 
Flux Pinning and Fiux Flow Studies in Supercon- 
ductors Using Flux Flow Noise Techniques. 
Progress Report, April 1, 1977--December 17, 1977. 
COO0-2890-2 78-13 20C PC AOS/MF A01 
JOINSON, A. B. 
Polyscan - a Rapid, Ultrasonic, Through-Transmis- 


sion C-Scanning System. 
INIS-mf-3567 78-02 


JOKELA, K. 


Generalized interdigital Filter Made of Multilayer 
Striplines. 
N78-17310/1GI 


78-13 1E PC AQ2/MF A01 


78-07 5A _ Not Available NTIS 
78-18 


18A PC A03/MF A01 


78-05 SA PC AOS/MF A01 


11F PC AO3/MF AO1 


13G PC A02/MF A01 


Union 


78-23 6E Not Available NTIS 


148 Not available NTIS 


78-12 9E PC AQ3/MF A01 


PA-702 


JOKELA, MIKKO 
Book, Film, Television: An International Comparison 
of National Self-Sufficiency in Three Media, 
ED-145 838 78-10 5B Not available NTIS 


JOKELA, T. A. 


Preconcentration of Plutonium Radionuclides from 
Natural Waters. 
UCRL-80686 78-18 18G PC A02/MF A01 


Radionuclides in the Marine Environment Near the 
Farallon Islands. 
UCRL-52381 


JOKSCH, HANS C. 
Construction of a Comprehensive Causal Network. 


Phase Ill: Final Report (Volume 1). 
PB-275 624/5G! 78-07 13L PC A07/MF AO1 


Construction of a Comprehensive Causal Network. 
Volume 2. Literature Review and Bibliographies. 
PB-275 625/2GI 78-07 13L PC A11/MF A01 


Estimating the Effects of the Crash-Phase FMVSS 
on Driver Fatality Risk in Two-Car Collisions. 
PB-279 000/4GI 78-14 13F PC AOQS/MF A01 


JOKSIMOVIC, V. 


HTGR Risk Assessment Study. 
GA-A-14336 78-09 181 PC A03/MF A01 


Update of HTGR Risk Assessment Study. 
GA-A-14569 78-25 181 PC A02/MF A01 


JOLAIS, A. 


Plasma Focus. 
N78-12839/4GI 


JOLAS, A. 


Structure of the Current Sheet and Beams of Fast 
Particles in the Focus Experiment. 
UCRL-Trans-11232 78-02 201 


JOLDA, JOSEPH GREGORY 
Aircrew inflight Physiological 


System Il. 
AD-A055 638/1GI 


JOLIVET, J. 


Phytopathology. Study, by Electronic Microprobe, 
of the Internal Distribution of Fluorine in Polluted 
Needles of Abies alba. Relationship with Observed 
Histological Effects. 
DOE-tr-14 


JOLLES, M. 


Stress Intensities for Nozzle Cracks in Reactor Ves- 
sels. Reporting Period, January 1, 1976--October 31, 
1976. 

ORNL/Sub-7015/1 


JOLLEY, D. J. 
Organization of Psychogeriatric Services. Review 
Article. 
HRP-0024300/6G! 


JOLLEY, JOHN J. 


Present Concepts in Internal Medicine at Gastroen- 
terology Symposium, Fall 1977, 
AD-A048 893/2GI 78-08 6E PC A0S/MF A01 


JOLLEY, R.L. 


Chioro-Organics in Surface Water Sources for Pota- 
ble Water. 
CONF-770552-1 78-04 13B PC A02/MF AO1 


Ecological tmpact of Chloro-Organics Produced by 
Chlorination of Cooling Tower Waters. 
CONF-770961-2 78-13 13B PC A02/MF AO1 


Experimental Assessment of Halogenated Organics 
in Waters from Cooling Towers and Once-Through 
Systems. 

CONF-771070-2 78-16 13A PC A02/MF A01 
Health Effects Workshop Summary. 

CONF-771070-5 78-17 6E PC A02/MF AO1 
Mutagenicity and Water Chlorination: Prospect and 
Perspective. 

CONF-771070-7 78-17 6C PC A02/MF A01 
Organics in Aqueous Process Streams of a Coal 
Conversion Bench-Scale Unit Using the Hydrocar- 
bonization Process: HPLC and GC/MS Analysis. 
CONF-770415-1 78-03 21D PC A02/MF AO1 


JOLLEY, W. H. 


Description of the W.R.E. Strand Burning Facilities 
and Instructions for Use, 
AD-A048 021/0G! 78-06 19A PC A03/MF A01 


Timing Instrumentation for a Crawford Type Strand 
Burner. 
AD-A048 020/2G! 


JOLLY, JAMES A. 


Technology Transfer Directory of People, 1977. 
PB-281 247/7GI 78-18 5B PC A06/MF A01 


JOLLY, S. T. 


Epitaxial Growth of Semi-insulating GaAs. 
AD-A048 466/7GI 78-07 20L PC A02/MF A01 


Epitaxial Growth of Semi-insulating GaAs. 


78-18 8J PC A02/MF A01 


78-07 201 PC A0G6/MF A01 


PC A02/MF A01 


Data Acquisition 


78-20 6P PC A0S/MF A01 


78-12 2D PC A02/MF A01 


78-01 18J PC A03/MF A01 


78-16 6E Not Available NTIS 


78-06 9E PC A02/MF A01 


AD-A050 030/6G! 78-10 20 PC A02/MF A01 


Epitaxial Growth of Semi-insulating GaAs. 
AD-A055 936/9G! 78-20 20L PC A03/MF AO1 


JONA, F. 


Reprint: Determination of the c(2X2) Structure of 
Sulfur on Fe(001) by Low-Energy Electron Diffrac- 


tion. 
AD-A055 373/5G! 78-20 7D PC A02/MF A01 


Reprint: Early Stages of Oxidation of the Fe(001) 
Surface: Atomic Structure of the First Monolayer. 
AD-A055 374/3G! 78-20 7D PC A02/MF A01 


Reprint: Low-Energy Electron Diffraction Analysis 
of Clean Fe (001). 
AD-AG46 938/7GI 


JONAS, J. 


Reprint: Density and Temperature Dependence of 
Self-Diffusion and Shear Viscosity of Perfluoro- 
cyclobutane in the Dense Fluid Region. 

AD-A047 451/0GI 78-05 7D PC A02/MF A01 


Reprint: Experimental Evidence for the Rough Hard 
Sphere Model of Liquids by High Pressure NMR. 
AD-A047 452/8G! 78-05 70 PC A02/MF AO1 
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AD-A050 810/1GI 78-11 
JONES, NYLE W. JR. 


Research Approach to the Naval Offender Problem 
in the U.S. Navy 
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Program in Continuing Education for Primary 
Health Care. 
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Examination of off-Site Emergency Protective Mea- 
sures for Core Melt Accidents. 
SAND-77-1386C 78-18 181 PC A0Q2/MF A0O1 
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AD-A057 373/3GI 78-23 11F PC AOS/MF A01 


Epri-NASA Cooperative Project on Stress Corrosion 
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Research and Evaluation Regarding the Section 8 
Housing Assistance Program in Sector B: Participa- 
tion by Jurisdictions. 
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JONES, T. |. 
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UCID-17703 78-16 18A PC A0Q2/MF A01 
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JONES, WILLIAM G. 


Health Hazard Evaluation Determination Report No. 
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States in exp 102 exp 104 Pd. 
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Analysis of Low Altitude Atmospheric Turbulence 
Data Measured in Flight. 
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Section V. The Overall Influence of Damage Near 
the Weill Bore. 
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on the Advanced Scientific Computer. 
AD-A047 405/6GI 78-05 9B PC A02/MF A0O1 


JORDAN, C. E. 


Recovery of Copper from Granulated Blast Furnace 
Slag. 
PB-279 660/5GI 


JORDAN, C. L. 


Measurement of the Electron--Deuteron Elastic 
Scattering Cross Section in the Range 0.8 Less 
Than or Equal to Q exp 2 Less Than or Equal to 6 
Gev exp 2. 

SLAC-PUB-1596 


JORDAN, CHARLES L. 
An Experiment in Low Latitude Numerical Predic- 


tion with the Barotropic Model 
AD-074 839/2G! 78-20 4B PC A04/MF A0O1 


Some Features of the Rainfall at Guam 
AD-058 667/7GI 78-21 48 PC AO2/MF A01 


JORDAN, CHARLES R. 


In-Service Performance of Structural Details. 
AD-A057 212/3GI 78-22 133 PC A10/MF A01 


JORDAN, CHARLIS 


On the Mean 
Cyclones 
AD-027 369/8GI 


JORDAN, CLIFFORD H. 


Awareness for Action. 
HRP-0025161/1GI 78-22 6E Not Available NTIS 


JORDAN, D. 


Operational, Cost, and Technical Study of Large 
Windpower Systems Integrated with an Existing 
Electric Utility. Final Report. 
COO-2621-2 78-26 


JORDAN, DAVID C. 


US Foreign Policy and a Military Regime in Argen- 
tina. 
AD-A047 589/7GI 


JORDAN, E.C. 


Direction of Arrival of Radio Waves 
AD-119 074/3GI 78-22 17C PC AQ2/MF A01 


Summary Technical Report (Radio Direction Find- 
ing Research) 
AD-041 464/9GI 


JORDAN, E.S. 


On the Computation of Upper-Level Winds from 
Constant Pressure Charts 
AD-018 349/1GI 78-21 


JORDAN, F.L. 


Status of Aerial Applications Research in the 
Langley Vortex Research Facility and the Langley 
Full-Scale Wind Tunnel. 

N78-30041/5GI 78-25 2C PC A02/MF AO1 


JORDAN, F. L. JR. 


Demonstration of Rapid-Scan Two-Dimensional 
Laser Velocimetry in the Langley Vortex Research 
Facility for Research in Aerial Applications 

N77-33497/7GI 78-04 1C PC A02/MF A01 


JORDAN, H. 


Aerosol Measurements and Modeling for Fast Reac- 
tor Safety. Quarterly Progress Report, April 1--June 
30, 1977. Task 7 

BMI-NUREG-1983 78-10 18F PC A02/MF AQ01 


Aerosol Measurements and Modeling for Fast Reac- 
tor Safety: Task 7. Annual Report for FY 1977. 
BMI-NUREG-1987 78-18 181 PC A0Q6/MF A01 


Aerosol Measurements and Modeling for Fast Reac- 
tor Safety. Task 7. Quarterly Progress Report, Oc- 
tober 1--December 31, 1976 

BMI-NUREG-1969 78-03 18H PC A02/MF A01 


Characteristics of Agglomerates of Sodium Oxide 
Aerosol Particles: Task 7, Topical Report. 
BMI-NUREG-1977 78-05 18G PC A03/MF A01 


Fission Product Transport Analysis. Quarterly 
Progress Report, July--September 1977. Task 2. 
BMI-NUREG-1988 78-14 18F PC A03/MF AO1 


Fission Product Transport Analysis: Task 2. Quar- 
terly Progress Report, April--June 1977 
BMI-NUREG-1981 78-08 18F PC A02/MF A01 


JORDAN, H. F. JR. 


Fabrication and Performance of a Laminated Non- 


volatile Nondestructive Readout Memory Core. Final 
Report 
BOX-613-1763 


78-16 11F PC A02/MF A01 


78-06 20H PC A02/MF A01 


Thermal Structure of Tropical 


78-21 4B PC A02/MF A01 


108 PC A17/MF A01 


78-05 5D PC A02/MF A01 


78-18 17C PC AQ3/MF A01 


4B PC A02/MF A01 


78-18 9B PC AQ2/MF A01 


JORDAN, HILLIARD E. JR. 


Reprint: Some Effects of Selenium Status on Inor- 
ganic Mercury Metabolism in the Rat. 
AD-A057 025/9GI 78-22 6T PC A02/MF AO1 


JORDAN, J. E. 


Evaluation of Portable Recompression System 
(PRS). Life Support. Schedule Adequacy, and 
Human Factors, 

AD-A058 700/6GI 78-25 6K PC AQ3/MF A0O1 


Preprint of chapter on ‘elastic scattering of high 
energy beams’ to appear in book entitled ‘Molecular 
Beams’; interaction potentials. 

AD-431 984/4GI 78-14 70 PC AOS/MF AO1 


JORDAN, J. L. 


NASA/RI OA 208 and 209 Verification Static-Stabili- 
ty and Control-Effectiveness Tests of the Space 
Shuttle Orbiter Vehicle at Mach Numbers from 2 to 
8 


AD-A057 080/4G! 
JORDAN, JAMES E. 


Implementing an Exchange from Nitrogen to Helium 

in a Large Hyperbaric Chamber. 

AD-A049 273/6GI 78-08 6K PC A02/MF A01 
JORDAN, K. C. 


Tritium Half-Life. 
MLM-2458 


JORDAN, K. D. 


Reprint: Theoretical Study of Stable Negative lons 

of Polar Molecules: NaH(-), LiH(-), LiF(-), BeO(-). 

AD-A046 126/9GI 78-02 7D PC A02/MF A01 
JORDAN, L. 

Performance Predictions for Proposed ILS Facilities 

at St. Louis Municipal Airport. 

AD-A051 513/0GI 78-12 17G PC A03/MF AO1 

Standardized Commodity Transportation Survey 

(CTS) Data Base: User's Manual. 

PB-275 528/8GI 78-06 58 PC A0S/MF AO1 
JORDAN, MARGARET 


Discovering the Issues -- A First Step in Plan 
Development. 
HRP-0018867/2G! 


JORDAN, P. 
A Computer Program to Analyse the Economics of 


the Trafficking of a Sub-base Pavement. 
PB-280 520/8GI 78-16 13B PC A03/MF A01 


JORDAN, RAY 


Measurement of Absorption Coefficients of Water in 
the Visible Spectral Region (Phase | and Il). 
PB-281 500/9G! 78-18 70 PC A0O7/MF AO1 


JORDAN, RONALD 


Hospital Leasing Decision Models. 
HRP-0017399/7GI 78-05 6E Not Available NTIS 


JORDAN, S. R. 


SLC Primer for Russian Translation Users. 
ORNL/CSD-24 78-05 98 PC A07/MF A01 


JORDAN, STANLEY K. 


Fourier Physical Geodesy. 
AD-A056 837/8GI 78-22 8E PC A04/MF A01 


JORDAN, T. H. 


Present-Day Plate Motions. 
N78-24709/5GI 78-19 8G PC AOS/MF A01 


JORDAN, T. L. 


Some Linear Algebraic Algorithms and Their Per- 
formance on CRAY-1. 
LA-6774 


JORDI, HOWARD 


Analysis and Purification of Eugenol. 
AD-A050 641/0GI 78-11 7D PC A02/MF A01 


JORDON, J.E. 


Scattering of High Velocity Neutral Particles. X.He- 
N2;a-N2 
AD-131 586/0GI 


JORGA, E. V. 


Study of Solvation and Complexing of Actinoids by 
Nuclear Magnetic Resonance Spectroscopy 
Methods. 2. Hydration of NpO sub 2+ 2 lon and 
Formation of Mixed Complexes in Aqueous-Acetone 
Selutions of Neptuny!l (Mp exp 1 H, exp 14 N, 
Sup(35,37Cl) Perchlorate and Nitrate. 

RI-23 78-08 7D MF AO1 

JORGEN, ROBERT T. 

Ambient Ozone, Oxidants, and Nitrogen Oxides 
Measurements in the Houston Area. 

PB-285 549/2GI 78-26 14B PC AOS/MF A01 
Ambient Peroxyacety! Nitrate (PAN) Measurements 


in the Houston Area. 
PB-285 550/0GI 


78-22 22B PC A03/MF A01 


78-15 20H PC A02/MF A01 


78-24 6E& PC AOQS/MF AO1 


78-05 12A PC A02/MF AO1 


78-13 70 PC AQ2/MF AO1 


78-26 148 PC A04/MF A01 


JOSEPH, D. D. 


JORGENSEN, D. B. 


High Resolution, High Brightness Color Television 
Projector: Analysis, Investigations, Design, Per- 
formance of Baseline Projector. 

AD-A049 279/3G! 78-08 9E PC A07/MF A01 


JORGENSEN, J. D. 


Pressure Induced Strain Transition in NiF sub 2. 
CONF-770706-27 78-06 208 PC A02/MF A01 


JORGENSEN, L. H. 
Prediction of Static Aerodynamic Characteristics for 
Slender Bodies Alone and with Lifting Surfaces to 


Very High Angles of Attack. 
N77-33110/6GI 78-04 


JORGENSEN, LELAND H. 


Comparison of the Effectiveness of Flares with That 
of Fins for Stabilizing Low-Fineness-Ratio Bodies at 
Mach Numbers from 0.6 to 5.8. 
N72-73005/4GI 78-25 


JORGENSEN, LOU ANN 
How a Team Approach 
Homes in Our Area. 
HRP-0023502/8G!i 78-15 6E Not Available NTIS 
is Good Nursing-Home Care Feasible. 
HRP-0015285/0G! 78-03 6E Not Available NTIS 

JORGENSEN, P. J. 

Development of a Low-Cost Process for the Fabri- 
cation of Fully Dense Silicon Nitride High-Tempera- 
ture Gas Turbine Components. 

PB-280 653/7GI 78-17 11B PC AOS/MF A01 

JORGENSEN, R. 

Study of Feed Systems for High Gain Antennas. 
N78-28366/0GI 78-23 9E PC A06/MF A01 
JORGENSON, D. 


Technological-Economic 

Planning. 

BNL-22867 
JORGENSON, D. W. 

Economic and Technological Models for Evaluation 

of Energy Policy. 

BNL-22895 78-05 10A PC A03/MF A01 

Overview of Technological-Economic Models for 

Energy Policy Analysis. 

BNL-22730 78-04 10A PC A03/MF A01 

Technical-Economic Modeling in Energy Planning. 

BNL-23087 78-07 10A PC A03/MF AO1 
JORGENSON, DALE W. 

Structure of Consumer Preferences. 

PB-280 623/0GI 78-17 5A PC AO5/MF A01 

Tax Policy and Energy Conservation. 

PB-278 662/2GI 78-13 10A PC A07/MF A01 
JORGENSON, TED A. 

Study of the Mutagenic Effects of Ammoniated Gly- 

cyrrhizin (71-1) by the Dominant Lethal Test in Rats. 

PB-279 650/6GI 78-15 6H PC A04/MF AO1 

Study of the Mutagenic Effects of Butylated Hydrox- 

ytoluene (71-25) by the Dominant Lethal Test in 

Rats. 

PB-278 026/0GI 
JORIO, V. M. 

Pal-Mogilner-Zolotukhin-Bell-Babala 

Profile. 

CNEN-RT/FI-73-29 
JORNA, S. 

X-Ray Laser Applications Study. 

AD-B022 788/4G! 78-14 20E PC A03/MF A01 
JOROSCH, H. 

Propagation of Rayleigh Waves in the Earth 

AD-249 948/1GI 78-01 8G PC A03/MF A01 
JOS, 


Structured Programming: 
Procedure. 
N78-24818/4GI 


JOSA, J. M. 


Recovery of Uranium from Phosphoric Acid. 
ORNL-tr-4581 78-19 18J PC A02/MF A01 


JOSEPH, CHARLES A. 


Beneficial Disposal of Water Purification Plant 
Sludges in Wastewater Treatment. 
PB-285 230/9GI 78-25 138 PC A03/MF A01 


JOSEPH, CHARLES ROMNEY 


Field Study of the Safety of Abate for Treating Pota- 

ble Water and Observations on the Effectiveness of 

a Control Programme Involving both Abate and 

Malathion, 

PB-278 106/0GI 
78-12 6F 


JOSEPH, D. D. 


Reprint: Novel Weissenberg Effects. 
AD-A057 859/1G! 78-24 11H PC A02/MF A0O1 


1A PC A11/MF AO1 


1A PC A03/MF AO1 


Improved the Nursing 


Models for Strategic 


78-05 10A PC AQ3/MF AOt 


78-12 6T PC AO6/MF AO1 


(PMZBB) 


78-10 12A MF AO1 


Principles, Notation, 


78-19 9B PC A02/MF A01 


(Order as PB-278 102, MF A01) 


PA-707 





JOSEPH, D. W/. 


The Fate of Nitrogen Oxides in the Atmosphere - 
Summary of an Exploratory Study in Phoenix, 
Arizona. 

PB-276 355/5GI 78-08 4A PC A03/MF A01 


JOSEPH, DANIEL D. 
Reprint: The Convergence of Biorthogonal Series 
for Biharmonic and Stokes Flow Edge Problems. 
Part I. 
AD-A057 860/9GI 78-24 12A PC A02/MF A01 


Reprint: The Free Surface on a Simple Fluid 
between Cylinders Undergoing Torsional Oscilla- 
tions. Part |. Theory. Part Il. Experiments. 

AD-A046 131/9GI 78-02 20D PC A03/MF A01 


Reprint: The Free Surface on a Simple Fluid 
between Cylinders Undergoing Torsional Oscilla- 
tions. Part Ill. Oscillating Planes. 

AD-A049 568/9GI 78-09 20D PC A03/MF A01 


Reprint: Rotating Simple Fluids. 
AD-A057 861/7GI 78-24 20D PC A03/MF A01 


Reprint: Stokes Flow in a Trench Between Concen- 
tric Cylinders. 
AD-A057 862/5GI 78-24 20D PC A03/MF A01 


Reprint: Stokes Flow in Conical Trenches. 
AD-A057 863/3GI 78-24 20D PC A02/MF AO1 


Reprint: Stokes Flow in Wedge-Shaped Trenches. 
AD-A046 937/9GI 78-04 20D PC A02/MF A01 


JOSEPH, DARRELL Ww. 


Sampling and Analytical Methodology for At- 
mospheric Particulate Nitrates. 
PB-281 933/2GI 78-18 7D PC A06/MF A01 


JOSEPH, GAIL 


Guidelines for the Care of Persons in Nursing 
Homes with Emotional and Developmental 
Problems. 

HRP-0019458/9GI 78-01 5i PC AOS 


JOSEPH, J. 


Exchange Current Effects on Muon Capture Rate in 
Nuclei. 
CEA-CONF-3897 78-14 20H MF A01 


JOSEPH, KAROL B. 


Analysis of Alternative Approaches to Developing 
Complying State Agency Certificate of Need Pro- 
gram -- Index to State Agency C/N Provisions. Con- 
necticut Certificate of Need Compliance Workbook 
Series -- Report 4, Vol. 3. 

HRP-0900063/9G! 78-11 6E PC AOS/MF A01 


Analysis of Alternative Approaches to Developing 
Complying State Agency Certificate of Need Pro- 
gram -- Report 4 Vol. 1 -- Review of Provisions 
Relating to Minimum Federal Requirements. 

HRP-0900061/3GI 78-23 6E PC A114 


Analysis of Alternative Approaches to Developing 
Complying State Agency Certificate of Need Pro- 
gram -- Review of Additional Features Beyond 
Minimum Federal Requirements. Connecticut Cer- 
tificate of Need Compliance Workbook Series -- Re- 
port 4, Vol 2. 

HRP-0900062/1GI 78-11 6E& PC AO9/MF A01 


JOSEPH, P. L. 


Survival Factors in Laboratory Mice Transported by 
Air to Remote Laboratories. 
AD-A056 947/5GI 78-22 6S PC A02/MF A01 


JOSEPH, ROBERT C. 


Concept Definition of the Navy Environmental Pro- 
tection Data Base (NEPDB) System. 
AD-904 946/1GI 78-24 13B PC A09/MF A01 


JOSEPH, ROBERT E. 


Document Reproduction — IIlumination/Exposure 
Control System. 
PAT-APPL-843 293/GI 

78-07 14E PC AQ2/MF A01 


JOSEPH, S. W. 


Cellular Fatty Acid Composition of ‘Vibrio para- 
haemolyticus’ by Reversed Phase High-Performance 
Liquid Chromatography, 

AD-A057 421/0GI 78-23 6A PC A02/MF A01 


Reprint: Ultrastructural Characteristics of an Organ- 
ism Intimately Associated with Necrotic Bone in 
Gangrenous Stomatitis (Noma). 

AD-A046 750/6GI 78-03 6M PC A02/MF A01 


Reprint ‘Vibrio Cholerae’, ‘Vibrio 
Parahaemolyticus’, and Other Vibrios Occurence 
and Distribution in Chesapeake Bay. 

AD-A054 681/2GI 78-17 6M PC AO2/MF A01 

JOSEPH, SAM W. 

Reprint: In Vitro Response to Chloramphenicol, 
Tetracycline, Ampicillin, Gentamicin, and Beta-Lac- 
tamase Production by Halophilic Vibrios from 


Human and Environmental Sources. 
AD-A055 061/6GI 78-18 60 PC A02/MF A01 


PA-708 


JOSEPH, STEVEN G. 
Alternatives for Future Undergraduate Pilot Train- 


ing, 
AD-A053 374/5GI 78-16 5! PC A12/MF A01 
JOSEPH, TIMOTHY 
An Evaluation of the Status, Life History, and 
Habitat Requirements of ~ Endangered and 
Threatened Fishes of the Upper Colorado River 
System. Part Two, 
PB-279 545/8GI 78-15 6C PC A09/MF A01 


An Indexed, Annotated Bibliography of the Endan- 
gered and Threatened Fishes of the Upper Colorado 
River System. Part One, 

PB-279 544/1GI 78-15 6C PC A08/MF A01 


JOSEPH, TIMOTHY W. 


Annotated Bibliography of Natural Resource Infor- 
mation: Northwestern Colorado. 
PB-275 997/5GI 78-08 6F PC A0S9/MF A01 


Annotated Bibliography of Natural Resource Infor- 
mation: Northwestern New Mexico. 
PB-276 024/7GI 78-07 13B PC A07/MF A01 


Annotated Bibliography of Natural Resource Infor- 
mation: Powder River Basin, Northeastern Wyom- 
ing/Southeastern Montana. 

PB-275 996/7GI 78-08 6F PC A11/MF A01 


Annotated Bibliography of Natural Resource Infor- 
mation: Southern Utah. 
PB-275 964/5GI 78-08 6F PC A12/MF A01 


Annotated Bibliography of Natural Resource Infor- 
mation: Southwestern North Dakota. 
PB-275 995/9GI 78-07 13B PC A10/MF AO1 


JOSEPH, W. M. 


GCFR Fuel Cycle Information for the ORNL Non- 
proliferation Study. 
GA-A-14753 78-22 18J PC A08/MF A01 


JOSEPHS, HILARY K. 


Towards a Definition of Death, 
PB-274 139/5GI 78-04 6E PC A09/MF AO1 


JOSEPHSON, E. S. 


Low Dose Food Irradiation at Natick. 
AD-A046 622/7GI 78-03 6H PC A03/MF A0O1 


JOSEPHSON, M. 


Rapid Method for the Determination on Fluoride in 
Geological Samples. 
NIM-1886 78-09 8D MF AO1 


JOSHI, B. D. 


Computer Program for Spectrochemical Analysis. 
BARC-879 78-10 7D MF A011 


Estimation of Metallic Impurities in Uranium by Car- 
rier Distillation Method. 
BARC-852 78-10 70 MF AO1 


JOSHI, D. K. 


Hot Low BTU Producer Gas Desulfurization in Fixed 
Bed of tron Oxide-Fly Ash. Final Report, 1 July 
1975--30 April 1977. Volume |. 

FE-2033-19(V.1) 78-08 7D PC A10/MF A01 


Hot Low Btu Producer Gas Desulfurization in Fixed 
Bed of iron Oxide-Fly Ash. Final Report, 1 July 
1975--30 April 1977. Volume Il. Appendices a, B, C, 
D, and E. 

FE-2033-19(V.2) 78-09 7A PC A16/MF AO1 


Hot Low Btu Producer Gas Desulfurization in Fixed 
Bed of Iron Oxide-Fly Ash. Progress Report No. 1, 
July 12--September 30, 1977. 

FE-2757-1 78-21 7A PC A03/MF A01 


Hot Low Btu Producer Gas Desulfurization in Fixed 
Bed of Iron Oxide-Fly Ash. Progress Report No. 2, 
October 1--December 31, 1977. 

FE-2757-2 78-26 7A PC A03/MF A01 


JOSHI, G. H. 


Determination of Radar Performance Degradation 
Due to Tropospheric Ducts. 
AD-A058 110/8GI 78-24 171 PC A08/MF A01 


JOSHI, PRAKASH B. 


Aerodynamic Forces on Freight Trains. Volume Il. 
Full-Scale Aerodynamic Validation Tests of Trailer- 
on-a-Flat Car (Series Il). 

PB-281 823/5GI 78-18 13F PC A17/MF A01 


Effect of Injector Geometry on Characteristics of a 
Liquid Jet Injected Normal to a Supersonic Air 
Stream, 
AD-A050 747/5GI 78-11 20D PC A02/MF A01 
JOSHI, S. M. 
Nonlinear Analysis and Performance Evaluation of 
the Annular Suspension and Pointing System 
(Asps). 
N78-30169/4GI 78-25 22B PC A04/MF A01 


JOSHI, V. M. 


Multiple Three-Decision Rules for 2/Sup K/-Factori- 
al Simple Effects. Technical Report No. 8. 
COO-2874-17 78-17 6T PC A03/MF AO1 


JOSLIN, D. J. 


Approaches to Natural Resource Inventory and 
Analysis on the Oak Ridge Environmental Research 
Park. 

CONF-770852-2 78-15 13B PC A02/MF A01 


JOSS, ROBERT H. 


‘Consumer's’ Perspettive of Rehabilatative Services 
in a County Penitentiary. 
HRP-0017712/1GI 78-19 6E Not Available NTIS 


JOSSANG, T. 
On dislocation energies and the concept of line ten- 


sion. 
AD-460 617/4GI 78-16 20L PC A02/MF A01 
JOSSELSON, H. H. 


Research in Machine Translation. Russian...English 
AD-248 503/5GI 78-01 5G PC A08/MF A01 


JOSSEM, E.L. 


Electronic Energy Band Structure and Excitation 
States in Metals 
AD-139 131/7GI 78-23 11F PC A03/MF A01 


K Spectra of Potassium Chloride 
AD-036 670/8GI 78-21 7D PC A03/MF A01 


JOST, K. 


Reprint: Differential Cross Sections for Elastic Elec- 
tron Scattering. Ill. The C sub 2H sub 2 C sub 2H 
sub 4 and C sub 2H sub 6 Results. 

AD-A046 526/0G! 78-03 7D PC A02/MF A01 


JOST, R. GILBERT 


Economic Analysis of Computed Tomography Units. 
HRP-0019088/4G!I 78-13 6E Not Available NTIS 


JOST, W. 


Influence of Various Parameters on Initiation, Sta- 
bility and Limits of Detonations. 
AD-A046 455/2GI 78-03 21B PC A02/MF A01 


JOSTSONS, A. 


Characterisation of Neutron Irradiation Damage in 
Zirconium Alloys - a ‘Round Robin’ Experiment. 
AAEC/E-404 78-08 11F MF A01 


JOSWIG, W. 


Refinement of the Averaged Structure of a 
Plagioclase Feldspar an sub 66 from Surtsey Island, 
Iceland, by Means of Neutron Diffraction. 

AED-Conf-76-416-002 78-01 8G MF A01 


JOUAN, A. 


Continuous Vitrification of Concentrated Fission 
Product Solutions. 
KFK-tr-541 78-23 18G PC A02/MF A01 


Treatment of Gaseous Effluents in Fission-Product 
Vitrification Installations. 
BNWL-tr-289 78-16 18G PC A03/MF A01 


JOUBERT, S. J. 


Rho sub 1 rho sub 2. Standard Graphs. Schium- 
berger Electrical Soundings. 
N78-30519/0GI 78-25 8G PC A08/MF A01 


Rho sub 1 rho sub 2. Standard Graphs. Schlum- 
berger Electrical Soundings. 
N78-30520/8GI 78-25 8G PC A07/MF A01 


JOULES, REGINALD G. 


Cannibalization of 5-Ton Trucks. 
AD-A047 516/0GI 78-05 15& MF A01 


JOURDAIN, G. 


Review of Methods for Description of Random 
Transmission Channels Applications to Identifica- 
tion and Optimisation of Detection and Transmis- 
sion Processes. 

N78-31347/5GI 78-26 20N PC A03/MF A01 


JOUSSET, J. C. 


Annealing Study of Radiation Induced Defects in 
Iron by Means of Channeling Technique. 
CEA-CONF-3763 78-01 18J MF A01 


JOUVE, H. 


Preliminary Study of a Data Recorder with a Mag- 

netic Bubble Memory Etude Preliminaire d'UN Enre- 

gistreur de Donnees Equipe d'Une Memoire a 

Bulles Magnetiques. 

N78-18405/8GI 78-13 14C PC AO6/MF A01 
JOVANOVIC, S. 

Trace Element Geochemistry and the Early Lunar 

Differentiation. 

CONF-770322-1 78-02 3B PC AQ2/MF A01 

Volatile Metal Deposits on Lunar Soils: Relation to 

Volcanism. 

CONF-770322-2 78-02 3B PC A03/MF A01 

Volatile Metal Deposits on Lunar Soils: Relation to 

Volcanism. 

N78-12990/5GI 78-07 3B PC A03/MF AO1 


JCVANOVIC, V. 


Preliminary Thermal Analysis of the 300-MW/(E) 
Gas-Cooled Fast Breeder Reactor Grid Plate. 
GA-A-14457 78-06 181 PC A02/MF A01 





JOVASEVIC, J. 


Quality Assurance and Certification of Zirconium 
Alloy Fuel Cladding Materials in out of Reactor 
Condition. 
IBK-I398 


JOVASHEVICI, V. D. J. 


Certification of Materials for Steam Generator Con- 
densor and Regeneration Heat Exchanger for 
Nuclear Plant. 
IBK-1415 


JOVASHEVICI, V. J. 


Certification of Materials for Steam Generator Con- 
densor and Regeneration Heat Exchanger for 
Nuclear Plant. 
IBK-1415 


JOVENIAUX, M. 


Characterization of Periodic or Quasi Periodic 
Rough Surfaces by Ultrasonic Spectroscopy. 
FRNC-CONF-170 78-02 14B MF A01 


JOY, D.S. 


Assessment of the Loss of Radioactive Isotopes 
from Solidified Wastes. 
CONF-780304-9 78-20 18G PC A02/MF AO1 


Engineering Evaluations of Coal Conversion 
Processes. Part |. Hydrocarbonization and Synthoil: 
Information Base, Process Selection, and Prelimina- 
ry Evaluation of Alternatives. 

ORNL/TM-5034 78-03 7A PC A09/MF A01 


Hydrocarbonization Process Evaluation 
Volume Il. Evaluation of Process Feasibility 
ORNL-5213 78-04 7A PC AQ4/MF AO1 


Logistics Models for the Transportation of Radioac- 
tive Waste and Spent Fuel. 
ORNL/TM-6192 78-20 


78-10 11F MF A01 


78-08 181 MF A01 


78-08 181 MF AO1 


Report. 


18G PC A04/MF A01 


OWI Transportation/Logistics Program 
CONF-780506-17 78-25 18G PC A02/MF A01 


Radioactive Waste Transportation Systems Analysis 
and Program Plan. 
ORNL-5362 


JOY, DEAN P. 


Transport Helicopter Design Analysis Methods 
AD-086 189/8GI 78-02 1C PC A07/MF A01 
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of Wood-Polymer Composites Through gamma Ir- 
radiation. 


PER-14 78-10 110 MF AO1 
JURSIK, M. L. 

Detection of Carbon Dioxide in the Gases Evolved 

During the Hot Extraction Determination of 

Hydrogen in Uranium Ingots. 

NLCO-1146 78-06 7D PC A02/MF A01 


JURY, E. 1. 


Reprint: Generalized SBezoutian and Sylvester 
Matrices in Multivariable Linear Control. 
AD-A045 806/7G! 78-01 12A PC A02/MF A01 


JURY, S. H. 


Pipe Insulation Testers. 
CONF-770936-1 78-06 148 PC A03/MF A01 


Zirconium Metal-Water Oxidation Kinetics. V. Ox- 
idation of Zircaloy in High Pressure Steam. 
ORNL/NUREG-31 78-12 18J PC A03/MF A01 


JURY, W.A. 


Solute-Travel Time Estimates for Tile-Drained 
Fields. lll. Removal of a Geothermal Brine Spill from 
Soil by Leaching. 

UCRL-13792 78-17 81 PC A03/MF AO1 


JUSENIUS, CAROL L. 


Documenting the ‘Decline’ of the North and the 
‘Rise’ of the South (or Vice Versa). 
PB-274 555/2GI 78-04 5C PC AOS/MF A0O1 


Where Have All the Firms Gone. An Analysis of the 
New England Economy. 
PB-284 785/3GI 78-25 5C PC A03/MF A01 


JUST, PETER 


Area Handbook for Mozambique, 
AD-A048 572/2GI 78-07 5D MF AO1 


JUST, R.A. 


Safety Analysis Report for Packaging: The ORNL 
HFIR Spent-Fuel-Element Shipping Cask. 
ORNL/ENG/TM-12 78-09 18F PC A11/MF A01 


Safety Analysis Report for Packaging: The ORNL in- 
Pile Capsule Shipping Cask. 
ORNL/ENG/TM-10 78-09 18F PC A09/MF A01 


Safety Analysis Report for Packaging: The ORNL 
Lithium Hydroxide Fire and Impact Shield. 
ORNL/ENG/TM-8 78-08 18F PC A07/MF A01 


Safety Analysis Report for Packaging: The ORNL 
Loop Transport Cask. 
ORNL/ENG/TM-11 78-09 18F PC A10/MF A01 


Safety Analysis Report for Packaging: The ORNL 
Tungsten-Shielded Cask. 
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JUSTESEN, D. R. 


Compilation and Assessment of Microwave Bioef- 
fects. AO-02-01/EA81028. Final Report: A Selective 
Review of the Literature on Biological Effects of 
Microwaves in Relation to the Satellite Power 
System. 

PNL-2634 78-22 6R PC AOS/MF A01 


JUSTICE, CAROL A. 


Environmental Quality Research. Use of Unicellular 


Algae for Evaluation of Potential Aquatic Contami- 
nants. 


AD-A051 327/5GI 78-12 6F PC A02/MF AO1 
JUSTICE, GLEN R. 


Present Concepts in Internal Medicine Hematology- 
Oncology Symposium, Winter 1977-1978, 
AD-A057 334/5GI 78-23 6E PC A06/MF A01 


JUSTIN, F. 


Key Safety Issues for Fast Breeder Reactors. 
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JUSTUS, C.G. 


Wind Energy Statistics for Large Arrays of Wind 
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December 1976. 
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Wind Energy Statistics for Large Arrays of Wind 

Turbines (Great Lakes and Pacific Coast Regions). 

Annual Progress Report, May 1, 1976--April 30, 

1977. 
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AD-A056 396/5GI 78-21 178 PC A04/MF A01 
KAAR, P. H. 

Highlights of an Experimental Investigation of the 


Seismic Performance of Structural Walls, 
PB-284 678/0G! 78-24 13M PC AOQ2/MF A01 


Structural Walls in Earthquake Resistant Structures, 
Experimental Program, Progress Report, 
PB-285 821/5GI 78-26 13M PC A08/MF A01 


KACZMAREK, H. 


KAAS, |. W. 


Assessment of Current NRC/IE Professional Train- 
ing Program and Recommendations for improve- 
ment, 

PB-281 760/9GI 78-16 51 PC AQ3/MF AO1 


KAATTARI, G. E. 
Effects of Mass Addition on Blunt-Body Boundary- 
Layer Transition and Heat Transfer. 
N78-16326/8G! 78-11 20D PC A04/MF A01 
KABACHENKO, A. P. 


Gas-Discharge lon Source for an Electromagnetic 
Separator on the Heavy lon Beam. Delay Time Mea- 
surements. 

JINR-R-13-9646 78-08 20G MF A01 


Gas-Discharge lon Source for an Electromagnetic 

Separator on the Heavy lon Beam. Part 1. lon 

Source Design and Efficiency. 

JINR-R-13-9645 78-10 148 MF A01 
KABANOV, V. S. 

Choice of a Computer Algorithm to Simulate Linac 

Beam Dynamics with Space Charge. 

LA-tr-78-8 78-16 20G PC A02/MF A01 
KABE, Y. 

A High-Pressure, Sector-Shaped Mode! Combustor 

Test Facility for Development of Turbofan Engines. 

N78-25093/3GI 78-20 21E PC A03/MF A01 
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Tritium Production from Ceramic Targets: A Sum- 
mary of the Hanford Coproduct Program. Ad- 
dendum: Bibliography. 
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Geochemistry of Some Selected South African Kim- 
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NIM-1703 78-09 8D MF A01 
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NIM-1652 78-09 8D MF AO1 
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AD-037 313/4Gi 78-21 5J PC A02/MF A01 
KACETL, V. 
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KACHALIN, V. A. 
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NHAR-P-236 78-20 18! MF AO1 
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KACHAN, A. S. 
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Reprint: Refractive index of lon-implanted GaAs. 
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Registered Nurse / Licensed Practical Nurse Orien- 
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Multimode Filters. 

AD-A046 091/5G! 78-02 9E MF A01 
KACHICKAS, G.A. 

Formative Time Lags of Uniform Field Breakdown 
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AD-045 508/9GI 78-18 201 PC A02/MF A01 
KACHRU, R. 

Reprint: Tri-Level Echoes. 
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Determination of Reactivity at a Compact Core with 


Low Absorption Reflector by Means of the Pulsed 
Neutron Method. 


Juel-1343 78-01 18K MF AO1 
KACZMAREK, H. 
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Machine. 


N78-22410/2GI 78-17 148 PC A03/MF AG1 


High Temperature, Low Cycle Fatigue Testing 
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KACZMAREK, L. K. 


Reprint: Cortical Release of Labeled Compounds 
during Arousal in the Cat: Correlations with Carbon 
Dioxide, Brain Temperature and EEG. 

AD-A050 619/6GI 78-11 6A PC A02/MF A01 

KACZMAREK, THOMAS D. 

Studies on Self-Contained Sampler Concept of De- 
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AD-818 336/0GI 78-19 15B PC A03/MF AO1 
Studies on Self-Contained Sampler Concept of De- 


tection of C Agents. 
AD-828 228/7GI 78-19 


KACZMAREK, ZDZISLAW 


Statistical Methods in Hydrology and Meteorology-- 
Translation. 
PB-277 918-T/GI 78-11 


KACZOROWSKI, EOWARD M. 


SlideStore (Trade Name) Large Capacity Informa- 
tion Storage. 
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Reprint: Multiple Endocrine Adenomatosis Type lib 


Diagnosis and Treatment. 

AD-A057 108/3GI 78-22 6E PC A02/MF A01 
KADALA, P. S. 

Analog and Digital Computer Simulation of Cou- 


lomb Friction. 
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KADANE , JOSEPH B. 


Inter-nation conflict, dyadic and mediated: case stu- 
dies of Egypt, Israel, and the United Nations at five 
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AD-473 589/0GI 78-14 50 PC AOS5/MF AO1 


Optimal Challenges for Selection 

AD-A052 829/9GI 78-14 12B PC A03/MF A01 

Stable Decision Problems 

AD-A046 701/9GI 78-03 
KADANSKY, V. 


Photoproduction of Pions on Polarized Protons and 
Neutrons in the Second Resonance Region. 
BONN-HE-77-11 78-23 20H PC A02/MF A01 


KADANTSEVA, E. P. 


Study of Stability of a Numerical Solution of a Self- 
Consistent Problem 
JINR-R-5-10531 


KADEL, R. W. 


Search for Charm in Pion and Anti-Proton Interac- 
tions Near Threshold 
COO-3072-89 


KADISH, K. A. 


Preliminary Study of Uranium in Pennsylvanian and 
Lower Permian Strata in the Powder River Basin, 


Wyoming and Montana, and the Northern Great 
Plains. 


GJBX-81(77) 
KADLEC, E. G. 


DOE/Sandia Darrieus Program Status 
SAND-78-0851C 78-26 


KADLEC, JOHN A. 


A Model for Predicting the Effects of Sewage Ef- 
fluent on Wetland Ecosystems, 


PB-273 024/0GI 78-01 13B PC AOS/MF AO1 
KADOTA, K. 


Lithium lon Source of Thermionic Emission Type. 
IPPJ-DT-5i 78-16 18A MF AO1 


78-19 20K PC A03/MF A01 


15B PC A04/MF A01 
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78-25 9B PC A04/MF AO1 


78-15 13F PC A04/MF AO1 


12B PC A03/MF A01 


78-08 20G MF A01 


78-13 20H PC A08/MF A01 


78-13 81 PC A03/MF AO1 


10A MF AO1 


Plasma Diagnostics by Neutral Beam Probing 


N78-22905/1GI 78-17 20! PC A03/MF A01 


Tokamak Experiments on JIPP T-2 with Pulsed Gas 
Injection 


N78-24940/6GI 
KADYK, J. 
Search for di-Hyperon Resonance 

RL-77-054/A 78-09 20H MF AO1 
KADYKOV, G. M. 

Control Unit for the ES-5012 Magnetic 
Storage Device in the CAMAC Standard 
JINR-10-8882 78-19 9B MF AO1 
KADYKOVA, S. V. 

Control Unit for the ES-5012 Magnetic Tape 
Storage Device in the CAMAC Standard 
JINR-10-8882 78-19 9B MF A01 
Programme for Data Exchange Between the 
‘Parametr’ (M-6000) Computer and the ES-5012 
Magnetic Tape Storage 
JINR-10-9255 


KADYSZEWSKI, R. V. 


Trade-off Study of Data Storage Technologies 
N78-16633/7GI 78-11 9B PC AO7/MF AO1 


78-19 18A PC A03/MF AO1 


Tape 


78-10 9B MF AO1 


PA-712 


KADZE, T. D. 


Bounce Effects in Instability Theory of Trapped 
alpha Particles in a Tokamak Reactor. 
|AE-2644 78-20 


KAELIN, G. R. 


LED X-Y Matrix Display. 
AD-B006 658/9GI 78-11 


KAEMMERER, E. 


The Effect of the Benzodiazepine Adumbran on the 
Resting and Sleep EEG and on the Visual Evoked 
Potential in Adult Man. 
N78-23736/9GI 


KAEMMERER, JOHN F. 


A Study of the Rate of Reaction of NO2 with Vari- 
ous Alcohols at Low Temperatures and Pressures 
AD-037 732/5GI 78-21 7D PC A02/MF AO1 


KAEMPFER, F. 


Investigations of Catalytic 
Hydrazine-Ammonia Mixtures 
N78-22246/0GI 78-17 7D PC A02/MFAO1E 


Investigations on Catalytic Decomposition of 
Hydrazine-Ammonia Mixtures Untersuchungen Zur 
Katalytischen Zersetzung von Hydrazin-Ammoniak- 
Mischungen 

N78-15299/8GI 


KAEPPELER, H. J. 


Current and Neutron Yield Scaling of Fast High 
Voltage Plasma Focus 


N78-29930/2GI 78-24 201 PC A03/MF A0O1 
Similitude Observations and Scaling Laws for the 
Plasma Focus 
LA-tr-77-61 


KAERKKAEINEN, S. 


Inertial Partial Discharges - Pulse Distributions, 

Physical Mechanisms and Effects on Insulations. 

N78-17283/0GI 78-12 9A PC AO6/MF AO1 
KAESCHE, HELMUT 

Corrosion Inhibition by Organic Amines 

AD-128 893/5GI 78-22 11F PC AQ9/MF A01 


KAESLER, ROGER L. 


Diversity of Stream Communities Under Conditions 
of Pollutional Stress. 
PB-280 500/0GI 


KAESS, WALTER A. 


individual Differences in the Perception of Synthetic 
Speech 
AD-124 970/5GI 


18A MF A01 


1D PC A06/MF A01 


78-18 60 PC A02/MF A01 


Decomposition of 


78-10 211 PC AOQ2/MF A01 


78-12 18A PC A03/MF AO1 


78-17 13B PC A03/MF A01 


78-13 5G PC A02/MF A01 
Positive and Negative Faking on a Forced Choice 
Authoritarian Scale 
AD-121 559/9GI 


KAESZ, H. D. 


Conversion of Methyltrichlorosilane to Chloromethyl 
Derivatives of Silane 
AD-121 075/6GI 


KAETZMER, D. 


Measurement of the Local and Global Effects of 
Bubbles in a Water Moderated Reactor. 
KFKI-76-64 78-18 181 


KAFATOS, M. 


Cygnus A at 99 Ghz: Observations of the Three 
Principal Components and Interpretation of the 
Central Source. 
N78-14970/5GI 


KAFKA, P. G. 
Jt9d Engine Diagnostics. Task 2: Feasibility Study 


of Measuring in-Service Flight Loads 

N78-27124/4GI 78-23 21E PC A04/MF AO1 
KAFTANOV, V.S. 

Search for Muonic Pairs in the Neutrino Experiment 


at the Ihep 70 Gev Accelerator 
IFVE-PEF-75-105 


KAGAN, BARBARA 
CAM in Hawaii (A Japanese-American Experience). 
ED-148 374 78-26 5! Not available NTIS 
KAGITCIBASI, CIGDEM 
Problems of 


Sojourn 
AD-A056 754/5GI 


KAGIWADA, HARRIET 


Direct Transformation of Variational Problems into 
Cauchy Systems. ll. Scalar-Semi-Quadratic Case. 
AD-A049 527/5GI 78-09 12A PC A02/MF A01 


The Equivalence of Team Theory's Integral Equa- 
tions and a Cauchy System: Sensitivity Analysis of a 
Variational Problem. 
AD-A050 385/4GI 


KAGIYA, T. 


Heat Resistance of Polyethylene Ski Sliding Sheet 
and Cable in Radiation-Induced Crosslinking with a 
Promoter Containing Dipropargy! Maleate 


78-10 5J PC A02/MF A0O1 


78-11 7C PC AQ2/MF AO1 


MF AO1 


78-09 3B PC A02/MF A01 


78-04 20H MF A01 


Adjustment and Change through 


78-22 5J PC A04/MF AO1 


78-10 12B PC A0Q3/MF A01 


JAERI-M-6805 
KAHAN, ARCHIE M. 
Atmospheric Influence of the Thermal Structure of 


the Oceans 
AD-013 972/5GI 


KAHAN, D. J. 


Alloy Phase Diagram Activities of the Alloy Data 
Center. 
PB-280 423/5GI 


KAHANE, C. J. 


Auto Repair and Maintenance - Program to Reduce 
Consumer Loss. 
PB-282 896/0GI 


KAHL, DARYL J. 


Recursive Region Extraction. 
AD-A049 591/1GI 78-09 9B PC A02/MF A01 


KAHL, DIETER 


Determinations of Pollution Concentrations by Mea- 
surement Techniques and Calculations, within the 
Range of Influence of Large Emitters as a Basis for 
Evaluation for Territorial Planning--Translation 

AD-A045 923/0GI 78-02 13B PC A03/MF A01 


KAHL, GEORGE D. 


Experiments on Wake Optical Properties. 
AD-B005 619/2G! 78-14 19D PC A02/MF A01 


KAHL, L. 
Statedment of Low- and Medium-Activity Waste 


Solutions from Reprocessing Plants. 
ORNL-tr-4599 78-20 18J PC A02/MF A01 


KAHL, T. 


Compton-Scattering from Hydrogen, Deuterium and 
Complex Nuclei at Photonenergies of 3 and 5 Gev 
under Very Small Scattering Angles. 

DESY-F-33-76/01 78-10 20H MF A0O1 


Small-Angle Compton Scattering on Hydrogen and 


Deuterium. 
DESY-77/06 78-06 20H MF A0O1 


Small-Angle Photon Scattering on Complex Nuclei 

DESY-77/07 78-08 20H MF AO1 
KAHLBAUM, W. M. 

Analysis and Design of a Refractive Virtual Image 


System. 
N78-12829/5GI 


KAHLE, A. B. 
Evaluation of LANDSAT MSS VS TM Simulated Data 
for Distinguishing Hydrothermal Alteration 
N78-21569/6GI 78-16 8G PC A04/MF A01 
KAHLE, RICHARD 
Environmental Assessment of Solid Residues from 
Fluidized-Bed Fuel Processing. 
PB-276 879/4GI 78-09 21B PC A12/MF A01 
KAHLE, RICHARD L. 
Environmental Assesment of Solid Residues from 


Fluidized-bed Fuel Processing. 
PB-282 940/6GI 78-21 21B PC A11/MF A01 


KAHLEN , N. 


Studies in Organometallic Chemistry. 
AD-225 334/2GI 78-13 7C PC A0Q3/MF A01 


KAHLER, RICHARD L. 


Miniature ELF Electric Field Probe. 
PB-283 983/5GI 78-23 14B Not available NTIS 


KAHLES, JOHN F. 


Annual Report (13th) of the Machinability Data 
Center 


AD-A053 027/9GI 
KAHN, A. 


Reprint: Approach to Structure Determination of 
Compound Semiconductor Surfaces by Kinematical 
LEED Calculations: GaAs(110) and ZnSe(110) 

AD-A049 898/0GI 78-09 20L PC A02/MF A01 


Reprint: Evidence for Subsurface Atomic Displace- 


ments of the GaAs(110) Surface from LEED/CMTA 
Analysis. 


AD-A053 665/6G! 78-16 20L PC AQ2/MF AO1 
Reprint: Subsurface Atomic Displacements at the 
GaAs(110) Surface 
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KAHN, A. H. 


Reprint: Eddy-Current Losses Due to a Surface 
Crack in Conducting Material 
PB-275 019/8GI 78-05 14B Not available NTIS 


KAHN, ALBERT 


A CNI Systems Prerequisites/Capabilities for Instru- 
ment Landing 


AD-906 976/6GI 
KAHN, E. 


Effects of the Drought on California Electricity 
Supply and Demand 
LBL-6356 
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11F Not available NTIS 
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Reliability of Wind Power from Dispersed Sites: A 
Preliminary Assessment. 
LBL-6889 78-26 


KAHN, F. D. 


Supernova Remnants. 
PB-274 366/4GI 78-04 3B Not available NTIS 


KAHN, H. 


issues Relative to the Development and Commer- 
cialization of a Coal-Derived Synthetic Liquids In- 
dustry. Economic Issues Affecting the Development 
of a Coal Liquefaction Industry. Final Report, 
January 1975--December 1976. 

FE-1752-21 78-03 21D PC AOS/MF A01 


Long-Term Prospects for Developments in Space: A 
Scenario Approach. 


N78-12110/0GI 78-07 22A PC A04/MF A01 


Suggestions for a Phase-Il National Energy Policy. 
Final Report, March 1977--September 1977. 
FE/2660-1 78-15 10A PC A11/MF A01 


KAHN, HENRY D. 


Some Practical Considerations in the Application of 
Finite Source Queueing Models. 
AD-A045 816/6GI 78-01 12B PC A03/MF A01 


KAHN, HERMAN 


National Security Policy Issues in U.S.-Soviet 
Technology Transfer. 


AD-B016 518/3GI 78-09 15C PC A08/MF A01 


Non-Standard Forms of Naval Warfare: Tactical and 
Technological Requirements. 
AD-A051 093/3GI 78-12 15G PC A0S/MF A01 


Trends in Nuclear Proliferation, 1975-1995. Projec- 
tions, Problems, and Policy Options. 
AD-B011 707/7GI 78-19 5D PC A07/MF A01 


KAHN, J. STEVEN 


The Relationship Between Wind Speed and Shallow 
Water Ambient Noise. 
AD-295 157/2GI 


KAHN, JANE M. 


Trends in the Educational Process for the Critical 
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HRP-0017425/0GI 


KAHN, KENNETH A. 


Multidisciplinary Approach to Assessing the Quality 
of Care in Long-Term Care Facilities. 
HRP-0018636/1GI 78-02 6E Not Available NTIS 


KAHN, LAWRENCE 


Analysis of the Fifty Graduates of the Washington 
University Pediatric Nurse Practitioner Program. 
Part |: Scope of Practice and Professional Respon- 
sibility. 

HRP-0019652/7GI 78-08 6E Not Available NTIS 


Analysis of 50 Graduates of the Washington Univer- 
sity Pediatric Nurse Practitioner Program. Part 2 -- 
Determinants of Geographic Location. 

HRP-0025072/0GI 78-20 5I Not Available NTIS 


Comparability of Two Methods of Time and Motion 
Study Used in a Clinical Setting -- Work Sampling 
and Continuous Observation. 

HRP-0024216/4GI 78-16 6E Not Available NTIS 


Perceptions and Expectations of Physician Super- 
visors. 
HRP-0025471/4GI 


KAHN, LOUIS B. 


Logistics Papers 
AD-101 244/2GI 


KAHN, M. 


Long Run Energy Demand: A Summary of Presenta- 
tions and Discussions at a Workshop held by the 
Mitre Corporation METREK Division at McLean, Vir- 
ginia on June 9-10, 1976. 

PB-285 743/1GI 78-26 10A PC AQ4/MF A01 


Proceedings of Workshop on Long Run Energy De- 
mand 


PB-285 742/3GI 


10B PC A03/MF A01 
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78-10 5! Not Available NTIS 
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78-26 


Radiochemistry of lodine. 
NAS-NS-3062 78-08 


KAHN, M. H. 


Electric Utility Financial Problems and Potential 
Solutions. 


PB-285 827/2GI 78-26 5A PC AOS/MF AO1 


Proceedings of Workshop on Electric Utility Finan- 
cial Problems and Potential Solutions, Held at 
McLean, Virginia on September 25 and 26, 1975. 

PB-285 828/0GI 78-26 SA PC A15/MF A01 


KAHN, M.L. 


Defense Satellite Communications System Traveling 
Wave Tube Amplifier Life Test Report. Volume |. 
Twenty Watt TWTA. 
AD-A053 739/9GI 


10A PC A21/MF A01 


18B PC A06/MF A01 


78-16 9A MF AO1 


Detense Satellite Communications System Traveling 


Wave Tube Amplifier Life Test Report. Volume Il. 
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AD-A053 740/7GI 
KAHN, MARVIN HERTZ 


Layoff Behavior in Manufacturing Industries. 

PB-276 371/2GI 78-08 5i PC A06/MF A01 
KAHN, RAYMOND H. 

Development and Testing of Pseudointimal Lined 

Vascular Prosthetic Devices. 

PB-277 023/8GI 78-10 6L PC A04/MF A01 


KAHN, S. 


Verification of Ground Test Data by Instrumented 

Flight Test of an Artillery Shell. 

AD-915 842/9GI 78-14 19A PC A03/MF A01 
KAHN, S. A. 

Experimental Limits on Heavy Lepton Production by 


Neutrinos. 
BNL-23513 


KAHN, W. D. 


Ocean Gravity and Geoid Determination. 
N78-13672/8GI 78-08 8E PC A02/MF A01 


KAHNEMAN, DANIEL 


Causal Schemata in Judgments under Uncertainty. 
AD-A056 667/9GI 78-22 5J PC A03/MF A01 


Intuitive Prediction: Biases and 
Procedures. 


AD-A047 747/1GI 78-05 SJ PC A03/MF A0t 


Prospect Theory. An Analysis of Decision Making 
Under Risk. 
AD-A045 771/3GI 


KAHNERT, W. 


Stopping Power Cross Sections for exp 12 C* lons 
in Various Elements from Anisotropic Nuclear Dop- 
pler Spectra (idsa Method). 
INIS-mf-3606 


KAHNG, S. W. 


Macro Instructions and Their Processor for Struc- 
tured Programming with Assembly Languages. 
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KAHR, C. H. 
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AD-A046 680/5G! 78-03 


KANADERO, U. K. 


Fractional Photostimulated Tunnel Luminescence 
and Its Use in Determining the Spatial Distribution 
of Defects in Alkali Halide Crystals. 

ANL-Trans-1130 78-25 20B PC A02/MF A01 


KANAFANI, A. 


An Investigation of Short Haul Air Transportation in 
the Southeastern United States. 
N78-27094/9GI 78-23 1C PC A10/MF AO1 


KANAI, K. 
Bibliography of Earthquake Engineering--Transla- 
tion. 
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KANAROWSKI, STANLEY M. 


Investigation of Reflective Solar Control Films for 
Windows. 
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INIS-mf-3491 78-04 18K MF A01 


KANDA, HIROSHI 


Method of Producing Soybean Milk Yoghurt. 
PATENT-4 066 792 78-14 6H Not available NTIS 


Method of Producing Soybean Milk Yogurt. 
PAT-APPL-725 224/GI 78-10 6H PC A0Q2/MF A01 
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the Northwest Coast of the Island of Hawaii: A 
Computerized Water Budget Approach. 

PB-281 803/7GI 78-19 8H PC AOS/MF A01 


KANEKO, H. 


Microstructure and Magnetic Properties. 
LBL-6931 78-18 11F PC A02/MF A01 
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KANTOR, LYLE E. 


Development of an Aftercare Program in a Non- 
metropolitan Area. 
HRP-0025042/3GI_ 78-21 6E Not Available NTIS 


KANTOROWICZ, G. 


Evaluation of Space Application Problems of a 
Decimillimeter Carcinotron Evaluation des Problems 
d'Utilisation Spatiale d'UN Carcinotron Decimil- 
limetrique. 

N77-31593/5GI 78-01 9A PC A07/MF A01 


KANTROWICH, JAN R. 


Triad for Learning Nursing. 
HRP-0015096/1GI 78-04 Si Not Available NTIS 


KANTROWITZ, A.R. 


Magnetohydrodynamic Shock Wave in a Collision- 
Free Plasma 
AD-232 911/8GI 78-01 20! PC A03/MF A01 


KAPCHINSKIl, |. M. 


KANTSEPOLSKIY, A. A. 


Cooled Working Blade of a Gas Turbine, 
AD-A045 435/5G! 78-01 21E PC A02/MF A0O1 


KANTSIOS, A. G. 
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Children. 
PB-283 567/6GI 78-22 6F PC A02/MF A01 


Reprint: Pesticide Morbidity in South Carolina, 
PB-280 092/8GI 
78-16 6T 


KEIL, JULIAN E. 


Reprint: Decay of Parathion Residues on Field- 
Treated Tobacco, South Carolina-1972 (il), 
PB-278 105/2GI 

78-12 6F (Order as PB-278 102, MF A01) 


Reprint: The Diagnosis and Treatment of Or- 
ganophosphate Insecticide Poisoning, 
PB-280 900/2GI 

78-17 6E (Order as PB-280 889, MF A01) 


Reprint: Pesticide Effects on Occupationally Ex- 
posed Workers: A Summary of Four Years Observa- 
tion of Industry and Farm Volunteers in South 
Carolina, 
PB-276 881/0GI 

78-10 6J (Order as PB-276 880, MF A01) 


Reprint: Pesticides in People: DDT and DDE 
Residues in Blood from Children, South Carolina- 
1970, 
PB-280 832/7GI 

78-16 6T (Order as PB-280 830, MF AQ1) 


Reprint: Polychlorinated Biphenyls (Aroclor 1242): 

Effects of Uptake on E. coli Growth, 

PB-279 750/4GI 
78-15 6T 


19A MF AO1 


(Order as PB-280 085, MF AQ1) 


(Order as PB-279 739, MF AQ1) 
KEIL, W. 


Glassy Death: The Menace of Glass Walls to the 
Bird Population. 
ORNL-tr-4562 


KEILHACKER, M. 


Magnetic Divertors. 
IPP-1/33 


KEILHOLTZ, G. W. 


LMFBR Safety. 5. Review of Current Issues and 
Bibliography of Literature (1975--1976). 
ORNL/NUREG/NSIC-139 

78-10 181 


78-20 6C PC AQ2/MF A0O1 


78-08 18A MF A01 


PC A24/MF A01 
KEILIN, V. E. 


Some Probiems for Constructing of Circulation Su- 
perconducting Magnetic Systems. 
|\AE-2397 78-18 9A MF A01 


KEIM, T. A. 

Superconducting Rotor Research. 

AD-A053 612/8G! 78-16 10B PC AOS/MF AO1 
KEINBERGER, C. A. 

Corrosive Environment Tester for Filter Media. 

K-1891 78-06 13K PC A03/MF A01 
KEINERT, J. 

Thermal Scattering Matrixes for H in H sub 2 O for 

35 Energy Groups (Laser). 

IKE-6-100 78-10 20H MF A01 


WQGAS - A RSYST Module to Calculate the P sub 1 

Scattering Kernels of an Ideal, Monoatomic Gas. 

IKE-6-106 78-19 18K MF AQO1 
KEINONEN, M. 

Plutonium and Americium in the Foodchain Lichen- 

Reindeer-Man. 

CONF-770409-11 


KEIRN, M. A. 


Winter Field Surveys at Volunteer Army Ammunition 
Plant, Chattanooga, Tennessee. 
AD-A055 901/3G1 78-20 6F PC A08/MF AO1 


KEIRNS, MARY H. 


Hydrogen Cyanide Emissions from a Three-Way 
Catalyst Prototype. 
PB-279 037/6GI 


Flocking of Blood-Contacting Surfaces of Artificial 

implant Devices. 

PAT-APPL-737 271/GI 78-07 6L PC A0Q2/MF AO1 
KEISER, BERNHARD E. 


Computer Managed Instruction at Remote Sites: 
Phases II-Ill, a Demonstration Design. 


78-07 6F PC A02/MF A01 


78-14 70 PC A04/MF A01 





AD-A051 966/0GI 78-13 5I 
KEISER, GEORGE JOSEPH 

Health Dilemmas of the Urban Poor -- A Case Study 

in Experiential Health Education. 

HRP-0023347/8GI 78-14 5K Not Available NTIS 
KEISER, H. N. 

Reprint: Electrocardiogram Baseline Noise Estima- 

tion and Removal Using Cubic Splines and State- 

Space Computation Techniques. 

AD-A050 110/6GI 78-10 68 PC A02/MF A01 
KEISER, HAROLD N. 

Automated Entry of Data from the Aeromedical 


Evaluation Summary Report. 
AD-A054 190/4GI 78-17 5B PC AQ2/MF A0O1 


KEISER, J. 
Clinical Evaluation of Temporary Assist Pumping. 
PB-275 315/0GI 78-08 6L PC A03/MF A01 
Development and Evaluation of Unilateral and Bi- 
lateral Cardiac Assist Devices. 
PB-284 090/8GI 78-23 6L PC A12/MF A01 
KEISER, J. R. 
Status of Tellurium--Hastelloy N Studies in Molten 


Fluoride Salts. 
ORNL/TM-6002 


KEISER, JOHN T. 
Artificial Implant with Fiber-Flocked Blood-Contact- 
ing Surface. 

PATENT-4 084 266 78-24 6L Not available NTIS 

KEISER, RICHARD K. JR. 

The Incidental Catch from Commercial 


Trawlers of the South Atlantic States. 
PB-280 484/7GI 78-14 6C PC A03/MF A01 
KEISTER, P.L. 
Recovery and Purification of Uranium-234 from 
Aged Plutonium-228. 
MLM-2490 
KEISTER, SALLY 
The Need for Higher Education in Iran. 
PB-286 167/2GI 78-26 51 PC A08/MF A01 
KEITH, A. D. 
Spin Label Studies on Membranes and the Aqueous 
Zones of Membrane Enclosures. Progress Report, 
Period Covered: August 1976 to the Present. 
COO-2223-25 78-16 6C PC A02/MF A01 


KEITH, C.H. 
The Growth of Sea Salt Particles by Condensation 


of Atmospheric Water Vapor 
AD-014 994/8GI 78-14 4A 


Sea-Salt Nuclei Studies. 
AD-491 661/5GI 78-20 4B 


Sea-Salt Nuclei Studies. 

AD-491 665/6GI 78-20 4B 

Sea-Salt Nuclei Studies. 

AD-895 192/3GI 78-19 4B PC A02/MF A01 
KEITH, GEORGE H. 

Beryllium-Titanium Materials Optimization Program. 

AD-A054 278/7GI 78-17 110 PC A03/MF AO1 
KEITH, JOHN E. 

The Virgin River Basin Study: A Regional Approach 

to Multiobjective Planning for Water and Related 


Resources, 
PB-273 647/8GI 


KEITH, JON G. 
Hospital Social Work Audit Focuses on Discharge 


Planning. 
HRP-0024197/6GI 


KEITH, LEROY A. 
Evaluation of Longitudinal Control Feel System 


Modifications Proposed for USAF F/RF-4 Aircraft. 

AD-824 148/1GI 78-13 1C PC AOS/MF A01 
KEITH, LOUIS 

Gonorrhea Detection in a Family Planning Clinic -- 

A Cost-Benefit Analysis of 2,000 Triplicate Cultures. 

HRP-0016640/5GI 78-10 6E Not Available NTIS 
KEITH, ROBERT W. 


Success Predictors for Students to Attend AFIT De- 


partment of Systems Management Master's Degree 
Programs. 
AD-A046 110/3GI 


KEITH, SUSAN JO 


The Impact of Groundwater Development in Arid 
Lands: A Literature Review and Annotated Bibliog- 
raphy. 

PB-276 908/1GI 


KEITH, WILLIAM 


PC A11/MF AO1 


78-06 18J PC A03/MF A01 


Shrimp 


78-16 7D PC A02/MF A01 


PC A03/MF AO1 
PC A02/MF AO1 


PC A0O2/MF A01 


78-02 13B PC A08/MF AO1 


78-25 6E Not Available NTIS 


78-02 Sit PC AOS/MF A0O1 


78-10 13B PC A08/MF A01 


Health Hazard Evaluation Determination Report 
Number 75-195-396, United Airlines Maintenance 
Base, San Francisco International Airport, Burlin- 
game, California, 
PB-273 779/9GI 


78-03 6J PC A03/MF A01 


KEITH, WILLIS J. 


A Survey of South Carolina's Hard Clam Resources. 
PB-281 838/3GI 78-19 6C PC A04/MF A01 


A Survey of South Carolina's Hard Clam Resources. 

PB-286 986/5GI 78-26 6C PC AO0S/MF A01 
KELCH, W. L. 

Reprint: Stellar Model Chromospheres. Vil. Capella 

(G5 Il+ ), Pollux (KO Ill), and Aldebaran (K5 Ill). 

PB-282 120/5G! 78-19 3B Not available NTIS 
KELCHNER, B.L. 


Water Reuse Achieved by Zero Discharge of Aque- 
ous Waste. 
RFP-2479 
KELHAE, V. 
X-Ray Topographic Experiments with Si, Ge, alpha- 
S, HMT and PtCo Crystals and with Integrated Cir- 
cuits Using Synchrotron Radiation... 
N78-17319/2GI 78-12 20L PC A02/MF A01 
KELHAE, V. O.. 


Construction of Some Instruments for Measuring 

and Creating Magnetic Fields. 

N78-17364/8G! 78-12 
KELIHER, T. E. 


A Comparison Between Derived internal Dielectric 

Properties and Radio-Echo Sounding Records of 

the Ice Sheet at Cape Folger, Antarctica, 

AD-A055 245/5GI 78-18 8L PC A02/MF A01 
KELL, DIANE 


Health Manpower Planning -- A Survey of Alterna- 
tive Approaches at the State Level. 
HRP-0025905/1GI 78-25 6E PC A02/MF A01 
A Survey of Institutional Practices and an Assess- 
ment of Possible Options Relating to Voluntary Mid 
and Late Career Changes and Early Retirement for 
University and College Faculty. 
PB-275 600/5GI 78-06 5I 


KELL, J.F. JR. 


Experimental Medial Hypertrophy and Hyperplasia 
of Cats’ Pulmonary Arteries 
AD-113 408/9GI 78-22 6E PC A02/MF A01 


KELL, P. 


TOMA SATCOM System Simulation. 
AD-A047 615/0GI 78-05 17B PC A06/MF A01 


KELLAND, D. R. 


Beneficiation of Oxidized Taconites 
Gradient Magnetic Separation. 
PB-274 340/9GI 78-05 8! 


KELLBERG, ELSA R. 


An Analysis and Assessment of Non-Federal Fund- 

ing of HSA's. 

HRP-0900002/7G! 
KELLEHER, D. E. 


Reprint: Hydrogen Fine-Structure Effects at Low 
Electron Densities. 
PB-286 530/1GI 78-26 7D Not available NTIS 


Reprint: Some Measured Regularities in the Stark 
Broadening of Neutral Nitrogen Lines. 
PB-274 827/5GI 78-05 7D Not available NTIS 


KELLEHER, D. M. 


SCOPE: Synergistic Computer Optimization of 
Planning for Enrichment Status Report. 
K/CSD/TM-17 78-09 18J PC A03/MF A01 


KELLEHER, DERMOD 


Safety Methodology for Space Nuclear Systems. 
AD-A048 780/1GI 78-07 18N PC A04/MF A01 


KELLEHER, JOHN J. 


Pulse Voltage Regulator. 
PATENT-4 064 407 78-25 9E Not available NTIS 


KELLEN, P. F. 
IR Atmospheric Measurements. 
AD-A045 546/9GI 78-01 
IR Atmospheric Measurements. 
AD-A049 054/0GI 78-08 17E PC A06/MF A01 
KELLENBENZ, CARL W. 


Solid State Programmable Dynamic Load Simulator. 
PATENT-4 042 830 


78-07 


78-13 18G PC A02/MF A01 


14B PC A02/MF A01 


PC A13/MF A01 


by High 


PC A04/MF A01 


78-22 6E PC A10/MF A01 


4A PC A03/MF A01 


14B Not available NTIS 
KELLER, CARL 
Morbidity Patterns Among Heavy Equipment Opera- 
tors Exposed to Whole-Body Vibration - 1975 
(Followup to a 1974 Study). 
PB-273 880/5G! 78-03 6J PC A04/MF AO1 


KELLER, CHARLES L. 


Methods for Determining Modal Parameters and 
Mass, Stiffness and Damping Matrices. 
AD-A058 788/1GI 78-25 20K PC A0S/MF A01 


KELLER, R. A. 


KELLER, D. V. JR. 


Physio-chemical factors contributing to thermoelec- 
tric phenomena. Part 1: Thomson heat in metallic 
systems. 

AD-464 868/9GI 


KELLER, ELSIE 
Multi-Agency Coordinating Center, 
PB-284 133/6GI 78-24 5I 
KELLER, G. R. 
A Tectonic Overview of the Central Midcontinent. 
PB-275 228/5G! 78-05 8G PC A06/MF AO1 
KELLER, GEORGE H. 


Clay Fabric and Geotechnical Properties of 
Selected Submarine Sediment Cores from the Mis- 
sissippi Delta. 
PB-275 194/9GI 78-05 8G PC A05/MF AO1 
Reprint: Currents and Sedimentary Processes in 
Submarine Canyons off the Northeast United States. 
AD-A057 595/1GI 78-23 8C PC A02/MF A01 
KELLER, GEORGE V. 
Exploration for Geothermal 
Hawaii. 
AD-A046 954/4G! 


KELLER, GERALDINE B. 


Messages Received at an EMS Dispatching Center: 
Study of the Nature and Effect. 
PB-272 389/8GI 78-01 6E PC A20/MF A01 


A Method for Developing a Guide for EMS Commu- 
nication Training: Final Report and Executive Sum- 


77-20 20L PC AOS/MF AO01 


PC A02/MF A01 


Energy on Oahu, 


78-04 8i PC A0Q3/MF A01 


mary. 
PB-284 690/5GI 
KELLER, H. B. 
Nonlinear Problems in Continuum Mechanics. 
AD-A051 494/3GI 78-12 20D PC A02/MF A01 
KELLER, J. D. 


Preliminary Study of the Use of the Star-100 Com- 
puter for Transonic Flow Calculations. 
N78-11005/3GI 78-06 1A PC A02/MF AQ01 
KELLER, J. H. 
In-Plant Source Term Measurements at Fort Cal- 
houn Station - Unit 1. 
PB-284 104/7GI 78-21 18G PC A10/MF A01 
Procedures, Source Term Measurement Program. 
PB-275 229/3GI 78-05 18E PC A0QS/MF A01 
Procedures Source Term Measurement Program. 
TREE-1178 78-17 18E PC AQ4/MF A01 
KELLER, JOHN V. 
Soluble Organic 


Removal. 
PB-281 727/8Gi 


KELLER, JOSEPH B. 
Nonlinear Phenomena in Electromagnetic Theory 
and Acoustics. 
AD-A049 295/9G! 78-08 20N PC A03/MF A01 


Solitary Wave and Periodic Waves in Shallow Water 
AD-098 002/9G! 78-22 20D PC A03/MF A01 


KELLER, M. H. 


Passive Solar Heating and Cooling. 
LA-6637-C 78-07 


KELLER, MARTIN D. 


A Method for Developing a Guide for EMS Commu- 
nication Training: Final Report and Executive Sum- 
mary. 

PB-284 690/5GI 


KELLER, O. L. JR. 


Overview: History and Perspective of the Search for 
Superheavy Elements. 
CONF-780333-2 


KELLER, P. 


FTE: A Resource-Allocation Program for Managers. 
UCRL-52244 78-13 SA PC A06/MF A01 


PLOTPK: An Interactive Program That Creates 
Graphs and Edits Pictures. Part 1. User's Guide. 
UCID-30127(Rev. 1)(Pt.1) 


78-08 9B PC A03/MF A01 
Time-Dependent Electrical Parameters of Rock- 


Solution Systems. Part I. 
UCRL-79013(Pt.1) 


KELLER, P. R. 


CHARTIT: A Computer Program That Constructs 
Bar Graphs in Color. 
UCRL-52310 


KELLER, PAT N. 


Phase Controlled Shuttering System. 
PAT-APPL-903 339/GI 
78-25 


78-24 5i PC A07/MF AO1 


Nitrogen Characteristics and 


78-18 13B PC A12/MF A01 


13A PC A16 


78-24 Si PC A07/MF A01 


78-22 20H PC A02/MF A01 


78-04 8G MF A01 


78-25 9B PC A04/MF AQO1 


14E PC AOQ2/MF AO1 
KELLER, R. A. 


Reprint: Photon-induced lonization Changes in a 
Neon Discharge. 


PA-733 





PB-285 141/8GI 78-25 70 Not available NTIS 


Reprint: Use of an Opto-Galvanic Effect to Frequen- 
cy-Lock a Continuous Wave Dye Laser. 
PB-280 457/3GI 78-17 20E Not available NTIS 


KELLER, R. B. JR.. 
Liquid Rocket Engine Axial-Filow Turbopumps. 
N78-31164/4GI 78-26 21H PC AOQ7/MF A01 


Liquid Rocket Engine Turbopump Rotating-Shaft 
Seals. 
N78-30584/4Gi 
KELLER, STUART R. 
Reprint: A Porous Prolate-Spheroidal Mode! for 


Ciliated Micro-Organisms. 
AD-A045 549/3GI 78-01 


KELLER, T. W. 
Effects of Resource Request Patterns in Queueing 


Network Models. 
LA-UR-77-893 78-07 9B PC A02/MF A01 


Evaluation of the CRAY-1 Computer. 
LA-UR-77-1065 78-02 98 Not available NTIS 


Queueing Network Models of Computer Systems 
with Limited Parallelism in Subnetworks. 
LA-UR-77-894 78-04 9B PC A02/MF A01 


KELLER, W. E. 


Development and Prospects for Application of Su- 
perconducting D.C. Cables. 
LA-UR-77-712 78-01 


Environmental Control Technology R 


Requirements for Energy Storage Systems. 
LA-6979-MS 78-17 10C PC A07/MF A01 
Low Temperature Physics and Engineering Quar- 
terly Progress Report, July 1--September 30, 1977. 
LA-7134-PR 78-18 20L PC A03/MF A01 
Low Temperature Physics and Engineering Quar- 


terly Progress Report, October 1--December 31, 
1977. 


LA-7249-PR 78-23 20L PC A03/MF A01 
Use of Superconductive Technology for Energy 
Storage and Power Transmission for Large Power 
Systems: Power Parks. 

LA-UR-77-2805 78-19 


KELLER, WILLIAM 


Linking Youth Service Systems: An Approach to In- 

tegrated Programming. 

SHR-0002251 
KELLERMAN, J. P. 


MADMAN on the H6000: Data Base Manager for 
Honeywell 6000 Volume |. 
AD-A056 375/9GI 78-21 9B PC A03/MF A01 


MADMAN on the H6000: Data Base Manager for 
Honeywell 6000. Volume Ii. 
AD-A056 376/7GI 78-21 


KELLETT, J.C. JR. 


Science and the Illinois General Assembly: A Case 
Study of a Project, 
PB-284 186/4GI 


KELLEY, 8. E. 

Surge-Damping Vacuum Valve. 

UCRL-52347 78-13 13K PC AO2/MF A01 
KELLEY, BRIAN C. 


Data File: New Bedford Harbor, Massachusetts. 
PB-278 199/5GI 78-11 8J PC AOS/MF A01 
KELLEY, BRUCE C. 


Health Perspectives in Rhode Isiand -- A Sample 
Survey. 
HRP-0024307/1GI 
KELLEY, BUSTER E. 
Passive Optical Transponder. 
PATENT-4 049 969 
78-04 20F Not available NTIS 


78-25 21H PC A°S/MF A01 


6M PC A02/MF A01 


9A PC A02/MF A01 
and O 


10C PC AQ2/MF A01 


78-26 SK PC A06/MF A01 


9B PC A07/MF A01 


78-23 SA PC A04/MF A01 


78-13 6E Not Available NTIS 


KELLEY, C. STUART 


Survey of Codes Employing Nuclear Damage As- 
sessment. 
AD-A048 002/0GI 


KELLEY, C. T. 


Operator-Valued Chandrasekhar H-Functions. 
AD-A049 496/3G! 78-09 18K PC A02/MF A01 


Solution of H-Equations by Iteration. 
AD-A054 534/3GI 78-17 12A PC A02/MF A01 


78-06 15F PC AQ4/MF A01 


A Variational Equivalent to Diagonal Scaling. 


AD-A054 548/3GI 
KELLEY, CHARLES R. 

Further Research on the Predictor instrument 

AD-253 961/7GI 78-01 13J PC A03/MF AO1 
KELLEY, EOWARD w. 


The impact of Bart on Governmental Organization 
and Operations. 
PB-282 944/8G! 


78-17 12A PC A02/MF A01 


78-21 13B PC A04/MF A01 


PA-734 


KELLEY, FRANCIS J. 
Legal Protection of Computer Software: An Indus- 
trial Survey. 
PB-283 415/8GI 


KELLEY, G. D. 


A New Approach to ARMA Modeling. 
AD-A047 748/9GI 78-05 12A PC A0S/MF A01 


KELLEY, J. A. 
Effect of Internal alpha Radiation on Borosilicate 


Glass Containing Savannah River Plant Waste. 
DP-1482 78-25 18G PC A02/MF A01 


Vitrification Studies for Savannah River Plant 
Radioactive Wastes. 
OP-MS-76-76 78-01 
KELLEY, J. H. 


Proceedings of the DOE Chemical Energy Storage 
and Hydrogen Energy Systems Contracts Review. 
N78-25532/0GI 78-20 21D PC A13/MF A01 


KELLEY, J. L. 


Post-Failure Phenomena in LMFBR Top Accidents. 
PB-277 910/6GI 78-10 181 PC AOS/MF A01 


KELLEY, JAMES A. 
Reprint: Methaqualone Metabolites in Human Urine 


after Therapeutic Doses. 
AD-A048 523/5G! 78-07 60 PC A02/MF A01 


KELLEY, JAMES C. 
Reprint: Further Transition States of the Baja 


California Upwelling Ecosystem, 
PB-285 011/3GI 78-25 8A _ Not available NTIS 


KELLEY, JAMES M. 


Earthquake Simulation Testing of a Stepping Frame 
with Energy-Absorbing Devices, 
PB-273 506/6G! 78-02 13M PC A04/MF A01 


KELLEY, JOHN J. 
Gases in Sea Ice: A Factor Bearing on the Trans- 


mission of Sound Energy. 
AD-A056 115/9G! 78-21 


KELLEY, JOHN RICHARD 


Simulation and Analysis of Ammunition Transport 
Capability in Support of a Combat Unit. 
AD-A053 936/1G! 78-16 15E PC A06/MF A0O1 


KELLEY, K.G. 
An Evaluation of Data Information Transfer Require- 


ments for the Future DCS. 
AD-A049 464/1GI 78-09 


KELLEY, KENNETH C. 


Life Cycle Cost Analysis in Building Design. 
AD-A048 671/2GI 78-07 13M PC AOS/MF A01 


KELLEY, M. C. 


Reprint: Intense Poleward-Directed Electric Fields 
Near the tonospheric Projection of the 
Plasmapause. 

AD-A054 774/5GI 78-18 4A PC A02/MF A01 


Large Amplitude Irregularities at Low Latitudes in 
the Topside lonosphere. 
AD-A052 268/0GI 78-14 4A PC AQ2/MF A01 


Reprint: Review of Equatorial Scintillation 
Phenomena in Light of Recent Developments in the 
Theory and Measurement or Equatorial Irregulari- 
ties. 


AD-A055 293/5GI 
KELLEY, MAJORIE L. 
Development of 

Materials. 
HRP-0900044/9GI 
KELLEY, MICHAEL J. 


Chapel Management Career Ladder AFSCs 70130, 

70150, 70170, and 70190. 

AD-A055 018/6GI 78-18 5I 
KELLEY, NANCY J. 


New Energy Saving Techniques for the Production 
of Dense Foods, 
AD-A056 477/3GI 
KELLEY, P. A. 
E-Division Semiannual Report. 
December 1, 1976--May 30, 1977. 
LA-7027-PR 78-17 58 PC A06/MF A01 
E-Division Semiannual Report. Progress Report, 
June 1--December 31, 1977. 
LA-7149-PR 78-18 5B PC AOS/MF A01 
KELLEY, PATRICIA 
Inter-Agency Collaboration in Drug Rehabilitation. 
SHR-0001610 78-04 SK PC A11/MF AO1 
KELLEY, R. 


Robot Computations for Orienting Workpieces. 
PB-276 636/8GI 78-10 13H PC A13/MF A01 


Robot Computations for Orienting Workpieces. 
PB-277 746/4GI 78-12 13H PC AQS/MF A0O1 


78-22 9B PC A04/MF A01 


18G Not available NTIS 


8L PC A04/MF A01 


17B PC A04/MF A01 


78-18 4A PC A02/MF A01 


Dental Auxiliary Instructional 


78-08 5i PC AQ2/MF A01 


PC A03/MF AQ1 


78-21 6H PC A02/MF A01 


Progress Report, 


KELLEY, R. D. 
Reprint: Activity of Tungsten as a Methanation 
Catalyst. 
PB-273 938/1GI 78-02 7D Not available NTIS 
Reprint: Kinetics of Carbon Monoxide Hydrogena- 
tion on a Polycrystalline Nickel Ribbon Catalyst. 
PB-282 009/0GI 78-19 7D Not available NTIS 
KELLEY, R. P. 


Least Squares Viewed as a Genera! Optimization 

Problem. 

AD-A045 594/9G! 
KELLEY, R. W. 


Time Correlation of FM Data in the Data Processing 

Division. 

SAND-77-8009 
KELLEY, ROBERT 


Theoretical and Experimental investigation of Reac- 
tion Mechanisms of Explosives, Corrosion, and Bat- 
tery and Fuel Technology. 
AD-A046 641/7GI 78-03 
KELLEY, STEPHEN T. 


A Behavioral Taxonomy for Ow! Monkeys (Aotus 


78-01 12A PC A02/MF A01 


78-07 14C PC A04/MF A01 


19D PC AQ3/MF AO1 


sp.). 
AD-A055 577/1GI 
KELLEY, THOMAS V. 


Medical Device Establishment Registration File. 

PB-276 807/5GI 78-09 6L CP TO2 
KELLEY, W. W. 

Results of a Simulator Test Comparing Two Display 


Concepts for Piloted Flight-Path-Angle Control. 
N78-21104/2GI 78-16 1D PC A02/MF A01 


Simulator Evaluation of a Flight-Path-Angle Control 
System for a Transport Airplane with Direct Lift 
Control. 
N78-20139/9GI 
KELLEY, WILLIAM E. 
Ground Water Quality Model of the Chipuxet 
Aquifer in the Upper Pawcatuck River Basin. 
PB-275 767/2GI 78-07 138 PC A02/MF A01 
KELLIHER, EOWARD G. 


Direct Electronic Transforms for Feature Extraction. 
AD-A053 259/8G! 78-15 9B PC AQ3/MF A01 


KELLIHER, JOHN C. 
Left Anterior Hemiblock (LAH)--Diagnosis and 


Aeromedical Risk, 
AD-A047 428/8G! 


KELLIHER, JOHN K. 


The Interaction of Carbon Monoxide and Altitude 
on Aviator Performance: Pathophysiology of Expo- 
sure to Carbon Monoxide. 

AD-A055 212/5G! 78-18 6S PC A03/MF A01 


KELLIZY, A. 


Outline of Cost-Benefit Analysis and a Case Study. 
N78-31954/8GI 78-26 SC PC A03/MF A01 


KELLNER, A.D. 


5TH Partial Report - the Effectiveness of Ships’ Per- 
sonnel as Coach-Supervisors During Attack Teacher 
Exercises - the Evaluation of ASW Team Per- 
formance by Measurement of Operator Activities 

AD-049 798/2GI 78-21 15C PC A06/MF A01 


KELLNER, JORDAN D. 
Titanium Diboride Electrodeposited Coatings. 
AD-A047 956/8G! 78-06 11C PC A03/MF A01 
KELLOCK, H. A. 


The Accuracy of Curve Fitting Procedures for the 
Determination of the Rate Constant for Reactivation 
of an Acylated Esterase, 

AD-A048 027/7G! 78-06 6A PC A02/MF A01 


KELLOG, J. C. 


Engineering and Economic Evaluation of New Min- 
ing Concepts for Hard Rock Bedded Deposits. 
PB-274 391/2GI 78-04 81 PC A12/MF A01 


KELLOGG, DAVIDA E. 
Reprint: Microevolutionary Patterns in Late Cenozo- 
ic Radiolaria. 
AD-A051 115/4G! 
KELLOGG, G. L. 


Plasma-Wall Interactions in PLT: an Imaging Atom 
Probe Analysis. 
SAND-77-1891C 


KELLOGG, K.B. 

Trifluoracety! Hy pofluorite 

AD-032 184/4GI 78-18 7C PC A02/MF A01 
KELLOGG, L. S. 


Review of Microscopic Integral Cross Section Data 
in Fundamental Reactor Dosimetry Benchmark 
Neutron Fields. 
HEDL-SA-1148(Rev.1) 

78-14 20H PC A03/MF AO1 


78-20 6C PC A02/MF A01 


78-15 1C PC A03/MF A01 


78-05 6E MF A01 


78-12 8A PC A02/MF A01 


78-25 18A PC A0Q2/MF A01 





KELLOGG, M. 
Floating Point Hardware Emulator for RSX-11D. 
LA-UR-77-2649 78-13 9B PC A02/MF A01 
Introduction to Q. 
LA-7001-M 78-26 20G PC A03/MF A01 
Qal and the Analyzer Task. 
LA-6884-M 78-08 20G PC A04/MF A01 
Qmodule: Camac Modules Recognized by the Qal 
Compiler. 
LA-6951-M 78-13 20G PC A02/MF A01 


System for Histogram Entry, Retrieval, and Plotting. 
LA-6920-M 78-09 9B PC A03/MF A01 


KELLOGG, PAUL J. 
Possible Explanation of the Radiation Observed by 
van Allen at High Altitudes in Satellites 
AD-211 960/0GI 78-16 4A PC A03/MF AO1 
KELLOGG, ROBERT B. 


Reprint: Verification of a Particle Size Correction 

Method for X-Ray Fluorescence Spectrometric 

Analysis of Environmental Samples. 

PB-280 784/0GI 78-17 70 PC A02/MF A01 
KELLOGG, THOMAS B. 


Reprint: Paleoclimatology and Paleo-Oceanography 
of the Norwegian and Greenland Seas: The Last 
450,000 Years, 

PB-279 158/0GI 


KELLOGG, W.N. 


Bibliography of the Noises Made by Marine Organ- 
isms 

AD-011 417/3GI 78-14 6C PC A02/MF A01 
Porpoise Sounds as Sonar Signals 

AD-011 416/5GI 78-14 6C PC AQ2/MF A01 
Ultrasonic Hearing in the Porpoise. Tursiops Trun- 
catus 

AD-065 293/3GI 


KELLOGG, W. W. 


Effects of Human Activities on Global Climate. A 
Summary, with Consideration of the Implications of 
a Possibly Warmer Earth. 

N78-20708/1GI 78-15 48 PC A04/MF AQO1 


What If Mankind Warms the Earth. 
AED-Conf-77-002-003 78-04 4A MF AO1 


KELLOM, A. W. 
Adaptive Telemeter. 
SAND-78-8013 

KELLS, RICHARD E. 
A Methodology for Estimating the Economic 


Benefits of an Aircraft Engine Warranty. 
AD-A047 282/9GI 78-04 1C PC A07/MF A01 


KELLUM, EDWARD E. 


The Development and Evaluation of a Panoramic 
Radio Direction Finding Receiver 
AD-228 194/7GI 78-11 17C PC A0Q4/MF A01 


KELLY, A. 


Epidemiological Patterns of Childhood Mortality 
and Their Relation to Distance from Medical Care. 
HRP-0017414/4GI 78-05 6E Not Available NTIS 


KELLY, A. P. JR. 


Reliability Analysis of the Residual Heat Removal 
Systems for a 300 MW(E) GCFR. 
GA-A-14653 78-21 18! 


KELLY, B. T. 


Irradiation-induced Creep in Graphite. A Review of 
UKAEA Reactor Group Studies. 
TRG-Report-2878(S) 


78-15 8G Not available NTIS 


78-14 6C PC AQ2/MF A01 


78-25 9F PC A04/MF AO1 


PC A09/MF A01 


78-13 18J MF AO1 


Technology and Assessment of Neutron Absorbing 
Materials. 
TRG-Report-2953(S) 


78-14 18J MF AO1 


KELLY, CLINTON W. Il! 


Decision Theoretic Aids for inference, Evaluations, 
and Decision Making: A Review of Research and 
Experience 

AD-A053 962/7G! 78-16 SJ PC A07/MF A01 


Handbook for Decision Analysis. 
AD-A049 221/5GI 78-08 5J PC A13/MF A01 
KELLY, DO. L. 


Cost Benefit Analysis of the Transfer of NASA 
Remote Sensing Technology to the State of Geor- 
gia. 

E78-10076 


KELLY, 0. M. 


Cost and Training Effectiveness Analysis for Stand- 
Off Target Acquisition Surveillance System. 
AD-A050 433/2G! 78-10 Si PC A11/MF A01 


Development of Flight-Safety Prediction Methodolo- 
gy for U.S. Naval Safety Center. 
AD-A051 819/1GI 78-13 1C MF A01 


Development of Flight Safety Prediction Methodolo- 
gy for U. S. Naval Safety Center. Revision 1. 
AD-A055 378/4GI 78-20 18 MF A01 


78-11 5B PC A07/MF A01 


Reliability Evaluation Test Planning Study for BGM- 
34C Remotely Piloted Vehicle, 


AD-A051 332/5GI 78-12 1C PC AOS/MF A01 


KELLY, DONALD 


High-Frequency Breakdown of Air 
AD-249 847/5GI 78-18 20C PC AQ2/MF AO1 


KELLY, DONALD C. 


Laguerre Polynomial 
Functions 
AD-254 236/3GI 77-20 12A PC AQ4/MF A01 


Microwave Conductivity of a Plasma in a Magnetic 
Field 
AD-242 599/9GI 


Expansion of Distribution 


78-18 201 PC AQ2/MF A01 


KELLY, DONALD H. 


Studies of Visual Perception. 
AD-A047 893/3GI 78-06 6P PC A07/MF A01 


KELLY, DOROTHY I. 


The Feasibility of Obtaining Additional information 
on Industrial Research and Development. 
PB-281 557/9GI 78-18 5C PC A08/MF A0O1 


A Survey of Foundations Involved in U.S. Health R 
and D. 


PB-281 029/9GI 78-17 6E PC A11/MF AO1 


KELLY, E. 


The Effect of Ultrasound on Biological Tissue 
AD-236 280/4GI 78-09 6R PC A02/MF A01 


Lithium--Water--Air Battery Project: Progress Dur- 
ing the Months of August--November. 
UCID-17426-77-8-9-10-11 

78-17 10C PC A02/MF A01 


Three-Phase Region of D sub 2 -DT-T sub 2. 
UCRL-79036 78-01 18A PC A02/MF A01 


KELLY, E. M. 


Quadrupole Mass-Filter Sensitivities of H sub 2 , 
HD, D sub 2 , and T sub 2, and the Kinetics of beta 
-Particle Induced Exchange Between H sub 2 , D 
sub 2, and T sub 2 at 25.4 exp OC. 

UCRL-52391 78-21 70 PC A03/MF AQ1 


Three-Phase Region of D sub 2 -DT-T sub 2. 
UCRL-79036(Rev.1) 78-06 7D PC A02/MF A01 


KELLY, EDWARD WILLIAM 


Effects of Thermomechanical Processing on Damp- 
ing Characteristics of Martensitic Cu - 13.5 w/o Al 
Alloy for Ship Silencing Application. 

AD-A053 878/5G! 78-16 11F PC A04/MF A01 


KELLY, EUNICE 
Three-level School Health Program. 
HRP-0025087/8Gi 78-18 6E Not Available NTIS 
KELLY, G. E. 


Development of Proposed Standards for Testing 
Solar Collectors and Thermal Storage Devices. 
NBS-TN-899 78-06 10A PC A12/MF A01 


Reprint: A Method of Testing for Rating Thermal 
Storage Devices Based on Thermal Performance. 
PB-275 131/1GI 78-07 13A Not available NTIS 


Reprint: Oilburner Modification Cuts Costs. 
PB-280 586/9GI 78-16 13A Not available NTIS 


KELLY, G. N. 


Estimate of the Radiological Consequence of No- 
tional Accidental Releases of Radioactivity from a 
Fast Breeder Reactor. 
NRPB-R-53 


KELLY, G. W. 


Optimization of Processing Variables Which Affect 
Adhesion of Organic Coatings. 
AD-A048 467/5GI 78-07 11C PC A04/MF A01 


78-19 18F MF A01 


KELLY, GEORGE 


Use of a Computer Model to Evaluate Energy Sav- 
ing Potentials for Gas-Fired Furnaces. 
PB-285 311/7GI 78-25 10A Not available NTIS 


KELLY, GEORGE E. 


Method of Testing, Rating and Estimating the 
Seasonal Performance of Central Air Conditioners 
and Heat Pumps Operating in the Cooling Mode. 

PB-280 107/4GI 78-16 13A PC AOS/MF A01 


KELLY, J. G. 


Application of Coded Source X-Radiography to the 
Observation of Nuclear Fuel Motion. 
SAND-77-1724 78-17 18J PC AQ4/MF A01 


Coded Aperture Imaging of Reactor Illuminated 
LMFBR Fuel Pins. 

SAND-77-1014C 78-08 181 PC A02/MF A01 
Development of a Coded Aperture Fuel Motion 
Diagnostics System for the ACPR (Upgrade). 
SAND-77-1553C 78-12 181 PC A02/MF A01 


KELLY, J. J. 


Composite Flywheel Development, April 1--June 30, 
1977. 


Y-2097 78-08 10A PC AOQ2/MF A01 


KELLY, L.B. 


Composite Flywheel Development Completion Re- 
port, October 1, 1976--September 30, 1977. 
Y-2117 78-26 13F PC A04/MF AO1 


Composite Flywheel Development, 
March 31, 1977. 
Y-2087 78-07 13F PC A03/MF AO1 


Development of the “Bandwrap" Flywheel. 
Y/DA-7290 78-10 11D PC A02/MF AO1 


KELLY, J. L. 
Poloidal Field Coil Design for a Fusion--Fission 
Breeder Reactor. 
WFPS-TME-067 78-13 18A PC A02/MF AO1 


Second-Order Elastic Deformation of Solids 
AD-027 199/9GI 78-21 20L PC A02/MF A01 


KELLY, J. M. 
Equipment-Structure Interaction at High Frequen- 


cies. 
AD-A049 065/6G! 78-08 20K PC A04/MF A01 


Turbulent Interchange in Triangular Array Bare Rod 
Bundles. 
COO-2245-45TR 


KELLY, J. R. 


Communications High-Order Language investiga- 
tion. Volume |. 
AD-A049 737/0GI 78-09 98 PC A11/MF A01 


Communications High-Order Language investiga- 
tion. Volume Il. 
AD-A049 736/2G! 


KELLY, J. T. 


Acoustic Recession Gage Development. 
AD-B019 314/4GI 78-19 16C PC A11/MF AO1 


KELLY, JAMES F. 


Management of War Injuries to the Jaws and Re- 
lated Structures. 
AD-A054 648/1G! 78-17 6U MF AO1 


Reprint: Radionuclide, Radiographic and Histologic 
Evaluation of Mandibular Bone Grafts. 
AD-A049 824/6G! 78-09 6E PC A02/MF AO1 


Reprint: Sequential Quantitative Radionuclide 
Evaluation of Mandibular Bone Graft Repair. 
AD-A049 799/0G! 78-09 6E PC A02/MF A01 


KELLY, JAMES M. 


The Development of Energy-Absorbing Devices for 
Aseismic Base Isolation Systems, 
PB-284 978/4GI 78-25 13M PC A04/MF AO1 


Dynamic Plastic Analysis Using Stress Resultant 
Finite Element Formulation, 
PB-275 453/9GI 78-07 20K PC A04/MF A01 


Experimental Results of an Earthquake Isolation 
System Using Natural Rubber Bearings, 
PB-281 686/6GI 78-18 13M PC A04/MF AO1 


A Practical Soft Story Earthquake Isolation System, 

PB-276 814/1GI 78-10 13M PC A07/MF AO1 
KELLY, JOHN 

Jet Engine Test Cells - Emissions and Control Mea- 


sures: Phase 2. 
PB-282 412/6Gi 


KELLY, JOHN C. 


Computer Science and Technology: UNIVAC 1108 

EXEC Level 32R2 Performance Handbook. 

PB-283 153/5GI 78-21 98 PC A07/MF AO1 

KELLY, JOHN D. 

Method and Means for Defocusing Engine Cavity 

Reflected Energy. 

PAT-APPL-846 091/GI 
78-14 


January 1-- 


78-17 181 PC A11/MF AQ1 


78-09 98 PC A19/MF AO1 


78-20 138 PC A08/MF AO01 


17D PC AQ2/MF AO1 
KELLY, JOHN E. 


The Fishery Conservation and Management Act of 
1976. Organizational Structure and Conceptual 
Framework, 

PB-281 181/8GI 


KELLY, JOHN J. 


SES Program, Civilian Application, 
PB-273 672/6GI 78-03 13J PC A03/MF AO1 


KELLY, JOHN R. 


Improved Procedures for Valuation of the Contribu- 


tion of Recreation to National Economic Develop- 
ment. 
PB-274 446/4GI 


KELLY, L.B. 


Feasibility Studies for Power Plant for a Small High- 
Speed Submarine 
AD-148 277/7GI 78-11 21E PC AQS/MF AO1 


General Research in the Field of Underwater 
Propulsion Devices and Associated Equipment 
AD-142 835/8G! 78-13 13J PC AOS/MF AO1 


General Research in the Field of Underwater 
Propulsion Devices and Associated Equipment 
AD-149 811/2GI 78-11 1343 PC A04/$3.00 


78-15 5D PC A02 


78-04 5C PC A11/MF A01 


PA-735 





KELLY, M. F. 


Analytical and Experimental Analysis of Routing Al- 
gorithms. 
UCRL-80313 78-10 9E PC A02/MF A01 


Comparative Router Performance. 
UCRL-52319 78-05 9E PC A0Q9/MF A01 


KELLY, M. R. 
Pharmacokinetic Studies in Chronic Renal Disease 


and Hemodialysis. 
PB-284 707/7GI 78-24 60 PC A03/MF A01 


Pharmacokinetic Studies in Chronic Renal Disease 
and Hemodialysis. 
PB-284 708/5GI 78-24 60 PC A02/MF A01 


KELLY, MICHAEL 


SHF SATCOM Interference Study. 
AD-B011 324/1GI 78-02 17B PC A16/MF A01 


Summary of SHF SATCOM Interference Study. 
AD-B011 325/8G! 78-02 17B PC A03/MF A01 


KELLY, MYRON W. 


Critical Literature Review of Relationships Between 
Processing Parameters and Physical Properties of 
Particleboard. 

AD-A046 148/3GI 78-02 11L PC A04/MF A01 


KELLY, P. J. 


Method and Apparatus for Producing Laser Radia- 
tion Following Two-Photon Excitation of a Gaseous 
Medium. 
PAT-APPL-792 280/GI 

78-17 20E PC A02/MF A01 


KELLY, P. M. 


Characterisation of Neutron Irradiation Damage in 
Zirconium Alloys - a ‘Round Robin’ Experiment. 
AAEC/E-404 78-08 11F MF A01 


KELLY, R. E. 


Reprint: Instabilities of Longitudinal Convection 
Rolls in Couette Flow. 
AOD-A058 288/2GI 78-24 20D PC A02/MF A01 


Shipboard Maintenance and Repair System. 
PB-285 543/5GI 78-26 13J PC AO9/MF A01 


Shipboard Maintenance and Repair System. Basic 
System Design and Diesel-Plant Prototype. 
PB-275 409/1GI 78-06 13J PC A08/MF A01 


Shipboard Maintenance and Repair System. Basic 
System Design and Prototype. 
PB-280 049/8G! 78-15 13J PC A0QS/MF A01 


KELLY, R.L. 


in Search of Metal-Metal Metathesis in the Chemis- 
try of Compounds Containing Metal-to-Metal Triple 
Bonds between Molybdenum. 

AD-A047 883/4GI 78-06 70 PC A02/MF A01 


Octa(isopropoxy)Dimolybdenum and 
Bis(nitrosy!)Hexa(isopropoxy)dimolybdenum. Struc- 
ture and Bonding in Compounds Containing Molyb- 
denum Atoms with Fourteen Valence Shell Elec- 
tronic Configurations. 

AD-A047 598/8GI 78-05 70 PC A02/MF A01 


Reactions of Metal-to-Metal Multiple Bonds. 3. Ad- 
dition of Nitric Oxide to Hexakis(alkoxy)-dimolyb- 
denum Compounds. Preparation and Properties of 
Bis(nitrosyl)hexakis(alkoxy)dimolybdenum Com- 
pounds and Structural Characterization of the 
lsoproproxy Derivative 

AD-A045 818/2GI 78-01 7C PC A03/MF A01 


Reactions of Metal-to-Metal Multiple Bonds. 5. Ad- 
dition of Nitric Oxide to Hexakis(tert-butoxy)- 
ditungsten. Preparation, Properties and Structural 
Characterization of Trus(tert-butox- 
y)(nitrosy!)(pyridine)tungsten. 

AD-A053 493/3GI 78-16 7C PC A03/MF A01 


Reactions of Triply-Bonded Dimetal Compounds. 
Reversible Addition of Carbon Monoxide to a Hex- 
akis(Alkoxy) Dimolybdenum Compound. A Molecule 
with a Carbonyl-Bridged Metal-to-Metal Double 
Bond. 

AD-A048 886/6GI 78-08 7C PC A02/MF A01 


KELLY, RICHARD A. 

Deinstitutionalization: A Service Continuum, 

PB-274 954/7GI 78-05 5K PC A07/MF A01 
KELLY, RICHARD T. 


Measuring Submarine Approach Officer Per- 
formance on the 21A40 Trainer: Instrumentation 
and Preliminary Results. 

AD-A049 434/4GI 78-09 5I PC A04/MF A01 


KELLY, ROBERT E. 


The Formation and Stability of Longitudinal Roll 
Vortices in Shear Flows. 
AD-A048 691/0GI 78-07 200 PC A02/MF A01 


KELLY, RONALD T. 


Optimal Terrain Following Controller for an Op- 
timized Spline Reference Path. 
AD-A055 234/9GI 78-18 1C PC A07/MF AO1 


PA-736 


KELLY, TERENCE F. 


Fee Schedules and Social Services. 
SHR-0000511 78-10 5K PC A02/MF AO1 


KELLY, W.H. 
An Analysis of Underwater Sound-Transmission 


Data 
AD-034 986/0GI 78-21 20A PC A03/MF A01 


KELLY, W. *. 
Investigation of a High Speed Data Handling System 


for Use with Multispectral Aircraft Scanners. 
N78-20481/5GI 78-15 14B PC A03/MF AO1 


Leak Detection System Design and Operating Con- 
siderations for the US-CRBRP. 
CONF-760735-1 78-14 181 PC A02/MF A01 


KELLY, W. L. IV. 
Device for Measuring the Contour of a Surface. 
PATENT-4 088 408 
78-23 20F Not available NTIS 


An Optical Profilometer for Spatial Characterization 
of Three-Dimensional Surfaces. 
N77-32458/0GI 78-02 14B PC A02/MF AO1 


KELLY, WILLIAM L. 


Psychological Prediction of Leadership in Nursing. 
HRP-0017347/6Gi 78-05 6E Not Available NTIS 


KELLY, WINTON 


Control of Hydrocarbons from Tank Truck Gasoline 
Loading Terminals, 
PB-275 060/2G! 78-05 13B PC A04/MF A01 


KELM, M. 


Statedment of Low- and Medium-Activity Waste 
Solutions from Reprocessing Plants. 
ORNL-tr-4599 78-20 18J PC AQ2/MF A01 


KELM, S. 


Measurement of Small Concentrations of Pollutants 
in Gases by an Optical AC Wavelength Scanning 
Method. 

N78-29196/0GI 24 75 PC AOG/MF AO1 


KELMAN, R. B. 


Dual Orthogonal Series and Mixed Boundary Value 
Problems. 
AD-A047 651/5GI 78-05 12A PC A02/MF A01 


KELMAN, ROBERT B. 


Reprint: A Unified Theory for Classical Triple 
Trigonometric Series. 
AD-A046 189/7GI 78-02 12A PC A02/MF AO1 


KELMAN, SANDER 


Debate on Social Justice and Medicine. 
HRP-0024290/9G! 78-26 6E Not Available NTIS 


KELMERS, A. D. 


Hydrazoic Acid Distribution Coefficients in Purex 
Processing. 
CONF-770506-2 78-02 18J Not available NTIS 


Method for Converting UF sub 5 to UF sub 4 ina 
Molten Fluoride Salt. 
PATENT-4 005 178 78-02 7B Not available NTIS 


KELSALL, G. H. 


A Review of Electrodeposited Lead Dioxide Anode 
Preparation. 
PB-277 425/5GI 78-10 7D PC A04/MF AO1 


A Review of Hypochlorite Electrogeneration, 
PB-277 430/5GI 78-10 7D PC A03/MF A01 


KELSALL, MARGARET A. 


Biotegical Indicator of Summational Exposures to 
Lead. Tooth Lead in Children Living in Cleveland 
and Its Suburbs, 

PB-286 196/1GI 78-26 6T PC A08/MF AQ1 


KELSEY, C. T. 


NONEUC: A Numerical Procedure for Determining 
Optimum Euclidian Distances and Associated Coor- 
dinates from Distances Derived from Similarity 
Coefficients. 

EDFB/IBP-75/8 78-15 2F PC AO5/MF A0O1 


KELSEY, DONALD R. 


Reprint: On the Nature of the Capturable Singlet 
Trimethylenemethane Intermediate in the Decom- 
position of 7-lsopropylidene-2,3-Diazanorbornene. 

AD-A057 722/1GI 78-23 7E PC AQ2/MF A01 


KELSEY, FRANK 


Measuring Productivity in DOARCOM's Central 
Procurement Offices. 
AD-A051 516/3GI 78-12 15E PC A0Q4/MF A01 


KELSEY, J. W. 


Preliminary NTIP System Concept and Alternative 
Configurations. 
AD-A051 311/9GI 78-12 5! PC A11/MF AO1 


KELSEY, MARTA 


Program for Persons of Limited English-Speaking 
Ability, Summary of Projects Funded, 
PB-274 258/3GI 78-04 51 PC AOS/MF A01 


KELSO, BURTON F. 
Flow Maps of American Coastal and Foreign Ocean 
Traffic, 
AD-079 733/2GI 78-22 13J PC A02/MF A01 
KELSO, G. L. 
Development of Information on Pesticides Manufac- 


turing for Source Assessment. 
PB-283 051/1GI 78-21 6T PC A18/MF AO1 


KELSO, GARY L. 


Chemical Technology and Economics in Environ- 
mental Perspectives. Task . Investigation of Alterna- 
tives for Selected Aerosol Propellants and Related 
Applications of Chlorofluorocarbons. 

PB-273 202/2GI 78-01 13B PC AOS5/MF AQO1 


State-of-the-Art Report: Pesticide Disposal 
Research, 
PB-284 716/8Gi 78-25 7A PC A11/MF A01 


A Technology Assessment of Biological Substitutes 
for Chemical Pesticides. 
PB-284 990/9GI 78-25 6F PC A18/MF A01 


KELSO, H. F. 
Computer Science and Services Division Semian- 


nual Report of the CFF Coordinating Committee. 
LA-6967-MS 78-08 9B PC A03/MF A01 


KELTON, K. F. 


Thermal Breakdown in MgO Single Crystals at High 
Temperatures. 
CONF-770411-3 78-13 11B PC A02/MF A01 


KEMANIS , GUNARS 


Scattering by a Ferrite Obstacle in a Multimode 
Waveguide 
AD-084 115/5GI 78-20 9E PC A03/MF A01 


KEMBLE, JOAN D. 


Sentence Completions E. Susceptibility to Score 
Faking 
AD-162 821/3GI 78-24 5J PC A02/MF A01 


KEMELHOR, R. E. 


DoD Weapon Systems Software Management Study. 
Appendix D. Undersea and Landbased Systems. 
AD-B016 503/5GI 78-02 9B PC A0O7/MF A0O1 


KEMLER, MICHAEL P. 


Technical Features of Electronic Controllers used 
for Numerical Control of Machine Tools. 
AD-A047 002/1GI 78-04 131 PC A03/MF A01 


KEMME, J. E. 


Performance Investigations of Liquid-Metal Heat 
Pipes for Space and Terrestrial Applications. 
LA-UR-78-547 78-22 13A PC A02/MF A01 


KEMMERER, ANDREW J. 


LANDSAT Menhaden and Thread Herring Resources 
Investigation. 
E78-10024 78-06 8A PC A12/MF A01 


KEMP, D. D. 


Vehicle Inspection Instrumentation. 
PB-272 987/9GI 78-01 14B PC AOS/MF A01 


KEMP, E. L. 


Development of a Low Cost, 10 Kv Capacitor 
LA-UR-77-2408 78-14 18A PC A02/MF AO1 


KEMP, EMORY L. 


An Investigation of the Parameters Influencing 
Bond Behavior with a View Towards Establishing 
Design Criteria. Volume | - Main Report. 

PB-279 512/8GI 78-15 13C PC A11/MF A01 


An Investigation of the Parameters Influencing 
Bond Behavior with a View Towards Establishing 
Design Criteria. Volume II - Appendix. 

PB-279 513/6GI 78-15 13B PC A09/MF A01 


KEMP, H. T. 


Identification of Potential Participant Scientists and 
Development of Procedures for a National Inventory 
of Selected Biological Monitoring Programs: A Mail 
Questionnaire Survey. 

ORNL/TM-6224 78-17 6F PC AQ3/MF A01 


National Inventory of Selected Biological Monitor- 
ing Programs. Summary Report of Current or 
Recently Completed Projects, 1976. 

ORNL/TM-5792 78-03 6F PC A99/MF A01 


KEMP, JAMES A. 


Modified a/B45y-1 Biological Spray Tank System 
(Phases |, ll, and Ill). 
AD-489 884/7GI 78-24 13D PC AO5/MF A01 


KEMP, JERROLD E. 


Determining the Plus and Minus Outcomes of In- 
novation in Nursing Education. 
HRP-0900508/3G! 78-17 5! Not Available NTIS 


KEMP, MARYLAND D. 


Survey of Bioluminescence Research Pertinent to 
Explosives Detection. 
AD-A047 275/3G! 78-04 19A PC A04/MF A01 





KEMP, N. H. 
Analytical Study of Laser Supported Combustion 
Waves in Hydrogen. 
N78-20489/8GI 


KEMP, R. N. 
Articulated Vehicle Roll Stability: Methods of As- 


sessment and Effects of Vehicle Characteristics, 
PB-284 513/9GI 78-24 13F PC A03/MF A01 


Brake System Defects in Cars Not Involved in Ac- 

cidents, 

PB-281 409/3GI 
KEMP, RICHARD C. 

An Experimental Design to Evaluate the Effects of 

Job Enrichment and Goal Setting on Satisfaction 


and Productivity. 
AD-A047 437/9GI 


KEMP, VERNON E. 


Inventory of Combustion-Related Emissions from 

Stationary Sources (Second Update). 

PB-282 428/2GI 78-19 138 PC A17/MF A01 
KEMPE, C. HENRY 

Child Abuse -- The Pediatrician’s Role in Child Ad- 

vocacy and Preventive Pediatrics. 

HRP-0024972/2GI 78-18 6E Not Available NTIS 


KEMPE, E. E. JR.. 


Effect of Air Temperature and Relative Humidity at 
Various Fuel-Air Ratios on Exhaust Emissions on a 
Per-Mode Basis of an Avco Lycoming 0-320 DIAD 
Light Aircraft Engine: Volume 1: Results and 
Plotted Data. 

N78-29100/2GI 


KEMPER, J. 


Studies of the Effects of Linear Signal Distortions 
on Data Transmission Systems Utilizing Binary 
Frequency Shift Keying Untersuchung des Ein- 
flusses Linearer Leitungsuerzerrungen Auf 
Datenueburtragungssysteme MIT Binaerer Frequen- 
zumtastung. 

N78-11725/6GI 


KEMPER, K. W. 


Location of the Major 2P/sub 1/2/ Strength in exp 
49 Sc by Forward Angle Heavy-lon J Dependence. 
ANU-P-686 78-26 20H PC A02/MF A01 


KEMPFF, R. P. 


Directivity Patterns of a 5-Element Linear Super- 
Directive Array Using Pritchard and Bryn Shading 
Methods. 

AD-A049 830/3GI 


KEMPNER, JOSEPH 


Pressurized oval cylinders with closely spaced 
rings. 
AD-464 919/0GI 77-20 20K PC AOS/MF A01 


Pressurized Ring-Reinforced Oval Cylinders Com- 
parison of Theory and Tests. 
AD-419 034/4GI 77-20 20K PC A02/MF A01 


Recent Results in the Theory of Large Deflections 
of Cylindrical Shells, 
AD-111 985/8GI 


KEMPNER, LEON JR. 
Response of a Latticed Transmission Tower to 


Wind. 
PB-285 123/6GI 


KEMPNER, MARK A. 


Toward an Invisible College: Training of Planning 
Personnel for Local and State Agencies. 
HRP-0017494/6GI 78-06 5! Not Available NTIS 


KENAHAN, CHARLES B. 

Energy Use Patterns for Metal Recycling. 

PB-284 855/4GI 78-25 11F PC A09/MF A01 
KENCHINGTON, MARY J. 


An Assessment of the Role of Motion Prediction in 
Child Pedestrian Accidents, 
PB-277 353/9GI 78-10 


KENDA, S. 


Basic Studies of Coal Pyrolysis and Hydrogasifica- 
tion. Quarterly Progress Report, January 1, 1977-- 
March 31, 1977. 
MIT/2295/T26-1 
KENDALL, A. W. JR. 
Ichthyoplankton from the RV ‘Dolphin’ Survey of 
Continental Shelf Waters between Martha's 
Vineyard, Massachusetts and Cape Lookout, North 
Carolina, 1965-66, 
PB-283 865/4GI 


KENDALL, ANTHONY W. 


Development and Evaluation of a Videotape Simula- 
tion Performance Test. 
AD-A057 507/6GI 


KENDALL, ARTHUR W. 


Biological and Fisheries Data on Black Sea Bass, 
‘Centropristis striata’ (Linnaeus), 


78-15 21D PC A06/MF A01 


78-18 13F PC A0Q2/MF A01 


78-05 5J PC A06/MF A01 


78-24 21E PC E06/MF A01 


78-06 17B PC A06/MF A01 


78-09 17A MF A01 


78-16 20K PC A02/MF A01 


78-25 13M PC AQ4/MF A01 


13L PC A02/MF A01 


78-12 7A PC A02/MF A01 


78-20 6C PC A08/MF A01 


78-23 51 PC A0Q7/MF A01 


PB-283 903/3GI 
KENDALL, D. E. JR. 


Development of Remotely Controlled Helicopter 

AD-070 749/7GI 78-16 1C PC A02/MF A01 

Development of Remotely Controlled Helicopter - 

Phase | 

AD-048 175/4GI 
KENDALL, DAVID A. 

Effects of Diesel Engine Emissions on Coal Mine Air 

Quality. 

PB-282 377/1GI 
KENDALL, J. M. 


Resolution Enhanced Sound Detecting Apparatus. 
PAT-APPL-861 392/GI 
78-13 


78-20 6C PC A03/MF A01 


78-16 1C PC A0Q3/MF A01 


78-19 81 PC A13/MF A01 


17A PC A02/MF A01 
KENDALL, PAUL C. 


The Oyster Industry of Virginia: Its Status, Problems 
and Promise. (A Comprehensive Study of the Oyster 
industry in Virginia). 

PB-286 274/6GI 78-25 6C PC A99/MF A01 

KENDALL, PAUL CHARLES 

The Oyster Industry of Virginia: Its Status, Problems 
and Promise, 
PB-280 721/2GI 


KENDER, JOHN R. 


An Annotated Bibliography of Natural Language 

and Speech Understanding Systems. 

AD-A055 863/5G! 78-20 9B PC A04/MF A01 
KENDIG, P. M. 

Hydrophone for Low Frequency, Low Level Un- 

derwater Sound Measurements. 

AD-A053 115/2GI 78-15 20A MF AO1 


KENDIG, ROBERT PAUL 


Acoustic Diffraction by an Impedance Covered Half- 

Plane. 

AD-A047 839/6GI 
KENDLER, HOWARD H. 

The Acquisition of Compound Concepts as a Func- 

tion of Previous Training 

AD-054 661/4GI 78-21 5J PC A02/MF A01 

Experimental Analysis of Problem-Solving Behavior 

AD-023 524/2GI 78-21 5J PC A03/MF A01 

Reversal and Nonreversal Shifts in Card-Sorting 

Tests with Two or Four Sorting Categories 

AD-115 513/4GI 78-22 5J PC A02/MF A01 


Verbal Factors in Problem Solving Behavior 
AD-054 662/2GI 78-21 5J PC A02/MF A01 


KENDRICK, LARRY 


Noise Effects on Boat Operator Performance. 
AD-A055 287/7GI 78-18 6S PC A06/MF A01 


KENEPP, PAUL L. 
Management Reporting: An Application for Com- 
puter Graphics, 
ED-146 953 78-23 5A _ Not available NTIS 
KENESHEA, THOMAS J. 
Sunrise E-Region Enhancements from Aurorally In- 
creased NO: Theory. 
AD-A047 923/8GI 
KENG, JANMIN 


Syntactic Algorithms for Image Segmentation and a 
Special Computer Architecture for Image 
Processing. 
AD-A052 614/5GI 
KENG, TITUS T. C. 


Thermal Regimes of the Mississippi and Missouri 
Rivers Downstream from the Southern lowa Border, 
PB-279 470/9GI 78-15 8H PC A10/MF A01 


KENIK, E. A. 


In-Situ Radiation Response of Nickel--Molybdenum 
Alloys in an HVEM. 
CONF-770855-1 


KENIS, WILLIAM J. 


Predictive Design Procedures, VESYS _ Users 
Manual. An interim Design Method for Flexible 
Pavements Using the VESYS Structural Subsystem. 
PB-285 488/3GI 78-25 13B PC A07/MF A01 


KENK, ROMAN 


The Fresh-Water Triclads (Turbellaria) of Alaska 
AD-014 902/1GI 78-18 6C PC AQ2/MF A01 


KENKEREMATH, DEEPAK 


State-of-the-Art of Membrane and lon Exchange 
Desalting Processes. 
PB-273 034/9GI 78-01 


KENKEREMATH, DEEPAK C. 


A Program for the Environmental Assessment of 
Conventional Combustion Processes. 
PB-284 974/3GI 78-25 13B PC A06/MF A01 


KENLEY, JACK 
Maintenance Expenditure Limits (MEL) Tires. 


78-15 6C PC A08/MF A01 


78-06 20A PC A08/MF A01 


78-06 4A PC A0Q2/MF A01 


78-14 9B PC A12/MF A01 


78-07 11F PC AOQ2/MF A01 


7A PC A11/MF A01 


KENNEDY, E. J. 


AD-A046 621/9GI 
KENLON, MICHAEL V. 


Fiscal Year 1978 Budget and Budget Title Files. 
PB-279 022/8GI 78-13 5A CP TO2 


Fiscal Year 1978 Budget and Budget Title Files, 
PB-279 023/6GI 78-13 5A PC A04/MF A01 


Fiscal Year 1979 Budget and Budget Title Files. 
PB-285 306/7GI 78-25 5A CP TO2 


KENNA, JACK 


Study of Force Effects on Selected Materials Used 
in Cargo to Vehicle Restraint Systems for Rail 
Transport. Volume 1. Summary Report. 

AD-A057 985/4G! 78-24 13D PC A04/MF A01 


KENNAN , P. J. 


Superior Liquid Monopropellants, 
AD-143 243/4GI 78-13 19A PC AQ2/MF A01 


KENNEALY, J. P. 


COCHISE Studies |: Fluid Dynamical and Infrared 
Spectral Analyses. 
AD-A053 218/4GI 


KENNEALY, JAMES A. 


Reprint: Cerebral Blood Flow Autoregulation: Effect 
of Hypercapnia on Cerebral Tissue Gas Concentra- 
tions. 

AD-A057 617/3GI 


KENNEALY, JOHN P. 


Reprint: A Numerical Method for Chemical Kinetics 
Modeling Based on the Taylor Series Expansion. 
AD-A057 781/7GI 78-24 7D PC A02/MF AO1 


KENNEBECK, IRMA 


Mobile Clinic of St. Mary's Health Center -- A Func- 
tional Plan. 
HRP-0014915/3G! 78-05 6E Not Available NTIS 


KENNEBECK, WILLIAM 


Experimental Investigation of Very High Frequency 
Slot Antenna on M-60A-1 Tank. 
AD-B018 152/9G! 78-13 9E PC AQ2/MF A01 


KENNEDY, A. S. 


An Economic Comparison of Point-Source Controls 
and Emission-Density Zoning for Air Quality 
Management. (Environmental Pollutants and the 
Urban Economy), 

PB-283 312/7GI 78-22 13B PC A03/MF AO1 


Factors That Influence the Acceptance of Integrated 
Community Energy Systems. 
ANL-77-XX-72 78-02 10A PC A11/MF AQ1 


The Feasibility of Predicting Point Source Emis- 
sions Using Industrial Land Use Variables: A Path 
Analysis, 

PB-279 766/0GI 78-16 


KENNEDY, ANTHONY J. 


Lattice Specific Heats Near 0 K with an Application 
to Germanium 
AD-203 312/4GI 


KENNEDY, BETH T. 


A Regression Model for Selection of Games to 
Enhance Problem Solving and Personality Skills in 
Young Children, 
ED-140 844 


KENNEDY, BRUCE W. 


ABRES Pretest Atmospheric Measurements. 
AD-A055 285/1G! 78-18 4A PC A03/MF A01 


KENNEDY, C. J. 


Reprint: Measurement of Parameters in a Mode- 
Locked and Frequency-Doubled Nd:YAG Laser 
Using Relaxation Oscillations. 

AD-A046 890/0G! 78-04 20E PC A02/MF A01 


Reprint: New Evidence on the Quantum Efficiency 
of Nd:YAG. 
AD-A046 765/4G! 78-03 20E PC A02/MF AQ1 


Reprint: Thermo-Optical Instabilities and Bistable 
Behavior with the Frequency-Doubled Nd:YAG 
Laser. 


AD-A046 752/2G!I 
KENNEDY, C. R. 


Acoustic Emission from Fuel Pellets in a Simulated 
Reactor Environment. 
CONF-761233-1 


KENNEDY, DONALD A. 


Evaluation of Hospital Design. A Holistic Approach. 
HRP-0014702/5G! 78-04 6E PC A23/MF A01 
KENNEDY, E. J. 

Guidelines for Small-Scale Production of Thick-Film 
Hybrid Microcircuits. 

ORNL/Sub-3961/1 78-06 9E PC A05S/MF A01 
Research in Radiation Monitoring Survey Instru- 
mentation. Final Report. 

ORNL/Sub-7200/4 78-20 180 PC A04/MF A01 


Study of Low-Frequency Excess Noise in Hybrid 
Thick-Film Resistors. 


78-03 13F PC A02/MF A01 


78-15 7D PC AQ4/MF AO1 


78-23 6P PC A02/MF AO1 


13B PC AQ3/MF A01 


78-18 20L PC A03/MF AO1 


78-14 5J Not available NTIS 


78-03 20E PC A02/MF A01 


78-03 18) PC A02/MF A01 


PA-737 





ORNL/Sub-3961/2 78-03 9A PC A06/MF A01 
KENNEDY, F. D. 

Simulation of Health Manpower Requirements. 

HRP-0015852/7GI 78-04 51 Not Available NTIS 
KENNEDY, F. D. JR. 


The Soviet Navy Declaratory Doctrine for ‘heatre 

Nuclear Warfare. 

AD-A058 363/3G! 78-25 15F PC A04/MF A01 
KENNEDY, F. S. 

Studies of the Rock Shrimp, ‘Sicyonia brevirostris’, 


a New Fishery Resource on Florida's Atlantic Shelf, 
PB-276 390/2GI 78-07 6C PC A04/MF AO1 


KENNEDY, H.E. 
Studies on a Growth Stimulant from Corn Steep 


Using Lactobacillus Casei 
AD-075 903/5GI 78-16 6M PC A02/MF AO1 


KENNEDY, J. B. 


Study of 42 and 85 GHZ Coupled Cavity Traveling- 

Wave Tubes for Space Use. 

N78-11295/0G! 78-06 9A PC A08/MF A01 
KENNEDY, J. E. 


Behavior of the Longitudinal Acoustic Velocity in 
PBX-9404 During Thermal Decomposition. 
SAND-77-0577 78-05 19A PC A02/MF A01 


KENNEDY, J. K. 


InP-An Assessment of United States Activities. 
AD-A049 283/5GI 78-08 9A PC A04/MF AO1 


KENNEDY, J. M. 


Finite-Element Formulations for the Thermal Stress 
Analysis of Two- and Three-Dimensional Thin Reac- 
tor Structures. 

CONF-770807-50 78-10 181 PC A02/MF AO1 


Response of Subassembly Model with Internals. 
CONF-770807-46 78-09 181 PC A02/MF A01 


KENNEDY, JAMES C. 
An Analytical and Experimental Evaluation of 


Concrete Cross Tie and Fastener Loads. 
PB-279 368/5GI 78-15 13F PC A16/MF AO1 


Parametric Study of Track Response. 
PB-279 316/4GI 78-15 13F PC A06/MF A01 


KENNEDY, JOSEPH P. 


Reprint: Alkyl! Halides in Conjunction with Inorganic 
Salt for the Initiation of the Polymerization and 
Graft Copolymerization of Heterocycles. 

AD-A056 137/3GI 78-21 7C PC A02/MF A01 


Reprint: Polymerization and Grafting of Hetero- 
cyclic Monomers from Reactive Mono- and 
Macrohalides. 

AD-A056 136/5GI 78-21 7C PC A02/MF A01 


KENNEDY, KENNETH W. 


Reprint: PLANET: A Simulation Approach to PERT. 
AD-A049 419/5GI 78-09 SA PC A02/MF A01 


Selected Design Parameters for Reclining Seats 
Based on Engineering Anthropometry. 
AD-A048 458/4GI 78-07 SE PC A08/MF A01 


KENNEDY, KEVIN 

Solutions of Aluminum Chloride in Ethers 

AD-046 450/3GI 78-21 70 PC A02/MF AO1 
KENNEDY, LOUANNE 


Two-Way Cable Television: An Evaluation of Com- 
munity Uses in Reading, Pennsylvania. Volume 2. 
PB-284 694/7GI 78-25 178 PC A24/MF A01 
KENNEDY, M. F. 

Bubble Behavior in LMFBR Core Disruptive Ac- 
cidents. 

PB-278 112/8GI 78-10 181 PC A07/MF AO1 
Primary Aerosol Particle-Size Distribution from 


Homogeneous Nucleation Condensation and Parti- 
cle Growth. 


PB-274 917/4GI 78-05 18G PC A0S/MF A01 
KENNEDY, PAUL J. 


The Mechanism of Corrosion Inhibition by Dinonyl- 
naphthalenesulfonates, 
AD-A056 454/2GI 78-21 11H PC AOQ2/MF AO1 


KENNEDY, PHYLLIS A. 


The Electrolytic Tank Design and Applications 
AD-098 096/1GI 78-02 14B PC A03/MF A01 


KENNEDY, ROBERT 


Cargo Restraint Criteria for Rail Transportation. 
AD-A056 995/4GI 78-22 15E PC A03/MF A0O1 


The Cruise Missile and the Strategic Balance. 
AD-A054 370/2GI 78-17 5D PC A03/MF A01 


The Quantitative Balance: A Qualitative Assessment. 
AD-A055 768/6GI 78-20 5D PC A02/MF A01 


KENNEDY, ROBERT H. 


Effects of Diversion and Alum Application on Two 
Eutrophic Lakes. 
PB-280 983/8G! 78-17 13B PC A06/MF A01 


PA-738 


KENNEDY, ROBERT S. 
Reprint: Chemosuppressive Field Trials in Thailand 
ll. The Suppression of ‘Plasmodium falciparrum’ 
and ‘Plasmodium vivax’ Parasitemias by a Sulfadox- 
ine- Pyrimethamine Combination. 
AD-A054 337/1GI 78-17 60 PC A02/MF A01 
The Development of a Navy Performance Evaluation 
Test for Environmental Research (PETER). 
AD-A056 047/4GI 78-21 5J PC A02/MF A01 
Improved Quantum Receivers for Optical Communi- 
cation. 
AD-A048 688/6GI 78-07 178 PC AOS/MF A01 
KENNEDY, ROSE 
Today's Hospital Educator. 
HRP-0018982/9GI 78-14 5! Not Available NTIS 
KENNEDY, STEPHEN D. 


Housing Allowance Demand Experiment. 
PB-282 828/3GI 78-20 5K PC A08/MF A01 


KENNEDY, STEPHEN J. 


Design and Development of Natural Hand Gloves, 
AD-A047 962/6GI 78-06 SE PC A03/MF A01 


KENNEDY, STEPHEN K. 
Reprint: The Relationship Between Carbonate 
Mineralogy and Grain Size in Two Alpine Lakes 
AD-A050 226/0GI 78-10 8H PC A02/MF A0O1 
KENNEDY, T. G. 
Foil Bearing Investigation. A Foil Bearing Model for 
High Speed Rotating Magnetic Head. 
AD-A058 451/6GI 78-25 14C PC A02/MF AO1 
KENNEDY, THOMAS A. JR. 


Technique for Contactless Characterization of 
Semiconducting Material and Device Structures. 
PATENT-4 087 745 


78-25 20L Not available NTIS 
KENNEDY, THOMAS W. 
Fatigue and Repeated-Load Elastic Characteristics 
of inservice Portland Cement Concrete. 
PB-280 124/9GI 78-16 13C PC AQ3/MF A01 
KENNEDY, W. E. JR. 


Technology, Safety and Costs of Decommissioning 
a Reference Pressurized Water Reactor Power Sta- 
tion. Volume 1. 


PB-282 383/9GI 78-18 181 PC A14/MF A01 


Technology, Safety and Costs of Decommissioning 
a Reference Pressurized Water Reactor Power Sta- 
tion. Volume 2. Appendices. 

PB-282 863/0G! 78-18 18E PC A18/MF A01 


KENNEDY, W. J. 


Economic Impact of Highway Snow and Ice Control. 

PB-281 466/3GI 78-18 13B PC A07/MF A01 

Economic Impact of Highway Snow and Ice Control, 

User's Manual. 

PB-281 467/1GI 78-18 138 PC A11/MF AO1 
KENNEL, JOHN M. 

Floated, Internally Gimballed Platform Assembly. 

PAT-APPL-913 160/GI 

78-25 131 PC A02/MF A01 

KENNER, R. A. 

Reprint: A Study of in vitro Electron Transport Ac- 

tivity in Marine Phytoplankton as a Function of 

Temperature. 

PB-281 472/1GI 78-18 8A Not available NTIS 
KENNERLEY, JOHN 

Data and Development, 

PB-274 079/3GI 78-03 5B PC E07/MF E07 
KENNERLEY, R. J. 


Chemical Engineering Division Fast-Neutron 
Dosimetry Annual Report, July 1975--June 1976. 
ANL-76-104 78-06 18A PC A03/MF A01 
KENNETT, E. W. 

Summer Seismic Institute for Architectural Faculty 
Held at Stanford University, California on August 7- 
12, 1977, 

PB-277 958/5GI 78-13 13M PC A14/MF AQ1 


KENNEY, EDWARD A. 


The Design and Simulation of a Takeoff Stabiliza- 
tion System for an Aircraft with an Air Cushion 
Landing System. 

AD-A053 220/0G! 78-15 1C PC AO6/MF A01 


KENNEY, F. T. 


Mechanisms in Intracellular Turnover of Stable and 
Labile Enzymes. 


CONF-770839-1 78-07 6A PC A03/MF A01 
KENNEY, GEORGE 


Development of an Optical Disc Recorder. 
AD-A050 784/8GI * 78-11 14C PC A06/MF A01 
KENNEY, HAROLD E. 


Tetrasulfide Extreme Pressure Lubricant Additives. 
PAT-APPL-833 883/GI 


78-01 11H PC AO02/MF AO1 


KENNEY, J. 
Reprint: Theoretical Study of Stable Negative lons 
of Polar Molecules: NaH(-), LiH(-), LiF(-), BeO(-). 
AD-A046 126/9G! 78-02 7D PC A02/MF AO1 


KENNEY, JAMES M. 


Seismic Detection of Motor Vehicles. 
PB-272 945/7GI 78-01 17J PC A0Q3/MF AO1 


KENNEY, MALCOLM E. 


New Group IV phthalocyanines. 
AD-461 517/5GI 78-01 7C PC A02/MF AO1 


A Series of ‘tert'-Butyldimethylsiloxanes of Increas- 
ing Steric Hindrance. 
AD-A047 878/4G! 78-06 7D PC A02/MF A01 


KENNEY, RUTH A. 


An index of Blend Irregularity and Its Practical Use 
AD-157 431/8GI 78-11 11E PC A02/MF A01 


KENNING, D0. B. R. 


Studies of Gas Injection into a Liquid Stream. 
N78-18373/8GI 78-13. 13J PC A07/MF AO1 


KENNINGTON, J. 


A Special Quadratic Program. 
AD-A052 370/4GI 78-14 12B PC A02/MF A01 


KENNINGTON, J. L. 


The Convex Cost of Network Flow Problem: A 

State-of-the Art Survey. 

AD-A051 069/3G! 78-12 12B PC A03/MF AO1 
KENNISH, W. J. 

Approach to the Validation of Computer Simulation 


Codes. 
SAND-78-0433 78-22 13A PC A02/MF A01 


KENNY, ANNE 


An Approximate Calculation of Equilibrium Condi- 
tions Behind Shock Waves in the Noble Gases, 
AD-491 009/7GI 78-20 7D PC A02/MF A0O1 


KENNY, M. J. 


Neutron Capture by the Chromium Isotopes. 
AAEC/E-400 78-06 20H MF A01 


KENSHALO, DANIEL R. 


The Nature of an Adequate Stimulus for the Sense 
of Touch 
AD-083 480/4GI 78-02 6P PC A02/MF A01 


KENT, ALLEN 


A Cost-Benefit Model of Some Critical Library 
Operations in Terms of Use of Materials. 
PB-282 059/5GI 78-19 5B PC A12/MF A011 


KENT, CALVIN A. 


Reservation Drought Impact Survey, 
PB-279 677/9GI 78-15 2B PC A04/MF A01 


KENT, D. 


A Literature Study on Primitive Populations in Rela- 
tion to Diet. Appendix A. Volume 2, Number 2. 
PB-279 943/5GI 78-15 6H PC A06/MF A01 


A Literature Study on Primitive Populations in Rela- 
tion to Diet. Appendix B. Volume 2, Number 3. 
PB-279 944/3GI 78-15 6H PC A13/MF AO1 


A Literature Study on Primitive Populations in Rela- 
tion to Diet. Appendix C. Volume 2, Number 4. 
PB-279 945/0GI 78-15 6H PC A03/MF A01 


A Literature Study on Primitive Populations in Rela- 
tion to Diet. Volume 2, Number 1. 
PB-279 942/7GI 78-15 6H PC A04/MF A01 


A Literature Study to Evaluate Health Parameters in 
Various Human Populations in Relation to Diet. Ap- 
pendix A. Volume 3, Number 2. 

PB-281 060/4GI 78-17 6E PC A06/MF A01 


A Literature Study to Evaluate Health Parameters in 
Various Human Populations in Relation to Diet. Ap- 
pendix B. Volume 3, Number 3. 

PB-281 061/2GI 78-17 6E PC A03/MF A01 


A Literature Study to Evaluate Health Parameters in 
Various Human Populations in Relation to Diet. Ap- 
pendix C. Volume 3, Number 4. 

PB-281 062/0GI 78-17 6€ PC A12/MF A01 


A Literature Study to Evaluate Health Parameters in 
Various Human Populations in Relation to Diet. 
Volume 3, Number 1. 

PB-281 059/6GI 78-17 6E PC A04/MF A01 


KENT, GERALD 


The Mock Tower Rating System in the Airborne 
Training Program. 
AD-A057 162/0GI 78-22 51 PC AQ3/MF A01 


KENT, GORDON 


The Electrolytic Tank Design and Applications 
AD-098 096/1GI 78-02 148 PC A03/MF A01 


Stability of Double Stream Electron Flow 
AD-146 084/9GI 78-13 9A PC A02/MF A01 


KENT, H. P. 


IR Atmospheric Measurements. 
AD-A045 546/9G! 78-01 4A PC A03/MF AO1 





IR Atmospheric Measurements. 
AD-A049 054/0GI 78-08 17E PC A06/MF A01 


KENT, HOLGER C. 
Hydrofluidic Fly-By-Tube Primary Flight Control 


System. 
AD-919 588/4GI 78-01 


KENT, J. C. W. 


The Effect of Simulated Service Conditions on 
Stainless Steel Type 316. 
N78-11243/0GI 78-06 


KENT, JAMES C. 


Availability and Concentration of Pollutants from 
American Falls Reservoir Sediments to Forage and 
Predaceous Fishes. 

PB-275 564/3GI 78-07 


KENT, L. A. 


Measurement of the Penetration of Liquid Sodium 
into Limestone Concrete. 
SAND-78-0078C 78-25 18! 


KENT, SAUL 


A Technology Assessment of  Life-Extending 
Technologies: Supplementary Report. Volume 4. 
Technological Prospects for Life Extension, 

PB-279 268/7GI 78-14 5K PC A11/MF A01 


KENTON, EDITH 


Accident Risks in Nuclear Facilities (A Bibliography 
with Abstracts). 
NTIS/PS-78/1163/1GI 78-26 181 PC NO1/MF NO1 


Airport Development: Social and Economic Effects 
(A Bibliography with Abstracts). 
NTIS/PS-78/0447/9GI 78-15 1E PC NO1/MF NO1 


American Indians. Volume 2. 1976-October, 1978 (A 
Bibliography with Abstracts). 
NTIS/PS-78/1089/8GI 78-25 5K PC NO1/MF NO1 


Arms Control (A Bibliography with Abstracts). 
NTIS/PS-78/0446/1GI 78-15 5D PC NO1/MF NO1 


Automobile Impact Tests. Volume 2. 1973-August, 
1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0892/6GI 


78-22 13F PC NO1/MF NO1 


BART and METRO--Rapid Transit for the San Fran- 
cisco and Washington, D.C. Areas (A Bibliography 
with Abstracts). 

NTIS/PS-78/0392/7GI 


78-13 138 PC NO1/MF NO1 


Bus Transportation. Part 1. National and General 
Studies (A Bibliography with Abstracts) 
NTIS/PS-78/0967/6GI 

78-23 13F PC NO1/MF NO1 


Bus Transportation. Part 2. Local Studies (A 
Bibliography with Abstracts). 
NTIS/PS-78/0968/4GI 

78-23 13F PC NO1/MF NO1 
Car Pools (A Bibliography with Abstracts). 
NTIS/PS-77/1067/6GI 

78-03 13F PC NO1/MF NO1 


Citizen Participation in Local Government. Volume 
2. 1974-April, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0422/2GI 78-14 5D PC NO1/MF NO1 


City Redevelopment (A Bibliography with Abstracts). 
NTIS/PS-78/0427/1G! 


78-14 13B PC NO1/MF NO1 


Civil Insurgency (A Bibliography with Abstracts). 
NTIS/PS-78/1018/7GI 78-24 5D PC NO1/MF NO1 


Comfort and Human Factors in Office and Re- 
sidential Settings (A Bibliography with Abstracts). 
NTIS/PS-78/0799/3GI 78-21 5J PC NO1/MF NO1 
Deterrence and Detente (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0178/0GI 78-10 5D PC NO1/MF NO1 
Dial-A-Ride (A Bibliography with Abstracts). 
NTIS/PS-78/1021/1GI 

78-24 13B PC NO1/MF NO1 
Dual Mode Transportation (A Bibliography with Ab- 
stracts) 
NTIS/PS-78/0538/5GI 

78-16 13B PC NO1/MF NO1 
Economic Development of Ethnic Minorities (A 
Bibliography with Abstracts) 
NTIS/PS-77/1091/6GI 78-04 5C PC NO1/MF NO1 
Explosives, Narcotics, and Personnel Detection 
Using Dogs (A Bibliography with Abstracts) 
NTIS/PS-77/1098/1GI 78-04 5K PC NO1/MF NO1 
Financing Urban Transportation. Part 1. General 


Studies (A Bibliography with Abstracts) 
NTIS/PS-78/0428/9GI 


78-14 13B PC NO1/MF NO1 
Financing Urban Transportation. Part 2. Local Stu- 


dies (A Bibliography with Abstracts) 
NTIS/PS-78/0429/7GI 


78-14 138 PC NO1/MF NO1 
Freight Travel Time (A Bibliography with Abstracts). 


1C PC AOS/MF A01 


11F PC A04/MF A01 


13B PC A06/MF A01 


PC A02/MF AO1 


NTIS/PS-78/0027/9GI 
78-06 13B PC NO1/MF NO1 


Ghetto Sociodynamics (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/1019/5GI 78-24 5K PC NO1/MF NO1 


Guideway Transportation (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0402/4GI 


78-14 13B PC NO1/MF NO1 


Highway and Freeway Planning: Social and 
Economic Effects (A Bibliography with Abstracts). 
NTIS/PS-78/0449/5GI 

78-15 138 PC NO1/MF NO1 
Highway Beautification (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0019/6GI 

78-06 13B PC NO1/MF NO1 
Highway Markings (A Bibliography with Abstracts). 
NTIS/PS-78/0393/5G! 

78-14 13B PC NO1/MF NO1 
Highway Ramp Control (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0588/0GI 

78-16 13B PC NO1/MF NO1 


Highway Safety Structures (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0401/6GI 

78-14 13B PC NO1/MF NO1 
Highway Traffic Noise (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0634/2GI 

78-17 138 PC NO1/MF NO1 


Housing. Part 1. General Studies (A Bibliography 
with Abstracts). 
NTIS/PS-78/0956/9GI 78-22 5K PC NO1/MF NO1 


Housing. Part 2. Public Housing (A Bibliography 
with Abstracts). 
NTIS/PS-78/0957/7GI 78-22 5K PC NO1/MF NO1 


Housing. Part 3. Federal Housing Assistance Pro- 
grams (A Bibliography with Abstracts). 
NTIS/PS-78/0958/5GI 78-22 5K PC NO1/MF NO1 


Inventory Control. Volume 1. 1970-1976 (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0914/8GI 78-22 5A PC NO1/MF NO1 


Inventory Control. Volume 2. 1977-August, 1978 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0915/5GI 78-22 5A PC NO1/MF NO1 


Management Games (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0891/8G!I 78-22 5A PC NO1/MF NO1 


Minority Business (A Bibliography with Abstracts). 
NTIS/PS-77/1068/4GI 78-03 5C PC NO1/MF NO1 


Motorcycle Safety, Environmental Effects, and Per- 
formance Studies (A Bibliography with Abstracts). 
NTIS/PS-78/0364/6GI 

78-13 13F PC NO1/MF NO1 


Municipal Fire Departments (A Bibliograpy with Ab- 
stracts). 
NTIS/PS-78/0687/0GI 

78-19 13L PC NO1/MF NO1 


Negroes in the U.S. - Social, Industrial, and 
Behavioral Interaction. Volume 2. 1973-October, 
1978 (A Bibliography with Abstracts). 

NTIS/PS-78/1147/4GI 78-26 5K PC NO1/MF NO1 


Negroes in the U.S. - Social, Industrial, and 
Behavioral Interactions. Volume 2. 1973-November, 
1977 (A Bibliography with Abstracts). 

NTIS/PS-77/1025/4GI 78-03 5K PC NO1/MF NO1 


New Towns and New Communities--Planning and 
Development (A Bibliography with Abstracts). 
NTIS/PS-78/0589/8GI 

78-16 138 PC NO1/MF NO1 
Odor Pollution (A Bibliography with Abstracts). 
NTIS/PS-77/1053/6GI 

78-03 138 PC NO1/MF NO1 


Preparation and Evaluation of Environmental im- 
pact Statements (A Bibliography with Abstracts). 
NTIS/PS-78/1149/0GI 


78-26 13B PC NO1/MF NO1 


Railroad Management Planning. Volume 2. 1974- 
June, 1978 (A Biblioraphy with Abstracts). 
NTIS/PS-78/0594/8GI 

78-16 138 PC NO1/MF NO1 


Search and Rescue Methods and Equipment (A 
Bibliography with Abstracts). 
NTIS/PS-78/0539/3G!I 78-16 6G PC NO1/MF NO1 


Taxicab Transportation (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0452/9GI 

78-15 13B PC NO1/MF NO1 


Tourism and Vacation Travel: State and Local 
Government Planning (A Bibliography with Ab- 
stracts). 


NTIS/PS-78/0800/9GI 78-21 5K PC NO1/MF NO1 


KERBER, JANE A. 


Transportation Users: Demands and Needs (A 
Bibliography with Abstracts). 
NTIS/PS-78/0131/9GI 

78-08 13B PC NO1/MF NO1 
Travel Habits and Patterns. Volume 2. 1974-Jan 78 
(A Bibliography with Abstracts). 
NTIS/PS-78/0020/4GI 

78-06 138 PC NO1/MF NO1 
Travel Time Studies for Surface Transportation (A 


Bibliography with Abstracts). 
NTIS/PS-78/0146/7GI 

78-09 13B PC NO1/MF NO1 
Urban Automated Traffic Control (A Bibliography 
with Abstracts). 
NTIS/PS-78/0542/7GI 

78-16 13B PC NO1/MF NO1 
Urban Noise Pollution (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0686/2GI 

78-19 13B PC NO1/MF NO1 
The Use of Mass Media by Local and Regional 
Governments (A Bibliography with Abstracts). 
NTIS/PS-78/0936/1GI 

78-23 17B PC NO1/MF NO1 


KENTON, JOHN 


Terminal Radar Interference Criteria Study. 
AD-A057 280/0G! 78-23 171 PC AOS/MF AO1 


KENWARD, C. J. 
Measurement of PLUTO Transfer Function at 23 


Mw. 
AERE-M-2883 
KENWORTHY, M. J. 


Augmentor Emissions Reduction Technology Pro- 
gram. 
N78-13057/2GI 78-08 


KENYON, KATHERYN F. 


Viral and Bacterial Aerosols at a Wastewater Spray 
Irrigation Site. 
AD-A054 436/1GI 78-17 


KENYON, RICHARD A. 


Rochester/Monroe County Technology Transfer 
Program. 
PB-283 765/6GI 


KENYON, ROGER B. 


A Commercial Fish Study of the Eastern Basin of 
Lake Erie. 
PB-278 358/7GI 78-11 


KEOGH, GERTRUDE 
Continuing Education in a VA Hospital. 
HRP-0018042/2G! 78-09 51 Not Available NTIS 
KEOWN, MALCOLM P. 


Environmental Baseline Descriptions for Use in the 
Management of Fort Carson Natural Resources. Re- 
port 4. Analysis and Assessment of Soil Erosion in 
Selected Watersheds. 

AD-A052 347/2G! 78-14 


KEPFERLE, LOYD 


New Role for the Geriatric Nurse Practitioner in 
Rural Skilled Nursing Facilities. 
HRP-0018132/1Gi 78-05 6E Not Available NTIS 


KEPLER, R. G. 


Saturation Remnant Polarization of Polyvinylidene 
Fluoride. 
SAND-77-1735C 


KEPPEL, B. V. 
A Study of Commuter Airplane Design Optimization. 
N78-25078/4GI 78-20 1C PC A20/MF A01 
KEPPEL, FRANCIS 


Educational Policy in the Next Decade. 

PB-283 453/9GI 78-20 5! PC A02/MF AO1 
KEPPLER, E. 

The ISEE 1 and 2 Medium Energy Particles Experi- 

PS-283 350/7GI 78-20 4A PC A03/MF A01 

Medium Energy Charged Particle Spectrometer. Ex- 


periment E8 Helios. 
N77-34089/1G! 


KERAMIDAS, V.G. 


Optically Triggered Double Heterostructure Struc- 
ture Linear Bilateral Phototransistor. 
SAND-78-0234C 78-25 9A PC A02/MF AO1 


KERBEL, RICHARD 


Officials’ Perceptions of the Effectiveness of Gar- 
land Urban Observatory Research Efforts. 
PB-278 728/1GI 78-13 13B PC AO2/MF AO01 


KERBER, JANE A. 


Profile Examination System for Physician Extenders 
and a Method for Curricular Prescription 
HRP-0900014/2G! 78-10 5i PC A07/MF A01 


78-10 181 


MF AO1 


13B PC A08/MF A01 


13B PC A03/MF A01 


78-22 SC PC A02/MF A01 


6C PC A04/MF A01 


13B PC A06/MF A01 


78-20 111 PC AQ2/MF A01 


78-04 3B PC A09/MF AO1 


PA-739 





KERBS, SHARON 


Reprint: Temporal Correlation of Lymphocyte 
Blastogenesis, Skin Test Responses and Erythema 
during Dermatophyte Infections. 

AD-A057 892/2GI 78-24 6E PC AQ2/MF A01 


KERCHNER, H. R. 


Determination of Low-Field Critical Parameters of 
Superconducting Niobium by Small-Angle Neutron 
Diffraction. 

CONF-771077-2 78-12 20L PC A02/MF AQO1 


AD-036 510/6GI 78-21 20D PC A03/MF A01 
KERMICLE, J. L. 

Organization of the R Chromosome Region in 

Maize. Progress Report, September 1, 1976--Oc- 

tober 31, 1977. 

COO-1300-42 


KERMODE, R. I. 


Synthetic Oil from Coal - The Economic Impact of 
Five Alternatives for Making Hydrogen from Coal. 
PB-279 322/2GI 78-15 7A PC AOS/MF A0O1 


KERNODLE, J. M. 


Rising Ground-Water Level in Downtown Louisville, 
Kentucky, 1972-1977. 
PB-273 067/9GI 78-01 8H PC A03/MF A01 


KERNOHAN, R. H. 


Radiation Effects on Insulators for Superconducting 
Magnets. 
ORNL/TM-6193 78-13 18A PC A03/MF A01 


KERNS, C. G. 


78-05 6C PC A02/MF A01 


Low-Temperature Irradiation of Niobium with 15- 
Mev Neutrons. 
CONF-770649-1 78-04 11F PC A03/MF A0O1 


KERCHNER, JULIA 


Self-Medication Program for Obstetric Patients. 
HRP-0025594/3Gi 78-23 6E Not Available NTIS 


KERCHOWSKAS, KATHY 
Ride Sharing and Park and Ride: An Assessment of 


KERN, C. D. 


Methods and Calculations for Regional, Continen- 
tal, and Global Dose Assessments from a Hypotheti- 
cal Fuel Reprocessing Facility. 

DP-MS-77-92 78-20 6R PC A02/MF A01 


Modeling the Dispersion of Atmospheric Pollution 
Using Cubic Splines and Chapeau Functions. 
DOP-MS-76-83 78-13 4A PC A03/MF A01 


Alternative Automated Data Processing System 
Concepts for Support of the FMF (1980-1990). 
Volume Ill. ADPS Technology Estimate for the 
1980s. 

AD-A049 785/9G! 78-09 9B PC A05/MF A01 


Alternative Automated Data Processing System 
Concepts for Support of the FMF (1980-1990). 
Volume IV: Description and Analysis of Alternative 
ADPS Concepts. 
AD-A049 815/4GI 


78-09 9B PC A10/MF A01 


Alternative Automated Data Processing System 
Concepts for Support of the FMF (1980-1990). 
Volume 1: Study Overview and Results 

AD-A049 813/9GI 78-09 9B PC A06/MF A011 


KERNS, C. R. 


Current Level Detector. 
PATENT-4 027 239 78-22 9C Not available NTIS 


KERNS, CURTIS L. 


Artificial Salmon Spawning. A Manual, 
PB-282 701/2GI 78-18 6C PC A03/MF A01 


KERNS, D. V. 


Development of Technologies and Procedures for 
Advanced Microcircuit Prototype Fabrication. 
AD-A058 613/1GI 78-25 9E PC A12/MF AQO1 


KERNWEIS, NICHOLAS 


Diagnostic Use of Liquid Crystal Detectors in 
Microstrip Antenna Design. 
AD-A046 231/7GI 78-02 9E PC A03/MF A01 


KEROPYAN, M. I. 


Measurement of Partial Cross Sections of Interac- 
tion of Nucleons with Iron Nuclei at 1-10 Tev. 
EFI-125(75) 78-10 20H MF A01 


KERPELMAN, LARRY C. 


Films in Nursing Education. 
HRP-0017801/2G! 78-08 5! Not Available NTIS 


KERR, A. R. 


Contact Whiskers for Millimeter Wave Diodes. 
N78-31355/8GI 78-26 9A PC A03/MF A01 


Past Experience and Planning Methods for the Fu- 
ture. Volume |. Car Pool Planning Manual. 
PB-282 408/4GI 78-19 13B PC A08/MF A01 


Ride Sharing and Park and Ride: An Assessment of 
Past Experience and Planning Methods for the Fu- 
ture. Volume Ili. The Park and Ride Planning 
Manual. 


PB-282 410/0GI 78-19 13B PC A04/MF A01 
KERCKHOFF, ALAN C. 


Early Career Contingencies in the Process of Status 
Attainment. 


PB-274 268/2GI 
KEREN, DAVID F. 


Antibody Formation and Release in Ileal Loops Ex- 
posed to Enterotoxin. 
AD-A051 351/5GI 


KERESZTESY, JOHN 
Acrylonitrile. 
PB-280 478/9GI 78-17 6T PC A06/MF A01 
Benzidine Derived Dyes and/or Pigments. 
PB-284 854/7GI 78-25 7D PC A06/MF A01 


Nitrosamines. 
PB-280 479/7GI 


KERESZTURI, A. 


Moments of the Fourier-Transformed Neutron Slow- 

ing-down Kernel. The Computer Code “Maggie”. 

KFKI-77-44 78-20 18F MF A01 
KERFANTO, M. 


Destruction of Contaminated Metallic Sodium 
Wastes by Reaction on Alcohol and Hydrolysis. 


CEA-N-1955 78-06 18G MF A01 AD-243 531/1GI KERR DEL GRANDE, N. 


KERFOOT, WILLIAM B. KERN, R. ie for Identifying Anomalous Terrestrial Heat 
Spectrofluorometric Differentiation of the Red Tide Dielectric Multilayer Mirrors for Fabry--Perot Inter- PATENT-4 005 289 
Alga, Gonyaulax Tamarensis from Other Algae ferometers for the Spectral Range from 2,350 to 
Common to New England Waters. KERR, G. D. 


20,000 a. 
PB-273 703/9GI 78-02 8A PC A04/MF AO1 Measurement of Airborne Concentrations of Radon- 


LA-tr-77-62 
¥ icl . 
KERGIN, D. J. KERNAN, A. re mg Products by alpha-Particle Spec 
——— Programme in Family Prac- Annual Report (On High Energy Physics Research), CONF-780110-1 
ursing. 


January 1, 1977--November 30, 1977. 
HRP-0017946/5GI 78-08 51 Not Available NTIS y KERR, H. DAVID 


UCR-34-P107-220 78-21 20H PC A02/MF AO1 ' rn 
Nurse Practitioners in Primary Care. Vil. A Cohort Boitdina -Pometened xpetimental  Sueation Mane Effects of Nitrogen Dioxide on Pulmonary Function 
Study of 99 Nurses and 79 Associated Physicians. 9 ° in Human Subjects. 


Outlook. 
HRP-0025069/6G! 78-16 6E Not Available NTIS Tip-oB0es 78-16 20H PC A02/MF AO1 PB-281 186/7GI 
KERKHOFF, H. KERR, H. T. 


Quark--Quark Interactions at the p Anti p Collider. : . ; 
Calculating Buckling Loads of Ring-Stiffened Cylin- TID-28062 78-16 20H PC A02/MF AO1 In-Core Nuclear Heating Rates Easily Measured with 
ders with Stepwise Varying Wall Thickness Sub- KER F Proven Calorimetric Instruments. 
jected to External Pressure. ERNBERG, OTTO F. CONF-770611-20 78-05 181 PC A02/MF AO1 
N78-14443/3GI 78-09 20K PC A04/MF AO1 lmeaiiaane Functioning -- Or- instruments for Measurement of In-Core Nuclear 
% 5 Heating Rates. 

HRP-0024305/5GI 78-16 6E Not Available NTIS CONF-770611.3 78-03 18! PC A02/MF A01 

KERNE, CURT KERR, J. M. 


A Uniform Reporting System for Production and ‘ i. ‘ , : 
: : Radioactivity in Mixed Oxide Fabrication Using 
Financial Information for Salmon Enhancement LWR Recycle Plutonium. Final Report. 


Facilities in the State of Alaska, 
PB-286 776/0G! 78-26 6C PC A03/MF AO1 EPRI-NP-404 78-07 18) PC A10/MF A01 
KERR, JOHN L. 


KERNER, D. 
ee eS i Broadband Corrugated Horn with Double-Ridged 
Determination of the lon Distribution in Aqueous Circular Waveguide. 


Dispersions of Untreated and Surface-Modified SiO : 
sub 2 Particles by zeta-Potential Measurements. EMiee ere Ore 7640). SE Natvavallable NTIS 
UCRL-Trans-11284 78-13 7D PC AO2/MF A0O1 Loaded Microstrip Antenna. 

PATENT-4 060 810 78-25 9E Not available NTIS 


KERNER, M. N. 
Investigation of the Dissociation and lonization KERR, LORIN E. 
Case for a National Health Service. 


Processes of the Nitrogen Oxides NO, N sub 2 O 
and NO sub 2 in the lon Source of a Mass Spec- HRP-0024340/2GI 78-17 6E Not Available NTIS 
KERR, PETER A. 


trometer. 
KFK-tr-533 
Studies in Railroad Operations and Economics 
KERNER, W. Volume 14. Models for Investigating Train Connec- 
MHD Stability for a Class of Tokamak Equilibria tion Reliability at Rail Classification Yards. 
PB-275 432/3GI 78-06 13F PC A07/MF A01 


with Fixed Boundary. 
wren AES tas KERR, ROBERT D. 
Water Quality Model for the Upper North Platte 


KERN, C. R. 


Implementation and Administration of Air Quality 
Transportation Controls: An Analysis of the Denver, 
Colorado Area. 


PB-286 353/8GI 78-26 13B PC A99/MF A01 
KERN, C. WILLIAM 


Magnetic Shielding Constants in Heteropolar 
Diatomic Molecules 
AD-262 532/5GI 


KERN, E. A. 
Coordinated Safeguards for Materials Management 
in a Fuel Reprocessing Plant. Volume I. 
LA-6881(V.1) 78-13 18J PC A10/MF AO1 
Coordinated Safeguards for Materials Management 
in a Nitrate-to-Oxide Conversion Facility. 
LA-7011 78-25 18J PC A10/MF AO1 


KERN, E. C. JR. 


Hybrid Photovoltaic/Thermal Solar Energy System. 
COO-4577-1 78-23 13A PC A03/MF A01 


Solar Energy Alternatives for the United States Em- 
bassy and for Rural Development Projects within 
the Republic of Upper Volta. 

COO0-4094-5 78-20 10B PC A03/MF A01 


KERN, G. 


Performance Characteristics of an Attitude Velocity 
Acceleration and Rate Unit (NIS-210-24). 
AD-A048 204/2GI 78-06 17G PC A0S/MF A01 


KERN, GARY 


Inorganic Macromolecules Containing a Si-O-M 
Linkage 


78-13 70 PC AQ2/MF A01 


78-04 5!i PC A04/MF A01 


78-12 6P PC A03/MF A01 


78-16 6T PC AOS/MF A01 


78-13 7C PC AQ2/MF A01 


78-02 8! Not available NTIS 


78-14 20F PC A02/MF A01 


78-17 7D PC AO02/MF A01 


78-18 6T PC A03/MF AO1 


Stress-Calculation for Rotary Shells under Axisym- 
metric Load and for Circular Cylinders with Unsym- 
metric Edge Loads. 
KFK-CAD-16 


78-26 20K PC A04/MF A01 
KERLEY, C. R. 
Multiregion: A Simulation-Forecasting Model of 


BEA Economic Area Population and Employment. 
ORNL/RUS-25 78-07 10A PC A21/MF AO1 


KERLEY, G. I. 
Rational Function Method of Interpolation. 
LA-6903-MS 78-05 98 PC A02/MF A01 


Recent Developments in the Sesame Equation-of- 

State Library. 

LA-7130 
KERLIN, T. W. 


In-Situ Response Time Testing of Platinum Re- 
sistance Thermometers 


EPRI-NP-459 78-05 181 PC A07/MF A01 
KERLIN, WILLIAM W. 


Energy Utilization by Wet Scrubbers 
PB-276 435/5GI 78-08 13B PC A07/MF A01 


KERMEEN, R.W. 


Incipient Cavitation and Boundary Layer Interaction 
on a Streamlined Body 


78-18 20L PC A02/MF A01 


78-19 70 MF AO1 


78-17 201 PC AQ3/MF A01 
KERNEVEZ, J. P. 


Optimal Control of Diffusion-Reaction Systems. River. 
AD-A055 616/7GI 78-20 6A PC A02/MF A01 PB-281 595/9GI 78-18 13B PC A04/MF AO1 


PA-740 





KERR, SONJA N. 
Revegetation of Anthracite Refuse Banks with Mu- 


nicipal Sewage Effluent and Sludge: Phase Il. 

PB-283 394/5GI 78-22 81 PC AOS/MF A01 
KERR, W. B. 

Fluidized-Bed Calciner with Combustion Nozzle and 

Shroud. 

PATENT-4 017 253 


78-10 18G Not available NTIS 


KERREBROCK, J. L. 


Characterization of Open-Cycle Coal-Fired MHD 
Generators. Quarterly Technical Summary Report 
No. 2, October 1--December 31, 1976. 

ARI-RP-31 78-14 10B PC A04/MF A01 


Characterization of Open-Cycle Coal-Fired MHD 
Generators. Quarterly Technical Summary Report 
No. 3, January 1--March 31, 1977. 

ARI-RP-32 78-14 10B PC A04/MF A01 


Characterization of Open-Cycle Coal-Fired MHD 

Generators. Revision a. Quarterly Technical Sum- 

mary Report No. 4, April 1--June 30, 1977. 

FE-2478-4 78-14 10B MF A01 
KERREBROCK, JACK L. 


Fundamental Mechanisms of Nonequilibrium MHD 
Lasing Phenomena. 
AD-A049 509/3GI 


KERRIGAN, W. J. 


Exothermic Reactions Leading to Unexpected Melt- 
down of Scrap Uranium--Aluminum Cermet Cores 
During Outgassing. 
DP-1485 


KERRISK, J. F. 


Advanced Carbide Fuels: U.S. Experience. 
LA-UR-77-1353 78-05 18J PC A03/MF A01 


KERRISK, J. R. 


Design and Performance of Shroud-Tubes in Sodi- 
um-Bonded Advanced Fuel Elements. 
LA-UR-77-1250 78-05 18J PC A0Q2/MF AO1 


KERSCHENSTEINER, MAX 


Methodology Development for the Identification and 
Analysis of Trace Contaminants Found on Army In- 
stallations, 


AD-A056 483/1GI 
KERSHAW, D. 


LASNEX Code for Inertial Confinement Fusion. 
UCRL-80169 78-14 18A PC A02/MF AO1 


KERSHAW, JOSEPH E. 


Low Loss Tuneable Filter. 
PATENT-4 075 583 78-22 9E Not available NTIS 


KERSHENSTEIN, JOHN C. 
Mutual Interference of 


Links. 

AD-A046 796/9GI 
KERSHNER, C. J. 

Mound Laboratory Tritium Environmental Study: 

1976--1977. 

MLM-2495 78-20 

Tritium Waste Control 


March 1977. 
MLM-2451 


KERSHNER, D. D. 


A Suspended Anemometer System for Measuring 
True Airspeed on Low-Speed Airplanes. 
N77-33157/7GI 78-04 1D PC A02/MF A0O1 


KERSHNER, ROBERT L. 


An Evaluation of a New Format for Ejection Infor- 
mation in a NATOPS Manual 
AD-A056 910/3GI 78-22 


KERSLAKE, W. R. 


Evolution of the 
Subsystem 
N78-21202/4GI 


78-09 20E PC A03/MF A01 


78-23 18J PC A03/MF A01 


78-21 7D PC A02/MF A01 


Optical Communication 


78-03 17B PC AOS/MF A01 


18H PC A0Q2/MF A01 


Project: October 1976-- 


78-09 18G PC A03/MF A01 


1C PC A04/MF A01 


1-Mib Mercury lon Thruster 


78-16 21C PC A02/MF A01 
lon Propulsion for Spacecraft 
N78-26172/4GI 78-21 21C PC A03/MF A01 
Status of Sert ll Spacecraft and lon Thrusters, 1978. 
N78-20251/2GI 78-15 21C PC A02/MF A01 
KERSLEY, L. 
ATS-6 Observations of lonospheric/Protonospheric 
Electron Content and Flux 
AD-A046 762/1GI 78-03 4A MF AO1 
Reprint: Comparison of Protonospheric Electron 
Content Measurements from the American and Eu- 


ropean Sectors. 
AD-A053 279/6GI 


KERSTEIN, MORRIS D. 


Role of the Nurse Epidemiologist in Infection Con- 
trol and Continuing Education 


HRP-0017010/0GI 78-04 6E Not Available NTIS 
KERSTEN, L. 
Wrist Joint Assembly. 


78-15 4A PC A02/MF AO1 


PATENT-4 068 763 78-12 131 
KERSTEN, P. 


Reprint: Bivariate m-Iinterval Classifiers with Appli- 
cation to Edge Detection. 
AD-A052 499/1GI 78-14 9D PC A02/MF A01 


KERSTENS, J. 


Natural Frequencies of a Four Point-Supported 

Rectangular Plate Using the Rayleigh-Ritz Method. 

N78-25450/5GI 78-20 108 PC A03 
KERSTING, A. 


Corrosion Preventive Coatings for Integral Fuel 
Tanks. 


N78-11240/6GI 
KERWIN, D. K. 


Postirradiation Examination Results for the Irradia- 
tion Effects Test 2. 
TREE-NUREG-1195 


KERWIN, W. J. 


Development of Passive Electronic Components for 
Instrumentation of Improved Geothermal Logging 
Toois and Components. Annual Progress Report. 

COO-4081-2 78-19 9A PC A03/MF AO1 


Development of Passive Electronic Components for 
Instrumentation of Improved Geothermal Logging 
Tools and Components. Semiannual Progress Re- 
port. Report No. 1. 
COO-4081-1 


KESAEV, I. G. 


Cathode Processes in Electric Arcs. 
SAND-78-6011 78-26 20D PC A21/MF A01 


KESEL, P.G. 


Atmospheric Model Development in Support of 
SEASAT. Volume 1: Summary of Findings. 
N78-28579/8GI 78-23 4B PC A14/MF A01 


Atmospheric Model Development in Support of 
SEASAT. Volume 5: Test Results with Fine-Mesh 
(187 by 187 by 10) Model. 

N78-28583/0GI 78-23 4B PC A04/MF A01 


KESHAVAN, K. 
Combined Effect of Thermal and Organic Pollution 


on Oxygen Sag Curve - Phase Il. 
PB-281 034/9GI 78-17 138 PC AOS/MF A01 


KESHOCK, E.G. 


Correlation and Analysis of 
Results. 
N78-11051/7GI 


KESKAR, D. A. 
Approximate Indicial Lift Function for Tapered, 
Swept Wings in Incompressible Flow. 
N78-30054/8GI 78-25 1A PC A03/MF A01 
KESKESTAD, GUNNAR 


Environments of Fire Detectors. Phase 1: Effect of 


Fire Size, Ceiling Height and Material. Volume 2. 
Analysis. 


PB-272 883/0GI 
KESKI-RAHKONEN, O. 


Relativistic Effects in the Calibration of Electrostatic 
Electron Analyzers. Part 1: Toroidal Analyzers. 
N78-14286/6GI 78-09 14B PC A02/MF A01 


Relativistic Effects in the Calibration of Electrostatic 
Electron Analyzers. Part 2: Parallel Plate and Cylin- 
drical Mirror Analyzers. 

N78-14287/4GI 78-09 


KESKOVAR, B. 


Transit Time Spread Measurements of Microchan- 

nel Plate Photomultipliers. 

LBL-6498 78-07 9E PC A02/MF A01 
KESLER, JOHN L. 

Are We Controlling Water 

Southeast. 

PB-273 983/7GI 


KESLING, W. E. 


Radio Interference with 
Minicomputer Peripherals. 
MLM-2449 78-08 9B PC A02/MF A01 


KESNER, J. 


IRF Fueling of Tandem Mirror End Plugs. 

UWFD’.: -235 78-23 201 PC AQ2/MF A01 
KESSEL, COLIN 

The Effects of Participatory Mode and Task Wor- 


kload on the Detection of Dynamic System Failures. 
AD-A050 210/4GI 78-10 5H PC A03/MF A01 


KESSEL, REUBEN A. 


Ethical and Economic Aspects of Governmental In- 
tervention in the Medical Care Market. 
HRP-0023808/9GI 78-17 5C Not Available NTIS 


KESSEL, WILLIAM C. 


Global Stability and Control Analysis of Aircraft at 
High Angles-of-Attack 
AD-A051 850/6GI 


Not available NTIS 


78-06 11C PC AQ2/MF A01 


78-18 181 PC A09/MF A01 


78-20 8! PC AQ3/MF A01 


Elevon Seal Test 


78-06 22B PC A02/MF A01 


78-02 13L PC A0O7/MF A01 


14B PC A02/MF A01 


Pollution in the 


78-03 13B PC A02/MF A01 


Minicomputers and 


78-13 1C PC A12/MF A01 


KESSNER, DAVID M. 


KESSELMAN, M. 


Flight IV Technical Report for Experiment 74-37 
Contained Polycrystalline Solidification in Low-G. 
N78-15232/9GI 78-10 20L PC A02/MF A01 


KESSINGER, R. L. 


Hearing Aid Malfunction Detection System. 
PATENT-4 049930 78-04 6L Not available NTIS 


KESSLER, BERNARD V. 
Superheterojunction Laser. 
PATENT-4 023 118 
78-16 20E Not available NTIS 


KESSLER, DAVID COUTER 


A Study of USAF Test and Evaluation Policy. 
AD-A052 392/8GI 78-14 5A PC AQ4/MF AO1 


KESSLER, E. G. JR. 


Reprint: Redetermination of 198 Au and 192 Ir 
gamma-Ray Standards between 0.1 and 1.0 MeV. 
PB-278 960/0GI 78-13 20H Not available NTIS 


KESSLER, EDWARD G. 


Initial Phase in the Development of an Automatic, 
Optical Scatter Inspection Station. 
AD-A053 945/2G! 78-16 14B PC A03/MF A01 


KESSLER, EDWIN 


National Severe Storms Laboratory - History and FY 
1976 Program. 


PB-282 665/9GI 78-18 4B PC AOS/MF A0O1 


National Severe Storms Laboratory - Program and 
History. 
PB-276 402/5GI 


KESSLER, F. M. 


Construction-Site Noise Control Cost-Benefit Esti- 
mating Procedures. 
AD-A051 737/5GI 


KESSLER, FRED M. 


Construction-Site Noise Control Cost-Benefit Esti- 
mation Technical Background. 
AD-A050 813/5G! 


KESSLER, H. K. 


Measurement Techniques for Solar Cells. Quarterly 
Report: September 15 to December 31, 1977. 
PB-283 881/1GI 78-23 10B PC A03/MF A01 


KESSLER, J. O. 


Reclamation of Brackish Waters for Irrigation: Op- 
timization of Process Parameters for Fertilizer- 
Driven Osmosis. 
PB-277 709/2GI 


KESSLER, JEFFREY 


Automated intelligence 
Review System (AIPERS). 
AD-A056 804/8G! 78-22 


KESSLER, MARIAN S. 


Selected Community Hospital Indicators, 1976. 
HRP-0024253/7GI_ 78-13 6E Not Available NTIS 


KESSLER, MATTHEW J. 


Exposure of Primates for One Year to Electric and 
Magnetic Fields Associated with ELF Communica- 
tions Systems. 

AD-A055 399/0G! 


KESSLER, R. 


Development Program for MHD Power Generation. 
Quarterly Report, October 1976--December 1976. 
FE-2015-21 78-14 108 PC A07/MF A01 


KESSLER, S. 


Demilitarization of Mustard Agent by Conversion to 
a Polysulfide Polymer. 
AD-B018 799/7G! 


KESSLER, S. W. 


Development of a High Voltage and High Current 
Transcalent Transistor. 
AD-A052 369/6G! 78-14 9A PC A0S/MF AO1 


Manufacturing Methods and Technology (MM and 
T) Measure for Fabrication of Silicon Transcalent 
Thyristor. 


AD-A045 605/3G! 78-01 9A PC AOS/MF AO1 


Manufacturing Methods and Technology (MM and 
T) Measure for Fabrication of Silicon Transcalent 
Thyristor. 


AD-A048 845/2G!I 78-08 9A PC A04/MF AO1 


Manufacturing Methods and Technology (MM and 
T) Measure for Fabrication of Silicon Transcalent 
Thyristor. 

AD-A053 089/9G! 78-15 9A PC A03/MF AO1 


Manufacturing Methods and Technology (MM and 
T) Measure for Fabrication of Silicon Transcalent 
Thyristor. 

AD-A055 499/8G! 


KESSNER, DAVID M. 


Screening High-Risk Populations: A Challenge to 
Primary Medical Care. 
HRP-0014485/7G! 78-06 6E Not Available NTIS 


78-07 48 PC A04/MF A01 


78-13 20A PC AQ3/MF A01 


78-11 13C MF A01 


78-11 70 PC A04/MF A01 


Process Exercise and 


15D PC A04/MF AO1 


78-20 6R PC A14/MF AO1 


78-19 15B PC AQ2/MF A01 


78-20 9A PC A03/MF A01 


PA-741 





KESTEN, HARRY 


On a Series of Cosecants I! 
AD-213 329/6GI 78-23 


KESTER, D. R. 


Reprint: Seasonal Patterns in Suspended Calcium 
Carbonate Concentrations During the Dry and Wet 
Seasons in the Eastern Caribbean. 

AD-A054 575/6GI 78-17 8J PC A02/MF A01 


KESTER, DANA R. 
Reprint: Natural and Anthropogenic Changes in the 


Global Carbon Dioxide System. 
AD-A045 550/1G! 78-01 


KESTIGIAN, M. 
Magnetic LPE Crystalline Films for Small Bubble 


Diameter Cylindrical-Domain Memory Applications. 
AD-A048 197/8G! 78-06 20L PC A03/MF A01 


Magnetic LPE Crystalline Films for Small Bubble 
Diameter Cylindrical-Domain Memory Applications. 
AD-A048 462/6G! 78-07 20 PC A03/MF A01 


Magnetic LPE Crystalline Films for Smalli-Bubblie- 

Diameter Cylindrical-Domain Memory Applications. 

AD-A054 272/0G! 78-17 20L PC A03/MF A01 
KESTIGIAN, MICHAEL 


The Lanthanum-Titanium-Oxygen System 
AD-101 634/4GI 78-22 20L PC A02/MF AO1 


KESTIN, J. 


Analysis of Thermal/Mechanical Energy Conversion 
Concepts. Bi-Monthly Report, February 1, 1977-- 
March 31, 1977. 
COO0-4051-3 


KESWICK, BRUCE H. 
Bromine Chloride: An Alternative Disinfectant to 


Chlorine. 
PB-273 023/2GI 


KETCHAM, R. 
Analysis of a 25 Ton Hydrofoil Craft Weight and C. 


G. Study 
AD-113 368/5G! 


KETCHAM, S. J. 
Accelerated Laboratory Corrosion Test for Materials 


and Finishes Used in Naval Aircraft. 
AD-A048 059/0G! 78-06 1C PC A02/MF A01 


Proceedings of the 1976 Tri-Service Conference on 
Corrosion held in Philadelphia, Pa., on 26-28 Oct 
76. 

AD-A049 769/3GI 78-09 


KETCHEL, JAMES MICHAEL 


Development of Methodology for Evaluating the Ef- 
fectiveness of a Volunteer Health Planning Or- 
ganization. 

HRP-0016454/1GI 


KETCHEN, E. E. 


Health Considerations Relative to the Use of Sol- 

vents in the Chemistry Laboratory. 

CONF-780305-18 78-25 6T PC A02/MF AO1 
KETCHEN, M. B. 

Development and Applications of the Tunnel Junc- 

tion DC Squid. 

LBL-6086 78-01 148 PC A09/MF A001 

Low Frequency Noise in Freely Suspended Tin 

Films at the Superconducting Transition. 

LBL-6631 78-13 20L PC AQ2/MF A01 
KETCHESON, GARY 

Hydrologic Factors and Environmental Impacts of 

Mass Soil Movements in the Oregon Coast Range, 

P8-277 710/0GI 78-11 2F PC AO6/MF AO1 
KETCHPEL, R. D. 

Miniature Active Matrix Display. 

AD-A049 353/6G! 78-08 9E PC A03/MF A01 
KETCHUM, BOSTWICK H. 


Preliminary Evaluation of the Coastal Water off 
Delaware Bay for the Disposal of Industrial Wastes 
AD-020 781/1GI 78-21 13B PC A04/MF A01 


KETCHUM, DAVID D. 


Buoy Telemeters Ocean Temperature Data 
AD-134 844/0Gi 78-16 8J PC A02/MF A01 


KETCHUM, LLOYD H. JR. 


Dissolved Oxygen Measurements in 
Streams During Urban Runoff. 
PB-284 871/1GI 78-25 


KETEFIAN, SHAKE 
Application of Selected Nursing Research Findings 
into Nursing Practice: A Pilot Study. 
HRP-0017177/7GI_ 78-08 6E Not Available NTIS 
Curriculum Change in Nursing Education -- 


Sources of Knowledge Utilized. 
HRP-0019950/5G! 78-15 Si 


Strategies of Curriculum Change. 
HRP-0024260/2G! 78-19 5I 


12A PC A02/MF A01 


4A PC A03/MF AO1 


78-01 10A PC A02/MF A01 


78-01 13B PC A02/MF A01 
78-09 


13J PC A02/MF A01 


11F PC E08/MF E08 


78-11 6E Not Available NTIS 


Indiana 


13B PC AQS/MF A01 


Not Available NTIS 


Not Available NTIS 


PA-742 


KETELS, J. 


Results of the Post-irradiation Examinations of the 
Rapsodie | Experiment Fuel Pins. 
BN-7612-04 78-09 


KETERSON, 


Fiber Optic pH Probe. 
PAT-APPL-855 384/GI 78-15 6B PC A02/MF A01 


KETLEY, ARTHUR D. 


Methylene Derivatives as Intermediates in Polar 
Reactions. XIX. Thereaction of Potassium 
Isopropoxide with Chloroform, Bromoform and 
Dichlorofluoromethane 

AD-216 612/2GI 78-18 7D PC A02/MF A01 


Methylene Radicals in Solution 
AD-218 179/0GI 78-16 7D PC A02/MF AO1 


KETTENACKER, W. C. 


Research, Engineering, and Construction Report, 
Engineering Analysis Division. Thermal Analysis: 
LOFT Primary Coolant Pump Inlet Nozzle, Thermal 
Analysis Class 1 Review. 
LTR-1142-18 


KETTER, ROBERT L. 


Plastic Design of Multi-Span Rigid Frames 
AD-133 935/7GI 78-16 20K PC A08/MF A01 


Use of models in plastic design; hinged joints. 
AD-470 492/0GI 78-20 20K PC A02/MF A01 


KETTERL, H. 


Trends in the Application of Fiber Reinforced 
Material with Plastic Matrix Anwendungstechnische 
Trends Fortschrittlicher Faserverbundwerkstoffe 
MIT Kunststoffmatrix. 
N78-17162/6GI 


KETTERSON, J. B. 


Fermi Surface, Fermi Velocity, and Electron-- 
Phonon Interaction Parameter in Nb. 
CONF-770827-7 78-14 20L PC A02/MF A01 


Fermi Surface of Platinum. 
CONF-770827-8 78-14 20L PC A02/MF A01 


Sound Propagation in Normal and Superfluid exp 3 
He. 
CONF-771064-3 


KETTNER, D. A. 


Flux Distribution Measurements in the Bruce A Unit 
1 Reactor. 
AECL-5833 


KEULEGAN, GARBIS H. 


An Estimate of Channel Roughness of Interoceanic 
Canals. 
AD-A058 706/3GI 


KEUNE, D.L. 


Reprint: Pressure Study of the External Quantum 
Efficiency of N-Doped GaAs (1-x)P(x) Light-Emitting 
Diodes. 

AD-A045 732/5GI 


KEUP, LOWELL E. 


Effects of Pollution on Biota of the Pigeon River, 
North Carolina and Tennessee. 
PB-284 531/1GI 78-24 13B PC A03/MF AO1 


KEUSCH, F. 


Determination of Relative Biological Efficacy (RBE) 
and Oxygen Enhancement Ratio (OER) for the En- 
tire Negative and Positive Pion Beam Profile Using 
Vicia Faba Roots and Drosophila Embryos as 
Biological Model Systems. 

LA-tr-77-75 78-14 6R PC A02/MF A01 


KEVAN, L. 
Radiolysis Studies on Reactive Intermediates. 
COO-2086-88 78-20 7D PC A03/MF A01 
KEVAN, LARRY 


Matrix ENDOR Studies of the Orientation of Amine 
Molecules Around Trapped Electrons in Gamma-ir- 
radiated Amine Glasses, 

AD -A055 398/2GI 78-20 7D PC A02/MF AO1 


KEVERN, J. C. 
investigation of Thermocouples and Thermocouple 


Attachment Methods. 
N77-32472/1GI 


KEVORKIAN, A. K. 


Altrigons and Naltrigons of an Adjoint Graph. Part 
1: A Notion for Block-Triangular Decomposition 
Without a System of Distinct Representatives. 

N78-28872/7GI 78-23 12A PC A0Q2/MF A01 


An Optimum Decomposition Method for the Itera- 
tive Solution of Nonlinear Equations. 
N78-28871/9GI 78-23 12A PC A03/MF A011 


KEVORKIAN, J. 


18J MF AO1 


78-15 181 MF A0O1 


78-12 11D PC A08/MF AO1 


78-13 20M PC A02/MF A01 
78-23 


18K PC A03/MF A01 


78-25 13B PC A03/MF A01 


78-01 20L PC A02/MF A01 


78-02 22B PC A03/MF A01 


Reprint: Supersonic-Transonic Flow Generated by a 
Thin Airfoil in a Stratified Atmosphere. 


AD-A052 971/9GI 78-15 1C PC A03/MF A01 


KEVORKYAN, YU. R. 


Computer Modelling of Isothermal Annealing of 

Cascade Damage Region in Iron-alpha. 

|AE-2510 78-01 
KEWISH, R. W. 


Final Analysis of the Engineering Data on the Scyl- 

lac Feedback Stabilization Experiment. 

LA-UR-77-2439 78-13 18A PC AO02/MF A01 
KEY, F. A. 

Seismometer Array Station Processors. 

AWRE-0-36/76 78-02 
KEY, J. L. 


RNA Metabolism in the Regulation of Protein 
Synthesis in Plants. Progress Report Summary, July 
1976--August 1977. 
SRO-643-14 


KEY, L. M. 


Effect of Dietary Lipid and Dimethy! Sulfoxide on 

Lindane Metabolism. 

PB-278 597/0GI 
KEY, M. H. 


Implosion and Compression of Gas Filled Microbal- 
loons. Paper No. IV.9. 
RL-77-122-B 


KEY, S. W. 


Verification of Large Deformation Inelastic Dynamic 
Calculations Through Experimental Comparisons 
and Analytic Solutions. 

SAND-77-0987C 78-05 


KEVE, WILLIAM R. 


Selective Alteration of Digital Data in a Magnetic 

Orum Computer Memory 

AD-083 915/9GI 78-14 9B PC A03/MF A01 
KEYES, F.G. 

Experimental and Theoretical Studies of Chemical 


Dynamics and Instabilities in Irreversible Processes. 
AD-A055 939/3G! 78-20 70 PC A02/MF A01 


KEYES, FREDERICK G. 

Development of Fundamental Equations for Vapor 

and Liquid Water 

AD-253 800/7GI 
KEYES, R.T. 

Test of Multiple Shaped Charge Terrier Warhead 

AD-089 290/1GI 78-22 16C PC A02/MF A01 
KEYES, WILLIAM F. 

Mineral Industries of Western Europe. 

PB-274 752/5GI 78-05 81 PC A04/MF A01 
KEYNAN, ALEXANDER 


Glutamine, Glutamic Acid, and Glycolysis in Bacil- 
lus Subtilis 
AD-095 031/1GI 


KEYS, LUCIEN B. 
Development of a Safety Program Plan for the Of- 


fice of Safety and Product Qualification. Volume |. 
PB-279 331/3GI 78-14 13B PC A11/MF AO1 


KEYSER, DAVID R. 
Igniter. 
PATENT-4 036 581 
KEYSER, G. 


Modification of the Continuous Flow Diffusion 
Chamber for Use in Zero-Gravity. 
N78-29123/4GI 78-24 148 PC A03/MF A01 


KEZDI, PAUL 


Protecting Ischemic Myocardium and Minimizing In- 
farct Size. 
PB-279 676/1GI 


KEZERLE, JAMES A. 


Modeling of Convective Mode Combustion Through 
Granulated Propellant to Predict Transition to 
Detonation. 

AD-A049 499/7GI 


KHACHATRYAN, G. N. 


Inclusive Annihilation of Polarized E exp + 
-Pair with Two Observed Hadrons. 
EFI-193(39)-76 78-09 20H MF A01 


KHACHATUROV, B. 


Check-Up of the T-Iinvariance Principle in 635 MeV 
pn-Scattering. 
JINR-E-1-9386 


KHACHATURYAN, M.N. 


Event Reconstruction Program for the FOTON Mul- 
tichannel Cherenkov Mass Spectrometer. 
JINR-10-8170 78-19 20H MF A01 


KHADEMI, B. 


Environmental Radioactivity in Northern, Central 
and Southern Parts of Iran. 
INIS-mf-3580 


18J MF A01 


17J MF AO1 


78-07 6A PC A02/MF AO1 


78-14 6T Not available NTIS 


78-23 18A PC A04/MF A01 


18J PC A02/MF A01 


78-13 70 PC A02/MF AO1 


78-22 6A PC A02/MF A01 


78-10 13J Not available NTIS 


78-16 6E PC AOS/MF A01 


78-09 211 PC AO6/MF AO1 


E exp - 


78-09 20H MF AO1 


78-06 138 MF A01 





KHADEARI, S. K. 


Fischer--Tropsch Complex Conceptual Design/ 
Economic Analysis: Oil and SNG Production. R and 
D Report No. 114, Interim Report No. 3. 

FE-1775-7 78-03 7A PC A15/MF A01 


KHAKHAR, DIPAK 


Processing Large Coordinate-Based Data Banks. 
PB-280 070/4GI 78-16 98 PC A07/MF A01 


KHALAFALLA, SANAA E. 


Recovery of Metals from Sea Nodules. 
PAT-APPL-860 249/GI 78-17 8I PC A0Q2/MF A01 


Sulfur Recovery from H2S and SO2-Containing 
Gases. 
PATENT-4 053 575 


KHALBAEV, A. 


Spectrometric Characteristics of Cherenkov Total 
Absorption Spectrometers for Electron and gamma 
-Quanta Measurements. 
JINR-R-13-9491 


KHALIFA, H. E. 
Application of Conventional 


Geothermal Power Plants. 
COO-4051-8(App.C) 78-05 10B PC A02/MF A01 


Effect of Seasonal Variations of Ambient Tempera- 
tures on the Performance of Low Temperature 
Power Cycles. 
COO-4051-10 


KHALIL, GALILA M. 
Reprint: Hormonal Control! of Diapause in the Tick 


‘Argas arboreus’. 
AD-A050 668/3G! 78-11 6C PC A0Q2/MF AQ1 


Reprint: The Subgenus ‘Persicargas’ (Ixodoidea: Ar- 
gasidae: ‘Argas’). 22. The Effect of Feeding on Hor- 
monal Control of Egg Deviopment in ‘Argas 
(Persicargas) Arboreus’. 

AD-A050 063/7GI 78-10 6C PC A02/MF A01 


Reprint: The Subgenus ‘Persicargas’ (ixodoidea: Ar- 
gasidae: ‘Argas’). 25. Effect of Temperature on 
Diapause Termination in Female ‘A. (P.) arboreus’ 
Kaiser, Hoogstraal and Kohls. 

AD-A050 061/1GI 78-10 6C PC A02/MF A01 


Reprint: The Subgenus Persicargas (ixodoidea: Ar- 
gasidae: Argas). 26. Argas (P.) arboreus: Effect of 
Photoperiod on Diapause Induction and Termina- 
tion. 

AD-A050 067/8GI 


KHALIL, HASSAN K. 


Reprint: Control of Linear Singularly Perturbed 
Systems with Colored Noise Disturbance. 
AD-A056 674/5GI 78-22 12A PC A02/MF A01 


KHALIL, I. 


Optimization Study for High Speed Radial Turbine 
with Special Reference to Design Variables. 
N78-17063/6GI 78-12 21E PC AQ4/MF A01 


KHALIL, M. A. 


CINDU - Catalogue of Numerical Nuclear Data 
Available from the IAEA Nuclear Data Section. 
CINDU-11(Sup.1) 78-11 20H MF AO1 


KHALIL, S. R. 


Solvent Refined Coal (SRC) Process: Trace Ele- 
ments. Research and Development Report No. 53; 
Interim Report No. 26. Volume iil. Pilot Plant 
Development Work. Part 6. The Fate of Trace Ele- 


ments in the SRC Process for the Period August 1, 
1974--July 31, 1976. 
FE-496-T17 78-21 


KHALILEV, V. D. 


Transparency and Homogeneity of Glasses Based 
on Beryllium Fluoride. 
UCRL-Trans-11289 


KHALKIN, V. A. 


Use of Interhalogen Exchange for Preparation of 
Astatine-Benzene and lodo-Benzene. 
JINR-12-9473 78-10 


KHAM'YANOV, L. P. 


Apparatus Subtraction of Compton Distribution in a 
High Resolution Gamma Spectrometer. 
FEI-488 78-01 18D MF AO1 


KHAMAZA, A. 1. 


Definition of CRT Automata Distortions 

(FVE-OMVT-75-91 78-20 9A MF AO1 
KHAMRAEV, F. SH. 

Device for Study on the Pd-Ppn Reaction at 650 

Mev. 

JINR-13-9449 


KHAN, A. A. 


Reprint: Genetic Transmission of Host-Seeking 
Behavior in Colonized ‘Aedes aegypti’ (L). 
AD-A051 667/4GI 78-13 6C PC A02/MF A01 


Krypton-85 Enrichment by Adsorption-Desorption 
Process. 
BARC-859 


78-15 7A Not available NTIS 


78-08 18D MF A01 


Superheaters in 


78-09 8! PC A02/MF A01 


78-10 6C PC A02/MF A01 


21D PC A09/MF AQ1 


78-18 20F PC A02/MF AO1 


7D MF AO1 


78-04 18D MF A01 


78-09 18J MF A01 


KHAN, A. R. 


Comparative Economics of Freezing Processes as 
Brine Concentrators. 


PB-273 318/6GI 78-01 7A PC AOS/MF A01 


KHAN, E. 


Potential and Limitation of the Heterogeneous 
Reactor Concept. 
CONF-770611-35 


78-18 181 PC A02/MF AO1 


KHAN, E. U. 


Approximate Method for Predicting Temperature 
Distribution in Wire Wrapped Fuel Assemblies of a 
LMFBR. 

COO-2245-37TR 78-16 181 PC A03/MF A01 


Flow Orificing of Large LMFBR Cores with interas- 
sembly Heat Transfer. 
CONF-770611-38 


78-19 181 PC A02/MF A01 


KHAN, HAZOOR A. 


Reprint: Transferrin, Iron, and Dermatophytes. |. 
Serum Dermatophyte Inhibitory Component Defini- 
tively Identified as Unsaturated Transferrin. 

AD-A057 014/3G! 78-22 6A PC A02/MF A0O1 


KHAN, IRFAN A. 


Salinity Management Strategies for the Lower San 
Luis Rey River Basin. 


PB-278 030/2GI 78-12 2C PC A09/MF A01 


KHAN, M. Z. 


Surface Properties and Reactions of Coal. 
ORNL/MIT-266 78-21 81 PC A03/MF A01 


KHAN, R. A. 


Sudan -- National Health Programme and Primary 
Health Care, 1977/78-1983/84. 
HRP-0017164/5Gi 78-16 6E Not Available NTIS 


KHAN, Z. S. 


Screening Study for Miscellaneous Sources of 
Hydrocarbon Emissions in Petroleum Refineries. 
PB-281 273/3GI 78-18 7A PC AOS/MF A01 
Screening Study for Vacuum Distillation Units in 
Petroleum Refineries. 

PB-281 303/8GI 78-18 13B PC A04/MF A01 
Source Assessment: Asphalt Hot Mix. 

PB-276 731/7GI 78-09 7A PC A09/MF A01 


Source Assessment: Polyvinyl Chloride, 
PB-283 395/2G! 78-22 7A PC A06/MF AO1 


KHAR'YUZOV, R. V. 


Nonlinear Quasi-Axial Line for Shock Electromag- 
netic Wave Producproduction. 
JINR-13-8709 78-21 20G MF A01 


Possibility of Using Magnetic Pulse Generators in 
Linear Induction Accelerators. 


JINR-9-9523 78-22 20G MF A01 


KHARADI, H. 


Experimental and Theoretical Stress Analysis of a 
Fiber Reinforced Plastic fensile Specimen with a 
Hole in It. 

N78-18223/5G! 


78-13 111 PC AOQ2/MF A01 


KHARADZE, G. A. 


Mobility of lons in Superfiuid exp 3 He-A. 
HU-TFT-76-26 78-14 20M MF AO1 


KHARASCH, M.S. 


Cumulative Rept. For Period Ending September 30, 
1955 


AD-084 276/5GI 78-20 7D PC A02/MF A01 


Oxidative Reactions of Nitriles. |. Autoxidation 
AD-202 374/5GI 78-23 7D PC A02/MF AO1 


Oxidative Reactions of Nitriles. Il. Reactions with 
Tert-Buty! Hydroperoxide 
AD-211 362/9GI 78-23 7B PC A02/MF A01 


The Reaction of Tert-Buty! Perbenzoate and Olefins. 
A Sterospecific Reaction 
AD-202 375/2GI 78-23 7D PC A02/MF AO1 


Structure of Peroxides Derived from Cyclohexanon 
and Hydrogen Peroxide 


AD-202 376/0GI 78-23 70 PC A02/MF A01 


KHARCHENKO, V. F. 


Faddeev Integral Equations for Three Particles in 
the Coordinate Representation. 
ITF-75-109-E 78-08 20H MF A01 


KHARDER, U. 


Optical System of the RISK Facility (Design). 
JINR-13-8550 78-23 18D PC A02/MF A01 


KHARIN, D. A. 


Investigation of Small Earthquakes in Southwestern 
Turkmenia. 


UCRL-Trans-11363 78-25 8K PC A03/MF A01 


KHARITONOV, A. M. 


Effect of Perturbed Flow on the Transition from the 
Supersonic Laminar Boundary Layer to the Turbu- 
lent. 


N78-19048/5GI 78-14 1A PC A02/MF A01 


KHELASHVILI, A. A. 


KHATTAK, C. P. 


Heat Exchanger-ingot Casting/Slicing Process, 
Phase 1: Silicon Sheet Growth Development for the 
Large Area Silicon Sheet Task of the Low Cost Sil- 
icon Solar Array Project. 

N78-28599/6G! 78-23 10B PC A10/MF A01 


Heat Exchanger-ingot Casting/Slicing Process. Sil- 
icon Sheet Growth Development for the Large Area 
Silicon Sheet Task of the Low Cost Silicon Solar 
Array Project. Final Report, Phase !, November 20, 
1975--November 20, 1977. 

DOE/JPL/954373-4 78-26 10B PC A10/MF A01 


Heat Exchanger-Ingot Casting/Slicing Process. Sil- 
icon Sheet Growth Development for the Large Area 
Silicon Sheet Task of the Low Cost Silicon Solar 
Array Project. Seventh Quarterly Progress Report, 
March 22, 1977--June 30, 1977. 
ERDA/JPL/954373-77/2 

78-07 108 PC A03/MF AQO1 


Heat Exchanger-Ingot Casting/Slicing Process. Sil- 
icon Sheet Growth Development for the Large Area 
Silicon Sheet Task of the Low Cost Silicon Solar 
Array Project. Eighth Quarterly Progress Report, 
July 1, 1977--September 30, 1977. 
ERDA/JPL/954373-77/3 

78-13 108 PC AOS/MF A01 


Heat Exchanger Method: Ingot Casting; Fixed Abra- 
sive Method: Multi-Wire Slicing (Phase II). Silicon 
Sheet Growth Development for the Large Area Sil- 
icon Sheet Task of the Low Cost Silicon Solar Array 
Project. Quarterly Progress Report No. 1, November 
21, 1977--Decem ber 31, 1977. 

DOE/JPL/954373-5 78-21 108 PC A02/MF A01 


Heat Exchanger Method, ingot Casting; Fixed Abra- 
sive Method, Multi-Wire Slicing: Phase Il. Silicon 
Sheet Growth Development for the Large-Area Sil- 
icon Sheet Task of the Low-Cost Silicon Solar Array 
Project. Quarterly Progress Report No. 2, January 1, 
1978--March 31, 1978. 
DOE/JPL/954373-6 


KHATTAK, M. N. 


Evaluation of a Technique for Sampling Low Con- 
centrations of Organic Vapors in Ambient Air. 
PB-279 672/0GI 78-15 148 PC A03/MF A01 


KHAW, BAN-AN 


Quantification of Infarct Size. 
PB-279 194/5GI 78-15 6E PC A02/MF A01 


KHAWASIK, S. M. 


Application of LANDSAT Satellite Imagery for Iron 
Ore Prospecting in the Western Desert of Egypt 
(NASA-27930), 

E78-10167 78-22 8G PC A02/MF A01 


Geologic interpretation of LANDSAT Satellite 
Images for the Qattara Depression Area, Egypt 
(NASA LANDSAT Investigation G2 7930 and GB 
7930), 

E78-10159 78-23 8G PC A06/MF A01 


Regional Prospecting for tron Ores in Bahariya 
Oasis-E! Faiyum Area, Egypt, Using LANDOSAT-1 
Satellite Images (NASA LANDSAT G-27930), 

E78-10169 78-23 8G PC A04/MF A01 


KHAYATI, KHEDIJA 


Selected Bibliography of Educational Materials: 
Maghreb, Algeria, Libya, Morocco, Tunisia. Volume 
10, Number 1, 1976--Transiation. 

PB-280 144-T/GI 78-16 51 


KHEOIWA, BEN BECHER 


Selected Bibliography of Educational Materials: 
Maghreb, Algeria, Libya, Morocco, and Tunisia. 
Volume 9, Number 3, 1975--Translation. 

P8-276 197-T/GI 78-08 5!i PC A03/MF A01 


Selected Bibliography of Educational Materials: 
Maghreb, Algeria, Libye, Morocco, and Tunisia. 
Volume 9, Number 4, 1975--Translation. 

PB-276 198-T/GI 78-08 5!i PC A03/MF A01 


KHEDIJA, KHAYATI 


Selected Bibliography of Educational Materials: 
Maghreb, Algeria, Libya, Morocco, Tunisia. Volume 
10, Number 2, 1976--Translation. 

PB-282 385-T/GI 78-19 5I 


KHEDOUARI, E. 
A Note on Sound Ray Tracing Through a Gulf 
Stream Eddy in the Sargasso Sea. 
AD-A048 732/2G! 78-07 20A PC A02/MF AO1 
Physical Properties and Energy Distribution of Gulf 
Stream Eddies. 
AD-A048 760/3G! 
KHEISIN, D. E. 
Sea Ice--Translation. 
PB-279 371-T/GI 
KHELASHVILI, A. A. 


Spectral and Projection Properties of the ‘Two 
Time’ Green Functions of N Particles in the Zero 
Plane Quantum Field Theory. 
JINR-D2-9540 


78-26 108 PC A04/MF A01 


PC A03/MF A01 


PC A03/MF AO1 


78-07 8C PC A0Q3/MF A01 


78-15 8L PC A15/MF A01 


78-08 20H MF A01 


PA-743 





KHEMNITS, G. 


Apparatus for the Connection with the Tra-1001 
Computer in the 1 M Streamer Chamber Control 
System. 

JINR-10-9127 


KHEMTHONG, S. 


High Efficiency, Long Life Terrestrial Solar Panel. 
N78-24649/3GI 78-19 10B PC A03/MF A01 


High Efficiency, Long Life Terrestrial Solar Panel. 
First Quarterly Report, 1 September 1977--30 
November 1977. 
DOE/JPL/954831-77/12 
78-23 


78-08 18D MF A01 


10B PC A02/MF A01 
KHEN, V. P. 


Methodical Results of the Analysis of the pi p Im- 
plies p pi exp + pi exp - pi exp - Reaction at 5 
Gev/C in the Lobachevsky Velocity Space. 

JINR-R-1-9258 78-02 20H Not available NTIS 


Parametrization of the Directions of the Dynamic 
Spin-Quantization Axis for rho, Ksup( Omega ) and 
delta Sup(+ + ) Resonances by an Arbitrary Pencil 
of Lobachevsky’'s Straight Lines. 

JINR-R2-9701 78-08 20H MF A01 


KHENAT, B. 


First Four Years of Operation of the LNG Plant at 
Skikda (Algeria). Causes and Remedies of the Cor- 
rosion of Cryogenic Exchanges by Mercury. 

DOE-tr-16 78-12 7A PC A02/MF A01 


KHIET, T. 


Nonlinear Propagation of the Ordinary Mode in a 
Hot Magnetoplasma. 
IPPJ-265 78-18 201 MF AO1 


Nonlinear Propagation of the Ordinary Mode in a 
Hot Magnetoplasma. 
N77-33982/8GI 


KHLOPOV, M. YU. 


P-Odd Effects in pi n-Scattering at Low Energies 
and Determination of the Isotopical Structure of the 
Weak Nonleptonic Interaction. 
IFVE-STF-74-38 


KHMELEVSKI, E. 


Binary-Decimal Reversible Counter in the CAMAC 
Standard. 
JINR-10-8960 78-26 14B PC A02/MF AO1 


Block Data Transmission in the CAMAC Standard. 
Review. 


JINR-10-8614 78-20 9B MF A01 


Register Reading with Nonzero Information in the 
CAMAC Modules in the Address Scanning Regime. 
JINR-10-8615 78-23 9B PC A02/MF A01 


KHODAREV, Y. K. 


Space Studies of Earth Resources: Methods and 


Means of Measurements and Processing of Infor- 
mation. 
N77-33583/4GI 


KHOE, T. K. 


Hearthfire Design Base for the High Current Low 
Velocity RF LINAC. 
CONF-770633-1 78-01 


Low beta Linacs 
BNL-24027 


KHOL'NOV, YU. V. 


Measuring the Specific Activity of Plutonium Solu- 


tions by the (4 pi alpha --X/sub L/)-Coincidence 
Method. 
UCRL-Trans-11266 


KHOLBAEV, I. 


Automatic Correlation Spectrometer with a Ge(Li) 
Detector and Two Scintillation Ones. 
JINR-R-13-9607 78-08 18D MF A011 


Double Magnetic-Lens beta Spectrometer for 
Lifetime Measurements of Nucleus Excited States. 
JINR-R-13-9516 78-19 18D MF AO1 


KHOLODENKO, A. G. 


Highly Sensitive Magnetic Flux Superconducting 
Detector 
IFVE-PPK-75-109 78-01 


KHOON, SHU YEOH 


Geological and Hydrogeological Investigations in 
West Malaysia 
E78-10027 


KHOROMSKII, B. N. 


Iterative Process of Numerical Solution of the In- 
tegral Differential Schroedinger Equation. 
JINR-R-5-9512 78-10 20H MF AO1 


Local Convergence of Approximation Methods for 
the Operator Equation Solution. 
JINR-R-5-9598 78-19 


78-04 201 PC AG3/MF A01 


78-09 20H MF AO1 


78-04 8F PC A19/MF A01 


18A PC A03/MF A01 


78-19 20G MF A01 


78-06 7D PC AG2/MF A01 


14B MF AO1 


78-05 8G PC A03/MF A0O1 


12A MF AO1 


PA-744 


KHORVAT, P. 


Control of Stability and Linearity of Spectrometer 
Channels of Cherenkov Counters by Controlled 
Modules. 

JINR-R-13-9467 


KHOSHMUKHAMEDOV, R. V. 


Energy Characteristics of Interactions Between 50 
Gev/C pi exp - -Mesons and Nuclei. 
JINR-R-1-9217 78-14 20H MF AO1 


KHOSLA, P. K. 


Filtering of Non-Linear Instabilities. 
N78-17996/7GI 78-13 20D PC A03/MF A01 


Reprint: Polynomial Interpolation Methods for 
Viscous Flow Calculations. 
AD-A053 059/2GI 78-15 20D PC A03/MF A01 


Reprint: Turbulent Boundary Layers with and 
without Mass Injection. 
AD-A055 475/8GI 78-20 20D PC A02/MF A01 


KHOSLA, S. K. 


Approach to Estimate the Reactivity Worth of R-5 
Poison Tube System and Experimental Verification 
in Zerlina Reactor. 

INIS-mf-3487 78-04 181 MF AO1 


Nuclear Heating of Materials in the R-5 Reactor. 
INIS-mf-3488 78-04 18J Not available NTIS 


PossibI6000ysics Modifications to Cirus Reactor 
Core for improved Reactor Utilization. 
INIS-mf-3492 78-02 18K Not available NTIS 


KHOTEEV, N. V. 


Coordinate Device for Moving a Primary Measuring 
Transducer in a Liquid Flow. 
FEI-587 78-21 


KHOURY, PHILIP B. 


Reprint: The Cellular and Humoral immune 
Response to ‘Schistosoma mansoni’ Infections in 
Inbred Rats. Ill. Development of Optimal Protective 
Immunity Following Natural Infections and Artificial 
immunizations. 

AD-A057 849/2GI 78-24 6M PC A02/MF AO1 


Reprint: The Cellular and Humoral Immune 
Response to ‘Schistosoma mansoni’ Infections in 
Inbred Rats. IV. A Posteriori interpretations. 

AD-A051 030/5G! 78-11 6E PC A02/MF A01 


Reprint: The Cellular and Humoral Immune 
Response to ‘Schistosoma mansoni’ Infections in 
Inbred Rats. V. Prerequisite Mechanisms for the 
Development of Optimal Protective Immunity. 

AD-A058 021/7GI 78-24 6M PC A02/MF A01 


KHOURY, S. A. 


An Altitude Simulator. 
PAT-APPL-866 725/GI 
78-13 


78-06 18D MF A01 


14B MF A01 


14B PC A02/MF A01 
KHOVANSKII, N.N. 


Apparatus for the Connection with the Tra-1001 
Computer in the 1 M Streamer Chamber Control 
System. 

JINR-10-9127 


KHOZEIMEH, K. 


Standardization, Certification, Maintenance, and 
Dissemination of Large Scale Engineering Software 
Systems. 

N77-33876/2GI 


KHRENOV, YU. V. 


Use of the ‘Start’ System Instruments in the Auto- 
mation Circuits of Bubble Chamber Technological 
Process. 

JINR-13-9166 


KHRISTOVA, M. D. 


Prediction of Environmental Radioactive Con- 
tamination Levels to Follow the Commissioning of 
“Kozloduj'’ Nuclear Power Station. 

INIS-mf-3431 78-04 


KHRULIOVA, L. S. 


Study of Recording Possibilities of Emulsions in 

Autoradiography Conditions 

AED-Conf-76-421-007 
78-04 


78-08 18D MF A01 


78-04 9B PC A06/MF A01 


78-20 18D MF A01 


18G MF AO1 


18D Not available NTIS 
KHRUNOV, V. S. 
Study on gamma and Neutron Radiation Effects on 


Ge(Li) Detector Performances. 
NIAR-P-267 


KHRUSHCHEYV, V. V. 


Some Regularities of Meson Mass Spectrum of 
Natural Parity. 
(\FVE-OTF-75-138 


KHRUSTALEV, O. A. 


Bogolyubov Method Application to Quantization of 
Boson Fields in the Neighbourhood of a Classical 
Solution. 


IFVE-OTF-76-21 78-18 20J MF A01 


Charge Exchange Reaction pi exp - p Implies pi exp 
0 N Analysis on the Basis of U-Matrix Method. 


78-20 18D MF A01 


78-04 20H MF A01 


IFVE-OTF-75-124 78-08 20H MF A01 


Nuclear Formfactor and Inclusive Spectrum of 
Secondary Particles. 


IFVE-STF-75-23 78-09 20H MF A01 


KHUDASKO, V. V. 


Some Regularities of Transient Turbulent Heat 
Transfer in Tubes. 


FEI-564 78-09 20M MF AO1 


KHUKHAREVA, I. S. 


Calculation of the Effective Resistance of a Fine- 
Dispersed Superconductor in a Two-Component 
Matrix. 


JINR-R-8-9453 78-23 20L PC A0Q2/MF A01 


KHURI, ALBERT 


Reprint: Addition Compounds of Alkali Metal 
Hydrides. 13. Reactions of Alkali Metal Hydrides 
with Trialkylboranes. Synthesis and Dissociation of 
Alkali Metal Trialkylborohydrides. Ethyl Ether-Or- 
ganoborane as a Reversible ‘Solvent’ for Lithium 
Hydride. 

AD-A055 371/9GI 78-20 7D PC AQ2/MF A01 


Reprint: Addition Compounds of Alkali Metal 
Hydrides. 14. The Reaction of Trialkylboranes with 
Lithium Trialkylborohydrides. 

AD-A055 372/7GI 78-20 7B PC A02/MF A01 


KHURI-YAKUB, B. T. 


Acoustic Surface Wave Scattering: The Detection of 
Surface Cracks in Ceramics. 


AD-A049 181/1GI 78-08 11B PC A03/MF A01 


KHVASTUNOV, V. M. 


Investigation of Giant Multipole Resonances in 
Nuclei. 


KFTI-76-16 78-09 20H MF A01 


KHVEDELIDZE, M. 


The Mechanism of the Transformation of Electric 
and Magnetic Field in a Nervous System, 
AD-A046 227/5GI 78-02 6P PC A02/MF A01 


Presentation to Department of Energy Task Force 
on Waste Management. 
Y/OWl1/TM-50 78-17 18G PC A02/MF A01 


Waste Repository in a Geologic Formation. 
Y/OWI/TM-52 78-25 18G MF AO1 


KIBBEE, G. W. 


Expansion of Flight Simulator Capability for Study 
and Solution of Aircraft Directional Control 
Problems on Runways. 
N78-20118/3GI 


78-15 1C PC A06/MF A01 


KIBBEY, A. H. 


Assessment of the Loss of Radioactive Isotopes 
from Solidified Wastes. 
CONF-780304-9 78-20 18G PC A02/MF A01 


Source Terms for Radioactive Gaseous Effluents 
from a Model High-Level Waste Solidification Facili- 


ty. 
ORNL/NUREG/TM-67 
78-15 


18G PC A02/MF AQ1 


Summary of the ORNL-Sponsored Reactor Rad- 
waste Management Workshop. 
CONF-770912-2 78-10 18G PC A02/MF A01 


KIBLER, ADRIAN EARL JR. 


A Finite Element Preprocessor for SAP IV and 
ADINA. 


AD-A046 385/1GI 78-03 9B PC A07/MF A01 


KIBLER, DAVID F. 


Analysis of Water Requirements for Agricultural Ir- 
rigation in Pennsylvania. 
PB-276 061/9GI 78-08 2C PC A11/MF A01 


KIBLER, M. 


Ligand Field Parameters for Eu exp 3+ 
sub 4 (RE= Gd, Y and Lu) 
LYCEN-7710 78-18 20 MF A0O1 


Ligand Field Parameters for Eu(3+ ) in REVO4 (RE 
= Gd, Y, and LU). 
N78-14928/3GI 


in REVO 


78-09 7D PC AQ2/MF A01 


KIBLER, RALPH J. 


Integrated Helicopter Flight Control. 
PATENT-4 062 508 78-25 1C Not available NTIS 


KIBRICK, ANNE K. 


Conceptions of Self and Perception of Role in Rela- 
tion to Continuation in Schools of Nursing 
AD-226 734/2GI 78-11 5J PC A02/MF A01 


KICENIUK, TARAS 


Experimental Study of Froude Number Modeling for 
Cylinders Planing on Water, 
AD-495 707/2GI 78-20 20D PC A02/MF A01 


A Preliminary Investigation of the Behavior of Con- 
densable Jets Discharged into Water 
AD-002 684/9GI 78-18 20D PC A02/MF A01 





KICHIGINA, Z. 
On the Structure of Copper Oxide Copper Scales (O 
Tcksture v Okaline Medi)--Translation. 
PB-280 966-T/GI 78-17 11F PC A02/MF AO1 


KICHIMI, H. 


Pi N Inelastic Reaction Index, 1976. 
KEK-76-5 78-04 20H MF AO1 


Pi N Reaction Index, 2. 
KEK-75-7 


KICK, ELLA 


Key Roles in Nursing Homes -- Director of Nursing 
and Nursing Supervisor. 
HRP-0024133/1GI 78-17 5I 


KICKERT, RONALD N. 


Photochemical Oxidant Air Pollution Effects on a 
Mixed Conifer Forest Forest Ecosystem - a Progress 
Report. 

PB-274 531/3GI 


KICKLIGHTER, R. 


CHEMLINE. 
PB-273 448/1GI 


KIDAN, TESFAI G. 

Reprint: Penicillin Sensitivity of 
Ethiopia. 

AD-A049 914/5GI 78-09 6M PC A02/MF AO1 


Reprint: Penicillin versus Tetracycline in the Treat- 
ment of Louse-Borne Relapsing Fever. A Prelimina- 
ry Report. 

AD-A049 930/1G! 


KIDD, DAVID E. 


The Concentrations of Ten Heavy Metals in Some 
Selected Lake Powell Game Fishes, 
PB-273 026/5GI 78-01 6F PC AOS5S/MF A01 


KIDDER, ALICE E. 


Sources of Non-Federal Support for Public Trans- 
portation Programs in Non-Urbanized Areas, 
PB-284 410/8GI 78-24 13B PC A06/MF A01 


KIDDER, S. Q. 


Radiation Measurements 
Geosynchronous Satellites. 
N78-25704/5GI 78-20 4B PC A09/MF AO1 


KIDDLE, F. E. 


Effects of Heat on Fatigue in Aircraft Structure. 
N78-14158/7GI 78-09 1C PC A03/MF A01 


Fatigue Behavior of Bolted Joints in RR58 Alumini- 
um Alloy with and Without Interfay Sealant. 
N77-31303/9GI 78-01 11F PC A02/MF A01 


Fatigue Testing with Periodic Heating: An Investiga- 
tion of Some Methods of Acceleration. 
N77-31302/1GI 78-01 11F PC A03/MF A01 


Influence of Prior Heat and Creep on Fatigue in 
Structural Elements of DTD 5014 (RR58) Aluminium 
Alloy. 

N77-31304/7GI 


KIDDY, KENNETH C. 


Junction Input Generator (JIG), A NASTRAN Pre- 
Processor; Theoretical Development, User's Manual 
and Program Listing. 
AD-A049 663/8GI! 


KIDMAN, R. B. 


Background Cross Section Method as a General 
Tool for Reactor Analysis. 
LA-UR-78-1004 78-25 


Differences Between LASL- 
Cross Sections. 
LA-7191-MS 78-20 18F PC A08/MF A01 


Energy Flow Patterns for 1975. 
LA-6770 78-04 10A PC A04/MF A01 


State Energy Flow Patterns. 
LA-UR-1297 78-07 


KIDNAY, A. J. 


Enthalpy Measurement of Coal-Derived Liquids, Oc- 
tober--December 1976. Final Copy. 
FE-2035-6 78-01 210 PC A02/MF AO1 


Enthalpy Measurement of Coal-Derived Liquids. 
Quarterly Technical Progress Report, April--June 
1977. 

FE-2035-8 78-06 81 PC AQ3/MF A01 


Enthaipy Measurement of Coal-Derived Liquids. 
Quarterly Technical Progress Report, January-- 
March 1977. 

FE-2035-7 78-03 8G PC A02/MF A01 


Enthalpy Measurement of Coal-Derived Liquids. 
Quarterly Technical Progress Report, July--Sep- 
tember 1977. 
FE-2035-9 


KIONER, S. H. 


Computer Control of the Beam Transport System of 
the Chalk River Electron Test Accelerator. 
AECL-5544 78-25 20G PC A02/MF A01 


78-04 20H MF A01 


Not Available NTIS 


78-04 6F PC A16/MF A01 


78-03 7D CP T99 


Gonococci_ in 


78-10 60 PC A02/MF A01 


from Polar and 


78-01 11F PC A04/MF A01 


78-09 9B PC A09/MF A01 


18K PC A02/MF A01 
and ANL-Processed 


10A PC A04/MF A01 


78-12 7D PC A02/MF A01 


KIDO, H. 
Ligand Isotopic Exchange Kinetics of 
Tris(Acetylacetonato)-Chromium(lll) at Elevated 
Temperatures. 
AED-Conf-76-406-003 

KIDWELL, KATHERINE B. 
Comparison of Mast and Boom Wind Speed and 
Direction Measurements on U.S. GATE B-Scale 
Ships. 

PB-281 887/0GI 


KIEBURTZ, RICHARD B. 


The Formal Definition of a Real-Time Language. 

AD-A058 047/2GI 78-24 9B PC A04/MF A01 
KIEFER, D. A. 

Reprint: Another Look at the Nitrite and Chlorophyll 


Maxima in the Central North Pacific, 
PB-273 414/3GI 78-01 8A _ Not available NTIS 


KIEFER, E. P. 


The Design, Construction and Maintenance of Naval 
Fixed Ocean Facilities. Volume 3. Environmental 
Aspects of Ocean Facilities Engineering, 

AD-A052 757/2GI 78-14 8J PC A09/MF A01 


KIEFER, H. 


Annual Report 1976. 
KFK-2433 


KIEFER, J. 


The inventory Problem. li. Case of Unknown Dis- 
tributions of Demand 
AD-014 017/8GI 78-18 12A PC A02/MF A01 


On Wald's Complete Class Theorems 
AD-027 958/8G! 78-18 12B PC A02/MF A01 


Some Properties of Generalized Sequential Proba- 
bility Ratio Tests 
AD-087 258/0GI 


KIEFER, JOHN A. 


Coal Mine Electrical System Evaluation. Volume V. 
Battery and Battery-Charging Safety. 
PB-283 494/3GI 78-22 81 PC A04/MF A01 


KIEHL, R. A. 
Narrow Microwave Pulse Generation by Optical 


Enhancement of Trapatt Oscillations. 
SAND-77-1295C 78-09 9E PC A02/MF AO1 


KIELHOEFER, HANSJOERG 


Bifurcation of Periodic Solutions for a Semilinear 
Wave Equation. 
AD-A054 536/8G! 


KIENAPPEL, K. 


Investigations on Unsteady Pressure Distribution 
Measurements in Rotating Systems. 
N78-31135/4GI 78-26 20D PC A03/MF A01 


KIENER, MARY 


Shared Leadership -- No Head Nurse. 
HRP-0019279/9GI 78-11 6E Not Available NTIS 


KIENLE, J. 


Search for Shallow Magma Accumulations at Au- 
gustine Voicano. Progress Report. 
RLO/2229/T008-1 78-13 8 


KIENTZLER, C.F. 


Photographic Investigation of the Projection of 
Dropiets by Bubbles Bursting at a Water Surface 
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System Maintenance Analysis FF-1052 Class Fuel 
Oil Service and Transfer System, SMA 112-260. 
Review of Experience. 


AD-A050 437/3GI 78-10 15€ PC A03/MF A01 


Destroyer Engineered Operating Cycle (DDEOC) 

System Maintenance Analysis FF-1052 Class Salt 

Water Circulating System SMA 110-256, 

AD-A050 430/8GI 78-10 15€ PC A03/MF A01 
KISLIN, BENJAMIN 


Impact Vulnerability of Scratched Glass Lenses. 
AD-A053 421/4GI 78-16 11B PC A02/MF A01 


Multiple images in the F/FB-111 Aircraft 


Windshield: Their Generation, Spatial Localization, 
and Recording. 


AD-A053 470/1GI 78-16 1C PC A02/MF A01 


Optical Evaluation of F/FB-111 Field-Service-Test 
Windshields. 
AD-A046 490/9GI 


KISPERSKY, J.P. 
Explosives Research 
AD-030 794/2GI 
Explosives Research 
AD-037 394/4GI 78-21 
Explosives Research 
AD-041 892/1GI 

KISPERT, L. D. 


Eldor investigations of Radiation Processes. Annual 
Progress Report, 1976--1977. 
ORO-4062-42 78-06 7E PC A03/MF A01 


KISPERT, R. C. 


Recovery of Uranium from Pit Sludges and Cold 
Metal Oxide. 
NLCO-1149 


KISS, E. 


78-06 6E PC A03/MF A01 


78-18 11F PC A02/MF A01 


78-03 1C PC A02/MF A01 


78-21 19A PC A02/MF A01 
19A PC AO2/MF A01 


78-18 19A PC AQ2/MF A01 


78-17 18G PC A03/MF A01 


Low Cycle Fatigue Evaluation of Primary Piping 
Materials in a BWR Environment. 


GEAP-20244 
KISS, S. 


Isabelle Quadrupoles. 
BNL-22521 


78-17 181 PC A10/MF A01 


78-02 20G PC A02/MF A01 


PA-756 


KISSAM, EDWARD 


Aspects of the Semantic Structure of Spanish- 
Speaking Bilinguals’ English: Implications for Occu- 
pational Training. 


PB-284 545/1GI 78-23 5G PC A06/MF A01 


KISSANE, R. J. 


Cytotoxic Characterization of ““Cadmium-Resistant” 
Chinese Hamster Cells. Progress Report, January 1, 
1976--June 30, 1977. 

LA-6905-PR 78-08 6T PC A02/MF A01 


Detailed Studies on the Application of Three 
Fluorescent Antibiotics for DNA Staining in Flow 
Cytometry. 

LA-UR-77-2748 78-13 6C PC A02/MF A01 


Development of a Cell-Analysis and Sorting System 
Applicable to Tumor Cell Characterization and 
Kinetic Studies. Progress Report, April 17--October 
16, 1977. 

LA-7073-PR 78-14 6E PC A02/MF AO1 


Development of a Cell-Analysis and Sorting System 
Applicable to Tumor Cell Characterization and 
Kinetic Studies. Progress Report, October 17, 1976- 
-April 16, 1977. 

LA-6854-PR 78-01 6E PC A02/MF A01 


Flow Microfluorometric and Spec- 
trophotofluorometric Analysis of DNA Staining in 
Mammalian Cells. 

LA-UR-77-365 78-04 6C PC A02/MF AO1 


Flow Microfluorometric and Spec- 
trophotofluorometric Analysis of DNA Staining in 
Mammalian Cells. 


LA-UR-77-677 78-06 6C PC A03/MF A01 


KISSANE, ROBERT J. 


Estimating Lateral Flange Bending in Curved Plate 
Girders. 
PB-281 950/6GI 


78-18 13B PC AQ3/MF A01 


KISSEL, R. R. 


Test and Analysis of a Northrup Collector Con- 
troller. 


N78-16432/4GI 78-11 10B PC A0Q2/MF A01 
Tetherline System for Orbiting Satellites. 
PATENT-4 083 520 

78-20 22B Not available NTIS 


KISSELL, F. N. 


Methane Accumulations in Coal Mine Roof Cavities. 
BM-RI-8267 78-16 8! PC A02/MF AO1 


Methane Emissions from Gassy Coals in Storage 
Silos. 


BM-RI-8269 78-16 8! PC AQ2/MF A0O1 


KISSELL, FRED N. 


Brattice Window Method for Measuring Leakage 
Through Mine Stoppings. 
PB-272 918/4GI 78-01 8! PC A02/MF A01 


Bureau of Mines Damage-Resistant Brattice. 
PB-278 607/7GI 78-12 8! PC A02/MF A01 


Methane Accumulations in Coal Mine Roof Cavities. 
PB-277 919/7GI 78-11 8&1 PC AQ2/MF AO1 
Methane Emissions from Gassy Coals in Storage 
Silos. 

PB-277 912/2GI 78-11 8i 


Mine Ventilation Control Device. 
PATENT-4 009 649 78-03 8&1 


Ventilation System for 
Machines. 
PAT-APPL-870 162/GI 78-15 81 PC A02/MF A01 


Window Method for Measuring Leakage. 
PATENT-4 055074 78-15 81 Not available NTIS 


PC A02/MF A01 


Not available NTIS 


Continuous Mining 


KISSELL, KENNETH E. 


The Canadian Forces/NORAD Satellite Identification 
Sensor at St. Margarets. 
AD-A048 046/7GI 78-06 17H PC A03/MF A01 


Reprint: Comparison of Theoretical Solar Radiation 
Effects and Observed Accellerations of a PAGEOS 
Satellite. 


AD-A047 704/2GI 78-05 22C PC A02/MF A01 


Observational Data for the Satellite Observables 
Program. |. Photometry of the STO 71-2 Spacecraft. 
AD-906 472/6GI 78-14 20F PC AO5/MF A01 


On the Development of Space Object Optical and 
LWIR Cross Section Population Distributions from 
UHF Cross Sections. 
AD-A058 709/7GI 


78-25 17H PC AO3/MF A01 


KISSEN, ABBOTT T. 


Reprint: A Durable Jacket for Nonhuman Primates 
to Protect Chronically Implanted Instrumentation. 
AD-A055 815/5GI 78-20 6B PC A02/MF A01 


Reprint: A Head Enclosure for Exposing Monkeys to 
Selected Gas Mixtures. 
AD-A045 645/9GI 


78-01 6C PC A02/MF A01 


KISSENER, H. R. 


Excitation of Magnetic Dipole States in 1P-Schell 
Nuclei in Radiative Pion Capture. 


JINR-E-2-10509 
KISSICK, WILLIAM A. 

Electromagnetic Cosite Analysis (EMCAN) Model. 

Part 1. The Feasibility Study, 

PB-275 086/7GI 78-06 20N PC AO5S/MF A01 

Predicted HF Coverage Reliabilities for the USCG 

SSB Small Craft Communication System in the 


Alaskan Region. 
AD-AC52 083/3GI 


KISSINGER, GLENN 


Conference Proceedings - A Critical Economic 
Balance: Water - Land - Energy - People - Held at 
Colorado State University, Pingree Park Campus on 
June 6-7, 1977. 
PB-274 089/2GI 


KISSINGER, H. E. 


Dual-Beam, Charged-Particle Irradiation Facility for 

Simulation of Nuclear Environment. 

PNL-2495 78-23 148 PC A03/MF A01 
KISSLINGER, J. 

Magnetic Surfaces of the W Vil a Stellarator. 

IPP-2/231 78-10 18A MF A01 
KISSLINGER, ROBERT L. 

Sensor Transport System. 

PATENT-4 077 518 

78-18 


78-21 20H MF A01 


78-13 17B PC AQS/MF A01 


78-03 13B PC A06/MF A01 


15E Not available NTIS 
KISTENEV, E. P. 


Rapidity GAP Distribution in Inclusive Reactions. 
IFVE-OTF-PPK-76-22 78-09 20H MF AO1 


KISTENEV, EH. P. 


DACATA-Automated Control System for Processing 
of Shots Taken with the ‘Mirabelle' Bubble 
Chamber. Part 1. Organization of Data Processing 
in an Inclusive Experiment. 

\FVE-PPK-75-129 78-17 18D MF A01 


Method for Reconstruction of Some Integrated In- 
clusive Spectra Using the Measurements on One 
View. 

IFVE-SPK-74-36 


KISTENMACHER, T. J. 


Reprint: Synthesis, Structure, and Spectral Proper- 
ties of (TTF)(HgC13), and Unusual Metal- 
lotetrathiaethylene. 
PB-280 380/7GI 


KISTIAKOWSKY, G.B. 


Gaseous Detonations. VII. 
modynamic 
Waves 

AD-092 302/9GI 78-21 19D PC A02/MF AO1 


Gaseous Detonations XII. Rotational Temperatures 
of the Hydroxyl Free Radicals 
AD-201 210/2GI 78-13 70 PC A02/MF A01 


Gaseous Detonations. XIill. Rotational and Vibra- 
tional Distributions of OH Radicals 
AD-252 661/4GI 78-13 7D PC A02/MF A01 


The Mechanism of the Acetylene-Oxygen Reaction 
in Shock Waves, 


AD-445 101/9GI 78-16 70 PC A0Q3/MF A01 


Souble Waves in Gaseous Detonations 
AD-158 522/3GI 78-11 19D PC A02/MF A01 


KISTLER, C. W. 


Methodology for Designing Accelerated Aging Tests 
for Predicting Life of Photovoltaic Arrays. Final Re- 
port. 
ERDA/JPL/954328-77/1 
78-07 


KISTLER, ROBERT H. 


Digital Avionics Information System (DAIS): Relia- 
bility and Maintainability Model. 
AD-A056 530/9GI 78-21 1C PC A04/MF A01 


KISTLER, S.S. 


The Design of Pressure Vessels for Extreme Pres- 
sures 


AD-097 481/6GI 78-02 13D PC A04/MF A01 


The Effect of Pressure on the Racemization of Nitro 
Diphenic Acid 
AD-150 055/2GI 78-13. 7D PC A02/MF AO1 


A Study of Thick-Walled Cylinders as Tensile Mem- 
bers for High Pressure Vessels, with Particular At- 
tention to Steel and Their Heat Treatment for Max- 
imum Performance 
AD-161 490/8GI 


KISULA, V. V. 


Conductive Shells Compression in Pulse High Mag- 
netic Fields. 
|AE-2624 


KISVARSANYI, GEZA 


Structural Lineament and Pattern Analysis of Mis- 
souri, Using LANDSAT Imagery. 
E77-10239 78-01 8G PC A08/MF A01 


78-13 20H MF A011 


78-17 7D Not available NTIS 


A Study of Ther- 
Equilibration in Acetylene-Oxygen 


10B PC A07/MF A01 


78-11 13D PC AO6/MF A01 


78-20 18A MF AO1 





KITA, D. 
Studies on Radiation-Resisting Paints for Concrete 


Structures in Nuclear Powerplants. Part 3. 
RFP-Trans-233 78-17 183) PC A02/MF A01 


KITADATE, K. 


Measurement and Calculation of the Critical Masses 
of Graphite Moderated, 20%-Enriched Uranium 
Loaded Cores. 

JAERI-M-6739 78-01 18J MF A01 


Measurement of Multiple Control Rods Reactivity 
Worths in Semi-Homogeneous Critical Assembly. 
JAERI-M-6549 78-01 18K MF A0O1 


Measurement of the Neutron Flux Distribution in 
Graphite-Moderated Core SHE-8 Inserted with Ex- 
perimental Control Rods. 

JAERI-M-6701 78-01 18! 


KITANO, K. 


Mechanism of Nitrous Acid Decomposition. 
ORNL-tr-4405 78-03 7D PC A02/MF A01 


KITANO, T. 


Study of a UO sub 2 Critical Mass by Calculation 
with a Transport Code XSDRN. 
JAERI-M-7085 

KITAWARA, S. 


A Method of Laser Velocimeter Data Processing. 
N78-25408/3GI 78-20 20D PC A03/MF A01 


KITAYENKO, G. I. 
Characteristics of Operation of 400 Hz Frequency-- 


Translation. 
AD-A045 517/0GI 78-01 


KITAZOE, T. 
Cabibbo Current and CP Violation in a Six Quark 


Gauge Model. 
COO-1545-223 


KITCH, JOHN 
Data Base System for State Water Quality Manage- 


ment Information System. 
PB-286 180/5GI 78-26 5B PC A0Q3/MF A01 


KITCHELL, JAMES F. 


Reprint: Percid Habitat: The River Analogy, 
PB-286 677/0GI 78-25 6C PC A02 


KITCHEN, J.C. 


Particle Size Distributions and the Vertical Distribu- 
tion of Suspended Matter in the Upwelling Region 
off Oregon. 

N78-16580/0GI 78-11 


KITCHEN, W. H. 


NETS -- A New System for Neonatal Transport. 

HRP-0024757/7GI 78-17 6E Not Available NTIS 
KITCHENS, C. W. JR. 

Oscillations of a Liquid in a Rotating Cylinder. Part 

!. Solid-Body Rotation. 

AD-A057 759/3GI 78-23 200 PC A03/MF AO1 


KITCHENS, CLARENCE W. JR. 


Characteristics of the Sidewall and Floor Boundary 
Layers in BRL Supersonic Wind Tunnel Number 1. 
AD-B008 566/2GI 78-14 20D PC A03/MF A01 


Conjecture for Anomalous Spin Decay of the 
155mm Binary Shell (XM687). 
AD-A050 311/0GI 78-10 


KITCHIN, T. D. 


Air Strike Evaluation and Optimization. 
AD-827 767/5GI 78-02 15G PC A04/MF A01 


KITCHINGS, J. T. 


Approaches to Natural Resource Inventory and 
Analysis on the Oak Ridge Environmental Research 
Park. 


CONF-770852-2 78-15 138 PC A02/MF A0O1 


Discriminant Analysis of Some East Tennessee 
Forest Herb Niches. Environmental Sciences Divi- 
sion Publication No. 752. 

ORNL/TM-6205 78-18 6C PC AO6/MF A01 


National Environmental Research Park Symposium: 
Natural Resource Inventory, Characterization, and 
Analysis. 

ORNL-5304 78-16 


KITELEY, G. W. 


Instructor and Student Pilots’ Subjective Evaluation 
of a General Aviation Simulator with a Terrain 
Visual System. 
N78-23746/8GI 


KITOUS, B. 
Interactive Analysis and Display of Tabular Data. 
LBL-5598 78-08 9B PC A02/MF A01 
KITSENKO, A. V. 
Interaction of Modulated Flow with Plasma in Exter- 


nal Magnetic Field. 
KFTI-75-8 


MF AO1 


78-22 


18K MF A01 


13J PC A02/MF A01 


78-17 20H PC A02/MF A01 


8J PC A07/MF A01 


19A PC A03/MF AQ1 


13B PC A09/MF A01 


78-18 51 PC A03/MF AO1 


78-10 201 MF AO1 


KITSON, LYALL 


KITSON, CHARLES E. 

Exhaust Emission Evaluation of Three Caterpillar 
Tractor D-398 Diesel-Electric Sets. 

78-08 13B PC A04/MF AO1 


PB-276 102/1GI 


Process and Outcome Evaluation in Mental Health 
Systems. 


HRP-0025681/8GI 78-26 6E Not Available NTIS 


KITSUNEZAKI, A. 


Behavior of Plasma lons Near the Separatrix in a 
Tokamak with a Poloidal Divertor. 


JAERI-M-6727 78-03 201 MF AO1 


Numerical Code SPHEX for Free Boundary MHD 
Equilibrium with Legendre Expansion Method. 
JAERI-M-6734 78-01 20! MF AQ1 


Shell Effects of Vacuum Vessel for the Positional 
Instability. 


JAERI-M-6693 78-03 18A MF A01 


KITTELL, R. S. 


Computer System for Radiation Therapy with Nega- 
tive Pions. 


LA-UR-77-2053 78-08 6E PC A02/MF A01 


Hardware Control System Using Modular Software 
under RSX-11D. 


LA-UR-78-1196 78-22 20G PC A02/MF A01 


KITTELSON, W. K. 


Field Evaluation of Selected Delineation Treatments 
on Two-Lane Rural Highways. 


PB-278 516/0GI 78-12 138 PC A15/MF A01 


KITTINGER, DONALD C. 


Aeronautical Systems Technology Needs -- Escape, 
Rescue and Survival. 
AD-A058 208/0GI 78-24 6G PC A02/MF AO1 


Aeronautical Systems Technology Needs - Test 
Facilities and Test Equipment. 


AD-A058 209/8GI 78-24 14B PC A03/MF A01 


KITTINGER, W. D. 


Radiation Monitor Training Program at Rocky Flats. 
RFP-2434 78-14 5i PC A02/MF A01 


KITTRELL, J. R. 


Cost of Benzene Reduction in Gasoline to the 
Petroleum Refining Industry. 
PB-282 743/4GI 78-20 21D PC A11/MF AO1 


Enzymes and Reactor Engineering, 
PB-275 675/7GI 78-06 7D PC A04/MF A01 


KITTRICK, J. A. 


Determination of Distribution Ratios and Diffusion 
Coefficients of Neptunium, Americium, and Curium 
in Soil-Aquatic Environments. Annual Report, Au- 
gust 1, 1976--July 31, 1977. 

RLO-2221-T-12-3 78-13 6F PC AQ2/MF A01 


KITTRIDGE, CHARLES W. 


Project RETRO-TECH. Home Weatherization Charts, 
PB-273 632/0GI 78-03 13A PC A04/MF A01 


Project RETRO-TECH. Home Weatherization iIn- 
structor's Guide, 

PB-273 629/6GI 78-03 13A PC A04/MF A01 
Project RETRO-TECH. Home Weatherization Job 
Book, 

PB-273 630/4GI 78-03 


RETRO-TECH. 


13A PC AO2/MF A01 


Project Home 
Manual, 


PB-273 631/2GI 


Weatherization 


78-03 13A PC A03/MF A01 


KITTS, F. G. 


Fuel Cycles Using Adulterated Plutonium. 
CONF-780330-2 78-23 18J PC A03/MF A01 


KITZEROW, RICHARD A. 


Design, Development, Analysis, and Laboratory Test 
Results of a Kalman Filter System-Level IMU 
Calibration Technique. 


AD-A046 257/2GI 78-02 17G PC A14/MF A01 


KITZMAN, HARRIET J. 


Evaluation of Preparation of Pediatric Nurse Practi- 
tioners. 


HRP-0016156/2GI 78-01 6E PC A18/MF AQ1 


KITZNER, E. W. 


Automotive Stirling Engine Development Program. 
N78-22970/5GI 78-17 13F PC AOS/MF A01 


KIU, C.H. 


Reprint: Stokes Flow in Conical Trenches. 
AD-A057 863/3GI! 78-24 20D PC A02/MF A01 


KIVALO, P. 


Polarographic Reduction of Hexamminecobalt (ill) 
lon. The Effect of Noncomplexing Electrolytes 
AD-001 781/4GI 78-18 7D PC AO2/MF AO1 


KIVALO, PEKKA 


Polarographic Processes Involving Chemical Reac- 
tion of the Product of the Electron Transfer Reac- 
tion 


AD-050 101/5GI 78-21 7D PC AOS/MF A01 


KLADNITSKAYA, E. N. 


Polarographic Reduction of Hexamminecobalt (ill) 
lon. The Effect of Complexing Agents 
AD-001 780/6GI 78-18 70 PC A02/MF A01 


KIVELSON , DANIEL 


Microwave Spectrum, Structure, Dipole Moment 
and Nuclear Quadrupole Effects in Viny! Chloride, 
AD-220 658/9GI 78-11 70 PC A02/MF A01 


KIVENSON, GILBERT 


Studies on Self-Contained Sampler Concept of De- 
tection of C Agents. 
AD-828 228/7GI 


KIVETT, VIRA 


Change in Life Satisfaction: A Longitudinal Study of 
Persons Aged 46-70. 
HRP-0017746/9G! 


KIVIAT, G. 


Fluid Dynamics of a Fluidized Bed Packed with 
Heat Exchangers. Annual Report, February 1, 1976-- 
January 31, 1977. Parts a and B. 

FE/2256-4 78-16 218 PC A06/MF AQ1 


Fluid Dynamics of a Fluidized Bed Packed with 
Heat Exchangers. Interim Report, May--July 1977. 
FE-2256-6 78-13 13A PC AQ2/MF A01 


KIVIAT, PHILIP J. 


Federal Data Processing Reorganization Study; 
Operational Management Team Report. 
PB-287 176/2GI 78-26 9B PC A10/MF A01 


KIVNICK, ARNOLD 


The Coalescence of Droplets in a Turbulent Jet. 
AD-491 695/3G! 78-20 200 PC A03/MF A0O1 


KIWAMOTO, Y. 


Nonlinear Landau Damping in the lonosphere. 
N78-29672/0GI 78-24 4A PC A03/MF A01 


KIWAN, ABDUL R. 


FAE Flow Computations Using AFAMF Code, 
AD-A047 605/1GI 78-05 19D PC A02/MF A01 


KIWAN, ADBUL R. 

Study of Liner Collapse, Jet Formation and Charac- 

teristics from Implosive Shaped Charge Systems. 

AD-A051 342/4G! 78-12 19A PC A04/MF A01 
KIVANOVSKII, L. Z. 

Strain Gage. 

KIY1I-75-13 
KIZER, A.J. 

Research on Vinylic Filler Lubricants and Greases 

AD-121 748/8GI 78-10 11H PC A02/MF A01 
KIZER, J. A. 

C-130 Weldbonded Fuselage Panel Flight Evalua- 

tion Program. 

AD-A057 928/4G! 
KIZIRNIS, SIGMUND W. 

Propeller Acoustics Test 

Description). 

AD-A045 409/0G! 78-01 
KJAR, R. A. 

A Radiation-Hard CMOS/SOS ALU, 

AD-A048 738/9G! 78-07 9E PC A02/MF AQ1 
KJELDAAS, T. JR. 


Interaction of Conduction Electrons and Nuclear 
Magnetic Moments in Metallic Sodium 
AD-122 110/0GI 78-16 7D PC A02/MF AO1 


Theory of the Diamagnetism of Bloch Electrons 
AD-115 947/4GI 78-16 20J PC A03/MF A01 


KJELLBERT, N. 


Radionuclide Inventories in PWR Spent Fuel and 
High-Level Waste Calculated by Use of the ORIGEN 
Code. 


KBS-TR-01 78-23 18J PC A04/MF AO1 
Studies of Decay Power for KBS Part 1. Literature 
Review Part 2. Calculations. 

KBS-TR-07 78-23 18G PC A04/MF AO1 


KJELLSTRAND, CARL M. 


Oxidant-induced Erythrocyte Destruction in Chronic 
Renal Disease. 
PB-285 457/8G! 


KLABUNDE, C. E. 


Low-Temperature Irradiation of Niobium with 15- 
Mev Neutrons. 
CONF-770649-1 


KLABUNDE, K. J. 


Chemistry of Lignite Liquefaction. Quarterly Report, 
April--June 1977. 


FE-2211-6 78-08 21D PC AQ4/MF A01 


Chemistry of Lignite Liquefaction. Quarterly Report, 
July--September 1977. 
FE-2211-7 


KLADNITSKAYA, E. N. 


Charged Particle Multiplicity in pi exp - -p-interac- 
tions with Strange Particle Production. 


78-19 158 PC A04/MF AO1 


78-02 5K Not Available NTIS 


78-06 148 MF A01 


78-24 1C PC A03/MF AQ1 


Facility (Capability 


20A PC AOS/MF AQ1 


78-26 6E PC A03/MF A01 


78-04 11F PC A03/MF AO1 


78-17 70 PC A04/MF A01 


PA-757 





JINR-R1-9675 
KLAETSCHKE, V. H. 


Laboratory for Fatigue Life Evaluation Research Re- 
ports, Issue 8. 
N78-31460/6GI 


KLAGES, H. 


Contribution to the Experimental Investigation and 
Application of Hot Film Sondes Beitraege Zur Ex- 
perimentelien Untersuchung und Anwendung von 
Heissfilmsonden. 
N78-23407/7GI 


KLAIN, GEORGE J. 
Reprint: Adaptation of Protein Metabolism to En- 


durance Training. 
AD-A057 165/3GI 78-22 6S PC A02/MF A01 


Reprint: Changes in Protein Synthesis in Rats in 
Response to Endurance Training. 
AD-A051 086/7GI 78-12 6A PC A02/MF A01 


Reprint: Gluconeogenic Response to Mannoheptu- 
lose in the Rat. 


AD-A053 750/6G! 78-16 6A PC A02/MF AO1 
Reprint: Hepatic Utilization of Glutamate during the 
Hibernation Cycle. 

AD-A051 085/9G! 78-12 6A PC A02/MF A01 


Reprint: In vivo Effects of Glucagon on Fatty Acid 
Synthesis in Fasted and Refed Rats. 
AD-A057 031/7GI 78-22 6A PC A02/MF A01 


Reprint: in Vivo Lysine Oxidation and incorporation 
Into Tissue Proteins by Fasted-Refed Rats. 
AD-A058 252/8GI 78-24 6S PC A02/MF A01 


Reprint: Kidney Response to Cold Stress and High 
Protein Intake. 


AD-A057 182/8G! 78-22 6S PC A02/MF A01 


Reprint: Metabolic Responses to Prolonged Fasting 
and Subsequent Refeeding in the Pig. 

AD-A057 029/1GI 78-22 6S PC A02/MF A01 
Reprint: Nutritional Aspects of High-Altitude Expo- 


sure in Women. 
AD-A057 922/7GI 


KLAINER, STANLEY 
Applications of Interferometric Spectroscopy to C 
Agent Detection. 
AD-910 149/4GI 
KLAINER, STANLEY M. 
An NOR Study of TNT Characteristics. 
AD-A046 729/0GI 78-03 19A PC A04/MF A01 
RDA Ruby Laser Frequency Doubler System. 
AD-B012 269/7GI 78-19 20E PC A03/MF A01 
RDA Ruby Laser Frequency Doubler System. 
AD-923 260/4GI 78-24 20E PC A02/MF A01 
Studies on a Frustrated Multiple Internal Reflection 


(FMIR) Detection System. 
AD-881 740/5GI 78-02 


KLAMER, D. 
Spectral Estimation of Continuous Time Processes 


Using Poisson Distributed Time Samples. 

AD-A054 903/0GI 78-18 90 PC A03/MF AO1 
KLAMER, D. M. 

Models of Optimal File Allocation in a Distributed 

Data Base: A Survey. Classifies Distributed File Allo- 

cation Models and Describes the Parameters 

Needed in Modeling. 

AD-A051 142/8GI 
KLAMERUS, L. J. 


Cable Tray Fire Tests 
SAND-77-1125C 


78-08 20H MF A0O1 


78-26 20K PC A17/MF A01 


78-18 200 PC AOS/MF A01 


78-24 6S PC A02/MF A01 


78-24 15B PC A03/MF A01 


15B PC A06/MF A01 


78-12 9B PC A03/MF A01 


78-06 18! 


Fire Protection Research Project. 
SAND-77-1768C 78-15 181 PC A02/MF A01 


Preliminary Report on Fire Protection Research 
Program. Fire Retardant Coatings Tests (December 
7, 1977--January 31, 1978). 

SAND-78-0518 78-21 13L PC A04/MF A01 


Preliminary Report on Fire Protection Research 
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SHR-0002111 78-17 5A PC A03/MF A01 


PA-782 


Assessment of State and Local Government Evalua- 
tion Practices. An Evaluation Unit Profile: Joint 
Legislative Audit and Review Commission, Com- 
monweaith of Virginia. 

SHR-0002107 78-17 5A PC A03/MF AO1 


Assessment of State and Local Government Evalua- 
tion Practices. An Evaluation Unit Profile: Program 
Evaluation Unit, Department of Finance, State of 
California. 

SHR-0002104 78-17 5A PC A03/MF A01 


Assessment of State and Local Government Evalua- 
tion Practices in Human Services. 
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AD-A050 935/6G! 78-11 7C PC AO2/MF A01 
Reprint: Phospha-s-Triazines. Il. Mass Spectra of 
Mono(Diaryiphospha)-s-Triazines. 

AD-A055 963/3G! 78-20 70 PC A02/MF A01 


Synthesis of Perfluoroalkylene Aromatic Diamines. 
N78-31235/2GI 78-26 7C PC A04/MF A01 


KRATZER, REINHOLD H. 
An investigation of Reactants for High Energy 
Storage. 
AD-391 889/3G! 78-14 7C PC A08/MF A01 
Processes for the Preparation of Bis-benzoins and 


Bis-benzils. 
PATENT-4 024 067 78-15 


KRATZER, W. K. 
Decontamination of 109 Cell Primary Cooling 
System Piping. Final Report. 
UNI-105-A 78-07 181 PC A02/MF A01 
KRAUS, ALFRED A. JR. 


Angular Distribution of gamma-Rays and Short- 
Range alpha-Particles from N Superscript 15(P, 
alpha, gamma)C Superscript 12 

AD-008 048/1GI 78-18 20H PC A02/MF A01 


Gamma Radiation from Proton Bombardment of Li7 
AD-093 344/0GI 78-22 20H PC A02/MF A01 


Gamma Rays from N Super 15(Rho, alpha, 
gamma)C Superscript 12 and N Superscript 15(Rho, 
gamma)O Superscript 16 


AD-090 375/7GI 78-22 20H PC A02/MF AO1 
KRAUS, CHARLES A. 

Conductance and Viscosity of Concentrated Aque- 

ous Salt Solutions at 50.5 

AD-022 311/5GI 78-21 7D PC A02/MF AO1 

Deviation of Aqueous Electrolyte Solutions from 

Onsager's Equation 

AD-041 352/6GI 78-18 70 PC A02/MF AO1 

Electrolytes: From Dilute Solutions to Fused Salts 

AD-048 565/6GI 78-21 7D PC A02/MF AO1 

Final Technical Rept. 

AD-103 253/1G! 78-22 7D PC A02/MF A01 

Technical Report Number 6. 

AD-105 400/6GI 78-22 7D PC A03/MF AO1 

The Viscosity and the Conductance-Viscosity 

Product of Electrolyte Solutions in Bromine 

AD-025 555/4G! 78-18 7D PC A02/MF A011 


KRAUS, E. F. 


Cost/Benefit Tradeoffs for Reducing the Energy 


Consumption of the Commercial Air Transportation 
System. 


N78-10035/1GI 
KRAUS, GEORGE C. 


Special Data Collection Systems (Project 17/4703) 
January through Jun 1977. 
AD-A055 151/5GI 78-18 


KRAUS, IRENE 
CEO -- An Agent of Planned Change. 


78-17 60 Not Available NTIS 


78-20 20G PC A02/MF A01 


78-16 6E Not Available NTIS 


7C_ Not available NTIS 


78-05 SC PC AQS/MF A01 


17J PC A02/MF A01 


PA-784 


HRP-0024390/7GI 78-26 6E Not Available NTIS 


KRAUS, MICHAEL J. 


Doppler Velocities in Rain Bands of Hurricane 
Belle, 

AD-A051 944/7GI 78-13 4B PC A02/MF A01 
Severe Thunderstorm and Tornado Warning in Real 


Time by Color Display of Doppler Velocities. 
AD-A045 964/4GI 78-02 4B PC A02/MF A01 


KRAUS, R. 


Chemist's gamma-Ray Table. 


LBL-6515 78-01 7D PC A11/MF A01 


KRAUS, S. P. 


Evaluation of Ocean Color Scanner (OCS) Photo- 
graphic and Digital Data: Santa Barbara Channel 
Test Site, 29 October 1975 Overflight. 

N77-33587/5GI 78-04 14B PC A04/MF AO1 


KRAUS, VICKI L. 


Preinformation -- Its Effect on Nurses’ Descriptions 
of a Patient. 


HRP-0016976/3GI 78-04 6E Not Available NTIS 


KRAUS, W. 


Modern Methods of Personnel Dosimetry. 
UCRL-Trans-11248 78-08 18D PC A04/MF A01 


KRAUSE, B. L. 


Is Coronary Artery Surgery So Expensive. 
HRP-0024714/8GI 78-20 5C Not Available NTIS 


KRAUSE, ELLIOTT A. 


The Community Network: An Input-Output Ap- 
proach, Final report of the Pilot Study to the Na- 
tional Science Foundation Office of Exploratory 
Research. 

PB-275 278/0GI 78-06 5K PC A11/MF A01 


Political Context of Health Service Regulation. 
HRP-0017401/1GI_ 78-04 6E Not Available NTIS 


Power and Iliness. The Political Sociology of Health 
and Medical Care. 


HRP-0016860/9GI 78-08 5K Not Available NTIS 


KRAUSE, F. 


The Electron Microscope as an Aid in Colloid 
Research -- Translation. 
AD-A053 512/0GI 78-16 70 PC A0Q2/MF A01 


KRAUSE, FRED H. 


Evaluation of a Power-Augmented-Ram Wing 
Operating Free in Heave and Pitch over Water. 
AD-A045 428/0GI 78-01 1C PC AOS/MF A01 


KRAUSE, H. 


1975 Annual Report of the Department of Radioac- 
tive Waste Disposal of the Karlsruhe Nuclear 
Research Center. 
BNWL-tr-299 


Annual Report 1975. 
KFK-2380 78-19 18G MF A01 


Determination of Dynamic Parameters of the Reac- 
tor BOR-60 by Means of a Reactivity Modulator. 
ZfK-325 78-10 18K MF A01 


Incineration Plant for Radioactive Waste at the 
Nuclear Research Center Karlsruhe. 
KFK-2418 78-06 


78-20 18G MF AO1 


18G MF A0O1 


KRAUSE, KENNETH R. 


State and Federal Legal Regulation of Alien and 
Corporate Land Ownership and Farm Operation. 
PB-283 578/3GI 78-22 5D PC AO6/MF A0O1 


KRAUSE, L. N. 


Recovery and Radiation Corrections and Time Con- 
stants of Several Sizes of Shielded and Unshielded 
Thermocouple Probes for Measuring Gas Tempera- 
ture. 

N78-15463/0GI 


78-10 14B PC A03/MF A01 


KRAUSE, M. C. 


Investigation of Wind Conditions during Early Morn- 
ing Hours at Los Angeles International Airport. 
AD-A049 141/5GI 78-08 1E& PC AOS/MF Ai 


KRAUSE, M. O. 


Comparison of Experimental and Theoretical Bind- 
ing and Transition Energies in the Actinide Region. 
CONF-770579-2 78-06 20H PC A02/MF AO1 


Relativistic Effects in the Calibration of Electrostatic 
Electron Analyzers. Part 1: Toroidal Analyzers 
N78-14286/6GI 78-09 14B PC A02/MF A01 


X-Ray Fluorescence Cross Sections for K and L X 
Rays of the Elements. 


ORNL-5399 78-26 7D PC AO8/MF A01 


KRAUSE, P. C. 


Design of a Power System Simulator. Final Report. 


HCP/T2064-1 78-26 9C PC AQ9/MF A01 


KRAUSE, P. F. 


Polarized Infrared Spectral Studies of Crystalline, 
Hydrogen-Bonded Organic Acids. 
AD-A048 587/0GI 78-07 7D PC A03/MF AO1 


KRAUSE, R. F. JR. 


Reprint: The Melting Temperature, Vapor Density, 
and Vapor Pressure of Molybdenum Pentafluoride. 
PB-277 326/5GI 78-11 7D Not available NTIS 


KRAUSE, SONYA 


Reprint: Chlorine Exchange between Aluminum 
Chloride and Gamma-1,2,3,4,5,6-Hexachloro- 
cyclohexane, 
PB-274 738/4GI 
78-05 7D (Order as PB-274 732, MF A01) 
KRAUSKOPF, JOHN 
Analysis of Eye Movements During Monocular and 


Binocular Fixation 
AD-246 294/3GI 


KRAUSPE, P. 
Flight Safety Hazards by Shear Winds. 
N78-23073/7GI 78-18 1B PC A02/MF A01 

KRAUSS, A. R. 

Method and Means of Directing an lon Beam onto 

an Insulating Surface for lon Implantation or Sput- 

tering. 

PAT-APPL-812 936/GI 
78-26 


78-18 6P PC AOS/MF A01 


13H PC A02/MF A01 
KRAUSS, GEORGE 
The Effect of Microcracking in Martensite on the 
Deformation and Fracture Behavior of Fe-C Alloys 
and Commercial Steels. 
AD-A047 561/6GI 78-05 


KRAUSS, M. 
Reprint: Variational 


Polarizabilities. 
AD-A058 161/1GI 


KRAUSS, MORRIS 
Reprint: lon-Pair States of 02. 
AD-A045 811/7GI 78-01 7D PC A02/MF A01 
Reprint: Predissociation of the Schumann-Runge 


Bands of Oxygen. 
AD-A050 512/3GI 78-11 


KRAUSS, ROBERT W. 
Nitrogen Metabolism in Scenedesmus as Affected 


by Environmental Changes 
AD-079 616/9GI 78-16 6C PC A02/MF A01 


KRAUSSE, G. J. 


Beam Profile Monitor. 
LA-7142 


KRAUSZ, F. G. 
Cancellations of Mass Singularities in Yang--Mills 


Theories. 
CU-TP-101 


KRAUTH, H. 


Superconductor Technology for Fusion Magnets. 
KFK-2359 78-01 18A MF A01 


KRAUZE, R. 


Pulsed Regime of the FEhl EnGP-10M Accelerator. 
FEI-471 78-19 20G MF AO1 


KRAVETS, V.N. 


Movement of a Wing with a Solid Profile Near a 
Screen--Translation. 
AD-A045 918/0GI 


KRAVITS, JOANNA 


Equity in Health Services: Empirical Analyses in So- 
cial Policy. 
HRP-0015675/2G1 


KRAVITZ, JOSEPH H. 


Mounting and Polishing Mineral Grains on a Micro- 
scopic Slide for Study with Reflected and Polarized 
Light, 

AD-438 186/9GI 


KRAVITZ, LAWRENCE C. 


ESR and Optical Experiments on Deep-Lying Impu- 

rities in Germanium and Silicon, 

AD-423 329/2GI 78-14 20 PC A08/MF A01 
KRAVITZ, SEYMOUR 

The Qualitative and Quantitative Value of Tactical 

Mobility. 

AD-A047 087/2G1 


KRAWCZONEK, W. M. 


A Data Acquisition and Handling System for the 
Measurement of Radial Plasma Transport Rates 
N78-23751/8GI 78-18 9B PC A06/MF AO1 


A Fluctuation-Induced Plasma Transport Diagnostic 
Based Upon Fast-Fourier Transform Spectral Analy- 
sis. 

N78-26926/3GI 78-21 201 PC A02/MF A01 


Fluctuation Spectra in the NASA Lewis Bumpy- 
Torus Plasma 


N78-26927/1GI 78-21 201 PC AQ3/MF AO01 
!nward Transport of a Toroidally Confined Plasma 
Subject to Strong Radial Electric Fields. 

N78-10883/4GI 78-05 20! PC A02/MF A01 


11F PC AO2/MF AO1 


Calculation of Dynamic 


78-24 7D PC A02/MF A01 


7D PC A03/MF AQ1 


78-26 20G PC A04/MF A01 


78-07 20H PC A03/MF A01 


78-02 1A PC A02/MF A01 


78-08 5K Not Available NTIS 


77-20 8G PC A02/MF A01 


78-04 15G PC A10/MF AO1 





Low-Frequency Fluctuation Spectra and Associated 
Particle Transport in the NASA Lewis Bumpy-Torus 
Plasma. 

N78-30944/0GI 


KRAWETZ, A. A. 
Field Determination of the Acidity of MIL-L-23699 
Lubricating Oil. 
AD-A055 730/6GI 78-20 11H MF A01 
The Purification and Stabilization of Nitric Acid by 
Ozonization 
AD-208 398/8GI 78-23 70 PC A02/MF A01 
Thermal Effects of the Interactions Between tons of 


Like Charge 
AD-143 324/2GI 


KRAWZA, WALTER G. 


Well Perforating Method for Solution Well Mining. 
PAT-APPL-809 881/GI 78-07 81 PC A02/MF A01 


KRAY, W. P. 
Synthesis of Multifunction Triaryltrifluoroethanes. 
PAT-APPL-SN-891 872/GI 
78-17 7C PC AO02/MF AO1 
Synthesis of Multifunction Triaryltrifluoroethanes. 
PAT-APPL-SN-891 875/GI 
78-17 7C PC AOQ2/MF AO1 


78-25 201 PC AQ4/MF AQ1 


78-22 70 PC AOQ2/MF A01 


KRAYBILL, D. D. 


Development of Vault Toilet Waste Treatment 
Systems. 
AD-A056 831/1GI 


KRAYBILL, H. F. 


Reprint: Summation of Community Studies on 
Pesticide Workshop, 
PB-277 010/5GI 


78-10 6F (Order as PB-277 000, MF A01) 
KRAYBILL, HERMAN F. 


Reprint: The Public Health Service Program in 
Pesticides, 
PB-275 975/1GI 

78-07 6F (Order as PB-275 966, MF A01) 


KRAYBILL, WILLIAM H. 


Rapid Detection of Bound and Free Endotoxin 
Using the Limulus Assay. 
AD-A052 663/2GI 78-14 6M PC A02/MF A01 


KRAYNIK, A. M. 


Theoretical Study of the Tube Flow of One Com- 
ponent Sticky Foam Solutions. 
SAND-77-0269 78-12 


KREBS, ALVIN E. JR. 


A Case Study of Job Satisfaction at a Strategic Air 
Command Bomb Wing. 
AD-A045 984/2GI 


KREBS, JOHN L. 
Annual Report (13th) of the Machinability Data 


Center. 
AD-A053 027/9G! 


KREBS, SHARON 


Reprint: A Quantitative Dermatophyte Infection 
Model in the Guinea Pig -- A Parallel to the Quan- 
titated Human Infection Model. 

AD-A058 255/1GI 78-24 6E PC A02/MF A01 


KREBS, THOMAS H. 


The Mission Element Need Statement: Its Potential 
for Changing the USAF Acquisition Process. 
AD-A050 534/7GI 78-11 15E PC A03/MF A01 


KREDLER, C. 


Positioning of Geostationary Satellites as an Exam- 
ple of the Minimization of Non-Differentiable Func- 
tions with Restrictions Positionierung Geosta- 
tionaerer Satelliten als Beispiel Zur Minimierung 
Nichtdifferenzierbarer Funktionen Unter Restrik- 
tionen 

N78-11167/1GI 


KREEB, H. 


Design and Development of a Gas Controlled Heat 
Pipe Radiator for Communication Spacecraft Appli- 
cations, Phase 2. 
N77-32452/3GI 


KREEGER, JOHN L. 

Analog-to-Digital Converter. 

PAT-APPL-854 455/GI 78-12 9E PC A02/MF A01 
KREEVOY, MAURICE M. 

A Simple Model for Barriers to Internal Rotation. 11. 


Rotational Isomers 
AD-125 263/4GI 78-16 


KREGER, ALAN 


Master Facility Inventory 
Hospitals, 1971. 
PB-284 912/3GI 


78-22 13B PC A03/MF A01 


18J PC A02/MF A01 


78-02 5J PC A09/MF A01 


78-15 5B PC A04/MF A01 


78-06 22C PC A06/MF A01 


78-02 22B PC A0S/MF A01 


7D PC A02/MF A0O1 


Annual Survey of 


78-25 6E CP TO02 


Master Facility Inventory Annual Survey of 
Hospitals, 1972. 


PB-284 914/9GI 78-25 6E CP TO2 


Master Facility Inventory 
Hospitals, 1973. 
PB-284 916/4GI 


Master Facility Inventory 
Hospitals, 1974. 
PB-284 918/0GI 


Master Facility Inventory 
Hospitals, 1975. 
PB-284 920/6GI 


Master Facility Inventory 
Hospitals, 1976. 
PB-284 922/2G! 


Annual Survey of 
78-25 6E CP TO2 


Annual Survey of 


78-25 6E CP T02 
Annual Survey of 


78-25 6E CP TO2 
Annual Survey of 


78-25 6E CP TO2 


Compressed Air Energy Storage Advanced Systems 
Analysis. Progress Report, FY 1977. 
PNL-2464 78-21 10C PC A07/MF A01 


KREIDER, K. G. 


Energy Management for Furnaces, Kilns, and 
Ovens. NBS Handbook 124. 


PB-277 704/3GI 78-12 13A PC A03/MF A01 


KREIDL, M. 


The Basis of the Carbamate Reaction 
AD-098 080/5GI 78-21 7D PC A02/MF A01 


KREIFELOT, J. 


Multiple Curved Descending Approaches and the 
Air Traffic Control Problem. 


N77-32104/0GI 78-02 17G PC A02/MF A01 


KREINER, H. J. 


Calibration of Measuring Chambers for Monitoring 
Gaseous Emissions from Nuclear Power Plants. 
STH-3/76 78-19 18D MF AO1 


KREININ, L. B. 


Alpha-Particle Effect on p-Silicon and Photoelectric 
Parameters of Silicon n-p Junctions. 


KFTI-74-47 78-19 20L MF A01 


KREIS, R. DOUGLAS 


Control of Animal Production Orders: The State-of- 
the-Art, 


PB-281 679/1GI 78-18 2C PC A06/MF A01 


KREISCHER, K. 


High-Field, High-Density Tokamak Power Reactor. 

PPPL-1347 78-13 184 PC A0Q2/MF A01 
Neutral-Beam Requirements for 
Boosted Ignited Tokamak Plasmas. 
PPPL-1405 78-13 18A PC A02/MF A01 


Compression- 


KREISMAN, W. S. 


Integral Glass Encapsulation for Solar Arrays. In- 
terim Report No. 1, May 1976--July 1977. 
DOE/JPL/954521-77/3 


78-22 10" PC AOS/MF AO1 


Integral Glass Encapsulation for Solar Arrays. Quar- 
terly Progress Report No. 4, May 1977. 
ERDA/JPL/954521-77/2 


78-03 108 PC A03/MF A01 


KREISS, HEINZ-OTTO 


Boundary Conditions for Time Dependent Problems 
with an Artificial Boundary. 
AD-A056 028/4GI 78-21 12A PC A03/MF A01 


Stability of the Fourier Method. 
AD-A046 311/7GI 78-03 12A PC A03/MF A0O1 


KREISSELMEIER, G. 


Considerations on the Robustness of Control 
Systems. 


N78-22813/7GI 78-17 12A PC A03/MF A01 


Considerations on the Robustness of Control 
Systems Ueberlegungen Zur Robustheit von 
Regelungssystemen. 

N78-15758/3GI 78-10 12A PC A03/MF A01 


Control Law Design Techniques. 
N78-14059/7GI 78-09 1D PC A03/MF A01 


Control System Design Using Vector-Valued Per- 
formance Criteria with Application to the Control 
Rate Reduction in Parameter Insensitive Control 
Systems. 


N78-31125/5GI 78-26 1D PC A03/MF A01 


A General Technique for the Construction of Adap- 
tive Laws for Arbitrarily Fast Adaptive Observers. 
N78-20875/8GI 78-15 12A PC A02/MF A01 


KREITER, M. R. 


Influence of Plutonium Recycle on the Radioactive 
Waste Management System 


BNWL-SA-6193 78-01 18G PC A02/MF A01 


KREITH, FRANK 


An Experimental Evaluation of the Effectiveness of 
Antitranspirants on Select Plant Species. 
PB-280 579/4GI 78-17 6C PC A03/MF A01 


KREITLOW, D. B. 


Natural Convection Heat Transfer Models for 
Downhole Heat Exchanger Applications in Shallow 
Geothermal Systems. 


RLO/2429-2 78-13 81 PC A03/MF A01 


KRENKEL, A. R. 


KREITNER, JERRY D. 


Land Use Planning Issues and the Alaska Gas 
Pipeline: A Report to the President, 
PB-281 327/7GI 78-18 10A PC A06/MF AO1 


KREITZBERG, C. W. 


Effects of Mesoscale Weather Disturbances on Con- 
tamination Concentrations. Fourth Technical 
Progress Report, August 1, 1976--October 31, 1977. 

COO-2360-5 78-17 4A PC AOS/MF AO1 


Progress and Problems in Regional Numerical 
Weather Prediction. 
COO-2360-4 
KREITZER, J. F. 

Reprint: Marked ODE Impairment of Mallard 
Reproduction in Controlled Studies, 
PB-280 835/0GI 

78-16 6T (Order as PB-280 830, MF A01) 


KREJCI, M. 


Indicator of Sodium Aerosol Concentration. 
UJV-3539-A 78-06 148 MF AO1 


KREJSA, P. 


Determination and Proof of Trace Elements and 
Their Essential Parts in Well and Surface Water in 


the Environment of the Research Centre at Seiber- 
sdorf. 


SGAE-2656 78-26 18H PC A02/MF A01 


Estimation of Risk Due to Accidents for the Trans- 
port of Radioactive Wastes to the Conditioning and 
Storage Facilities in the Research Center of Seiber- 
sdorf. 

SGAE-2709 


KREKELER, KATHLEEN 


Continuing Education -- Why. 
HRP-0017018/3GI 78-06 5! Not Available NTIS 


KREMAYR, P. 


Activity Coefficient of Nitrous Acid and the 
Equilibrium Constants of Dinitric Trioxide Forma- 
tion. 

ORNL-tr-4435 78-07 7D PC A02/MF A01 


KREMENCHUGSKIY, L. S. 


Ferroelectric Radiation Detectors -- Translation. 
AD-A046 669/8G! 78-03 17E PC A23/MF A01 


Position-Sensitive Radiation Detector--Translation. 
AD-A048 310/7GI 78-07 17E PC A02/MF AO1 


KREMENER, A. 


Influence of Various Manufacturing Parameters on 
Some Characteristics of UO sub 2 Powders and 
Their Sintering Behaviour. Nuclear Fuel Research 
and Developemnt. 
NRCN-435 


KREMER, H. 


Design of Linear Networks with Prescribed Impulse 
Response. 
N78-13354/3GI 


KREMER, PATRICIA M. 


Reprint: Predation on the Ctenophore, ‘Mnemiopsis 
leidyi’, by Butterfish, ‘Peprilus triacanthus’, in Nar- 
ragansett Bay, Rhode Island, 
PB-281 825/0GI 


Safety Technology Research Program in the Field 
of Pressurized Water Reactors. 1. Technical Report 
on Advancement Project RS 36/2. Emergency Cool- 
ing Program Service Life Experiments: Reflooding 
Experiments Involving the Primary Loop Systems. 

LA-tr-77-44 78-05 18! PC A09/MF A01 


KREMPL, E. 


The Constant Volume Hypothesis for the Inelastic 
Deformation of Metals in the Small Strain Range, 
AD-A054 253/0G! 78-17 11F PC AOQ2/MF A01 


A Nonlinear Uniaxial Integral Constitutive Equation 
Incorporating Rate Effects, Creep, and Relaxation, 
AD-A054 252/2G! 78-17 11F PC A03/MF AO1 


KREMPL, ERHARD 


Plasticity and Variable Heredity, 
AD-A054 254/8G! 78-17 11F PC A03/MF A01 


Effects of Crystal Defects on the Diffuse Scattering 
of X-Rays. 
INIS-mf-3377 


KRENDEL, EZRA S. 
Desk Calculator Determinations of Human Dynam- 


78-16 48 PC A03/MF AO1 


78-26 6R PC A03/MF AO1 


78-19 18J MF AO1 


78-08 9E PC A02/MF A01 


78-17 6C PC AO02 


78-04 20B MF A01 


ics 

AD-148 158/9GI 78-11 
KRENISKY, D. J. 

Load Relaxation Studies of a Metallic Glass. 


SE PC A02/MF A01 


COO-2172-20 
KRENKEL, A. R. 


A Finite-Step Method for Estimating the Spanwise 
Lift Distribution of Wings in Symmetric, Yawed, and 
Rotary Flight at Low Speeds. 


78-13 11F PC AOQ2/MF A01 


PA-785 





N78-25056/0GI 78-20 1A PC A06/MF A0O1 


Slender Body Theory Programmed for Bodies with 
Arbitrary Cross Section. 
N77-32076/0GI 78-02 1A PC A04/MF A01 
Slender Body Theory Programmed for Bodies with 
Arbitrary Cross Section. 
N78-26102/1GI 78-21 
KRENTZMAN, HARVEY C. 
Managing for Profits. 
PB-282 735/0GI 
KRENZER, R. W. 


Casting Large Beryllium Ingots. 
RFP-2695 78-25 11F PC A03/MF A01 
Interaction of Xenon Light with the Surface of 304 


Stainless Steel. 
RFP-2647 78-21 


KREPLIN, R. W. 


SOLRAD 11. Experiment Timing, Telemetry and 
Command Summary. 
AD-A054 635/8G! 


KREPS, DONALD R. 


Predicting Nursing Home Utilization -- An Evalua- 
tion of Alternative Approaches. 
HRP-0019001/7GI 78-12 6E PC A04/MF A01 


KREPS, JUANITA M. 


Economics of a Stationary Population: Implications 
for Older Americans, 
PB-277 448/7GI 


KREPS, P. T. 
SEEDIS Monitor. 
LBL-6440 

KRESOVICH, S. 


Fuels from Sugar Crops. Second Quarterly Report. 
TID-27834 78-17 21D PC A08/MF A01 


Fuels from Sugar Crops. Third Quarterly Report. 
TID-28191 78-21 21D PC AOS/MF AO1 
KRESS, GERARD 


Accuracy of Measurement of Clinical Performance 
in Dentistry. 
HRP-0014028/5GI 


KRESS, HERBERT W. 


Workshops for State Review of Site Suitability 
Criteria for High-Level Radioactive Waste Reposito- 
ries. Analysis and Recommendation. Volume 1, 

PB-278 113/6GI 78-10 18G PC A04/MF A01 


1A PC AOS/MF A01 


78-20 5A PC A09/MF A01 


20F PC A02/MF A01 


78-17 9F PC AOS/MF AO1 


78-12 5K PC AOS/MF A01 


78-10 9B PC AOS/MF A01 


78-07 6E Not Available NTIS 


Workshops for State Review of Site Suitability 
Criteria for High-Level Radioactive Waste Reposito- 
ries. Analysis and Recommendations. Volume 2, 


PB-278 114/4GI 
KRESS, T. S. 


Breeder Reactor Aerosol Release and Transport 


Program. Quarterly Progress Report, April--June 
1977. 
ORNL/NUREG/TM-142 


78-16 181 PC AQ4/MF A01 


Breeder Reactor Aerosol Release and Transport 
Program Quarterly Progress Report for July--Sep- 
tember 1977 

ORNL/NUREG/TM-173 


78-21 18G PC A04/MF A01 
Fuel Aerosol Simulant Test (FAST) Plan. 
ORNL/NUREG/TM-129 

78-08 181 PC A02/MF A01 
Sodium Oxide Aerosol Study: NSPP Runs 101 to 


105, Data Record Report 
ORNL/NUREG/TM-179 


78-21 181 PC AQ5S/MF A01 


Source Term Assessment Concepts for LMFBRS: 
Aerosol! Release and Transport (ART) Analytical 
Program. 

ORNL/NUREG/TM-124 


78-14 18I 


78-10 18G PC A11/MF A01 


PC A04/MF AO1 
KRESSEL, H. 


Epitaxial Silicon Technology for Low-Cost Solar 
Cells 


PB-281 615/5GI 
KRESSEL, HENRY 
High-Average-Power Room-Temperature Large Op- 


tical Cavity (LOC) Lasers 
AD-905 545/0GI 78-14 20E PC A06/MF A01 


KRESSEL, SHIRLEY 


Health Planning and Professional Standards Review 


Organizations: Two Selected Annotated Bibliogra- 
phies. 


HRP-0018804/5GI 
KRETOVICS, TOM 


The Utility of Peripheral Vision to Motor Vehicle 
Drivers. 
PB-278 157/3GI 


78-18 10B PC A03/MF AO1 


78-06 6E PC E03/MF A01 


78-13 5E PC A12/MF A01 


PA-786 


KRETSCHMAR, CARL G. 


How to Forecast Your Rates -- Without Guessing. 
HRP-0017003/5G! 78-26 6E Not Available NTIS 


KRETSCHMER, CARL 


Pump Lamps for Nd:YAG Lasers. 
AD-922 391/8GI 78-01 20E PC A06/MF A01 


KRETSCHMER, FRANK F. 


Digital Sidelobe Canceller. 
PAT-APPL-818 180/GI 78-12 9E PC A02/MF A01 


KRETSCHMER, FRANK F. JR. 


Digital Sidelobe Canceller. 
PATENT-4 086 592 78-25 9E Not available NTIS 


KRETSCHMER, R. 


Emergence of Energy Consumption Norms for Elec- 
trically Heated Industrial Installations. 
DOE-tr-83 78-18 13A PC A02/MF A01 


KRETSINGER, P. H. 


REXOR 2 Rotorcraft Simulation Model. Volume 1: 
Engineering Documentation. 
N78-30042/3GI 78-25 1A PC A12/MF A01 


REXOR 2 Rotorcraft Simulation Model. Volume 2: 
Computer Implementation. 
N78-30043/1GI 78-25 1A PC A09/MF AO1 


REXOR 2 Rotorcraft Simulation Model. Volume 3: 
User's Manual. 
N78-30044/9GI 


KRETSU, T. 


Beta Spectra Investigation by the YSNAPP Program. 
JINR-R-6-9711 78-23 20H PC A02/MF AQ1 


KRETT, V. 


Measurement of Thermal Parameters of A-1 Reactor 
Fuel Assemblies under Operating Condition. Pro- 
gram of in-Core Measurements. Pt. 3. 

ZJE-146 78-10 181 


KREUSER, JOYCE C. 


Reprint: Computer-Controlled 
Capacitance Measurements. 
AD-A052 011/4GI 78-13 


KREUTZIGER, KENNETH M. 


Case Studies and Comparative Analyses of Issues 
Associated with Productive Land use at Dredged 
Material Disposal Sites. Volume Il. Appendices A-R. 
AD-A054 893/3GI 78-18 13B PC A13/MF A01 


Case Studies and Comparative Analyses of Issues 
Associated with Productive Land Use at Dredged 
Material Disposal Sites. Volume 1. Main Text. 

AD-A055 386/7GI 


KREY, ANNE K. 


Reprint: Interactions of the Antibiotic Distamycin A 
with Homopolymeric Single-Stranded Polydeox- 
yribonucleotides and with Phi X 174 Deox- 
yribonucleic Acid. 
AD-A046 418/0GI 


KREYENHAGEN, K. N. 


Finite-Difference Code Analyses of Earth Penetrator 
Dynamics in Rock Media. 
AD-A049 158/9GI 78-08 8G PC A08/MF A01 


Interactions of Stress Waves with Deeply-Buried 


Tunnels in Geologies with Cracks and Discontinui- 
ties. 


AD-A052 610/3GI 78-14 13M PC A04/MF A01 


Parametric Study of the Effects of Target Proper- 
ties, Projectile Design, and Impact Conditions on 
Earth Penetration Processes. 

AD-A048 813/0GI 78-08 19A PC AOS/MF A01 


Sensitivity Study of the HUSKY PUP Granite Block 
Experiment. 
AD-A053 467/7GI 


KREYLING, H. 


Energy and Angular Distribution of Electrons after 
Transmission of Thick Layers. 
INIS-mf-3607 


KREZANOSKY, L. T. 


Environmental Development Plan for Electric Ener- 
gy Systems Program, 1977. 
DOE/EDP-0016 78-21 


KRIAL, NICHOLAS 


Laser Hazards Bibliography. August 1977. Eighth 
Edition, 
AD-A047 606/9GI 


KRIBEL, R. E. 


Cornell's RECE Program on Field-Reversing Elec- 
tron and lon Rings. 


COO-2319-37 78-25 18A MF A01 


Observation of Superdense Megavolt lon BEAMS in 
a Long-Pulse Magnetically Insulated Diode. 
TID-28243 78-21 20G PC A02/MF A01 


KRIBS, H. DEWEY 


Computerized Collective Training for Teams. 
AD-A050 890/3G! 78-11 5S! PC AO6/MF A01 


78-25 1A PC A11/MF AO1 


MF AO1 


Differential 


14B PC A02/MF AO1 


78-20 13B PC A07/MF A01 


78-03 60 PC A02/MF A01 


78-16 19D PC AOS/MF AO1 


78-04 


18F MF AO1 


13B PC AO6/MF AQ1 


78-05 6R PC A07/MF A01 


KRICH, S. I. 


DABS Coverage. 


AD-A045 940/4GI 78-02 1B PC AQ5S/MF A01 


KRICHEFF, IRVIN 1. 


Computerized (Axial) Tomography in the Serial 
Study of Cerebral Tumors Treated by Radiation: A 
Preliminary Report. 


HRP-0017107/4GI 78-04 6E Not Available NTIS 


KRICHEVSKY, V. 


Source Excitation of an 
Waveguide. 
AD-A050 462/1GI 


Open, Parallel-Plate 


78-10 20N PC A04/MF A0O1 


KRICKE, K. D. 


Situation of Air Traffic in Comparison to Ground 
Transportation Noting Especially Energetic 
Problems die Situation des Luftverkehrs im Ver- 
gleich Zu den Bodengebundenen Verkehrsmittein 
Unter Besonderer Beruecksichtigung Energetischer 
Probleme. 

N78-23072/9GI 


78-18 17G PC A09/MF A01 


KRICKENBERGER, KIT 


An Assessment of Mercury Emissions from Fossil 
Fueled Power Plants. 


PB-285 227/5GI 78-25 6F PC A06/MF A01 


KRIDER, CHARLES E. 


Measuring the Earnings Impact of Labor Market 
Programs on Hispanic Americans. 


PB-284 544/4GI 78-24 51 PC A03/MF AQO1 


KRIDER, EOMUND PHILIP 


All-Sky Camera Apparatus for 
Lightning Photography. 
PATENT-3 934 259 

78-14 


Time-Resolved 


14E Not available NTIS 


KRIEG, B. 


Effects of the Drought on California Electricity 
Supply and Demand. 
LBL-6356 78-05 i0A FC A06/MF A01 


Electrical Load Management for the California 
Water System. 
LBL-6367 78-23 13B PC A04/MF A01 


Kedak Program Compendium. Part Il. Kedak Basic 
Management. 
EURFNR-1417 78-02 18F PC A09/MF A01 


Kedak Program Compendium. Pt. 3. Kedak Data 
Retrieval. 


KFK-2387/II1 78-08 18F MF A01 


MIGROS-3: A Code for the Generation of Group 
Constants for Reactor Calculations from Neutron 
Nuclear Data in KEDAK Format. 

EURFNR-1443 78-06 18K PC A20/MF A01 


KRIEG, D. R. 


Quantity and Quality Considerations for Water Use 
Efficiency in Irrigation. 


PB-278 665/5GI 78-13 2C PC A04/MF AO1 


KRIEG, G. 


Calculation of Uranium Isotope Separation in the 
Separation Nozzle for Small Mole Fractions of UF 
sub 6 in the Auxiliary Gas. 
KFK-2351 


78-06 18B MF A01 


KRIEG, R. 


Preliminary Survey of the Aerial Wind Energy 
Resources in Sweden. 
VES-1975-28 


78-13 10A PC A07/MF A01 


Efficient Numerical Method for Time Independent 
Plasticity. 
SAND-77-0943 78-14 11F PC A02/MF A01 


Physically-Based Internal Variable Model for Rate- 
Dependent Plasticity. 
SAND-78-0181C 


78-23 11F PC AQ2/MF A01 


KRIEGEL, H. 


Pharmacological and Biokinetic Data in Application 
of /Sup 99M/TC-Phosphate Compounds. 
GSF-B-741 78-10 60 MF A011 


Pharmacological and _ Biokinetic 
Sup(99M)TC-Phosphorus Complexes. 
AED-Conf-76-168-001 78-03 60 MF A011 


Values of 


KRIEGER, C. I. 


ANL Experimental Program for Pulsed Supercon- 
ducting Coils. 
CONF-771029-184 


78-14 18A PC A02/MF A01 


KRIEGER, C. J. 


DIMUS Mark | Receiving System for Lorad Mark III 
AD-A051 523/9GI 78-12 17A PC A03/MF AO1 


KRIEGER, G. L. 


Relative Determination of W-Values for alpha Parti- 
cles in Tissue Equivalent and Other Gases. 
BNL-50730 78-20 18F PC A03/MF A01 





KRIEGSMAN, BERNARD A. 


Feasibility Study of GPS-Inertial Navigation for 
Helicopters and Study of Advanced GPS Signal 
Processing Techniques. Volume Ill. 

AD-A057 659/5GI 78-23 17G PC A09/MF A01 


Functional Requirements of the Interface Between 
the NAVSTAR GPS Receiver Model X and the Ad- 
vanced Inertial Reference Sphere. Volume Ii. 

AD-A057 656/1GI 78-23 17G PC AQS/MF A01 


KRIEK, N. P. J. 


Biological Testing of Water Reclaimed from Purified 
Sewage Effluents. 
N78-25747/4GI 78-20 6T PC A02/MF AO1 


KRIER, HERMAN 


Modeling of Convective Mode Combustion Through 
Granulated Propellant to Predict Transition to 
Detonation. 

AD-A049 499/7GI 78-09 211 PC A06/MF A01 


KRIESSMAN, C. J. 


Cation Distributions in Ferrospine |, Il. Magnesium- 
Manganese Ferrites, 
AD-073 260/2GI 78-02 20L PC A02/MF A01 


KRIEWALL, T.E. 


A Network Approach to Vibration Analysis 
AD-149 115/8GI 78-22 20K PC A04/MF AO1 


KRIGSTEIN, DAVID J. 


Drug Therapy Review in a Skilled Nursing Facility: 
An Innovative Approach. 
HRP-0019085/0G!I 78-01 60 Not Available NTIS 


KRIKORIAN, O. 


Lithium--Water--Air Battery Project: Progress Dur- 
ing the Months of August--November. 
UCID-17426-77-8-9-10-11 

78-17 10C PC A02/MF A01 


Lithium--Water--Air Battery Project: Progress Dur- 
ing the Months of May--July. 
UCID-17426-77-5.6.7 78-06 10C PC A02/MF A01 


KRIKORIAN, O. H. 


Chemical and Process Design Studies of Ther- 
mochemical Cycles for Hydrogen Production. 
UCRL-79368 78-01 7A PC A02/MF AO1 


Chemical and Process Design Studies of Ther- 
mochemical Cycles for Hydrogen Production. 
UCRL-79368(Rev.1) 78-05 7D PC A02/MF A01 


Materials Development for Thermochemical Cycles: 
Sulfuric Acid Vaporizer. Semiannual Technical Re- 
port, October 1, 1977--March 31, 1978. 

UCID-17835-78-1 78-25 11F PC A02/MF A01 


Proposal to Utilize Fusion Reactor Energy Sources 
for Chemical Process Applications. 
UCID-17590 78-14 7A PC A02/MF A01 


Recent Developments in the Engineering and 
Chemistry of the ZnSe Thermochemical Hydrogen 
Cycle. 

UCRL-79098(Rev.1) 78-01 7A PC A02/MF A01 
Revised Flowsheet and Process Design for the ZnSe 
Thermochemical Cycle. 

UCRL-80282 78-09 7A PC A0Q2/MF A01 


ZnSe Thermochemical Cycle for Hydrogen Produc- 
tion: Chemical and Process Design Studies. 
UCRL-79984 78-26 7A PC A02/MF AO1 


KRIKS, H. J. 


Report on the Work on the ‘Forschungs- und Mess- 
reaktor Braunschweig’ (FMRB) During the Year 
1975. 


PTB-FMRB-63 78-02 18! MF A01 

Report on Work on the Forschungs- und Messreak- 

tor Braunschweig (FMRB) For the Year 1976. 

PTB-FMRB-65 78-20 18! MF AQO1 
KRIKSZENS, ARTHUR E. 


Physiology of Wood-Rotting Basidiomycetes; II. 
Nutritive Composition of Mycelium Grown in Sub- 
merged Culture 


AD-135 281/4GI 78-16 6C PC A02/MF A01 
KRILE, T. F. 

Reprint: Space-Variant Holographic Optical 

Systems using Phase-Coded Reference Beams. 

AD-A051 048/7GI 78-11 14€ PC A02/MF AO1 
KRILE, THOMAS F. 

Reprini: Holographic Representations of Space- 


Variant Systems Using Phase-Coded Reference 
Beams. 


AD-A051 047/9Gi 78-11 14E PC A02/MF A01 
KRILL, EOWARD J. 

Critical Assessment of PL 93-641. 

HRP-0014551/6GI 78-06 6E Not Available NTIS 
KRIMIGIS, S. M. 

Observations of the Solar Particle Event of 5 to 12 


February 1965 with Mariner IV and Injun IV, 
AD-811 486/0GI 78-16 3B PC A03/MF A01 


KRIMM, SAMUEL 


An Optical Diffractometer Analysis of Light Scatter- 
ing Patterns Obtained from Polyethylene 
AD-252 215/9GI 78-01 70 PC A02/MF A01 


KRINGLAURIDSEN, E. 
The QHM. Contributions to the Theory and Practice 


of the Quartz Horizontal Magnetometer. 
N78-20487/2GI 78-15 148 PC AQ6/MF AO1 


KRINITZSKY, ELLIS L. 


State-Of-The-Art for Assessing Earthquake Hazards 
in the United States. Report 7. Specifying Peak Mo- 
tions for Design Earthquakes. 

AD-A048 309/9GI 78-07 8K PC A03/MF A01 


State-of-the-Art for Assessing Earthquake Hazards 
in the United States. Report 8. Duration, Spectral 
Content, and Predominant Period of Strong Motion 
Earthquake Records from Western United States. 

AD-A050 750/9GI 78-11 8K PC AOS/MF A01 


KRINKE, DENNIS C. 


The Charpy Impact Test as a Method for Evaluating 
Impact Resistance of Composite Materials. 
AD-A057 967/2GI 78-24 11D PC A03/MF AO1 


KRINSKY, EDWARD B. 


The Impact of Collective Bargaining on Hospitals: A 
Three State Study. 
PB-274 396/1GI 78-05 5i PC A16/MF A01 


KRINSKY, S. 


Heat Transfer with a Split Water Channel. 
BNL-24297 78-26 20G PC A02/MF A01 


KRIPFGANZ, J. 


Comparison of Hard Scattering Models for Particle 
Production at Large Transverse Momentum. 1. Con- 
straints on Hard Collision Cross Sections from Op- 
posite Side Rapidity Distributions. 

KMU-HEP-7701 78-19 20H MF AO1 


Comparison of Hard Scattering Models for Particle 
Production at Large Transverse Momentum. 2. 
Transverse Momentum and Rapidity Dependence of 
piexp + and pi exp - Single Particle Distributions. 
KMU-HEP-7702 78-19 20H MF A0O1 


KRIPYAKEVICH, P. I. 


Crystal Structures of Ternary Compounds in the 

Systems Ti(V)--Fe(Co,Ni)--Sn(Sb). 

SAND-77-6019 78-12 11F PC A0Q2/MF AO1 
KRISCHER, CHARLES 


Reprint: Temperature Dependence of the Interac- 
tion between Surface Acoustic Waves and Nickel 
Thin Films. 


AD-A054 657/2GI 78-17 20L PC A02/MF A01 
KRISCHER, JEFFREY P. 


Indexes of Severity: Underlying Concepts. 
HRP-0016044/0GI 78-06 6E Not Available NTIS 


KRISHER, LAWRENCE C. 


Microwave Spectrum, Barrier to Internal Rotation, 
and Quadrupole Coupling of Acetyl! Bromide 
AD-239 170/4GI 78-11 7D PC A02/MF A0Q1 


Microwave Spectrum, Internal Barrier Structure, 
Conformation, and Dipole Moment of Acetyl 
Fluoride 

AD-215 941/6GI 78-11 70 PC A03/MF A01 


The Microwave Spectrum of Acetyl Cyanide 
AD-215 947/3GI 78-11 7D PC A03/MF A01 


Second Differences of Moments of Inertia in Struc- 
tural Calculations. Application to Methyl- 
Fluorosilane Molecules 

AD-231 434/2GI 78-13 70 PC A02/MF A01 


KRISHNA, C. R. 


Performance of Water-Added Reciprocating En- 
gines: Air-Standard-Cycle-Approximation. 
BNL-24369 78-26 21G PC A02/MF AO1 


KRISHNA, G. V. 


Fracture Behavior of A36 Bridge Steels. 
PB-277 908/0GI 78-11 11F PC A04/MF A01 


KRISHNA, P. 


Reprint: X-ray Diffraction Study of a One-Dimen- 
sional GaAs-AlAs Superlattice. 
AD-A048 911/2GI 78-08 208 PC A02/MF A01 


KRISHNA SINHA, A. 


Evaluation and Targeting of Geothermal Energy 
Resources in South Carolina. Progress Report, May 
1, 1976--January 31, 1977. 

VPI-SU-5104-1 78-10 8! PC AO7/MF A01 


Evaluation and Targeting of Geothermal Energy 
Resources in the Southeastern United States. 
Progress Report, July 1--September 30, 1977. 

VPI-SU-5103-5 78-26 8! PC A06/MF A01 


KRISHNAMURTHY, E. V. 


Recursive Computation of Pseudoinverse for Appli- 
cations in Image Restoration and Filtering. 
AD-A046 452/9G! 78-03 98 PC A02/MF A01 


KRITZLER, H. 


Reduction of a Large Polynomial Matrix to Smith- 
Normal-Form by Unimodular Siock-Partitioning 
Transtormation, 

AD-A049 453/4GI 78-09 12A PC A02/MF A01 


KRISHNAMURTHY, S. 


Reprint: Addition Compounds of Alkali Metal 
Hydrides. 14. The Reaction of Trialkylboranes with 
Lithium Trialkylborohydrides. 

AD-A055 372/7GI 78-20 7B PC A02/MF A01 


Reprint: Facile Reduction of Alkyl Tosylates with 
Lithium Triethylborohydride. An Advantageous 
Procedure for Deoxygenation of Cyclic and Acyclic 
Alcohols. 

AD-A045 846/3G! 78-01 7C PC A02/MF A01 


Transfer Line Reactor Unit for Cracking of Coal 

Derived Liquids. Progress Report, October 1, 1976-- 

April 30, 1977. 

COO/4083-1 78-09 7A PC A03/MF A01 
KRISHNAN, M. 

Partially lonized Plasmas, Including the Third Sym- 


posium on Uranium Plasmas. 
N78-26837/2GI 78-21 201 PC A13/MF A01 


KRISHNAN, R. 


Fluidized Bed Combustor Modeling. 
N78-14119/9GI 78-09 21B PC A10/MF A01 


KRISHNASWAMI, S. 


Reprint: 10Be in Arctic Ocean Sediments. 
AD-A055 130/9G! 78-18 8J PC A02/MF A01 


KRISHTAL, M. 


Interaction of impurity Atom with Dislocations in 
Dilute Copper Solutions (Vzaimodestve Primesnykh 
Atomov s Dislokatsiyami v Razbaviennykh Rast- 
vorakh Medi)--Translation. 

PB-280 967-T/GI 78-17 11F PC A02/MF A01 


KRISKO, WILLIAM J. 


Evaluation of the Use of Air Curtains to Increase 
Face Ventilation. 
PB-274 324/3GI 78-04 81 PC A07/MF A01 


Particulate Control with Cleanable Cartridge Filters 
Using Double-Layer Media. 
PB-276 976/8G! 78-10 13K PC AOS/MF A01 


KRISTENSSON, G. 


Scattering from Buried inhomogeneities - a General 

Three-Dimensional Formalism. 

N78-26871/1G! 78-21 20A PC A0S/MF A01 
KRISTIANSEN, M. 

Reprint: Ablation Rates of Polystyrene Microspheres 


in a Theta-Pinch Plasma. 
AD-A053 980/9G! 78-16 201 PC A02/MF A01 


KRISTIANSSON, K. 


Measurement of the Isotopic Composition of the 
Primary Cosmic Radiation for the Elements B-Ne. 
LUIP-7704 78-09 3B MF AO1 


Theoretical Study of the Possibilities for Localiza- 
tion of Anomalous Density Distribution in Rock by 
Means of Underground Cosmic Ray Muon intensity 
Measurements. 


LUIP-7703 78-09 8! MF AO1 
KRISTOF, S. J. 

Comparing Soil Boundaries Delineated by Digital 

Analysis of Multispectral Scanner Data from High 

and Low Spatial Resolution Systems, 

E78-10017 78-06 8M PC A02/MF A01 
KRISTOF, STEVEN J. 


Computer-Aided Analysis of LANDSAT Data for Sur- 
veying Texas Coastal Zone Environments, 
E78-10018 78-05 8F PC AQ3/MF A01 


KRISTOFERSON, L. 
Velocity of Particles Released by Plasma Stream 


Erosion of Surfaces; Spectroscopical Doppler Mea- 
surements. 


TRITA-EPP-76-21 78-08 201 MF AO1 
KRISTOFFERSEN, YNGVE 


Reprint: Sea-Floor Spreading and the Early Open- 

ing of the North Atlantic. 

AD-A054 512/9G! 78-17 8E PC A02/MF AO1 
KRISYUK, I. T. 


Time Characteristics of Low-Energy Neutron Emis- 
sion in Spontaneous Fission of 252 CF. 
RI-30 78-19 20H MF A01 


KRITZ, A.H. 


Propagation of Plasma Waves Across a Density 
Discontinuity 


AD-236 016/2GI 78-18 201 PC AQ2/MF A01 
KRITZ, W. R. 


Functional Safeguards for Computers for Protection 
Systems for Savannah River Reactors. 
OPSPU-77-30-6 78-05 181 PC AQ2/MF A01 


KRITZLER, H. 


Proteolytic Attack of Algal Proteins by Marine Bac- 
teria 


PA-787 





AD-256 473/0G! 
KRIVANEK, O. L. 


High Resolution Electron Microscopy Study of the 
Si--SiO sub 2 Interface. 
LBL-7612 78-25 20 PC A02/MF A0O1 


KRIVELEV, G. P. 


Problem of Noise Spectra Classification in Nuclear 
Power Plant Operation Diagnostics. 
FEI-658 78-20 181 MF AO1 


KRIVONOZHKO, V. E. 


The Dynamic Simplex-Method. 
N78-23793/0GI 78-18 12B PC AOS/MF A01 


KRIVOSHEINA, N. P. 


Ontogenesis and Evolution of the Two-Winged In- 
sects--Translation. 
PB-278 016-T/GI 


KRIVTSOV, V. A. 


Description of Designs, Fabrication and Test Data 
of Piezoelectric Pick-Ups Based on Lithium 
Niobates. 

FEI-563 78-08 148 MF A01 


High-Temperature Acoustic Transducers of Sound 
Pressure Based on Lithium Niobate Piezoelements. 
FEI-536 78-08 14B MF AO1 


KRIZ, STAN 


HARP: A Low-Cost 25 MIPS Digital Processor. 
AD-A056 070/6G! 78-21 9B PC A02/MF AO1 


KRIZEK, RAYMOND J. 


Use of Dredgings for Landfill: Summary Technical 
Report. 


PB-284 261/5GI 78-24 13B PC A06/MF A01 


Use of Dredgings for Landfill. Technical Report No. 
1. Engineering Characteristics of Polluted 
Dredgings. 

PB-282 780/6GI 78-20 13B PC A16/MF A01 


Use of Dredgings for Landfill. Technical Report No. 
2. Stabilization of Dredged Material. 
PB-282 781/4GI 78-20 13B PC A14/MF A01 


Use of Dredgings for Landfill. Technical Report No. 
3. Mathematical Model for One-Dimensional Desic- 
cation and Consolidation of Dredged Materials. 

PB-282 782/2GI 78-20 13B PC A07/MF AO1 


Use of Dredgings for Landfill. Technical Report No. 
4. Water Quality Study for a Dredgings Disposal 
Area. 

PB-282 783/0GI 78-20 13B PC A07/MF AO1 
Use of Dredgings for Landfill. Technical Report No. 
5. Behavior of Dredged Materials in Diked Contain- 
ment Areas. 
PB-282 784/8GI 


KRLIN, L. 


On the Effect of Trapped Particles in the Regime of 
Cyclotron Resonance. 
N78-17857/1GI 


KRMPOTIC, F. 


Semimicroscopic Description of the ODD lodine 
Nuclei in the Mass Region 123< = A< = 133. 
IFUSP-P-107 78-22 20H MF AO1 


KROEBIG, HELMUT L. 


Fusible Heat Sink for a Cryogenic Refrigerator. 
PATENT-4 079 595 


78-22 13A Not available NTIS 


78-16 6M PC A02/MF A01 


78-12 6C PC A18/MF A0O1 


78-20 13B PC A15/MF A01 


78-12 201 PC AQ2/MF A01 


KROEGER, E. 


Lithium and Potassium Heat Pipes for Thermionic 
Converters. 
N78-26390/2GI 78-21 108 PC A02/MF A01 


Performance of a Thermionic Converter Module 
Utilizing Emitter and Collector Heat Pipes. 
N78-27174/9GI 78-23 10B PC AQ3/MF AQO1 


KROEGER, E. w. 


Diminiode Thermionic Energy Conversion with 
Lanthanum-Hexaboride Electrodes. 
N78-24617/0GI 78-19 10B PC A02/MF A01 


KROEGER, F. R. 
in-Core Fuel Motion Detection in the Sandia Pulse 


Reactor. 


SAND-77-1015C 78-08 181 PC A02/MF A01 


Record of the Photovoltaics Power Conditioning 
Workshop. 
SAND-77-0393 


78-09 10B PC A05/MF A01 


KROEGER, HILDA 
Medical Direction in Skilled Nursing Facilities: A 


National Study. 
PB-284 496/7GI 


KROEGER, R. A. 


Aeroelastic Analysis and Ground Vibration Survey 
of the NASA, Grumman American Yankee Modified 
for Spin Testing. 

N78-20109/2GI 78-15 


78-24 6E PC A16/MF A01 


1C PC A12/MF A01 


PA-788 


KROEMER, G. 


Further Studies of the Impact of Waste Heat 
Release on Simulated Global Climate. Part |. 
WASA-RM-77-15 78-06 4B PC A03/MF A01 


Further Studies of the Impact of Waste Heat 
Release on Simulated Global Climate. Part |. 
RM-77-15 78-13 4A PC A03/MF AO1 


Further Studies of the Impact of Waste Heat 
Release on Simulated Global Climate. Part Il. 
NASA-RM-77-34 78-06 4B PC A03/MF A01 


Further Studies of the Impact of Waste Heat 
Release on Simulated Global Climate: Part 2. 
RM-77-34 78-14 4B PC A03/MF A01 


Further Studies of the Impact of Waste Heat 
Release on Stimulated Global Climate, Part 2. 
N78-27710/0GI 78-23 4A PC A03/MF A01 


Impact of Waste Heat Release on Simulated Global 
Climate. 


RM-76-79 78-13 4A PC AQ3/MF A01 


KROEMER, H. 


Reprint: Interstitial Potential Differences, Electro- 
Negativity Differences, and Effective lonic Charges 
in Zinc-Blende-Type Semiconductors. 

AD-A057 869/0GI 78-24 20L PC A02/MF AO1 


Reprint: Theory of the Energy-Band Lineup at an 
Abrupt Semiconductor Heterojunction. 
AD-A054 778/6GI 78-18 20L PC A02/MF AO1 


KROEMER, HERBERT 


Research on Microwave Amplification in Semicon- 
ductors. 
AD-908 289/2GI 78-01 9E PC A04/MF A01 


Theory of Heterojunction Discontinuities. 
AD-A051 991/8GI 78-13 20L PC A02/MF AQ1 


KROEMER, K. H. E. 


Reprint: A Proposed Standard Procedure for Static 
Muscle Strength Testing. 
AD-A049 654/7GI 78-09 6N PC AQ2/MF A01 


KROENING, JOHN L. 


lon-Density Measurements in the Stratosphere 
AD-238 944/3GI 78-18 4A PC A02/MF A01 


KROENKE, L. 


Reprint: Evolution of the Western Pacific and its 
Margin. 


AD-A045 857/0GI 78-01 8G PC A02/MF A01 


KROENKE, W.C. 


Verification by Comparison of Independent Com- 
puter Program Solutions. 
CONF-770903-7 78-06 9B PC A03/MF A01 


KROGER, F. A. 


Electrical and Mechanical Properties of Oxide 
Ceramics. Progress Report Up to April 1, 1977. 
SAN-113P27X1 78-05 118 PC A02/MF A011 


KROGH, F. 


Recurrence Relations for Computing with Modified 
Divided Differences. 
N77-33911/7GI 


78-04 12A PC A02/MF A01 


KROGH, F. T. 


Basic Linear Algebra Subprograms for Fortran 
Usage. 


N78-26778/8GI 78-21 9B PC A0Q3/MF A01 


Basic Linear Algebra Subprograms for Fortran 
Usage. 


SAND-77-0898 78-14 9B PC A03/MF A01 


KROGSTAD, R. 


X-Ray Absorption Fine Structure with Polarized X- 
Rays 


AD-026 991/0GI 78-21 20B PC A02/MF A01 


KROH, G. C. 


National Coal Utilization Assessment: Modeling 
Long-Term Coal Production with the Argonne Coal 
Market Model. 
ANL/AA-13 


78-17 81 PC AQ3/MF A01 


KROHM, G. 


Transition to Decentralized Energy Systems. 
CONF-7710101-1 78-15 10B PC A02/MF A01 


KROHM, G. C. 


Analysis of Sensitivities of Local Socioeconomic Im- 
pacts to Variations in Types and Rates of Coal 
Development and to Differences in Local Site 
Characteristics. 

CONF-770210-12 78-13 10A PC AO5S/MF A01 


Modeling Long-Term Coal Production with the Ar- 
gonne Coal Market Model. 


CONF-771005-7 78-13. 10A PC AO02/MF A01 


Modifications and Costs of Converting to Low Sul- 
fur Western Coals. 
CONF-771024-3 78-15 13A PC AQ2/MF A01 


National Coal Utilization Assessment: Effects on Re- 
gional Coal Markets of the ‘Best Available Control 
Technology” Policy for Sulfur Emission. 

ANL/AA-16 78-19 13B PC A04/MF A01 


National Coal Utilization Assessment: The Price and 

Availability of Low Sulfur Coal in Eastern Markets. 

ANL/AA-12 78-17 81 PC A04/MF AO1 
KROHN, V. E. 


Feasibility of Achieving 15 NM Resolution with a 
Scanning Microprobe Using a Liquid Gallium lon 


Source. 
CONF-770230-1 78-05 14B PC A02/MF A01 


lon Microprobe Using a Field Evaporation lon 
Source Fed by Liquid Gallium. 
CONF-770642-12 78-07 7D PC A02/MF A01 


KROHNE, CHRIS 


Releasable Electrical Connector. 
PAT-APPL-899 945/GI 78-24 9A PC A02/MF A01 


KROKHIN, O. N. 


Effectiveness of Interaction of an Electron Flux with 
High nu / gamma with Preliminary Heating of a 
Plane Target. 

ORNL-tr-4537 78-14 201 PC AQ2/MF A01 


High-Energy, Twelve-Channel Laser Facility (DEFIN) 
For Spherical Irradiation of Thermonuclear Targets. 
LA-7114-TR 78-19 20E PC A03/MF A01 


Observation of Fast lons in a Laser Plasma. 
ORNL-tr-4536 78-13 18A PC A02/MF AO1 


KROKOSKY, E. M. 


Guyed Column Structure for the Cold Water Intake 
Pipe for Solar Sea Power Plants. 
PB-281 621/3GI 78-18 10B PC A04/MF A01 


KROL, ILENE 

Dietary Status of Elderly People. 

HRP-0023900/4G! 78-10 6E Not Available NTIS 
KROLIK, MAX 


Tables of Scattering Functions for Spherical Col- 
loidal Particles (Range Considered: = 0.2(0.2)1.0; 
M= 1.05(0.05)1.30) 
AD-077 077/6GI 


KROLIKIEWICZ, MAX 


Compatibility Study of the Interface between 
Helicopter External Transport of Cargo and Other 
Modes of Cargo Transport. 

AD-A047 933/7GI 78-06 


KROLL, C. A. 


Synthetic Liquid Fuels Development: Assessment of 
Critical Factors. Volume Ill. Regionalized Industry; 
Social impact; Coal Resource Depletion. 

ERDA-76/129/3 78-08 7A PC A13/MF AO1 


KROLL, NORMAN 


Reprint: Electromagnetic Fluctuations Induced by 
Wind Waves on the Deep-Sea Floor. 
AD-A054 813/1GI 78-18 8J PC A02/MF A01 


KROLL, NORMAN M. 


A Note on Internal Pair Production Associated with 

the Emission of High Energy gamma Rays 

AD-049 274/4GI 78-21 20H PC A02/MF A01 
KROMEK, I. B. 


Technical Contribution to the Project and Operation 

of Pulsed Columns. 

1EA-TI-50 
KROMER, R. P. 

Portable Data Acquisition System. 

SAND-77-1874C 78-16 148 PC A03/MF A01 
KROMKOWSKI, JOHN A. 


An Evaluation of Housing Rehabilitation Programs 
in South Bend, 
PB-278 726/5GI 


KROMMES, J. A. 


Plasma Transport in Stochastic Magnetic Fields. |. 
General Considerations and Test Particle Transport. 
PPPL-1389 78-25 20! PC A0S/MF A01 


KRON, H. H. 


First Study of Job Control Languages Eine Erste 
Studie ueber Betriebssprachen. 
N77-33889/5GI 78-04 9B PC A03/MF A01 


KRON, JOAN 


Designing a Better Place to Die. 
HRP-0024842/7GI_ 78-18 6L Not Available NTIS 


KRONE, PAUL R. 
The Starting and Managing Series. Volume 18. 
Starting and Managing A Retail Flower Shop, 
PB-282 734/3GI 78-20 5A PC A07/MF A01 
KRONE, RAY B. 
Mathematical Model of Estuarial Sediment Trans- 
port. 
AD-A047 202/7GI 
KRONENBERG, M. R. 


Evaluation of Ocean Color Scanner (OCS) Photo- 
graphic and Digital Data: Santa Barbara Channel 
Test Site, 29 October 1975 Overflight. 

N77-33587/5GI 78-04 14B PC A04/MF A01 


78-16 7D PC A02/MF A01 


1C PC A02/MF A01 


78-10 70 MF AO1 


78-13 13B PC A04/MF A01 


78-04 13B PC A08/MF A01 





KRONENBERG, STANLEY 


Fiber-Optics Dosimeter for Civil Defense. 
AD-A047 853/7GI 78-06 6R PC A02/MF AQ1 


KRONENBERGER, LOUIS JR. 


Aeroelastic Characteristics of a Cascade of Blades. 
AD-A055 619/1GI 78-20 20D PC A03/MF A01 


Flutter Analysis of a Cascade of Staggered Blades 
in Subsonic Flow. 
AD-A051 240/0GI 78-12 1A PC AOS/MF A01 


KRONER, AUDREY D. 


Effluent Monitoring Procedures: Nutrients. Staff 
Guide for Conducting the Course. 
PB-274 320/1GI 78-03 148 PC A10/MF A01 


KRONFELD, D. S. 


Placental Transport of Radionuclides. Terminal Re- 

port, May 1, 1973--July 31, 1975. 

COO-2363-4 78-14 6R PC AO02/MF AO1 
KRONOVETER, KENNETH 


A Study of Methyl Methacrylate Exposures and Em- 
ployee Health, 
PB-274 789/7GI 78-05 6J PC AQ4/MF A01 


KRONOVETER, KENNETH J. 


Hazard Evaluation and Technical Assistance Report 
No. TA 77-27, Republic Lead Burning and Equip- 
ment Company, Cleveland, Ohio, 

PB-281 161/0GI 78-17 6J PC A02/MF AO1 


Hazard Evaluation and Technical Assistance Report 
No. TA 77-65, Dearborn Specialty Foundry, Ford 
Motor Company, Dearborn, Michigan, 

PB-278 972/5GI 78-14 6J PC A02/MF A01 


Health Hazard Evaluation Determination Report 
Number RHE-76-82-361, Hair Zoo, Penfield, New 
York, 

PB-273 777/3GI 78-03 6J PC A02/MF AO1 


Health Hazard Evaluation Determination Report 
Number 76-96-390, Herald-Times, Inc., 1900 S. Wal- 
nut Street, Bloomington, Indiana, 

PB-273 835/9GI 78-03 6J PC A02/MF A0O1 


Health Hazard Evaluation/Toxicity Determination 
Report 77-21-381, H. O. Strickler, D.D.S., Lit- 
tlestown, Pennsylvania, 

PB-273 910/0GI 78-03 6J PC A0Q2/MF A01 


Health Hazard Evaluation/Toxicity Determination 
Report 77-112-447, The Hospital for Special Sur- 
gery, New York City, New York, 

PB-278 041/9GI 78-12 6J PC A02/MF A01 


Industrial Hygiene Surveys at U.S. Border Crossing 

Stations During August 1973 - June 1974, 

PB-273 879/7GI 78-03 6J PC A03/MF A01 
KROO, N. 


Application of Correlation Analysis Method for 
Study of Slow Neutron Unelastic Scattering Spec- 
trum. Theory. 

JINR-14-9485 78-10 180 MF AO1 


KORAN Spectrometer on the IBR-30 Reactor. Model 

Version. 

JINR-14-9486 78-19 148 MF AO1 

Neutron Scattering by Collective Excitations in p- 

Anoxyanisole. 

KFKI-77-25 78-19 18F MF A01 
KROODSMA, R. L. 

Evaluation of a Proposed Transmission Line's Im- 

pacts on Waterfowl and Eagles. 

CONF-780129-1 78-16 6F PC A02/MF A01 
KROOPNICK, P. M. 

Delta 13C Variations in Marine Carbonate Sedi- 

ments as Indicators of the CO2 Balance between 

the Atmosphere and Oceans, 

PB-279 154/9GI 78-15 8J Not available NTIS 


KROPFLI, ROBERT A. 


A Dual Doppler Radar Study of the Urban Boundary 

Layer: A Summary of METROMEX Results. 

PB-275 346/5GI 78-05 4B PC A07/MF AO1 
KROPIN, A. A. 

Designed Pion Beam Channels in a Phasotron with 

the Magnetic Field Variation 

JINR-9-8782 78-20 20G MF A01 


Optimization of the Meson-Producing Target Posi- 
tion in a Chamber of a Phasotron with a Spatial 
Variation of a Magnetic Field. 

JINR-9-9078 78-20 20G MF AOt 


KROPP, DEAN H. 


Recursive Modeling of Ambulatory Health Care 
Settings: Executive Summary. 
PB-284 464/5GI 78-24 6E PC A02/MF A01 


KROPP, PAUL J. 

Photochemistry of Alkenes. 

AD-A058 523/2GI 78-25 7E PC A02/MF A01 
KROPP, PETER K. 


Experimental Study of the Dynamic Response of 
Highway Bridges. 


PB-276 184/9GI 78-07 13B PC A06/MF A01 
KROPSCHOT, R. H. 


Fossil Energy Research Meeting. 
CONF-7706100- 78-15 81 PC A24/MF A01 


KROSEL, S. M. 


An Automated Procedure for Calculating System 
Matrices from Perturbation Data Generated by an 
EAI Pacer and 100 Hybrid Computer System. 

N78-15729/4GI 78-10 98 PC A03/MF A01 


KROST, K. J. 


Reprint: Monitoring Airborne Particulate Mass by 
Beta Absorption. 
PB-278 338/9GI 78-12 14B Not available NTIS 


KROTH, G. J. 


Control System for Wind-Powered Generators. 
SAND-77-0287 78-02 108 PC A02/MF A0O1 


KROTIL, H. 


Operation and Maintenance Manual. 
AED-Conf-76-660-064 78-06 181 MF AO1 


KROTKOV, R. 


The Equivalence of Inertial and Passive Gravita- 
tional Mass, 


AD-444 533/4GI 78-14 20J PC AOS/MF AO1 
KROTOV, V. I. 


Investigation into Radiation-induced Porosity at 
ILU-100 Accelerator. 
FEI-652 78-20 11F MF AO1 


KROTOV, V. P. 


Effect of Prolonged Hypokinesia on the Water and 
Fat Content of the Human Body. 
N78-27752/2GI 78-23 6S PC A02/MF AO1 


KROTZ, W. 


Programs for Database Management of an INIS-SDI- 

System. 

SGAE-2463 78-01 9B MF A01 
KROUGH, BRUCE HARVEY 


Comparison Sensitivity Design of Output Feedback 
Systems Using State Observers. 
AD-A057 647/0GI 78-23 12A PC A04/MF A01 


KROUPA, F. 

Mechanical Properties of Ordered Alloys. 

KFK-tr-532 78-18 11F MF AO1 
KROUSE, JAY S. 

Lobster Tagging Project. 

PB-277 346/3GI 78-09 6C PC A06/MF AO1 
KROZY, RONNA 

A Joint Service - Education Project. 

HRP-0023016/9GI 78-14 6E Not Available NTIS 
KRUCZYNSKI, LEONARD RICHARD 


Global Positioning System Navigation Algorithms. 
AD-A052 747/3GI 78-14 17G PC A15/MF A01 


KRUECKER, K. 
Signal Processing in a High Resolution Radar Zur 


Signaiverarbeitung in Einem Hochaufloesenden 
Radar. 


N78-20414/6GI 78-15 171 PC AQ3/MF A01 
KRUEGER, A. 

GENDY-NCS 80: A Locally Invariant Dynamics Code 

for Evaluation of the NCS-80 Primary Circuit. 

GKSS-76/E/58 78-01 181 MF AO1 
KRUEGER, A.P. 

The Isolation of a Staphylococcal Phage Variant 

Susceptible to an Unusual Host Control 

AD-049 486/4GI 78-21 6M PC A03/MF A01 
KRUEGER, D. A. 

An Experimental and Theoretical Investigation of 

the Magnetization Properties and Basic Elec- 

tromechanics of Ferrofluids. 

AD-A046 060/0GI 78-02 11G PC A03/MF A0O1 
KRUEGER, DONALD A. 

High-Voltage, High-Power Transistors. Charac- 

teristics of Developmental Units. 

AD-A045 476/9GI 78-01 17A PC A0Q2/MF A01 
KRUEGER, F. J. 

Nuclear Material Accountancy and Data Verification 

in the Fuel Element Fabrication Plant of the Reak- 

tor-Brennelement Union Hanau. 

KFK-2403 78-19 18J MF A01 
KRUEGER, H. H. 

Liquid Crystals. 

BMFT-FB-T-76-71 78-10 9E MF AO1 
KRUEGER, JANELLE C. 

Utilizing Clinical Nursing Research Findings in 

Practice -- A Structured Approach. 

HRP-0025168/6GI 78-24 6E Not Available NTIS 
KRUEGER, KEATHA K. 


Dialysis Costs -- Results of a Diverse Sample Study. 
HRP-0023267/8GI 78-15 6E Not Available NTIS 


KRUGER, C. H. 


KRUEGER, LOUIS J. 


More Fire Safety Can Cost Less. 
HRP-0016024/2G! 78-03 13L Not Available NTIS 


KRUEGER, PAUL C. 


Circuits for Decoding Pulse Signals. 
PATENT-4 039 958 78-19 9E Not available NTIS 


New Group IV phthalocyanines. 
AD-461 517/5GI 78-01 7C PC A02/MF AO1 


KRUER, MELVIN 


An Excimer-Pumped Blue-Green Laser. 
PAT-APPL-868 360/GI 
78-10 20E PC A02/MF A01 


KRUER, W. L. 


Brillouin Scatter in Laser-Produced Plasmas. 
UCRL-79769 78-08 20! Not available NTIS 


Evidence for Efficient Brillouin Backscatter in Disks 
Irradiated by One Micron Light. 
UCRL-79477 78-07 20F PC A0Q2/MF A01 


Light Absorption and Scattering Mechanisms in 
Laser Fusion Plasmas. 
UCRL-80153 78-15 18A PC A02/MF A01 


Theoretical Interpretation of Angle- and Polariza- 
tion-Dependent Laser Light Absorption Measure- 
ments. 

UCRL-79628 78-04 201 PC A0Q2/MF A01 


Theoretical Interpretation of Angle- and Polariza- 
tion-Dependent Laser Light Absorption Measure- 
ments. 

UCRL-79628(Rev.1) 78-06 20! PC A02/MF A01 


Theoretical Interpretation of High-Z Discs Irradiated 
with 1.06 mu Laser Light. 
UCRL-80862 78-26 18F PC A03/MF A01 


Wave-Breaking Amplitudes in Warm, inhomogene- 

ous Plasmas. 

UCRL-79604 78-04 201 PC A02/MF AO1 
KRUG, DORIS N. 

Guide to Sources and Uses of Current Data on the 

Aging. 

HRP-0016733/8G! 78-02 6E PC A07/MF A01 


Interviewer Training Manual for the Older Amer- 
icans’ Status and Needs Assessment Survey. 
HRP-0016743/7GI 78-01 6E PC A06/MF A01 


Survey Guide to Accompany the Older Americans 
Status and Needs Assessment Questionnaire. 
HRP-0016744/5GI 78-01 6E PC A08/MF A01 


KRUG, H. 


Applications of Interference Microscopy for Mea- 
surements on the Cell Nucleus in Comparison with 
Impulse Cytophotometry. 

LA-tr-78-4 78-16 6C PC A03/MF AQO1 


Characterization of Malignant Ovarian Tumors by 
Impulse Cytophotometry. 
LA-tr-77-94 78-14 6C MF A01 


Continuous-Flow Fluorometry of Ovarian Car- 
cinoma with and Without Effusions. 
LA-tr-77-86 78-14 6E MF AO1 


Impulse Cytophotometric and Repeated Cytologic 
Examinations of Cervical Secretions as Compared 
with Histologic Findings. 

LA-tr-77-87 78-14 6E Not available NTIS 


Impulse Cytop hotometric Investigations on 
Melanoblastoma. 

LA-tr-78-2 78-16 6E MF A01 
Impulse Cytophotometric Studies on Tumor Materi- 
al. 

LA-tr-77-88 78-14 6E MF AO1 


Impulse Cytophotometry as a Quantitative Method 
of Cytochemistry. 


LA-tr-78-5 78-17 6C PC A03/MF A01 


Mathematical Model of the Connection Between the 

DONA Karyogram and the Cell Cycle. Part 1. Deriva- 

tion of the DNA Frequency Distribution from the 

Duration of the Individual Phases of the Cell Cycle. 

LA-tr-78-3 78-16 6C PC A03/MF A01 
KRUGER, A. W. 

NPL-NS: A “Next Step" Experiment for Inertial Con- 

finement Fusion. 

COO-2007-92 78-14 18A PC AQ2/MF AQ1 
KRUGER, C. H. 

High Magnetic Field MHD Generator Program. An- 

nual Report, July 1976--June 1977. 

FE-2341-3 78-26 10B PC A04/MF A01 


High Magnetic Field MHD Generator Program. 
Quarterly Report, January--March 1977. 

FE-2341-2 78-14 108 PC A04/MF A01 
High Magnetic Field MHD Generator Program. 


Quarterly Report, October--December.1976. 
FE-2341-1 78-04 108 PC A02/MF A01 


Reprint: High-Resolution Spectroscopy of Com- 
bustion Gases Using a Tunable IR Diode Laser. 
AD-A053 139/2GI 78-15 218 PC A02/MF AO1 


PA-789 





Physical Phenomena in Flowing Plasmas and at 
High Magnetic Fields. 
AD-A054 992/3G! 78-18 201 PC A02/MF A01 


KRUGER, CAROL 
Utilization and Referral Patterns in the Acute Iliness 
Department of a Multispecialty Clinic. 
HRP-0015282/7Gi 78-04 6E Not Available NTIS 
KRUGER, CHARLES H. 
The Axial-Fiow Compressor in the Free-Molecule 
Range 
AD-231 465/6GI 78-13 21E PC AOS/MF A01 
KRUGER, G. B. 
Design of the US-CRBRP Sodium/Water Reaction 


Pressure Relief System. 
CONF-760735-2 78-15 181 PC A02/MF AO1 


Leak Detection System Design and Operating Con- 
siderations for the US-CRBRP. 
CONF-760735-1 78-14 181 PC A02/MF A01 


KRUGER, J. 
Application of Ellipsometry to the Study of Corro- 
sion Processes. 
PB-278 954/3GI 78-14 11F Not available NTIS 


Development of in-situ Techniques for the Detec- 
tion and Measurement of Corrosion of Copper Con- 
centric Neutrals in Underground Environments. 

PB-283 708/6G! 78-23 9A PC A04/MF A01 


Economic Effects of Metallic Corrosion in the 
United States. Part |. A Report to the Congress by 
the National Bureau of Standards, 

PB-282 631/1GI 78-20 11F PC A04/MF A01 


Ellipsometry in the Measurement of Surfaces and 
Thin Films. Proceeding of Symposium held at Na- 
tional Bureau of Standards, Washington, D.C. on 
September 5-6, 1963, 

PB-285 882/7GI 78-26 148 PC A16/MF AO1 


The Role of Passive Film Growth Kinetics and Pro- 
perties in Stress Corrosion and Crevice Corrosion 
Susceptibility. 

AD-A055 366/9G! 78-20 11F PC A04/MF A01 


KRUGER, JEROME 


Center for Consumer Product Technology. Corro- 
sion. Facts for the Consumer. 
PB-283 110/5GI 78-22 11F PC AQ2/MF AO1 


Corrosion and Metal Artifacts: A Dialogue Between 
Conservators and Archaeologists and Corrosion 
Scientists. 

PB-273 116/4GI 78-01 SF PC A12/MF A01 


KRUGER, LEO H. 


Orientation Studies in Reactions Accompanied by 
Neighboring Group Effects 
AD-050 533/9GI 78-16 70 PC A03/MF A01 


KRUGER, PAUL 


Geothermal Reservoir Engineering, Second 
Workshop Summaries, December 1-3, 1976, 
PB-276 246/6G! 78-08 8! PC A16/MF A01 


KRUGER, R. P. 


Automated Computer Analysis of Plasma-Streak 
Traces from Scyllac. 
LA-UR-77-2582 78-15 201 PC AO2/MF A01 


Automated Computer Analysis of Plasma-Streak 
Traces from Scyllac. 
LA-6961-MS 78-13 201 PC AQ2/MF A01 


Automatic Detection of Alternations in Pulmonary 
Venous Pressure. 
LA-UR-77-531 78-02 6E PC A02/MF A01 


Image Restorations Constrained by a Multiply Ex- 
posed Picture. 
LA-UR-77-1790 78-07 148 PC A02/MF AO1 


industrial Tomography Applied to Reactor Safety. 
LA-UR-77-2564 78-13 181 PC A02/MF A01 


Survey of Computer Processing of Chest Radio- 
graphs. 
LA-UR-77-1917 78-06 6E PC A03/MF AO1 


KRUGLAK, HAYM 


Achievement of Physics Students with and Without 
Laboratory Work 
AD-008 430/1GI 78-18 51 PC A02/MF A01 


The Effect of High School Physics and College 
Laboratory Instruction on Achievement in College 
Physics 

AD-022 611/8GI 78-21 51 PC A02/MF A01 


An Electric Multiple Choice Maze 
AD-000 279/0GI 78-18 5J PC A02/MF A01 


Electromaze Performance of Graduate Students in 
Physics and American Studies 
AD-000 280/8G! 78-18 SJ PC A02/MF A01 


The Measurement of Laboratory Achievement. Part 
ll. Paper-Pencil Analogs of Laboratory Performance 
Tests 


AD-034 630/4GI 78-21 SJ PC A02/MF A01 


Paper-Pencil Laboratory Tests and Their Relation- 
ship to Various Achievement Measures in Physics 


PA-790 


AD-022 612/6GI 78-21 5J PC A03/MF AO1 
KRUGLOV, A. K. 

Production of Enriched Uranium and Market Condi- 

tions. 

K-Trans-167 78-12 18J PC A02/MF AO1 


KRUGLOV, B. V. 


High-Energy, Twelve-Channel Laser Facility (DEFIN) 

For Spherical Irradiation of Thermonuclear Targets. 

LA-7114-TR 78-19 20E PC A03/MF A01 
KRUGLOV, V. V. 


Monitor for a Charged Particle Pulse Beam. 

JINR-13-8618 78-20 20G MF A01 
KRUIZINGA, S. 

Adopting Quadratic Stream Functions to Stream 

Observations Aanpassen van Kwadratische Stroom- 


functies Aan Stroomwaarnemingen. 
N78-14771/7GI 78-09 8C PC A02/MF A01 


Statistical Analysis of the Hourly Sums of Precipita- 
tion Recorded at the Stations de Bilt, den Helder, 
Flushing, and Beek in the Period 1961 - 1970 
Statistische Analyse van de Uurtotalen Neerslag 
Geregistreerd OP de Stations de Bilt, den Helder, 
Vlissingen, Eelde en Beek in de Periode 1961 T/M 
1970. 

N78-15658/5GI 78-10 48 PC A03/MF A01 


KRUKAR, M. 
Optimization and Testing of Highway Materials to 
Mitigate ice Adhesion. 
PB-280 927/5GI 78-17 13B PC A08/MF A01 
KRULEE, GILBERT K. 


Human Factors in Electronics Reliability 
AD-067 550/4GI 78-20 SE PC A04/MF A01 


Information Capacities of Manually Plotted Displays 
AD-023 510/1GI 78-21 9E PC A03/MF A0O1 
Studies in the Visual Discrimination of Multiple Unit 
Displays 

AD-067 891/2GI 78-20 5J PC A02/MF A01 


KRULIKOSKI, STANLEY J. 


Prismatic Anamorphic System for Optical Correla- 
tors. 
PATENT-4 059 343 


78-07 14E Not available NTIS 
KRUMBEIN, W. C. 
Method for generating upper and lower confidence 
surfaces about a fitted trend surface. 
AD-430 317/8GI 78-01 8B PC A02/MF A01 
KRUMDIECK, KEVIN 


Material, Design, and Construction Guidelines for 
Vertical Construction in Desert and Tropical Re- 
gions. 

AD-A057 957/3GI 78-24 13M PC A06/MF A01 


KRUMHANSL, J. A. 


Fundamental Theory of Elastic Wave Scattering by 
Defects in Elastic Materials: Integral Equation 
Methods for Application to Ultrasonic Flaw Detec- 
tion. 

COO-3161-42 78-19 20A PC A05/MF A01 


KRUMHOLZ, LOUIS A. 


Assessment of the Water Quality in the Salt River 
Prior to Its Impoundment in Anderson and Spencer 
Counties, Kentucky. 

PB-275 221/0GI 78-06 13B PC A07/MF A01 


KRUMM, KARL JOSEPH 
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A Study of the Outcome and Process of a Laborato- 
ry Learning Experience. 

AD-A048 962/5GI 78-08 5J PC A06/MF A01 
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Appendix B. Shipborne Systems. 
AD-B016 501/9GI 78-02 9B PC A09/MF A01 
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Analysis of Results of Astp Experiment in Elec- 
trophoresis. 
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Automatic Correlation Spectrometer with Two 
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KRUPIN, V. A. 
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|AE-2586 78-26 201 PC A02/MF A01 
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AD-A046 220/0GI 78-02 14E€ PC A02/MF AO1 


KRUPKA, M. C. 
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Requirements for Energy Storage Systems. 
LA-6979-MS 78-17 10C PC A07/MF A01 
KRUPKE, W. F. 
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PATENT-4 053 851 
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Rare Earth Vapor Laser Studies. 
UCRL-79364 78-16 20E PC A02/MF A01 


KRUPNICK, A. C. 
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Solar Energy and the Method of Producing Said 
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78-20 10A PC A02/MF A01 
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Space-Angular Distribution of Secondary Particles 
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IFVE-ORZ-74-142 78-06 20G MF A01 
KRUPOVAGE, DANIEL J. 

Three Dimensional Transonic Model Testing on a 


Rocket Sled Track. 
AD-A054 831/3G! 78-18 16D PC AQ4/MF AO1 
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Long-Term Followup of ‘Macaca mulatta’ Exposed 
to High Levels of 15-, 20-, and 26-MHz 
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AD-A053 469/3G! 78-16 6R PC A02/MF A01 
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AD-A050 103/1GI 78-10 6R PC AO02/MF A01 


Thermal Response in ‘Macaca mulatta’ Exposed to 
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AD-A045 508/9GI 78-01 6R PC A02/MF A01 
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Fundamental Investigations on Effusion Cooling of 

Turbine Blades. 
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Fundamental Investigations on Effusion Cooling of 
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Their Opportunity Costs, 
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Main Options. 
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KRYCUK, G. A. 
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First Results of Deep Seismic Studies of the Earth's 
Crust in the Central Part of Western Siberia. 
UCRL-Trans-11358 78-23 81 PC AQ2/MF A01 
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Separation of Lanthanide isotopes by Two-Step 
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and Some Recommendations for Achieving Im- 
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Noise Diagnostics for Safety Assessment Quarterly 
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78-07 181 PC A02/MF A01 


Noise Diagnostics for Safety Assessment Quarterly 
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ORNL/NUREG/TM-112 

78-04 181 PC AQ2/MF A01 
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Summary of ORNL Investigation of in-Core Vibra- 
tions in BWR-4S. 
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Rapid Chromatographic Method for Gas Analysis in 
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Reprint: A Comparison of Methods for Estimating 
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AD-A052 414/0GI 78-14 20N PC A03/MF A01 


KTSANES, VIRGINIA 
Recruitment and Delivery of Family Planning Ser- 


vices to the Young in Urban Areas. 
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KU, L. P. 


Neutronic Calculation and Cross Section Sensitivity 
Analysis of the Livermore Mirror Fusion/Fission 
Hybrid Reactor Blanket. 

PPPL-1370 78-07 


KU, RICHARD 


Reprint: The Uncertainty Threshold Principle: Some 
Fundamental Limitations of Optimal Decision Mak- 
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KU, RICHARD TSE-MIN 


Adaptive Stochastic Control of Linear Systems with 
Random Parameters. 
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Radiometer 
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Report. 
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Optimum Voltage Transfer Equalization for a Reac- 
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AD-218 471/1GI 78-16 9E PC A02/MF A01 
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Four Perspectives -- Certification and Licensure of 
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Technology and Use of Lignite. 
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78-16 6E PC A02/MF A01 
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KUBIK, GAYLE 


Studies in Pasteurella Pestis Dissociation 
AD-151 709/3GI 78-24 6M PC A08/MF A01 


KUBIK, HAROLD E. 


Hydrologic Engineering Methods for 
Resources Development. Volume 9. 
Systems Analysis for Conservation. 

AD-A052 599/8G! 78-14 13B PC A06/MF A01 


Proceedings of a Seminar on Hydrologic Aspects of 
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ORNL-tr-4279 78-20 18H PC A02/MF A01 
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Report of Working Group on Accelerator Problems. 
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KUBO, H. 
Trace Element Abnormalities in Chronic Uremia. 
PB-280 372/4G! 78-17 6E PC A04/MF A01 
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Exchange Resins. 
PATENT-4 018 676 


Water 
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JAERI-M-6958 


KUBOTA, N. 


An Experimental Study of the Site and Mode of Ac- 
tion of Platonizers in Double Base Propellants, 
AD-A046 036/0G! 78-02 19A PC A02/MF A01 
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An Experimental investigation of the Heat Transfer 
from a Buoyant Gas Plume to a Horizontal Ceiling - 
Part 2. Effects of Ceiling Layer. 
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An Analytical Study of the Effect of Surface 
Roughness on Boundary-Layer Stability. 
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KUBU , EOWARD T. 


The chemical attack on polymeric materials as 
modified by diffusion. 
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KUBY, STEPHEN A. 


|. Isolation of the Chrystalline Enzyme from Rabbit 
Muscle - Adenosinetriphosphate-Creatine 
Transphosphorylase 

AD-040 289/1G! 78-21 6A PC A0Q2/MF A01 


li. Homogeneity and Physico Chemical Properties - 
Adenosinetriphosphate-Creatine Transphosphor- 
ylase 

AD-040 290/9G! 78-21 6A PC A02/MF A01 


il. Kinetic Studies - IV. Equilibrium Studies 
Adenosinetriphosphate-Creatine Transphosphor- 
ylase 

AD-045 732/5GI 


KUBZANSKY, P. 
Catechol Amine Excretion and Behavior During 


Sensory Deprivation 
AD-238 890/8G! 


KUBZANSKY, PHILIP E. 
The Effects of Reduced Environmental Stimulation 


on Human Behavior: A Review 
AD-259 974/4GI 78-13 5J PC A03/MF AO1 


KUCAB, M. 
Spin P-Symmetry of Magnetic Crystals. Monoclinic 
and Orthorhombic Structures. 
JINR-E-4-10788 78-23 20L PC A02/MF A01 


KUCEJKO, R. 


Investigation of Test Methods, Material Properties, 
and Processes for Solar Cell Encapsulants. Annual 
Report. 
ERDA/JPL/954527-77/2 
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Radioisotopes from Fuel 
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ANL-76-101 78-08 7D PC AOS/MF A01 
KUCHARSKI, M. 

Obtaining of the Spectroscopic 128-Antimony 

Sources from the TeO sub 2 Irradiated by Neutrons 

from van der Graff Accelerator. 

INR-1521/1/C/B 78-08 7D MF A01 
KUCHEIDA, D. 

Exp 71 Ge as a Source for Energy-Dispersive X-Ray 

Fluorescence Analysis in the Region 13 < Z< 30. 

Juel-1369 78-10 148 MF A01 
KUCHEN, LAWRENCE E. 


PSRO: An Initial Evaluation of Professional Stan- 

dards Review Organizations. Volume |. Professional 

Standards Review Organizations; Program Evalua- 
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PB-278 154/0GI 78-12 6E PC A08/MF A01 
KUCHER, V. 

Computer Study of the Effects of Rod Diameter and 


Target Thickness on the Penetration Process. 
AD-A053 377/8GI 78-16 190 PC A0S/MF A01 


The Distance between a Point and an Ellipsoid. 
AD-A050 310/2G! 78-10 12A PC A02/MF AO1 


Three-Dimensional Computations. Volume Il: 45 deg 
Oblique Impact. 
AD-A051 296/2GI 78-12 19D PC A03/MF A01 


Three-Dimensional Computations. Volume Ill. 60- 
Deg Oblique Impact. 

AD-A051 350/7GI 78-12 19D PC AOS/MF A01 
Three-Dimensional Computations, Volume IV: 77.5 
Degrees Oblique Impact. 

AD-A051 092/5GI 78-12 19D PC A04/MF A01 
Two-Dimensional Computations of Obliquity Effects 
on the Penetration Process. 
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KUCHEROVA, Z. 


Diatomaceous Algae. 

ORNL-tr-4515 78-17 6T PC AOQ2/MF A01 
KUCHININ, S. L. 

MARS-3 Program: Monte Carlo Calculation of 

Three-Dimensional High-Energy Hadron Cascade in 

Heterogeneous Media. 

IFVE-LRI-75-74 78-17 18F MF AO1 


KUCHINOV, V. P. 


International Safeguards Against Proliferation of 
Nuclear Weapons. 
ERDA-tr-292 78-06 18J PC A02/*** AO1 


KUCHLER, A.W. 


Notes on the Vegetation of Southeastern Mount 
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AD-122 719/8G! 78-22 6C PC A04/MF AQ1 

Vegetation Maps for Field Men 

AD-107 558/9GI 78-22 6C PC A0Q2/MF A01 
KUCHTA, J. M. 


Infrared Spectral Radiances and Explosion Proper- 
ties of Inhibited Methane-Air Flames. 
PB-278 580/6GI 78-13 21B PC A0Q3/MF A01 


KUCK, KENNETH D. 


System for Producing Orthophotographs. 
PAT-APPL-816 058/G!I 78-10 8B PC A03/MF A01 


KUCK, WILLIAM M. 


Development of Design Procedures for Stabilized 


Soil Support Systems for Soft Ground Tunneling. 
Volume Il. Preliminary Results. 


PB-273 064/6GI 78-02 13B PC AQ9/MF AQ1 
KUCKER, R. 


An the Problem of the Use of Homologous Tetanus 
Antitoxins in the Treatment of Severe Tetanus-- 
Translation. 


AD-A056 646/3GI 78-21 6E PC A02/MF AQO1 
KUCZEN, K. D. 

U-25 MHD Generator Project. Report for the Period 
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FE-1740-4 78-05 108 PC A03/MF A01 
KUCZER, PAUL 

Semiconductor Measurement Technology: A Ver- 
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MIS C(V) and G(V) Measurements. 

PB-274 939/8GI 78-05 14B PC A04/MF A01 
KUCZYNSKI, G. C. 

Light-induced Plasticity in Semiconductors 

AD-216 095/0GI 78-11 20L PC A02/MF A01 


Minimum Entropy Production Principle and Ostwald 
Ripening. 

COO-4385-1 78-25 20L PC A02/MF AQO1 
Order-Disorder Transformations in ltron-Aluminum 
Alloys 

AD-219 045/2GI 78-11 11F PC AQ3/MF AO1 


Pore Shrinkage and Ostwald Ripening in Metallic 
Systems. Progress Report, July 1, 1977--June 30, 
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COO-4385-2 78-23 11F PC A02/MF AO1 
KUDELINA, R. I. 
An Accelerated Method for Staining Tularemia Bac- 
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AD-A049 293/4GI 78-08 6M PC A02/MF A01 
KUDIN, V. N. 

Organization of Digital Computer Operating in the 

Automatic Data Collection and Control System for 


the 70 GEV Proton Synchrotron. Monitoring Soft- 
ware. 


\FVE-PKU-75-80 78-20 20G MF A01 
KUDINOV, A. V. 

Straight-Line Path Method and Eikonal Problem. 

Pt.2. 

JINR-R-2-10636 78-26 20H PC A02/MF A01 
KUDINOV, V. V. 

Preparation of Coatings by High-Temperature 

Spraying. 

BNWL-tr-291 78-21 11C PC A04/MF AO1 
KUDLICH, ROBERT A. 

A Study of Some Direct-Coupled Asynchronous 

Computer Circuits Using Transistors 

AD-053 513/8GI 78-21 9B PC A04/MF A01 


KUDO, K. 
Error Estimation of Hybrid Simulation Method for 
Basic Heat-Exchange Model. 
JAERI-M-6740 78-01 13A Not available NTIS 
KUDOYAROV, L. |. 
Approximate Calculation of the Thermal Regime of 


Reservoirs Formed by a Frozen Dam--Translation. 
AD-A047 540/0GI 78-05 13B PC A02/MF A01 


Specific Features of Construction of Thawed Soil 
Dams in Severe Climate Conditions -- Translation. 
AD-A047 672/1GI 78-05 13B PC A02/MF AO1 


KUDRAVETZ, BORIS S. 


Interim Design Criteria, Technical Guidelines for 
Energy Conservation in Existing Buildings, 
AD-A053 596/3GI 78-16 13A MF A01 


Interim Design Criteria. Technical Guidelines for 
Energy Conservation in New Buildings, 
AD-A053 601/1GI 78-16 13A PC A10/MF A01 


KUDRNA, FRANK 


Survey of River Basin Planning Techniques. 
PB-274 860/6GI 78-05 13B PC AQ2/MF A01 


KUDRYASHOV, L. N. 


Two-Dimensional Model of a Large Power Sodium- 
Cooled Fast Breeder Reactor with an Oxide Fuel for 
Test Calculations. 
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KUDRYAVTSEV, A. E. 


Pi D Scattering Lengths by Graph Summing. 
ITEP-57 78-08 20H MF A0O1 


KUDRYAVTSEV, A. P. 


Artificial Nucleate Site Effect on the Critical Heat 
Flux in Boiling of Alkali Metals under Free Convec- 
tion Conditions. 

FEI-560 78-09 20M MF A01 


Critical Heat Fluxes in Subcooled Boiling of Potas- 
sium under Natural Convection Conditions. 
FEI-667 78-09 11F MF AO1 


Practice of Using Shielded Arc Welding on Alu- 
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ticular in Cryogenics. 

ORNL-tr-4407 78-12 13H PC A03/MF A01 
KUEBERT, E. J. 

Engineering Study for Pallet Adapting the APOLLO 
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for the Lidar Test Experiment on Orbital Flight 

Tests 2 and 4. 

N78-21525/8GI 78-16 14E PC A04/MF AO1 
KUECHLE, M. 

LMFBR Post Accident Heat Removal Testing Needs 


and Conceptual Design of a Test Facility. 
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Nondestructive Testing Methods for Instrument 

Supported Fissile Materials Flow Check System. 

ORNL-tr-4509 78-13 18) PC A02/MF A01 
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Measured Angular Distributions of Proton Compton 


Scattering at Photon Laboratory Energies of 700, 
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Predictors of Management: Training Effectiveness 
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KUEHL, D. J. 


Solar Thermal Test Facility Experiment Manual. 
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KUEHL, DOUGLAS wW. 


Reprint: Brominated Compounds Found in Waste- 
Treatment Effluents and Their Capacity to Bioaccu- 
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Reprint: Isolation of Xenobiotic Chemicals from Tis- 
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PB-277 497/4GI 78-11 7D Not available NTIS 
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Final States and Inclusive Features of K exp + D 
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MPI-PAE-Exp.E!.-60 78-10 20H MF AQO1 
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New Manufacturing Plants in the Nonmetro Ozarks 

Region. 

PB-274 524/8GI 78-04 5C PC A03/MF A01 
KUEHN, K. 

Disposal of Radioactive Wastes. Annual Report 
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GSF-T-60 78-06 18G MF A01 
KUEHN, KARL D. 

Temperature Dependence of the Dielectric Constant 
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Wing Planform Geometry Effects on Large Sub- 
sonic Military Transport Airplanes. 

AD-A056 124/1GI 78-21 1C PC A04/MF A01 


KULGAWCZUK, D. S. 


Nuclear gamma Resonance in Iron Sulphates of the 
Jarosite Group. 


INP-871/PS 78-26 20L PC A02/MF A01 
KULHANEK, F.C. 


Altitude Release Mechanism. 
PATENT-4 056 000 


78-26 13E Not available NTIS 
KULHANEK, O. 


Earthquakes of Sweden 1891--1957, 1963--1972. 
KBS-TR-21 78-26 8K PC A03/MF A01 


KULHAVY, RAYMOND w. 


Assessing Instrument Sensitivity for Heading and 
Attitude Information. 
AD-A046 065/9GI 78-02 10 PC A02/MF AO1 


KULHAWY, F. H. 


Review of the Design and Construction of Long- 
Span, Corrugated-Metal, Buried Conduits. 
PB-278 696/0GI 78-13 13B PC AO5/MF AO1 


KULICH, J. 
Radium in Diese! Oil. 





SSI-1977-019 
KULICHENKO, V. V. 


Fixation of Radioactive Wastes in Cement. 
ORNL-tr-4418 78-06 18G PC A0Q2/MF A01 


Latest Research and Advances in tie Treatment of 
Low- and Intermediate-Level Radioactive Wastes in 
Bulgaria, Hungary, the USSR and Czechoslovakia. 

ORNL-tr-4417 78-09 18G PC A03/MF A0O1 


KULICHENKOV, A. |. 


VA Characteristics of Thermoionic Converters with 
Lower Temperature Emitters. 
|AE-2464 78-23 


KULIK, 1. 0. 


Nonlinear Dynamic Properties of Superconductors. 
KFK-tr-531 78-10 20L MF A01 


KULIK, JOHN J. 


Nonprogrammed Multiple Channel Panoramic CCTV 
System. 


AD-A050 314/4GI 
KULIK, M.S. 


Lectures on Agricultural Meteorology--Translation. 
PB-284 852-T/GI 78-25 48 PC A18/MF AO1 


KULIKOV, A. V. 


Monitor for a Charged Particle Pulse Beam. 
JINR-13-8618 78-20 20G MF A01 


KULIN, S. ANDREW 


Reprint: Growth of Doped-Halide Single Crystals for 
infrared Windows. 
AD-A050 940/6GI 


KULKA, Z. 


Analoque-to-Digital Converter Working in CAMAC 
System. 
INR-1596/3/E/B 


KULKARNI, R. 


Earthquake Evaluation Studies of the Auburn Dam 
Area. Volume 8. Earthquake Ground Motions. 
PB-283 533/8GI 78-22 8K PC A07/MF A01 


KULKARNI, R. K. 


Reprint: Standards for In-Vitro and in-Vivo Com- 
parison and Qualification of Bioabsorbable 
Polymers. 

AD-A046 428/9GI 


KULKARNI, S. 


Hot Forming of Silicon Sheet, Silicon Sheet Growth 
Development for the Large Area Silicon Sheet Task 
of the Low Cost Silicon Solar Array Project. Final 
Report, May 12, 1976--August 11, 1977. 

DOE/JPL/954506-1 78-26 108 PC A04/MF A01 


Hot Forming of Silicon Sheet, Silicon Sheet Growth 
Development for the Large Area Silicon Sheet Task 
of the Low Cost Silicon Solar Array Project. Quar- 
terly Report No. 3, September 24--December 24, 
1976. 

ERDA/JPL/954506-77/1 78-01 108 PC A03 


Hot Forming of Silicon Sheet, Silicon Sheet Growth 
Development for the Large Area Silicon Sheet Task 
of the Low Cost Silicon Solar Array Project. Quar- 
terly Report No. 4, December 24, 1976--March 31, 
1977. 
ERDA/JPL/954506-77/2 

78-01 10B PC A02/MF A01 


Hot Forming of Silicon Sheet, Silicon Sheet Growth 
Development for the Large Area Silicon Sheet Task 
of the Low Cost Silicon Solar Array Project. 

N78-28600/2GI 78-23 10B PC A04/MF A01 


KULKARNI, S. V. 


Evaluation and Expansion of an Analytical Model 
for Fatigue of Notched Composite Laminates. 
N78-21219/8GI 78-16 110 PC A07/MF A01 


KULKARNI, SATISH V. 


Effects of Environment, and Damping and Coupling 
Properties of Composite Laminates on Panel 
Flutter. 

AD-A055 753/8GI 


KULKARNI, V. H. 


Reevaluation of Phenylifluorone Method of the 
Determination of Tin in Sub-Microgram Levels 
using Cety!l Trimethy!l Ammonium Bromide (CTAB). 
AD-A047 094/8GI 78-04 70 PC A02/MF AQO1 


Review of Antifouling Marine Coatings and Their In- 
fluence on Marine Environments. 
AD-A053 917/1GI 78-16 11C PC A02/MF A01 


KULKARNI, VASANT H. 


Further Evaluation of a Diffusion Model for the 
Characterization of the Leaching Properties of 
Several Conventional Antifouling Coatings. 

AD-A056 150/6GI 78-21 11C PC A02/MF AO1 


Release Mechanisms of Organotin Toxicants from 
Coating Surfaces: A Leaching Model for Antifouling 
Coatings. 

AD-A056 149/8GI 


78-19 70 MF A01 


108 PC A0Q2/MF A0O1 


78-10 17B PC A03/MF A01 


78-11 208 PC A02/MF A01 


78-10 148 MF A01 


78-03 6T PC AQ2/MF A01 


78-20 110 PC A07/MF A01 


78-21 11C PC A02/MF A01 


KULLBERG, R. 
Pion and Proton Multiplicities in Heavy lon Reac- 
tions at 75-200 MeV/Nucleon. 
LUIP-7707 78-19 20H MF A01 
Search for Collective Pion Production in 2 GeV/ 
Nucleon Heavy lon Reactions. 
LUIP-7708 

KULLE, THOMAS J. 
Effects of Nitrogen Dioxide on Pulmonary Function 


in Human Subjects. 
PB-281 186/7GI 


KULLEN, B. J. 
Management of Waste Cladding Hulls. Part il. An 
Assessment of Zirconium Pyrophoricity and Recom- 
mendations for Handling Waste Hulls. 
ANL-77-63 78-15 18J PC A04/MF A01 
KULLEY, ANDREW M. 
Household Health Survey -- Its Conduct, Basic 
Questionnaire and Supplemental Questions. 
HRP-0023574/7GI 78-16 6E PC A0S/MF A01 
Reliability and Validity of Survey Measurement of 
Health Related Variables. 
HRP-0018231/1GI 78-06 6E PC AOS/MF A01 


KULLEY, ANDREW MARK 


Validity of Survey Measurement of Health Services 
Utilization -- A Verification Study of Respondent 
Reports of Hospitalization. 

HRP-0016531/6Gi 78-12 6E Not Available NTIS 


KULLIN, M.C. 


Development of an Ice Indicator with a Piezoelectric 

Sensing Element 

AD-060 762/2GI 
KULLMANN, W. 


Helios A Solar Probe - Antenna Despin Drive 
Mechanism. Bearing Characteristics in Thermal 
Vacuum and During Mission. 


N78-13464/0GI 78-08 9E PC A03/MF A01 
KULLSTAM, P. 


Study of the Long Range Position Determination 
System. 
AD-509 148/3GI 


KULP, BERNARD A. 


X-Ray Diffraction Studies of the Solid-Liquid Transi- 
tion of Sodium Metal 
AD-079 300/0GI 


KULP, EARL M. 


Designing and Managing Basic Agricultural Pro- 
grams, 


PB-282 839/0GI 
KULP, J. LAURENCE 


Age of Deep Sea Materials 
AD-052 450/4G! 78-21 8G PC A02/MF A01 


The lonium Method of Age Determination 
AD-052 530/3G! 78-21 8G PC A08/MF A01 


KULPINSKI, JOHN S. 


Electrical Characterization of Linear Integrated Cir- 
cuits. 
AD-A052 357/1GI 


KULSRUD, R. M. 


Model for Magnetic Reconnection. 
PPPL-1425 78-18 18A PC A03/MF A01 


Particle Beam Injection System. 
PATENT-4 065 351 


78-22 20H MF A0O1 


78-18 6T PC A03/MF A01 


78-14 148 PC AQS/MF AO1 


78-13 17C PC A13/MF A01 


78-22 11F PC A0Q4/MF A01 


78-20 2B PC A13/MF A01 


78-14 9E MF A01 


78-24 18A Not available NTIS 
Time Evolution of Mass Flows in a Collisional 
Tokamak. 
PPPL-1427 


KULWICH, M. R. 
Effect of Operating Temperature on LMFBR Core 
Performance. 
CE-FBR-77-26 78-25 181 PC A08/MF A01 
Performance Potential of (Th,U) Carbide and (Th,U) 
Nitride Fuel in 1200 MWe LMFBR'S. 
COO0-2426-133 78-19 18J PC A02/MF A01 


KULYUKIN, M. M. 


Hydrogen Streamer Chamber with Localizing Ad- 
mixtures. 
JINR-R-13-9713 


KUMAGAI, K. 


Characteristics of an Intrinsic Germanium Detector 
for Measurement of Soft X-Rays from High-Tem- 
perature Plasmas. 

JAERI-M-6694 78-01 18D MF AO1 


Comparison in Electron Density Distribution of 
Tokamak Plasma Between Ruby-Laser Scattering 
and Millimeter Wave Interferometric Measurements. 
JAERI-M-6685 78-04 201 MF A01 


78-21 18A PC A03/MF A01 


78-23 18D PC AQ2/MF AO1 


Evaluation of Radiation Cross Sections of K X-Rays 
and Application to Measurement of Metal Impurity 
Densities in High-Temperature Plasma. 

JAERI-M-7196 


78-26 201 PC A02/MF A01 


KUMBLE, R. G. 


KUMAI, MOTO! 


Measurement and Identification of Aerosols Col- 
lected Near Barrow, Alaska, 
AD-A058 606/5G! 78-25 4A PC A02/MF AQ1 


KUMAKUARA, T. 


Implementation of the Transient Thermal-Hydraulic 
Analysis Code RELAP-4, 1. Conversion to the 
Facom 230/75 Computer System. 

JAERI-M-6623 78-01 


KUMAR, BALASUBRAMANIAN 


Computer System Design Using a Hierarchical Ap- 
proach to Performance Evaluation. 
AD-A057 646/2G! 78-23 98 PC A08/MF A01 


KUMAR, K. 


Materials Research for Advanced Inertial instrumen- 
tation. Task 3. Rare Earth Magnetic Material 
Technology as Related to Gyro Torquers and Mo- 
tors. 

AD-A058 690/9G! 


KUMAR, K. D. 


Analysis of Factors Influencing the Impingement of 
Threadfin Shad (Dorosoma Pretenense) at Power 
Plants in the Southeastern United States. 

CONF-771231-1 78-18 6F PC A03/MF A01 


Critical Evaluation of the Nonradiological Environ- 
mental Technical Specifications. Volume 4. San 
Onofre Nuclear Generating Station, Unit 1. 
ORNL/NUREG/TM-72 

78-04 138 PC A0S/MF A01 


Data Processing Guide for 
Sciences Division. 
ORNL/TM-5966 78-06 98 PC A03/MF A01 


Estimation of Age Structure of Fish Populations 
from Length-Frequency Data. 
CONF-770501-2 78-02 6C PC A03/MF A01 


Evaluation of Environmental Impact Predictions. 
CONF-770516-7 78-01 13B PC AQ2/MF A01 


Temporally Stratified Sampling Programs for Esti- 
mation of Fish Impingement. 
CONF-771231-2 78-20 6F PC A02/MF A01 


KUMAR, K. S. V. SAMPATH 


Identification and Sequence of Amino-Acid 
Residues around the Thiol of the Active Site of Car- 
boxypeptidase a, 
AD-443 984/0GI 


KUMAR, NARESH 


Reprint: Petrology of Volcanic Rocks from an 
Aseismic Rise: Implications for the Origin of the Rio 
Grande Rise, South Atlantic Ocean, 

PB-273 415/0GI 78-02 8G _ Not available NTIS 


Reprint: Sediment Distribution in Western Atlantic 
off Northern Brazil - Structural Controls and Evolu- 
tion. 

AD-A054 849/5G! 


KUMAR, R. 


Calibration of Longwavelength Exotech Model 20-C 
Spectroradiometer. 
N78-28414/8GI 78-23 148 PC A03/MF A01 


Effects of Systemic and Non-Systemic Stresses on 
the Thermal Characteristics of Corn. 
N78-29537/5G! 78-24 2D PC A03/MF A01 


Evaluation of Wavelength Groups for Discrimination 
of Agricultural Cover Types. 
N78-29536/7GI 78-24 2D PC A03/MF A01 


KUMAR, R. N. 


Analytical Investigation of the Combustion 
Processes Occurring in Advanced Nitramine-Based 
Propeliants. 

AD-B000 707/0GI 78-02 211 


KUMAR, SUBRAMANYAM 


Issues in Federally Supported Research on Ad- 
vanced Automotive Power Systems. 
PB-278 124/3GI 78-12 21E PC A09/MF A01 


KUMAR, V. 


Elevated Temperature Inelastic Analysis of Metallic 


Media under Time-Varying Loads Using State Varia- 
ble Theories. 
COO-2733-12 


KUMAR, V. K. 


The Dynamics and Control of Large Flexible Space 

Structures. Part B: Development of Continuum 

Model and Computer Simulation. 

N78-23140/4GI 78-18 228 PC A06/MF A01 
KUMAZAWA, R. 

Radio-Frequency Plugging of 

Plasma. 

N78-27916/3GI 


KUMBLE, R. G. 


Material Response Studies (MARS |). Volume VI. 
Mechanical Properties of Beryllium at High Strain 
Rates. 

AD-853 914/0GI 


98 MF A01 


78-25 17G PC A04/MF A01 


the Environmental 


78-14 6A PC A02/MF AO1 


78-18 8G PC A02/MF A01 


PC A04/MF AO1 


78-13 13M PC A0Q3/MF A0O1 


a High Density 


78-23 201 PC A03/MF A01 


78-24 11F PC A04/MF AO1 


PA-795 





KUMEI, S. 
Final Report of a Preliminary Investigation of the 
Problems of Determining the Energy Distribution 
within Molecules Interacting with Intense Laser 
Radiation. 
UCRL-13750 


KUMEKAWA, GLENN 


Rhode Island Legislative State Science, Engineering 
and Technology Project. 
PB-284 374/6GI 78-23 5D PC A04/MF A0O1 


KUMER, J. B. 


Atmospheric CO2 Infrared Background Investiga- 
tion. Experimental Confirmation of 2.7 to 4.3 
micrometers Fluorescence; Modeling of 4.3 
micrometers Spectral Structure. 

AD-A055 943/5GI 78-20 70 PC AOS/MF A01 


Measurement of Spatial! Structure in Optically Thick 
Barium ton Clouds. 
AD-A047 384/3GI 


KUMM, E.L. 
Preliminary Design Studies of a Turbo-Ramijet Mis- 
sile 
AD-025 105/8G! 
KUMMER, D. 


reactions of methyichlorosilane and sicl4 with n,n’- 

bis (trimethylsily!-) ethylenediamine.report is in ger- 

man. 

AD-284 510/5GI 
KUMMER, G. 

Contributions to the Quantitative Evaluation of Au- 

toradiographs with the Aid of Computers. 

Zfl-Mitt-4 78-10 9B MF A01 
KUMMER, W. H. 

Advanced Microwave Radiometer Antenna System 

Study. 

N78-29304/0GI 78-24 9E PC A07/MF A0O1 


Measurement Techniques for Multi-Mode Systems 
and the Properties of Halfwave Slots in Two-Mode 
Rectangular Waveguides 

AD-084 120/5GI 78-20 


KUMMER, WOLFGANG 


Obstacles and Discontinuities 
Waveguide 
AD-018 941/5GI 


KUMPF, H. 


Study of the Deuteron Break-Up with Protons and 
Neutrons. 
ZtK-334 


KUMPULA, J. W. 
Reprint: New Method Evaluates Coupling Agents 


Bonding Polymer to Tooth Mineral. 
PB-281 355/8GI 78-18 6L Not available NTIS 


KUNAYEV, G. T. 
Activation Detectors for Recording Pulsed Fluxes of 


Fast Neutrons. 
ORNL-tr-4529 


KUNCIW, BOHDAN G. 

Optimal Flare with Wind Disturbances. 

AD-A055 381/8GI 78-20 1B PC A04/MF A01 
KUNCZ, F. F. 


Electron Beam Welding Using Fusion and Cold 
Wire Fill. 
GEPP-297 
KUNDE, V. G. 
Stratospheric Ozone Measurement with an Infrared 
Heterodyne Spectrometer. 
N78-17532/0GI 78-12 4A PC A02/MF AO1 
Stratospheric Sounding by 


Spectroscopy. 
N78-20691/9GI 


KUNG, H. T. 


An Efficient Parallel Garbage Collection System and 
Its Correctness Proof. 
AD-A046 626/8GI 


KUNG, HSIANG-CHENG 


Development of Low-Cost Residential 
Protection: A Technical Report. 
PB-283 015/6GI 78-22 13M PC A04/MF A01 


KUNG, J. K. 


Reprint: GaAs F.E.T.S. with Silicon-implanted Chan- 
nels. 
AD-A052 511/3GI 


KUNG, S. L. 


implications of the 1977 Clean Air Act Amendments 
for Energy Research and Development. 
CONF-7710101-2 78-15 21D PC AO2/MF A01 


78-06 7D PC A03/MF A01 


78-05 4A PC A03/MF AO1 


78-16 160 PC A0S/MF A01 


78-13 7C PC A03/MF A01 


14B PC A06/MF AO1 


in a Multimode 


78-21 9A PC A02/MF A01 


78-19 20H MF AO1 


78-14 18D PC A02/MF AO1 


78-04 13H PC A03/MF A0O1 


Infrared Heterodyne 


78-15 4A PC A03/MF A0O1 


78-03 9B PC A03/MF AGi 


Sprinkler 


78-14 9A PC A02/MF AO1 


Prevention of Significant Deterioration: implications 
for Energy Research and Development. 


ANL-78-XX-93 78-25 210 PC A0Q6/MF AO1 


PA-796 


KUNG, S. Y. 


New Results in 2-D Systems Theory. Part Ill. Recur- 
sive Realization and Estimation Algorithms for 2-D 
Systems. 

AD-A050 340/9GI 78-10 12A PC A02/MF A01 


New Results in 2-D Systems Theory, 2-D State- 
Space Models - Realizations and the Notions of 
Controllability, Observability and Minimality. 

AD-A050 580/0G! 78-11 12A PC A02/MF A01 


A Unification of System Equivalence Definitions. 
AD-A050 345/8GI 78-10 12A MF A01 


KUNG, SUN-YUAN 


Reprint: New Results in 2-D Systems Theory. Part |. 
2-D Polynomial Matrices, Factorization, and 
Coprimeness. 

AD-A052 572/5GI 78-14 12A PC A02/MF A01 


Reprint: New Results in 2-D Systems Theory. Part Il. 
2-D State-Space Models - Realization and the No- 
tions of Controllability, Observability and Minimality. 
AD-A052 573/3GI 78-14 12A PC A02/MF A01 


KUNICKI, R. G. 
Comparison of Highway Noise Prediction Models. 
PB-276 710/1GI 78-09 13B PC A03/MF A01 
KUNIG, C. 


A Comparative Study of United Services Agency 
Centers. 


SHR-0000630 
KUNIHIRO, TOSHIRO 


Applications of Tunnel Diodes in Switching Circuits 
AD-251 142/6GI 78-21 9B PC A04/MF A01 


KUNITAKE, T. 


Diffusion in the tron-Chromium System 
AD-247 350/2GI 78-18 11F PC A03/MF A0O1 


Observations on Diffusion in the Iron Chromium 
System, 
AD-211 640/8GI 78-16 70 PC A02/MF A01 


Self Diffusion in the Iron-Chromium System 
AD-234 184/0GI 78-21 11F PC A03/MF AO1 


KUNKEL, D. 


Rolling Resistance of Truck Tires as Measured 
Under Equilibrium and Transient Conditions on Cal- 
span's Tire Research Facility. 
PB-274 863/0GI 78-05 


KUNSELMAN, R. 


Pion--Nucleon Interaction and Mesonic Atoms. 
Progress Report, February 1, 1977--January 31, 
1978. 

COO-2197-53 


KUNSTADTER, PETER 


Medicine in Chinese Cultures: Comparative Studies 
of Health Care in Chinese and Other Societies. 
HRP-0016484/8Gi 78-06 5K Not Available NTIS 


KUNTJORO, A. 
A Process for Development of Recruit Training in 


Indonesian Navy. 
AD-A057 487/1GI 


KUNTMAN, D. 
Very-High-Frequency Aerosat Airborne Terminal. 
AD-A053 206/9G! 78-15 17B PC AQ6/MF A01 
KUNTZ, P. A. 
Reprint: High-Resolution Spectroscopy of Com- 


bustion Gases Using a Tunable IR Diode Laser. 
AD-A053 139/2GI 78-15 21B PC A02/MF AO1 


KUNTZ, ROBERT E. 


Reprint: Blood Parasites of Taiwan Birds. 
AD-A049 237/1GI 78-08 6C PC A02/MF AO1 


Reprint: Some Digenetic Trematodes of Birds from 
Taiwan. 


AD-A049 232/2GI 
KUNTZE, E. 


Location, Control and Disposal of Liquid Wastes 
from Trade and Industry in the Federal Republic of 
Germany. 
N78-25995/9GI 
KUNZ, C. 
Investigation of the Phonon Broadening of Core 
Levels in Nacl. 
DESY-SR-77/02 78-06 7D MF A01 
Photoemission Investigation of Autoionizing Na exp 
+ -2P Core Excitons in NaCl. 
DESY-SR-77/13 
KUNZ, D. L. 
Effects of Unsteady Aerodynamics on 


Aeroelastic Stability. 
N77-32078/6GI 


KUNZ, G. J. 


Effects of Detector Bandwidth Reduction on Lidar 
Signal Processing. 
N78-26365/4GI 


78-17 5K PC AOS/MF A01 


13F PC A10/MF A01 


78-15 20H PC A03/MF A01 


78-23 51 PC AO5/MF A01 


78-08 6C PC A02/MF A01 


78-20 13B PC A03/MF AQ1 


78-19 7D MF AO1 


Rotor 


78-02 1A PC AOQ2/MF A01 


78-21 17H PC AO3/MF AQ1 


KUNZ, HERMAN S. 


Underwater Electrical Safety Practices, 
AD-A054 623/4G! 78-17 13L PC A08/MF AO1 


KUNZ, JOSEPH DAVID 
Ordering and Handling Materials for Major Public 


Works Department Jobs. 
AD-A052 404/1GI 78-14 5A PC A06/MF AO1 


KUNZ, P. F. 


Distributed Intelligence in CAMAC. 
SLAC-PUB-1875 78-15 9B MF A01 


Low Cost Photomultiplier High-Voltage Readout 
System. 
SLAC-PUB-1825 


KUNZE, J. F. 


Geothermal R and D Project Report for April 1, 
1977--September 30, 1977. 
TREE-1256 78-21 81 PC A04/MF AO1 


Geothermal R and D Project Report, October 1, 
1976--March 31, 1977. 
TREE-1134 


KUNZE, S. 
Decontaminable Floor Materials for Nuclear Power 


Plants. 
RFP-Trans-229 


KUNZE, U. 


Numerical Calculations of the Dependence of the 
Spectral Power Density of lonization Chamber 
Noise of PWR Type Reactors on Burnup. 

1HZ-K-76-82 78-18 18K MF A01 


Theoretical Investigations of Noise Processes in 

PWR Type Reactors. 

1HZ-K-76-86 
KUNZELMANN, S. 


Development of the Shape of Part-Through Cracks. 
N78-11241/4GI 78-06 11F PC A03/MF A01 


KUO, ALBERT 


Modeling Sediment Movement in the Turbidity Max- 
imum of an Estuary, 
PB-285 989/0GI 


KUO, ALBERT S. 


Fracture Toughnesses of Thin and Tough Plates. 
AD-A049 708/1GI 78-09 11F PC A02/MF A01 


KUO, B.C. 


Digital Controller Design: Analysis of the Annular 
Suspension Pointing System. 
N78-31825/0GI 78-26 9B PC A03/MF A01 


KUO, C. H. 


State Implementation Plan Emission Regulations for 
Nitrogen Oxides: Fuel Combustion. 
PB-284 190/6GI 78-24 13B PC AOS/MF A01 


KUO, C. H. ALEX 


An Evaluation of the Application of a Dual-Func- 
tional Filter to Dewatering Neutralized Acid-Mine- 
Water Sludge, 

PB-285 990/8GI 


Kuo, C. Y. 


Laboratory Requirements for in-Situ and Remote 
Sensing of Suspended Material. 
N78-10539/2GI 78-05 8H PC AOS/MF A01 


Laboratory Requirements for in-Situ and Remote 
Sensing of Suspended Material. 
N78-22442/5GI 78-17 138 PC AO5/MF A01 


KUO, F. 


Reliability Analysis for Airfield Lighting Systems. 
AD-A054 309/0G! 78-17 1E PC AO6/MF AO1 


KUO, HAN-HSIUNG 


Reprint: A Numerical Study of the Response of a 
Barotropic Ocean to a Moving Hurricane. 
AD-A054 390/0G! 78-17 8C PC A02/MF AO1 


KUO, I. 


Radiation Damage to DNA in Aqueous Solution: A 
Comparison of the Response of the Single- 
Stranded Form with That of the Double-Stranded 
Form. 

UCLA-12-1129 


KUO, K. -H. 


Reprint: Modification of Valinomycin-Mediated 
Bilayer Membrane Conductance by 4,5,6,7- 
Tetrachloro-2-Methylbenzimidazole. 

AD-A046 192/1GI 78-02 70 PC A02/MF AO1 


KUO, K. K. 


Transient Combustion in Solid Propellant Cracks. 

AD-A048 978/1GI 78-08 211 PC A03/MF A0O1 
KUO, M.C. T. 

Preliminary Environmental Assessment of Energy 

Conversion Processes for Agricultural and Forest 


Product Residues. Volume 1. 
PB-281 189/1GI 78-18 


78-17 20G PC A02/MF A01 


78-05 8! PC A08/MF A01 


78-15 18F PC A02/MF AQ1 


78-18 18K MF A01 


78-26 13B PC AOS/MF A01 


78-26 8| PC A04/MF A01 


78-06 6R PC A02/MF A01 


13B PC A0QS/MF AQ01 





KUO-PETRAVIC, G. 

Program Generator for the Incomplete Cholesky 

Conjugate Gradient (ICCG) Method. 

PPPL-1435 78-23 9B PC A03/MF A01 
KUO, SHENG-Y! 

Elastic-Plastic Deformation in Cracked Solids and 

Ductile Fracture Criterion. 

AD-A045 905/7GI 78-02 11F PC A03/MF AO1 
KUO, SZU-PING 

Studies of Parametric Decay Instabilities in Magneto 

Plasmas. 

AD-A049 547/3GI 78-09 201 PC AO5/MF A01 
KUO, Y.H. 

Second-Order Boundary-Layer Theory of the 

Viscous Flow Along a Flat Plate Moving at High Su- 

personic Speeds 

AD-117 542/1GI 78-22 20D PC A02/MF A01 
KUOSMANEN, VILJO 


Investigation of LANDSAT Imagery on Correlations 
Between Ore Deposits and Major Shield Structures 
in Finland. 


E78-10012 78-04 8G PC A04/MF A01 
KUPEL, RICHARD E. 


Documentation of the NIOSH Validation Tests, 
PB-274 248/4GI 78-04 7D PC A99/MF AO1 


KUPERMAN, W. A. 


Shallow Water Acoustics. 
AD-A057 691/8GI 78-23 20A PC A04/MF A01 
KUPFER, D. H. 


Investigation of the Utility of Gulf Coast Salt Domes 
for the Storage or Disposal of Radioactive Wastes. 
ORNL/Sub-4112/10 78-13 18G PC A11/MF AO1 


KUPFER, M. J. 


Fixation of Hanford Sludge by Conversion to Glass. 
ARH-SA-285 78-01 18G PC A03/MF A01 


KUPFER, T. 


Energy Dependence of Ultrathin LiF-Dosemeters for 
High Energy Electrons and High Energy X-Radia- 
tion. 

SSI-1977-011 78-08 18D MF A01 


KUPKA, I. 


Thermal-Deformation Effect of Welding on a 1 

Reactor Pressure Vessel Weld Joints Properties and 

State of Stress. 

ZJE-186 78-14 181 MF AO1 
KUPPER, JAMES L. 


Exposure of Primates for One Year to Electric and 
Magnetic Fields Associated with ELF Communica- 
tions Systems. 

AD-A055 399/0GI 78-20 6R PC A14/MF AO1 


KUPPER, LAWRENCE L. 


Cost Considerations and Sample Size Requirements 
in Cohort and Case-Control Studies. 
HRP-0025067/0GI 78-24 6E Not Available NTIS 


Medication Use and Misuse: Physician - Patient Dis- 
crepancies. 
HRP-0017485/4GI 78-02 6E Not Available NTIS 


KUPPERMAN, D. S. 


Acoustic Emission from Fuel Pellets in a Simulated 
Reactor Environment. 
CONF-761233-1 78-03 18J PC A02/MF A01 


Nondestructive-Evaluation Needs for Coal Liquefac- 
tion. 


ANL-77-61 78-14 7A PC AQ3/MF A01 


Preliminary Evaluation of Several Nondestructive- 

Evaluation Techniques for Silicon Nitride Gas-Tur- 

bine Rotors. 

ANL-77-89 78-25 11B PC AO5S/MF AO1 
KUPPERMANN, A. 


Technical Progress Report, 1 July 1976--30 
November 1977. 


CALT-767P4-161 78-16 7D PC A02/MF A01 
KUPPERMANN, ARON 


Reprint: Angular Momentum Decoupling Approxi- 
mations in the Quantum Dynamics of Reactive 
Systems. 

AD-A054 073/2GI 78-17 7D PC A02/MF AO1 


An Exact Quantum Study of Vibrational Deactiva- 
tion by Reactive and Nonreactive Collisions in the 
Collinear Isotopic H + FH Systems. 

AD-A053 639/1GI 78-16 7D PC A02/MF A01 


Reprint: Large Quantum Effects in a Model Elec- 
tronically Nonadiabatic Reaction: Ba + N20 yields 
BaO + N2. 


AD-A053 965/0GI 78-16 7D PC A0Q2/MF A01 


Reprint: Progress in the Quantum Dynamics of 
Reactive Molecular Collisions. 
AD-A054 435/3GI 78-17 7D PC AO2/MF AO1 


Reprint: Quantum Mechanical Reactive Scattering 
for Planar Atom Plus Diatom Systems. |. Theory. 
AD-A054 530/1GI 78-17 70 PC AQ3/MF A01 


Reprint: Quantum Mechanical Reactive Scattering 
for Planar Atom Plus Diatom Systems. Il. Accurate 
Cross Sections forH + H2. 

AD-A054 072/4GI 78-17 7D PC A02/MF A01 


Reprint: Quantum Mechanical Reactive Scattering 


for Three-Dimensional Atom Plus Diatom Systems. 
|. Theo 


ty. 
AD-A053 971/8GI 78-16 7D PC A03/MF A01 


Reprint: Quantum Mechanical Reactive Scattering 
for Three-Dimensional Atom Plus Diatom Systems. 
ll. Accurate Cross Sections for H + H2. 

AD-A053 970/0GI 78-16 7D PC A03/MF A01 


Theories of Energy Disposal in Chemical Reactions. 
AD-A050 968/7GI 78-11 7D PC AOS/MF A01 


Reprint: A Useful Mapping of Triatomic Potential 
Energy Surfaces. 
AD-A055 491/5GI 78-20 7D PC A02/MF A01 


Reprint: Validity of the Adiabatic Approximation for 

Vibrational Energy Transfer in Collisions between 

Diatomic Molecules. 

AD-A054 531/9GI 78-17 7D PC A02/MF A01 
KUPPIN, MICHAEL A. 

Application of Adaptive Decision Aiding Systems to 

Computer-Assisted Instruction: Adaptive Compu- 

terized Training System (ACTS). 

AD-A056 900/4G1 78-22 5! PC A04/MF A01 
KUPTSOV, A. V. 


Detection and Measurement of the pi exp - + p Im- 
plies E exp + + E exp - + N Reaction Cross Sec- 
tion at a Pion Energy of 275 MeV. 

JINR-R-1-9478 78-19 20H MF AO1 


Determination of the Pion and Nucleon Form Fac- 
tors from the Analysis of the pi exp - p Implies E 
exp + E exp - N Reaction at 275 Mev. 

JINR-R-1-10311 78-14 20H MF AO1 


Estimate of Accuracy of pi exp 0 -Meson Lifetime 
Measurement over Its Atomic Decay. 
JINR-R-1-9181 78-20 20H MF A01 


Measurement of the Pion and Nucleon Form Fac- 
tors in the Region of the Time-Like 4-Momentum 
Transfers from 1.5 F exp -2 to 3.0 F exp -2. 

JINR-R1-9575 78-08 20H MF A01 


KURACHI, YOSHIAKI 


Sintering-Resistance and Abrasion-Resistance 

Capacity of Phosphoric Acid Ester -- Translation. 

AD-A046 448/7GI 78-03 11H PC A03/MF AO1 
KURAK, V. 


Conformal Invariant Quantum Field Theory and 
Composite Field Operators. 
PUC-TN-20/76 78-21 20H MF AQO1 


KURAMOTO, ALICE MITSUYE 


Evaluation of Registered Nurse Students in a Bac- 


calaureate Nursing Program -- The Effect of Educa- 
tion on Performance. 


HRP-0016717/1GI 78-09 5! Not Available NTIS 
KURASHIGE, T. 

Design Study of Block-Pin Type Fuel for Experi- 

mental VHTR (EVHTR) Core. 

JAERI-M-6714 78-01 18J MF A01 


JIMCOF: A Multigroup Constants File from ENDF/B- 


JAERI-M-6972 78-20 20H MF A01 
KURASHOV, A. A. 


Analysis of Two Basic Methods for Neutron Identifi- 
cation According to Cetector-Current Pulse Shape. 
|AE-2466 78-20 18D MF AO1 


Some Questions About Neutron Detector Optimiza- 
tion from the Shape of Scintillation Signals. 
1AE-2360 78-06 18D MF A01 


Technique and Some Results of Study on Organic 
Scintillators for Neutron Identification According to 
Detector-Current Pulse Shape. 


1AE-2472 78-20 18D MF AQ1 
KURATA, F. 

Reprint: Hana Kai tl: A 17-Day Dry Saturation Dive 

at 18.6 ATA. Ill. Body Fluid Balance. 

AD-A050 730/1GI 78-11 6S PC A02/MF A01 


KURBATOV, A. M. 


Gauge Invariance of the Spontaneously Broken 

Solution in the Four-Fermion Interaction Model. 

JINR-R2-9738 78-08 20H MF A01 
KURBATOV, V. M. 


Pulsed X-Ray Tube--Translation. 

AD-A049 388/2GI 78-09 9A PC A02/MF A01 
KURBATOV, V. S. 

Analysis of the Total Cross Sections of TH pi N Im- 

plies pi pi N Reactions Near the Threshold. 

JINR-R2-9703 78-08 20H MF A01 

Analysis of Total Cross Sections for the pi N implies 


pi pi N Reactions Near the Threshold. 
JINR-R-2-9703 78-10 20H MF AO1 


KURMAN, ROBERT J. 


Spectrometric Characteristics of Cherenkov Total 
Absorption Spectrometers for Electron and gamma 
-Quanta Measurements. 


JINR-R-13-9491 78-08 18D MF A01 
KURBIEL, JERZY 

Removal of Color, Detergents, and Other Refractory 

Substances from Textile Wastewater. 

PB-280 242/9GI 78-16 7A PC A21/MF AO1 
KURCBART, H. 

Correlation Between the Estimated Molecular 

Weight and the Immunological Properties of exp 

125 I-TSH. 

CNEA-421 78-08 6E MF A01 
KURCHATOY, I. V. 


Review of Instability Theory for High Pressure 
Tokamak Plasma. 
ORNL/tr-4610 78-19 201 PC A03/MF AQ01 


KURCHENKOVA, G. I. 


Galerkin Method for Diffusion Equations. RZ-2 Pro- 
gram. 
1AE-2522 78-20 18F MF A01 
KURDYAVKO, V. P. 
Some Methods for Solution of Control and Diag- 
nostics Problems of Nuclear Power Plant Accident 
States. 
FEI-588 78-20 18E MF A01 


KURILOVICH, N. F. 


Effect of Neutron Radiation on the Elastic Moduli of 

Gallium Arsenide--Translation. 

AD-A045 934/7GI 78-02 20L PC A02/MF A01 
KURISH, J. B. 

Residential Energy Use to the Year 2000: A Re- 

gional Analysis. 

ORNL/CON-17 78-13 10A PC A03/MF AO1 


KURITSKY, JOEL 


Report on an Emerging Occupation: The Physi- 

cian's Assistant. 

HRP-0014067/3GI 78-07 6E Not Available NTIS 
KURIYAMA, I. 

Radiation Resistance of Insulating Polymer Materi- 

als. 

JAERI-M-6751 78-01 9A MF AO1 


KURIYAMA, M. 


Reprint: Observations of Oblique Magnetic Domain 
Walls in Nickel Single Crystals by X-Ray Topog- 
raphy. 

PB-275 031/3GI 78-06 20L Not available NTIS 


Reprint: Polarization Phenomena in X-Ray Scatter- 


ing. 
PB-283 840/7GI 78-23 20F Not available NTIS 
KURIYAMA, MASAO 


Reprint: Crystal Perfection in Czochralski Grown 
Nickel Single Crystals. 
PB-282 006/6GI 78-19 208 Not available NTIS 


KURKA, G. 


Release of Fission Products by a Rod with a Manu- 


facturing Defect (Break). The Bouffon 08 J 4 Experi- 
ment. 


ORNL-tr-4375 78-03 18J PC A03/MF A01 
KURKIJAERVI, J. 


Motion of lons in Normal and Superfluid exp 3 He. 

HU-TFT-76-28 78-14 20M MF AO1 
KURKINA, N. V. 

Modification of a Translator of Mnemocode the M- 

6000 Computer. 

JINR-10-8787 78-17 9B MF AO1 


KURKOV, A. 


Synthesis of Blade Flutter Vibratory Patterns Using 
Stationary Transducers. 
N78-17001/6GI 78-12 1A PC A03/MF A01 


KURLAND, HOWARD D. 


Urinary Steroids in Neurotic- and Manicdepression, 
AD-445 087/0GI 78-14 6A PC A02/MF A01 


KURLAND, ROBERT J. 
The Microwave Spectrum, Structure, Dipole Mo- 


ment and Quadrupole Coupling Constants of For- 
mamide 


AD-130 546/5GI 78-13 7D PC A02/MF A01 
KURLANSIK, LEON 


Reprint: High Speed Automatic Sampling Device for 
Perkin-Elmer Single Beam Atomic Absorption Spec- 
trophotometers. 

AD-A057 709/8G! 78-23 148 PC AQ2/MF AO1 


Reprint: The Inhalation Toxicity of Sulfolane 
(Tetrahydrothiop hene-1,1-Dioxide). 
AD-A051 830/8G1 78-13 6T PC A02/MF AO1 


KURMAN, ROBERT J. 


Reprint: Malignant Germ Cell Tumors of the Ovary. 
AD-A046 321/6G! 78-03 6E PC A02/MF A01 


PA-797 





KUROCHKA, P. F. 


Coordinate Device for Moving a Primary Measuring 
Transducer in a Liquid Flow. 
FEI-587 


KUROCHKIN, V. P. 


Detection and Measurement of the pi exp - + p Im- 
plies E exp + + E exp - + N Reaction Cross Sec- 
tion at a Pion Energy of 275 MeV. 

JINR-R-1-9478 78-19 20H MF A01 


Determination of the Pion and Nucleon Form Fac- 
tors from the Analysis of the pi exp - p implies E 
exp + E exp - N Reaction at 275 Mev. 

JINR-R-1-10311 78-14 20H MF A01 


Measurement of the Pion and Nucleon Form Fac- 
tors in the Region of the Time-Like 4-Momentum 
Transfers from 1.5 F exp -2 to 3.0 F exp -2. 

JINR-R1-9575 78-08 20H MF A01 


KURODA, M. 


Comments on Charmed Baryon Pair Production in 
E exp + E exp - -Annihilation. 
OESY-77/10 78-06 20H MF A01 


High Spin Meson Decays in the Dual Resonance 
Model with Nondegenerate Regge Trajectories. 
DESY-77/63 78-23 20H PC A02/MF A01 


KURODA, MASAAKI 


Regge Spectra, Symmetry Breaking Effects and 
Oecays of Old and New Mesons in Dual Resonance 
Amplitudes. 
DESY-77/13 


KURODA, T. 
Improvement of Uranium Fluoride Resistance of 


Nickel-Maraging Steel. 
AAEC-LIB/Trans-619 


KUROI, H. 


Data Pool Handling Program ‘QOPEN’ And Struc- 
ture of a Computer Code System ‘DOYC’. 
JAERI-M-6980 78-17 18K MF AO1 


Method of the Sensitivity Analysis of Build-Up and 
Decay of Actinides. 
JAERI-M-7153 


KUROI, S. 
Design Study of Block-Pin Type Fuel for Experi- 


mental VHTR (EVHTR) Core. 
JAERI-M-6714 


KUROKAWA, K. 


Remote Sensing Technology. 
N78-23536/3G! 78-18 


KUROKAWA, R. 


Measurement and Calculation of the Critical Masses 
of Graphite Moderated, 20%-Enriched Uranium 
Loaded Cores. 

JAERI-M-6739 78-01 18J MF A01 


Measurement of Multiple Control Rods Reactivity 
Worths in Semi-Homogeneous Critical Assembly. 
JAERI-M-6549 78-01 18K MF A01 


KUROSAKA, M. 


Reprint: Some Recent Developments in Unsteady 
Aerodynamics of a Supersonic Cascade. 
AD-A053 137/6GI 78-15 20D PC A02/MF A01 


Unsteady Blade Rows in High-Speed Flow. 
AD-A055 620/9G! 78-20 20D PC A08/MF A01 


KUROSAKI, M. 


Study to Develop Gradiometer Techniques. 
AD-A053 399/2G! 78-16 8E PC A04/MF A01 


KUROYANAGI, T. 


Review of Current Topics on Power 
Mismatch Experiments. 
JAERI-M-6927 


KURT, V. G. 


Correlation of Propagation Characteristics of Solar 
Cosmic Rays Detected on Board the Spatially 
Separated Space Probes Mars-7 and Prognoz-3. 

KFKI-77-38 78-20 3B MF A01 


Study of Coronal and Interplanetary Propagation of 
Solar Particles Following the E45 Deg Solar Flare 
on July 29, 1973. 
KFKI-77-39 


KURTENBACH, J. 


Equipment Develoment Report: Downhole Fluid In- 
jector. 
LA-7151-MS 78-18 8i 


Equipment Development 

Sampling Tool. 

LA-7152-MS 
KURTH, DONALD I. 

Computer Modeling of Five-Spot Well Pattern Fluid 

Flow during in situ Uranium Leaching. 

PB-282 985/1GI 78-21 81 PC AOS/MF A01 


KURTH, W. S. 


High Resolution Spectrograms of 
Waves in the Solar Wind. 


78-21 148 MF A01 


78-06 20H MF AQ1 


78-13 11F MF AOt 


78-23 20H PC A03/MF A01 


78-01 18) MF A01 


17H PC A13/MF AO1 


Cooling 


78-18 181 MF A01 


78-20 38 MF AO1 


PC A03/MF A01 
Report: Borehole-Fiuid 


78-19 81 PC A03/MF A01 


lon-Acoustic 


PA-798 


AD-A054 912/1GI 
KURTH, WILLIAM H. 


Recommended Procedures for the Internal Finan- 
cial Auditing of University Libraries, 
ED-142 185 78-19 5B Not available NTIS 


KURTMULLAEV, R. KH. 


Control of the Formation of a Compact Toroidal 
Structure with a Puised Barrier Field. 
UCRL-Trans-11290 78-14 18A PC A0Q2/MF A01 


KURTMULLAYEYV, R. KH. 


Controllable Forming of a Compact Toroidal Struc- 
ture with an Impulse Field Barrier. 
DOE-tr-3 78-11 201 


KURTUZOV, M. I. 


Control of the Formation of a Compact Toroidal 
Structure with a Pulsed Barrier Field. 
UCRL-Trans-11290 78-14 18A PC A02/MF A01 


KURTZ, A. 


Experimental and Modeling Studies of Smoldering 
in Flexible Polyurethanes. 
PB-284 500/6GI 78-24 218 PC A06/MF A01 


KURTZ, D. 


Compilation of Wind Tunnel 
Parabolic Reflectors. 
N78-21057/2GI 


KURTZ, HENRY A. 
Reprint: Elementary Finite Order 


Theory for Vertical lonization Energies. 
AD-A053 985/8Gi 78-16 70 PC A02/MF A01 


KURTZ, HORACE F. 


Aluminum, 
PB-285 413/1GI 


KURTZ, PERRY J. 


Toxicological Evaluation of Pyrethrins Fogging 
Concentrate (Trade Name) Study Number 51-1309- 
78, July 76 - Jun 77. 
AD-A055 088/9G! 


KURTZ, R. J. 


Fracture Mechanics of Thin Wall Cylindrical Pres- 
sure Vessels: An Interim Review. 
PNL-2417 78-16 181 PC A03/MF A01 


Program to Develop Acoustic Emission-Flaw Rela- 
tionship for inservice Monitoring of Nuclear Pres- 
sure Vessels. 

PB-282 688/1GI 78-20 18) PC A08/MF A01 


Program to Develop Acoustic Emission-Flaw Rela- 
tionship for Inservice Monitoring of Nuclear Pres- 
sure Vessels. 

PB-282 816/8GI 


KURTZ, R. L. 


Projection System for Display of Parallax and Per- 
spective. 
PATENT-4 065 202 

78-12 


78-18 3B PC A03/MF A01 


PC A02/MF A01 


Coefficients for 


78-16 1A PC AOS/MF A01 


Perturbation 


78-25 SC PC A03/MF A01 


78-18 6T PC A03/MF A01 


78-20 18) PC AQ3/MF A01 


14E Not available NTIS 
KURTZ, S. R. 


Approximate Method for Determining the Influence 
of Water and Porosity on the Gruneisen gamma. 
UCRL-76010 78-16 20L PC A02/MF A01 


KURTZIG, MICHAEL E. 


IRAN: Agricultural Production and Trade. 
PB-279 029/3G! 78-14 2B PC A04/iMF AO1 


KURTZMAN, MICHAEL 


Model for the Development of Rural Pharmaceutical 
Services. 
HRP-0019095/9G! 


KURUCZ, C. N. 


Characterization of Methanol/Gasoline Blends as 
Automotive Fuel - Performance and Emissions 
Characteristics, 
PB-277 135/0G! 


KURY, J. W. 


Explosive Testing at the Lawrence Livermore 
Laboratory: Philosophy and Practice. 
UCRL-79391 78-04 19A PC A02/MF A01 


KURYLO, J. 


Numerical Analysis of Flow Fields Generated by Ac- 
celerating Flames. 
LBL-7233 


KURYLO, M. J. 


Reprint: Flash Photolysis Resonance Fluorescence 
Investigation of the Reaction of C1(super 2P) Atoms 
with D1ONO(2). 
PB-281 625/4GI 


KURZ, A. TROMSON 


Comprehensive Health Planning in Relation to En- 
vironmental Problems. Environment: Conflict and 
Compromise; Catalytic Comprehensive Health 
Planning; Health Department Participation in 
Planning for Action. 
HRP-0017110/8GI 


78-13 6E Not Available NTIS 


78-10 210 PC A10/MF A01 


78-19 218 MF A01 


78-18 7D Not available NTIS 


78-07 6E Not Available NTIS 


KURZ, HERMAN 


Tidal Marshes of the Gulf and Atlantic Coasts of 
Northern Florida and Charleston, South Carolina 
(Elevations, Soil Factor, Water Relations, Plant 
Zonation and Succession) 

AD-049 073/0GI 78-16 8F PC A08/MF A01 


KURZ, L. 


Reprint: Bivariate m-interval Classifiers with Appli- 
cation to Edge Detection. 
AD-A052 499/1GI 78-14 9D PC A02/MF A01 


KURZ, LUDWIK 
Sequential Partition Detectors with Dependent Sam- 


pling. 

AD-A047 722/4GI 
KURZE, U. 

Sound Propagation in a Duct of Periodic Wall 


Structure. 
N78-24901/8GI 78-19 20A PC A03/MF A01 


KURZMAN-SEPPALA, TERESA 
Minnesota Primer on the Prevention of Chemical 


Use Problems. 
HRP-0024302/2G! 


Two-Phase Hartmann Flows in the MHD Generator 
Configuration. 
AD-A051 450/5G! 


KUSANO, J. 


Response Distributions of exp 6 LiF and exp 7 LiF 
Thermoiuminescence Dosimeters in Lithium Blanket 
Assemblies. 

JAERI-M-6811 


KUSCH, P. 


Reprint: An Analysis of the A 1 Sigma (+ ) sub u-X 
1 Sigma (+ ) sub g Band System of 7 Lithium 2. 
AD-A052 649/1GI 78-14 7D PC A02/MF A01 


Hfs of the 52 p 1/2 State of ini15 and in113: Hfs 
Anomalies in the Stable Isotopes of Indium 
AD-146 385/0GI 78-22 20H PC A02/MF A01 


Hfs of the 52 P 3/2 State of In115 and In113: Octu- 
pole Interactions in the Stable Isotopes of Indium 
AD-146 383/5GI 78-22 20H PC A02/MF AO1 


Hyperfine Structure of Tritium in the Ground State 
AD-146 082/3GI 78-22 7D PC A0Q2/MF A01 


Low Frequency Resonances 
Diatomic Molecules 
AD-013 822/2G! 78-18 7D PC A02/MF A01 


On the Radiofrequency Spectrum of the Com- 
ponents of a Sodium Chloride Beam. The Dimeriza- 
tion of the Alkali Halides 

AD-010 234/3GI 78-18 7D PC A02/MF A01 


Radio-Frequency Zeeman Effect in O sub 2 
AD-146 081/5GI 78-22 7D PC A02/MF A01 


Rotational Magnet Moments of KCiFeCi2 and KBr- 
FeBr2 
AD-095 039/4G! 78-22 20L PC A02/MF A01 


Sign of the Quadrupole interaction of Li6é in LiCI 
AD-029 484/3GI 78-21 7D PC A02/MF AO1 


Some Observations of Double- and Triple- Quantum 
Transitions 
AD-085 634/4GI 


KUSENBERGER, F. N. 


Nondestructive Evaluation of Metal Fatigue. 
AD-A049 539/0G! 78-09 11F PC AQ2/MF A01 


KUSH, E. A. 


Solar Assisted Heat Pump System for Year-Round 
Space Conditioning. 
BNL-24329 


KUSHIDA, T. 


The Dependence of the Pure Quadrupole 
Resonance Frequency on Pressure and Tempera- 
ture 

AD-108 262/7GI 78-02 20H PC A03/MF A01 


Nuclear Magnetic Resonance in Antiferromagnetic 
MnF2 under Hydrostatic Pressure 
AD-230 335/2GI 78-11 20L PC A03/MF A01 


A Precise Nuclear Resonance Thermometer 
AD-118 571/9GI 78-13 14B PC A02/MF A01 


The Pressure Dependence of the Knight Shift in the 
Alkali Metals and Copper 
AD-145 484/2GI 78-13 7D PC A03/MF AO1 


KUSHIN, FRANK 


The Professional Social Worker in Manpower Pro- 
grams: An Assessment of Tasks, Dilemmas and 
Educational implications. 

PB-273 866/4G! 78-03 5! 


KUSHLICK, S. 


Man-Environment Studies: A Review with an Analy- 
sis of Some Techniques for the Assessment of En- 
vironmental Perception. 
N78-30817/8GI 


78-05 9D PC A02/MF A01 


78-15 60 Not Available NTIS 


78-12 10B PC A04/MF A01 


78-18 18A MF AO1 


in the Spectra of 


78-22 7D PC A02/MF A01 


78-23 13A MF A01 


PC A12/MF A01 


78-25 5J PC A04/MF A01 





KUSHMAN, JOHN EVERETT 
Further Evidence on the Relative Performance of 
Proprietary and Nonprofit Hospitals. 
HRP-0016830/2GI 78-10 6E Not Available NTIS 


KUSHNER, HAROLD J. 


Approximation Methods for the Minimum Average 
Cost per Unit Time Problem with a Diffusion Model, 
AD-A058 056/3GI 78-24 12B MF A01 


Reprint: Rate of Convergence for Sequential Monte 
Carlo Optimization Methods. 
AD-A052 643/4GI 78-14 


KUSHNER, JOSEPH 


Benefit-Cost Analysis of Nurse Practitioner Training. 
HRP-0018099/2GI 78-13 6E Not Available NTIS 


KUSHNER, S. STEVEN 


An Exploratory Investigation of the Tuned Dynamic 
Absorber 


AD-205 275/1GI 78-23 13J PC A02/MF A01 
A Preliminary Investigation of Some Blanket Damp- 
ing Treatment Variables 
AD-149 116/GGI 78-22 
KUSHNIR, JOEL M. 


Assessment of Industrial Hazardous Waste Prac- 
tices, Rubber and Plastics industry. Appendices. 
PB-282 073/6GI 78-18 111 PC AQ3/MF A01 


Assessment of Industrial Hazardous Waste Prac- 
tices, Rubber and Plastics Industry. Executive Sum- 


12A PC A02/MF A01 


11E PC A02/MF A01 


mary. 
PB-282 070/2GI 78-18 111 PC A04/MF AO1 


Assessment of Industrial Hazardous Waste Prac- 
tices, Rubber and Plastics Industry. Plastic Materi- 
als and Synthetics Industry. 

PB-282 071/0GI 78-18 111 PC A10/MF AO1 


Assessment of Industrial Hazardous Waste Prac- 
tices, Rubber and Plastics Industry. Rubber 
Products Industry. 
PB-282 072/8GI 


KUSHNIR, YU. A. 
Passage of Ultracold Neutrons Through Cylindrical 


Guides. 
NIIAR-P-268 


KUSHON, SUSAN G. 
Realistic Library Research Methods: Bibliographic 


Sources Annotated, 
ED-143 377 


KUSIK, CHARLES L. 


Energy Use Patterns for Metal Recycling. 
PB-284 855/4GI 78-25 11F PC AQ9/MF A01 


KUSLER, JON A. 
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Active Al(x)Ga(1-x)As Devices for Waveguide Cir- 
cuits. 
AD-A047 194/6G! 


LAWLEY, KENNETH L. 
Monolithic Laser. 
AD-A045 672/3GI 

LAWLOR, D.L. 


Optical Activity of Shale Oil for Parameter Study in 
Retorting. 
CONF-770510-4 


LAWLOR, FRANCIS E. 


Thermal Synthesis of Telomers of 
Olefins. |. Perfluoropropene, 
AD-095 051/9GI 78-02 7C PC A02/MF A01 


LAWLOR, J.E. 

an experimental acoustic circular display. 

AD-329 803/1GI 78-16 17A PC A04/MF A01 
LAWN, B. R. 

Reprint: Strength Degradation of Glass Resulting 


from Impact with Spheres. 
PB-282 911/7GI 78-21 


LAWRANCE, A. J. 


An Exponential Autoregressive-Moving Average 
Process EARMA(p,q): Definition and Correlational 
Properties. 

AD-A050 221/1GI 


LAWRANCE, C. J. 


The Use of Punched Cards in the Storage and 

Retrieval of Engineering Information in Ethiopia, 

PB-276 213/6GI 78-08 13B PC A03/MF A01 
LAWRASON, G. C. 

Response of Cadaver Test 

Restraints. 

PB-275 425/7GI 78-06 


LAWRASON, ROBIN EDGAR 
Faculty Assistance in Planning New Learning 
Laboratory and Media Functions, 
ED-143 326 78-21 5! Not available NTIS 
Politics and Diffusion Strategies for Instructional 
Development in Higher Education, 
ED-140 816 78-14 51 Not available NTIS 
LAWRENCE, A. 
Forecasting and Modeling Time-of-Day and 
Seasonal Electricity Demands. 
EPRI-EA-578-SR 78-15 
LAWRENCE, BARBARA 


Auditory Response of a Bottlenosed Porpoise. Tur- 
siops Truncatus, to Frequencies Above 100 KC 
AD-022 923/7GI 78-21 6C PC A02/MF AO1 


Tursiops as an Experimental Subject 

AD-038 103/8GI 78-21 6C .PC A02/MF A01 
LAWRENCE, BETSY E. 

Reprint: Changes in Alertness and Processing 

Capacity in a Serial Learning Task. 

AD-A050 394/6GI 78-10 SJ PC A02/MF A01 
LAWRENCE, DAVID 

Employment of MEDEX Graduates and Trainees. 

Five-Year Progress Report for the United States. 

HRP-0016568/8GI 78-04 6E Not Available NTIS 
LAWRENCE, DONALD B. 

Recent Glacier Variations in Southern South Amer- 

ica 

AD-227 124/5GI 78-17 8L PC A03/MF AO1 
LAWRENCE, ELIZABETH G. 

Recent Glacier Variations in Southern South Amer- 

ica 

AD-227 124/5GI 
LAWRENCE, G. 


interferogram Reduction and Interpretation as Ap- 
plied to the Optical Analysis of the 10 KJ LASL 
Laser Fusion System. 
LA-UR-77-2896 


LAWRENCE, G. H. 


Reprint: Biofeedback and Performance 
AD-A051 446/3G! 78-12 6P PC A02/MF A01 


78-04 20F PC A04/MF A01 


78-01 20E PC A06/MF A01 


78-01 7A PC AQ2/MF A01 


Fluorinated 


11B Not available NTIS 


78-10 12A PC A03/MF A01 


Subjects in Belt 


13F PC A10/MF A01 


10A PC A20/MF A01 


78-17 8L PC A03/MF A01 


78-18 20E PC A02/MF A0O1 





LAWRENCE, G. J. L. 
Trench Walljack: An Apparatus to Measure the 
Equivalent Elastic Modulus of Soil, 
PB-277 740/7GI 78-12 8M PC A02/MF A01 
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Cascade Assembly of Substructures and for the 
Calculation of the Response of a Structure to an 
Acoustic Environment Manuels d'Utilisation et de 
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N78-20917/8GI 78-15 20A PC A03/MF A01 


LEE, A. JAMES 


Health Insurance Loss Due to Unemployment; 
Descriptive and Behavioral Analyses: Impact of Na- 
tional Economic Conditions on Health Care of the 
Poor (Insurance Coverage). 

PB-274 664/2GI 78-05 6E PC A09/MF A01 


LEE, A. Y. 


Compact Poloidal Divertor Reference Design for 
TNS. 


WFPS-TME-055 78-16 18A PC A03/MF A01 


Cryogenic Recovery Analysis of Forced Flow Super- 
critical Helium Cooled Superconductors. 
WFPS-TME-039 78-20 18A PC A03/MF AO1 


Therma! Analysis of the TFTR Vacuum Vessel Wall 
Protective Plate. 
WFPS-TME-015 78-09 18A PC A02/MF A01 


Thermal and Hydraulic Analyses of TFTR Cooling 
Water System and Magnetic Field Coils. 
WFPS-TME-014 78-12 18A PC A03/MF A01 


Thermal Design and Analysis of Superconductors 
for the Toroidal Field Coils of TNS. 
WFPS-TME-059 78-14 18A MF AO1 


Westinghouse Compact Poloidal Divertor Reference 
Design. 


WFPS-TME-042 78-15 18A PC AOS/MF AO1 


LEE, ALFRED M. 


Communications for a Mobile Society: An Assess- 
ment of New Technology, 


PB-281 639/5GI 78-18 17B PC A23/MF A01 


LEE, ANNE S. 


Baccalaureate Nursing Program Satellite. 
HRP-0025086/0G! 78-18 SI Not Available NTIS 


LEE, ARTHUR C. 


CSU-FDA Collaborative Radiological Health Labora- 
tory Annual Report 1976, 


PA-825 





PB-273 560/3GI 78-03 6R PC A06/MF A01 
LEE, B.D. 


Inspector's Guide for Vehicle Emissions Control, 
PB-279 189/5GI 78-15 5!l PC A06/MF A01 


LEE, 8. K. C. 


Suppression Pool Dynamics. 
PB-278 826/3GI 78-16 181 PC A11/MF A01 


LEE, B.L. 
Wind-Tunnel Tests of Wide-Chord Teetering Rotors 
with and Without Outboard Flapping Hinges. 
N78-11053/3G! 78-06 1C PC AOS/MF A01 
LEE, B. W. 
Reprint: Low-Energy-Electron-Diffraction Analysis 


of the Atomic Geometry of ZnO (101-bar 0). 
AD-A046 719/1GI 78-03 208 PC A02/MF A01 


Reprint: Surface Structures of the Two Allotropic 
Phases of Cobalt. 
AD-A058 060/5G! 78-24 208 PC A02/MF A01 


LEE, BANSANG W. 
Reprint: Surface Composition and Fabrication of an 


Oxide-Free Ga(1-x)Al(x)As Schottky Barrier. 
AD-A056 683/6G! 78-22 20L PC A02/MF A01 


LEE, BYUNG LIP 


Environmental Effects on the Mechanical Properties 
of Glass Fiber/Epoxy Resin Composites, Effect of 
Static Immersion in Water on the Tensile Strength 
of Crossply Laminates, 

AD-A056 460/9G! 78-21 11D PC A02/MF A01 


Environmental Effects on the Mechanical Properties 
ef Glass Fiber/Epoxy Resin Composites. Part |. Ef- 
fect of Static Immersion in Water on the Tensile 
Strength of Cross-Ply Laminates. 

AD-A056 299/1GI 78-21 110 PC A03/MF A01 


LEE, C. Cc. 


Comparative Toxicity of Methy! CCNU (NSC-95,441) 
Administered intravenously in  an__ Intralipid 
(Trademark), Propylene Glycol, Emulphor 
Trademarek), or Cremaphor (Trademark) Vehicle. 

PB-274 697/2GI 78-05 6T PC A25/MF A01 


Effect of Thirty Daily Intravenous Infusions of 
Cremophor (Trademark) or Emulphor (Trademark) 
on Serum Lipids and Lipoprotein Patterns in Dogs. 
PB-281 020/8GI 78-18 6T PC A06/MF A01 
Parameter Estimation for Generator Simulation Stu- 
dies. 

AD-A057 006/9GI 78-22 10B PC A08/MF A01 


Preclinical Toxicologic Evaluation of PCNU (NSC- 
95,466) in Mice, Dogs and Monkeys. 

PB-282 250/0GI 78-19 6T PC A99/MF A0O1 
Suspended-Bed Reactor Preliminary Design, exp 
233 U-- exp 232 Th Cycle. Final Report (Revised). 
ORO-5273-1 78-21 181 PC A11/MF A01 
A Toxicologic Evaluation of BCNU (NSC-409962) in 
Dogs, Monkeys and Mice. 

PB-282 265/8GI 78-19 6T PC A14/MF A0O1 


LEE, C. E. 


LOFC Fission Product Release and Circulating Ac- 
tivity Calculations for Gas-Cooled Reactors. 
LA-UR-77-1569 78-05 181 PC A02/MF AO1 


LEE, C. F. 


An Experimentai Investigation of the Critical Super- 
saturation of Five Vapors in a Shock Tube, 
AD-A056 859/2GI 78-22 7D PC A04/MF AO1 


LEE,C.H 


Preliminary Study of the Uranium Potential of the 
Triassic Sanford Basin and Colon Cross Structure, 
North Carolina. 


GJBX-8(78) 78-15 8! PC A02/MF A01 
LEE, C.K. 


Homestake Long Rang Neutrino Detector Program. 

UPR-0027-E 78-15 3B PC A02/MF A01 
LEE, C. K. B. 

Suppression Pool Dynamics. 

PB-275 350/7GI 78-06 181 PC A04/MF A01 
LEE, C. M. 

Preliminary Investigation of Roll Controllability of a 


Hydrofoil Small Waterplane Area Ship(HYSWAS), 
AD-A050 567/7GI 78-11 13J PC A03/MF AQO1 


LEE, C.N. 


Parity Nonconservation and a Two-Component 
Theory of the Neutrino 
AD-122 285/0GI 78-22 20H PC A02/MF AO1 


LEE, C. R. 


Prediction of Heavy Metal Uptake by Marsh Plants 
Based on Chemical Extraction of Heavy Metals from 
Dredged Material. 

AD-A054 129/2GI 78-17 138 PC AO6/MF A01 


LEE, CHENG-CHUN 


Mammalian Toxicity of Munition Compounds. Phase 
ll. Effects of Multiple Doses. Part |. Trinitroglycerin. 
AD-A047 067/4GI 78-04 6T PC A09/MF A01 


PA-826 


LEE, CHONG YAN 
Behavior of Electric Potential Fields Over Randomly 
Layered Earth Models. 
AD-A046 975/9GI 78-04 8G PC A06/MF A01 
LEE, CHOUNG M. 
Dete:mination of Size and Location of Foils for 
2000 Ton Hydrofoil Small Waterplane Area Ship 
(HYSWAS) for Vertical-Plane Stability, 
AD-A053 488/3G! 78-16 13J PC A03/MF A01 
LEE, CINDY 


Reprint: Sterol Diagenesis in Recent Sediments 

from Buzzards Bay, Massachusetts. 

AD-A052 853/9G! 78-15 8J PC A02/MF A01 
LEE, D. 

Airflow and Thrust Calibration of an F100 Engine, 

S/N P680059, at Selected Flight Conditions. 

N78-21112/5GI 78-16 21E PC A03/MF A01 

Altitude Calibration of an F100, S/N P680063, Tur- 

bofan Engine. 

N78-23095/0GI 78-18 21E PC A02/MF A01 


Chemist's gamma-Ray Table. 
LBL-6515 78-01 7D PC A11/MF A01 


Engineering Design Problems of TFTR. 
CONF-771109-44 78-15 18A PC A03/MF A01 


NPL-NS: A “Next Step” Experiment for Inertial Con- 
finement Fusion. 
COO-2007-92 78-14 18A PC A02/MF A01 


Plasticity Theories and Structural Analysis of 
Anisotropic Metals: Zircaloys. Final Report. 
EPRI-NP-500 78-14 11F PC A16/MF A01 


LEE, 0. A. 


The PVT Properties of Acetic Acid. 
N78-18166/6GI 78-13 70 PC A02/MF A01 


LEE, D. H. 


Reprint: GaAs F.E.T.S. with Silicon-implanted Chan- 

nels. 

AD-A052 511/3GI 78-14 9A PC A02/MF A01 

Reprint: lon-implanted Silicon Profiles in GaAs. 

AD-A052 510/5GI 78-14 20L PC A02/MF AO1 
LEE, D. K. 

FLOC: Field Line and Orbit Code for the Study of 

Ripple Beam Injection into Tokamaks. 

ORNL/TM-6293 78-25 18A PC A03/MF A0O1 


LEE, 0. O. 


Flow Visualization in Heat-Generating Porous 
Media. 


SAND-76-0614 78-14 181 PC AOQ3/MF A01 


Tracking and Shadowing Models for Solar Collec- 
tion Systems. 
SAND-77-0492 78-08 10A PC A02/MF A01 


LEE, 0. T. 


An Optimal Algorithm for Finding the Kernel of a 
Polygon. 
AD-A056 887/3G! 78-22 12A PC A02/MF A01 


LEE, DAVID 


Hydraulic Signal-Processing Amplifier Performance 
in Position Control Systems. 
AD-A053 030/3G! 78-15 13G PC A03/MF A01 


LEE, DING 


Modeling a Mathematical Solution for the Optimiza- 

tion of Signal-to-Background Ratio. 

AD-A049 266/0GI 78-08 17A PC A03/MF A01 
LEE, DONG SHENG 

Brake-Plates for Aeroplanes--Translation. 

AD-A045 932/1GI 78-02 1C PC A02/MF A01 
LEE, DOUGLASS B. JR. 


Proceedings of a Seminar on Analytical Methods in 
Planning held on 26-28 March 1974, at Davis, 
California, 

AD-A052 605/3G! 78-14 138 PC A09/MF A01 


LEE, DRUN-SUN 

Atmospheric Reaeration in a Lake. 

PB-273 849/0GI 78-02 13B PC A04/MF A01 
LEE, E. 


Stable Propagation of a High-Current Electron 
Beam: Experimental Observations and Computa- 
tional Modeling. 

UCID-17516 78-09 20! PC A02/MF A01 
LEE, E. Cc. 

SOCKITTOME: An _ interactive Data Processing 
Code. 

UCID-17733 78-17 9B PC A04/MF A01 


LEE, E.H. 


The Contact Problem for Viscoelastic Bodies 
AD-210 733/2GI 78-16 20K PC A03/MF A01 


Strain Rate Influences on Shock Wave Propagation 
in Metals. 
AD-A052 816/6GI 78-14 11F PC A03/MF A01 


Viscoelastic Stress Analysis 


AD-201 491/8GI 78-17 20K PC A04/MF AO1 


Wave Propagation in Anelastic Materials 
AD-079 047/7GI 78-16 20K PC A02/MF A0O1 


LEE, E.L. 


Equations of State for Detonation Products of High 
Energy PBX Explosives. 
UCID-17540 78-03 19A PC A02/MF A0O1 


LEE, E. P. 
Propagation of a Heavy lon Beam in Gas-Filled 
Reactor. 
UCRL-80320 78-12 18A PC A02/MF A01 


Stable Propagation of an Electron Beam in Gas. 
UCRL-79886 78-12 201 PC A02/MF A01 


LEE, EDWARD K. C. 


Reprint: Laser Photochemistry of Selected Vibronic 
and Rotational States. 
AD-A049 098/7GI 78-08 7D PC A02/MF A01 


Reprint: A Photochemical Study of Rotational State 
Dependence by Laser Excitation of Formaldehyde 
(A-bar 1A2). |. Coriolis and Singlet-Triplet Perturba- 


tion. 
AD-A045 880/2G! 78-01 7D PC A02/MF A01 
LEE, ELIZABETH A. 


How Is Inpatient Education Being Managed. 
HRP-0019094/2Gi 78-08 6E Not Available NTIS 


LEE, ERASTUS H. 


Hydrostatic Extrusion. 
AD-A052 056/9G! 78-13 13H PC A08/MF A01 


LEE, F.C. 


Development of a Standardized Control! Module for 
DC-to-DC Converters. 
N77-32398/8GI 78-02 9E PC A08/MF A01 


Modeling and Analysis of Power Processing 
Systems (MAPPS), Initial Phase 2. 
N78-29350/3GI 78-24 9E PC A19/MF AO1 


LEE, FEE MEN 


Reprint: A Rapid Method for Determining Ideal Tex- 
tures in Sheet Materials. 
AD-A049 641/4G! 78-09 14B PC A02/MF A01 


LEE, FRANCIS J. 


Alternative Classroom Standards Concerning 
Management of Hostility and Effects on Student 
Learning 

AD-052 490/0GI 78-21 5! PC A02/MF A01 


Effects of Decision Making by Group Members on 
Recall of Finished and Unfinished Tasks 
AD-065 700/7GI 78-20 5J PC A02/MF A01 


Effects of Two Methods of Changing a Frustrating 
Agent on Reduction of Hostility 
AD-052 740/8GI 78-21 5J PC A02/MF A01 


A Further Study of the Effects of Power Reduction 
on Arousal of Hostility 
AD-052 741/6GI 78-21 5J PC A02/MF A01 


Power over Decision Making and the Response to 
Frustration in Group Members 
AD-052 739/0GI 78-21 5J PC A02/MF AO1 


LEE, FREEMAN GORDON 


A New, Integrated Approach to Army Operational 
Testing and Evaluation. 
AD-A052 391/0G! 78-14 5A PC AOS/MF A01 


LEE, G. F. 


Torsional Pendulum Study on Several Epoxy/ 
Diamine Polymers, 
AD-A050 478/7GI 78-10 111 PC AO3/MF A01 


LEE, G. FRED 


Aquatic Disposal Field Investigations, Galveston, 
Texas, Offshore Disposal Site; Appendix 8: In- 
vestigation of Water-Quality Parameters and 
Physicochemical Parameters. 

AD-A053 102/0GI 78-15 13B PC A19/MF A01 
Septic Tank Disposal Systems as Phosphorus 
Sources for Surface Waters. 

PB-276 689/7GI 78-09 138 PC A04/MF A01 


Summary Analysis of the North American (US Por- 
tion) OECD Eutrophication Project: Nutrient Load- 
ing - Lake Response Relationships and Trophic 
State Indices. 

PB-278 984/0GI 78-13 13B PC A21/MF AO1 


LEE, GEORGE C. 


Literature Survey on Lateral Instability and Lateral 

Bracing Requirements 

AD-228 386/9G! 78-16 13M PC A04/MF A01 
LEE, GREGG 

Integrated-Circuit Process Control! and Develop- 

ment. 

AD-912 964/4GI 78-09 9E PC A08/MF A01 


LEE, GWENDOLEN 


Innovative Curricula In Baccalaureate Programs in 
Nursing. 


HRP-0017174/4G1 78-07 51 Not Available NTIS 





LEE, H. 


Characteristics of Constrained Optimum Trajecto- 
ries with Specified Range. 
N78-30072/0GI 78-25 17G PC A03/MF AO1 


Retrieval of the Energy Spectrum in Neutron TOF 
Measurements. 
LA-7070-MS 


LEE, H. J. 
A Pollution Abatement Concept, Reclamation of 


Naval Air Rework Facilities Waste Solvent, Phase |, 
AD-A055 469/1GI 78-20 7A PC A03/MF A01 


LEE, H. N. 
Finite Element Numerical Study of Atmospheric 
Turbulent Motion and Diffusion in Planetary Boun- 


dary Layer. 
BNL-24187 


LEE, H.T. 


Deformation of Beryllium Single Crystals at 25 C to 
500 C 
AD-020 684/7GI 


LEE, H. U. 


Reprint: Chemi-lonization Reactions of Ca, Sr, Ba, 
and Yb Atoms with the Halogen and Interhalogen 
Molecules. 

AD-A048 913/8GI 


LEE, HENRY U. 
Reprint: Chemiluminescent Spectra of YbF and 


YbCI. 
AD-A048 696/9GI 


LEE, HO WANG 


Korean Hemorrhagic Fever. 
AD-A057 652/0G! 78-23 6E PC A03/MF A01 


LEE, HOMA 


Acoustic Retrieval of Seafloor Geotechnics. 
AD-A050 884/6GI 78-11 8G PC A03/MF A01 


LEE, IMSONG 


Study of Linear Feedback Systems with Periodic 
Parameters Through an Extension of the Floquet 
Theory, 

AD-441 208/6GI 


LEE, ISAIAH C. 


Medical Care in a Mexican American Community. 
HRP-0023549/9GI_ 78-21 5K Not Available NTIS 


LEE, J. 


Concorde Air Quality Monitoring and Analysis Pro- 
gram at Dulles International Airport. Volume |. 
AD-A056 644/8GI 78-21 13B PC A08/MF A01 


Concorde Air Quality Monitoring and Analysis Pro- 
gram at Dulles international Airport. Volume Il. Ap- 
pendixes. 

AD-A056 506/9GI 


LEE, J.C. 
Hydrogen Turbine Power Conversion System As- 


sessment. 
N78-20621/6GI 


Nondestructive 
Nuclear Fuels. 
LA-6923 


LEE, J. D. 
Fuel Design Considerations for the Mirror Hybrid 
Reactor. 
UCRL-79637 78-13 18A PC A02/MF A01 


Mechanical Design Criteria for 
Operating Neutral Beams. 
UCID-17573 78-09 18A PC A03/MF AQ1 


Mechanical Design Criteria for 
Operating Neutral Beams. 
UCRL-79730 78-12 18A PC A02/MF A01 


Mirror Hybrid (Fusion--Fission) Reactor. 
UCRL-80076 78-14 18A PC A02/MF A01 


Nuclear Design of Fast Hybrid Blankets. 
UCRL-80651 78-18 18A PC A02/MF A01 


Perspective on the Fusion-Fission Hybrid Reactor. 
UCID-17622 78-10 18A PC A02/MF A01 


Preliminary Assessment of a Symbiotic Fusion--Fis- 
sion Power System Using the Th/U Refresh Fuel 
Cycle. 

UCID-17607 78-13 181 PC A03/MF A01 
Reference Mirror Hybrid Fusion-Fission Reactor 


Design. 
UCRL-79093 


LEE, J. H. 
Absolute Rate of the Reaction of Bromine Atoms 


with Ozone from 200-360 K. 
N78-16521/4GI 78-11 70 PC A02/MF AO1 


Absolute Rate of the Reaction of Hydrogen Atoms 
with Ozone from 219-360 K. 
N78-20928/5GI 78-15 70 PC A02/MF A01 


Design and Simulation of the First Blanket Zone of 
the Demo Fusion Device. 


78-13 18D PC A02/MF A0O1 


78-25 48 PC A02/MF A01 


78-21 11F PC AOQS/MF AO1 


78-08 7D PC A02/MF A01 


78-07 70 PC A02/MF A0O1 


78-16 12A PC A0S/MF A01 


78-21 13B PC A08/MF A01 


78-15 10B PC A08/MF A01 


Assay Methods for Irradiated 


78-18 18G PC A03/MF A01 


Continuously 


Continuously 


78-01 18A Not available NTIS 


ORNL/MIT-246 78-05 18A PC AO0S/MF A01 


Reprint: A Simplified Version of the Barthel Model 
For Transverse Wave Spacings in Gaseous Detona- 


tion. 
AD-A045 740/8GI 
LEE, J. J. 


Effects of Environmental Stress on the Community 
Structure and Productivity of Salt Marsh Epiphytic 
Communities. Progress Report, September 1, 1976-- 
August 31, 1977. 

CO0-3254-34 78-13 138 MF A01 


State Criminal Justice Telecommunications 
(STACOM). Volume 1: Executive Summary. 
N78-16218/7GI 78-11 17B PC A04/MF A01 


State Criminal Justice Telecommunications 
(Stacom). Volume 2: Requirements Analysis and 
Design of Ohio Criminal Justice Telecommunica- 
tions Network. 

N78-16219/5GI 78-11 17B PC A14/MF A01 


State Criminal Justice Telecommunications 
(Stacom). Volume 3: Requirements Analysis and 
Design of Texas Criminal Justice Telecommunica- 
tions Network. 
N78-16220/3GI 


78-01 21B PC A02/MF A01 


78-11 17B PC A14/MF A01 


State Criminal Justice Telecommunications 
(Stacom). Volume 4: Network Design Software 
User's Guide. 
N78-16221/1GI 


LEE, J.L. 


Leak Testing Fuel Stored in the ICPP Fuel Storage 
Basin. 
ICP-1118 


LEE, J. M. JR. 


Electrical and Biological Effects of Transmission 
Lines: A Review. 
BPA-BIO-77-1 


LEE, J. T. 


Application of Doppler Weather Radar to Turbu- 
lence Measurements Which Affect Aircraft. 
AD-A048 603/5GI 78-07 48 PC A04/MF A01 


Gust Front Analytical Study. 
AD-A056 151/4GI 78-21 


LEE, J. Y. 


Cryogenic-Coolant 
tion. 
N78-21406/1GI 


LEE, JANG G. 


Missile Aerodynamic Parameter 
Identification from Flight Test Data. 
AD-A056 343/7G! 78-21 160 PC A10/MF A01 


LEE, JEFFREY 


Land Use, Energy Flow and Decision Making in 
Human Society--The Transportation-Energy-Emis- 
sions Model, 

PB-280 045/6GI 78-16 13B PC A02/MF A01 


Land Use, Energy Flow, and Decision Making in 
Human _  Society--Transportation-Energy-Emissions 
Model TEEM and TEEM/TEST, Technical Descrip- 
tion and User's Manual, 

PB-280 044/9GI 78-16 


LEE, JOE 


Developing Left-Turn Lane Guidelines for Priority 

Intersections in the State of Kansas. 

PB-280 414/4GI 78-16 13B PC A07/MF A01 
LEE, JOHN H. 

Mechanisms of Initiation of Detonation in Explosive 

Vapor Clouds. 

AD-A051 854/8GI 
LEE, JOHN N. 


Method for Controlling Low-Energy High Current 
Density Electron Beams. 
PATENT-4 051 405 

78-21 20G Not available NTIS 


Real-Time and Memory Correlation via Acousto- 
Optic Processing, 
AD-A056 411/2GI 


LEE, JONG S. 


Hazard Analysis and Critical Control Point Applica- 
tions to the Seafood Industry, 
PB-280 723/8GI 78-15 6H PC A02/MF A01 


LEE, JONG-SEN 


Digital Image Processing by Use of Local Statistics. 

AD-A053 843/9GI 78-16 9B PC A02/MF A01 
LEE, JOSEPH H. 

Modelling of Unidirectional Thermal Diffusers in 

Shaliow Water, 

PB-275 945/4GI 


LEE, JOW BIN 


Reprint: Electrocardiographic Changes in Scrub 
Typhus Patients. 
AD-A057 557/1GI 


78-11 178 PC A07/MF AOi 


78-12 


18G PC A02/MF A01 


78-23 6F PC A04/MF A01 


1B PC A07/MF AO1 


He-4-Superconductor Interac- 


78-16 20M PC AOS/MF A01 


and Structure 


13B PC A03/MF A01 


78-13 19D PC AQ3/MF AQ01 


78-21 9E PC A02/MF A01 


78-07 13B PC A14/MF A01 


78-23 6E PC A02/MF A01 


LEE, LINDA K. 


LEE, JULIET 


An Anomalous K Super Plus Decay. (And) Search 

for Mass-500 Particle as a K Super Plus Decay 

Product 

AD-149 914/4GI 
LEE, JUNE-GUNN 

Foam Glass Insulation from Waste Glass. 

PB-272 761/8GI 78-02 13B PC A07/MF A01 
LEE, K. C. 

Panel Bed Filter. Final Report. 

EPRI-AF-560 78-16 
LEE, K. D. 

Atmospheric Tritium Sampling at the NTS. 

CONF-770926-1 78-06 18H PC A02/MF AO1 
LEE, K. L. 

CCD Clock Drivers with Large Amplitude, Fast- 

Switching, and Low-Power. 

LBL-7216 78-16 9E PC A02/MF AO1 

Mechanisms in Intracellular Turnover of Stable and 


Labile Enzymes. 
CONF-770839-1 78-07 6A PC A03/MF A01 


Research Needs and Priorities for Geotechnical 

Earthquake Engineering Applications. 

PB-286 142/5Gi 78-26 8K PC A07/MF A01 
LEE, K. M. 

Aircraft Cable Parameter Study. 

AD-A058 267/6G! 78-24 1C PC A09/MF A01 
LEE, K. S. 


Influence of Hydrogen on High Cycle Fatigue of 
Polycrystalline Vanadium. 
COO-3459-13 78-07 


LEE, K. S. H.. 


A Wire Passing by a Circular Aperture in an Infinite 
Ground Plane. 
AD-A055 583/9G! 


LEE, K. W. 


Aerosol Measurements and Modeling for Fast Reac- 
tor Safety. Quarterly Progress Report, April 1--June 
30, 1977. Task 7. 

BMI-NUREG-1983 78-10 18F PC A02/MF A01 


Aerosol Measurements and Modeling for Fast Reac- 
tor Safety: Task 7. Annual Report for FY 1977. 
BMI-NUREG-1987 78-18 181 PC A06/MF A01 


Characteristics of Agglomerates of Sodium Oxide 
Aerosol Particles: Task 7, Topical Report. 
BMI-NUREG-1977 78-05 18G PC A03/MF A01 


HAARM-3 Users Manual. 
BMI-NUREG-1991 78-19 181 PC A04/MF A0O1 


Survey of Chemical Factors in Saginaw Bay (Lake 

Huron). 

PB-275 680/7GI 
LEE, KENNETH 


Conflicts in the National Health Service. 
HRP-0023097/9G!i 78-15 6E Not Available NTIS 


LEE, KENNETH L. 


Earthquake Induced Permanent Deformations of 
Embankments, 


PB-284 348/0GI 78-24 138 PC A09/MF A01 


Seismic Permanent Deformations in Earth Dams, 
PB-273 843/3GI 78-03 13B PC A03/MF A01 


LEE, KEUN K. 


Monte Carlo Bayesian System Reliability- and 
MTBF-Confidence Assessment, Il. Volume |. Theory. 
AD-A057 068/9G! 78-22 14D PC A04/MF A01 


LEE, KI D. 


Flow Field Matching. 
AD-A050 323/5G! 


LEE, KYU-WANG 


Reprint: Chemiluminescence from the Reaction of 
Singlet Oxygen with 10,10'-Dimethyl- 
9,9'Biacridylidene. A Reactive 1,2-Dioxetane. 

AD-A046 127/7GI 78-02 70 PC A02/MF A01 


LEE,L.C. 


An Evaluation of the Effects of Traveling Seismic 
Waves on the Three-Dimensional Response of 
Structures, 

PB-275 869/6GI 


LEE, L. T. 


Model Verification of Large Structural Systems. 
N78-31464/8GI 78-26 22B PC A11/MF A01 


LEE, LARRY T. 


Urban Headwater Flooding Damage Potential. 
PB-286 247/2GI 78-26 13B PC A08/MF A01 


LEE, LIN-SHAN 


Propagation Effects, New Corrective Measures and 
Antenna Sidelobe Performance, 
PB-286 166/4GI 78-26 17B PC A06/MF A01 


LEE, LINDA K. 
A Perspective on Cropland Availability. 


78-22 20H PC A02/MF A0O1 


138 PC A18/MF A01 


11F PC AQ2/MF A01 


78-20 20N PC A03/MF A01 


78-06 13B PC A08/MF A01 


78-10 200 PC A03/MF AQ1 


78-07 13B PC A08/MF A01 





PB-285 674/8GI 
LEE, M. J. 


Finding an Electron-Ring Lattice for Tristan with 
Magic. 
KEK-76-1 78-01 20G MF A01 


Vertical Beam Size Due to Orbit and Alignment Er- 
rors. 
SLAC-PUB-1915 


LEE, M. K. 


Evaluation of a Spacecraft Nitrogen Generator. 
N78-23748/4GI 78-18 6K PC A04/MF A01 


Evaluation of the Particle-Precipitating Heat 
Transfer Surface for High Temperature Dust Con- 
trol. Final Report, July 1975--May 1976. 

FE-1782-11 78-06 138 PC A04/MF A01 


LEE, M. T. 


Economic Analysis of Erosion and Sedimentation, 
Seven Mile Creek Southwest Branch Watershed. 
PB-274 687/3GI 78-05 28 PC A03/MF A01 


LEE, M. W. 


Calculation of the Mean Force Constants of the 
Rare Gases and the Rectilinear Law of Mean Force. 
COO-3498-32 78-07 7D PC A02/MF A0O1 


Liquid-Vapor Isotope Fractionation Factors in 
Argon--Krypton Binary Mixtures. 
COO-3498-31 78-07 7D PC A03/MF A01 


LEE, MARION D. 


The Development of an On-line Purchase Order 
System. 
PB-274 280/7GI 


LEE , MARK C. 


Reprint: Temperature Dependence of the Interac- 
tion between Surface Acoustic Waves and Nickel 
Thin Films. 

AD-A054 657/2GI 


LEE, MARTIN B. 


An Evaluation of Personal Sampling Pumps in Sub- 
Zero Temperatures, 
PB-279 615/9GI 


LEE, MATHEW H. M. 


An Experiment in the Care and Rehabilitation of 
Severely Disabled Young Adults in a Long-Term 
Hospital with Implications for Long-Term Care and 
Rehabilitation of Patients of Any Age, 

PB-280 292/4GI 78-16 6E PC A07/MF A01 


LEE, MAW LIN 


Demand, Supply, and the Distribution of Physicians. 
HRP-0018302/0G! 78-07 6E PC A03/MF A01 


Effects of Medicine on Hospital Use: A Disease - 
Specific Study. 
HRP-0013346/2GI 78-01 6E Not Available NTIS 


interdependent Behavior and Resource Misalloca- 
tion in Hospital Care Production. 
HRP-0018300/4G! 78-07 6E PC A03/MF A01 


Report on the Development of an Areawide Health 
Delivery Profile. 
HRP-0011245/8G! 


LEE, N. E. 


Automated System for Fractionation of Blood Sam- 
ples. 
CONF-780326-1 78-21 


LEE, P. H. 


Reprint: Efficient Chemical Generation of Metasta- 
ble Alkaline Earth Atoms 
AD-A052 012/2G! 78-13. 7D PC A02/MF AO1 


Reprint: Efficient Chemical Production of Metasta- 
ble Alkaline Earth Atoms. 
AD-A053 081/6GI 78-15 7D PC A02/MF A01 


Experimental Investigations and Gain Measure- 
ments of Alkaline Earth Catalyzed N20 + CO 
Flames. 

AD-A054 292/8GI 


76-26 2B PC A03/MF A01 


78-17 20G MF AQ1 


78-04 5A PC AO5/MF A01 


78-17 20L PC A02/MF A01 


78-16 6J PC A07/MF A01 


78-04 6E PC A04/MF A01 


6B PC A02/MF A01 


78-17 21B MF A01 


Reprint: Modulated Transmission Spectroscopy of 
Gaseous Chemi-Excited Ca and Sr Monoxides. 


AD-A052 524/6GI 78-14 
LEE, P.H. Y. 


2660 A_ Holographic Interferometry of 
Produced Plasmas from Tilted Disk Targets. 
UCRL-79775 78-15 18A PC A0Q2/MF A01 


Confirmation of Radiation Pressure Effects in 
Laser--Plasma Interactions. 
UCRL-80132(Rev.1) 78-13 201 PC AO2/MF A01 


Time-Resolved X-Ray Spectra of Laser Irradiated 
High-Z Targets. 
UCRL-79783 


LEE, P. K. 


Advanced Current Collection Research. 
AD-A056 273/6GI 78-21 9C PC A08/MF A01 


7D PC A02/MF AO1 


Laser 


78-15 201 PC A02/MF A01 


PA-828 


LEE, PATTY P. F. 


Investigation of Matrix Interferences for AAS Trace 
Metal Analyses of Sediments, 
PB-284 859/6GI 78-25 7D PC A07/MF A01 


LEE, PAUL H. 


Developmental Studies of Potential Chemically 
Pumped Electronic Transition Lasers: Combustion 
of Alkaline Earths in Nitrous Oxide-Carbon Monox- 
ide and Reactions of Metastable Alkaline Earth 
Atoms. 


AD-A052 410/8GI 78-14 20E PC A02/MF A01 


LEE, PHILIP R. 


Deliberations and Compromise -- The Health 
Professions Educational Assistance Act of 1976. 
HRP-0024111/7GI 78-23 6E Not Available NTIS 


New Perspective on Health, Health Planning, and 
Health Policy. 
HRP-0016645/4Gi 78-06 6E Not Available NTIS 


Primary Care in a Specialized World. 
HRP-0015672/9GI 78-01 6E Not Available NTIS 


LEE, PHILLIP L. 


Development of a Device for Continuous Automatic 
Monitoring of Consolidation of Fresh Concrete. 
PB-285 966/8GI 78-26 13C PC A06/MF A01 


LEE, PO 


Absorption Cross Section of Helium and Argon in 
the Extreme Ultraviolet 
AD-077 608/8GI 78-20 70 PC A02/MF A01 


Photodissociation and Photoionization of Oxygen 
(O2) as Inferred from Measured Absorption Coeffi- 
cients 


AD-077 555/1GI 78-20 70 PC A02/MF A01 


LEE, R. 


Independent Evaluation of Shuttle Flight Control 
System. 
N78-11184/6GI 78-06 22B PC A02/MF A01 


Qcsee Task 2: Engine and Installation Preliminary 
Design. 


N78 .23089/3GI 78-18 21E PC A15/MF A01 


LEE, R. F. 


Reprint: Metabolism of Hydrocarbons in Marine In- 
vertebrates: Aryl Hydrocarbon Hydroxylase from the 
Tissues of the Blue Crab, ‘Callinectes sapidus' and 
the Polychaete Worm, ‘Nereis sp’, 

PB-276 461/1GI 78-09 6F Not available NTIS 


LEE, A. L. 


Development of a Three-Dimensional Model of the 
Atmospheric Boundary Layer Using the Finite Ele- 
ment Method. 


UCRL-52366 78-20 4A PC A02/MF AO1 


LEE, R.N. 


Progress Toward the Crosstie Memory V. 
AD-A053 288/7GI 78-15 9B PC AQ3/MF A01 


LEE, R.S.L. 


Study of Droplet Hydrodynamics Important in LOCA 
Reflood. Quarterly Progress Report, October 1, 
1975--December 31, 1975. 

SUNYSB-NUREG-0002 78-02 18! PC A03 


LEE, RICHARD 


Adequacy of Hydrologic Data for Application in 
West Virginia, 


PB-279 602/7GI 78-15 8H PC A08/MF A01 


LEE, RICHARD F. 


Accumulation and Turnover of Petroleum Hydrocar- 
bons in Marine Organisms (Chapter 6), 
PB-273 407/7GI 78-03 6F Not available NTIS 


Reprint: The Fate and Effect of Petroleum in Con- 
trolled Ecosystem Enclosures, 
PB-274 478/7GI 78-05 136 Not avaialble NTIS 


Fate of Oil in the Sea, 
PB-285 533/6GI 78-25 13B Not available NTIS 


Fate of Petroleum Hydrocarbons in Marine Animals, 
PB-277 468/5GI 78-11 6F Not available NTIS 


LEE, ROBERT A. 


Community Noise Exposure Resulting from Aircraft 
Operations. Volume 2. Acoustic Data on Military Air- 
craft: Air Force Bomber/Cargo Aircraft, 

AD-A053 700/1GI 78-16 18 MF A01 


Community Noise Exposure Resulting from Aircraft 
Operations. Volume 3. Acoustic Data on Military Air- 
craft: Air Force Attack/Fighter Aircraft, 

AD-A053 701/9GI 78-16 1B PC A99/MF A01 


Community Noise Exposure Resulting from Aircraft 
Operations. Volume 4. Acoustic Data on Air Force 
Trainer/Fighter Aircraft, 

AD-A053 702/7GI 78-16 1B PC A99/MF A01 


Community Noise Exposure Resulting from Aircraft 
Operations. Volume 5. Acoustic Data on Air Force 
Propeller Aircraft, 
AD-A055 079/8G! 


78-18 1B PC A99/MF A01 


Community Noise Exposure Resulting from Aircraft 

Operations: Volume 6. Acoustic Data on Navy Air- 

craft, 

AD-A056 217/3GI 78-21 
LEE, ROBERT E. JR. 


Reprint: EPA's Catalyst Research Program: Environ- 
mental Impact of Sulfuric Acid Emissions. 
PB-278 383/5GI 78-12 70 PC A02/MF A01 


Workshop on Health Effects of Transportation-Re- 
lated Poliutants, Held at Raleigh, North Carolina, on 
June 15-16, 1977, 
PB-276 977/6GI 


LEE, RONALD M. 


DBLISP: A SEED/LISP Interface User's Manual, 
AD-A057 320/4GI 78-23 9B PC A02/MF A01 


LEE, ROSWELL 


Time Dependent Electron and lon Flow in Pinched 
Beam Diodes. 
AD-A056 362/7GI 78-21 


LEE, RUSS 


Single Source (CRSTER) Model Computer Pro- 
grams. 
PB-275 701/1GI 


LEE, Ss. 


Supportive Studies in Fluidized-Bed Combustion. 
PB-276 974/3GI 78-10 7A PC A10/MF AO1 


LEE, S.A. 
Reprint: Ramsey Fringes in Saturation Spectrosco- 


20A PC A22/MF A01 


78-10 6T PC A03/MF A01 


9A PC A02/MF A01 


78-06 4A CP T03 


py. 
PB-275 136/0GI 78-06 7D Not available NTIS 


A Traveling Michelson Interferometer with Phase- 
Locked Fringe Interpolation. 
PB-275 137/8GI 78-06 20E Not available NTIS 


LEE, S. H. 


Supportive Studies in Fluidized-Bed Combustion. 
Annual Report, July 1976--June 1977. 
ANL/CEN/FE-77-3 78-16 7A PC A10/MF A01 


Supportive Studies in Fluidized-Bed Combustion. 
Quarterly Report, January--March 1977. 
ANL/ES-CEN-1019 78-07 21B PC A04/MF AO1 


Supportive Studies in Fluidized-Bed Combustion. 
Quarterly Report, July--September 1977. 
ANL/CEN/FE-77-8 78-25 218 PC AO5/MF AO1 


LEE, S.H. D. 


Study of the Volatility of Minor and Trace Elements 
in Ilinois Coal. 
ANL/CEN/FE-77-4 


LEE, S. S. 


Acoustic Emission During Unloading of Elastically 
Stressed Magnesium Alloy. 
N78-26458/7GI 78-21 11F PC A02/MF A01 


Environmental Pathways of Selected Chemicals in 
Freshwater Systems. Part |: Background and Ex- 
perimental Procedures. 
PB-274 548/7GI 


LEE, S. W. 


Mutal Admittance between Slots on a Cylinder or 
Cone. 
AD-A051 067/7G! 78-12 20N PC A09/MF A01 


Penetration of an EM Wave into a Cylindrical Cavity 
and the Current Induced on a Wire Inside. 
AD-A058 769/1GI 78-25 20N PC A03/MF A01 


LEE, S. Y. 
Lambda -Escape Width of Excited Hypernuclear 


States. 
IPNO-TH-77-06 78-08 20H MF AO1 


Nuclear Glory Effect and alpha - exp 40 Ca Scatter- 
ing. 

IPNO-TH-77-38 78-22 20H MF A011 
Semiclassical Study of Optical Potentials - Potential 
Resonances -. 

IPNO-TH-77-19 78-14 20H MF AO1 


Wave Propagation Matrix Method in Semiclassical 
Theory. 
IPNO-TH-77-25 


LEE, SAMSON S. 


Dynamic Fracture in Orthotropic Fiber Composites. 
AD-A058 479/7G!I 78-25 11D PC AQ6/MF A01 


LEE, SHIH-CHING 


Gastrointestinal Dialysis as an Adjunct to Therapy 
of Renal Failure. 
PB-280 556/2GI 


LEE, SHONH S. 


Assessment of Human Exposures to Atmospheric 
Benzene. 
PB-284 203/7GI 


LEE, SUCK-HYUN 


Reprint: Significant Structure Theory Applied to 
Phase Separation. 
AD-A056 600/0G! 78-21 


78-09 81 PC A03/MF A01 


78-04 7D PC A0QS/MF A01 


78-14 20H MF A01 


78-17 6E PC A03/MF A01 


78-23 6T PC A10/MF AO1 


7D PC AO02/MF A01 





LEE, T. 
Historical Evidence of Importance to the Industri- 
alization of Flat-Plate Silicon Photovoltaic Systems, 
Volume 2. 
N78-22464/9GI 


LEE, T.C. 


A Review of Dynamic Response of Composites. 
AD-A055 739/7GI 78-20 11D PC A07/MF A01 


LEE, T.D. 


Conservation Laws in Weak Interactions 
AD-141 637/9GI 78-22 20H PC A03/MF A01 


Fermion: Field Nontopological Solitons. li. Models 
for Hadrons. 
COO-2271-89 78-01 20H PC A04/MF A01 


A Model for Muitipie Meson Production 
AD-078 594/9GI 78-22 20H PC A04/MF A01 


Remarks on Noninvariance under Time Reversal 
and Charge Conjugation 
AD-122 286/8GI 78-22 20H PC A02/MF A01 


Theoretical High Energy Physics. Progress Report, 
May 1, 1976--April 30, 1977. 
COO-2271-100 78-07 20H PC A02/MF AO1 


LEE, T. H. 


Preliminary Seismic Analysis of the GCFR Core and 
Core Support Structure. 
GA-A-14723 78-20 181 


LEE, T. N. 
Hydrographic Observations in the Georgia Bight 


(April 1977), 
PB-286 711/7GI 


LEE, TERRY S. H. 


Conflict in Civilian and Air Force Program/Project 
Organizations: A Comparative Study. 
AD-A047 230/8GI 78-04 5A PC A09/MF A01 


LEE, THOMAS G. 


Reprint: The Coagulation of Aerosols with Broad In- 
itial Size Distribution. 
PB-274 968/7GI 78-05 7D Not available NTIS 


LEE, THOMAS G. K. 


An Instrument to Evaluate Installed Smoke Detec- 
tors 


PB-278 633/3GI 78-12 14B PC A03/MF A01 


Physical Properties of Smokes Pertinent to Smoke 
Detector Technology. 
PB-274 330/0GI 


LEE, THOMAS N. 


Density-Induced Motions in Shallow Lagoons, 
PB-273 664/3GI 78-02 8C PC A03/MF A01 


LEE, TING HO 


Reprint: X-Ray Photoelectron Spectra and Elec- 
tronic Structure of some Diamine Compounds. 
AD-A058 075/3GI 78-24 7D PC A02/MF A01 


LEE, VERNON H. 


Reprint: Crimean-Congo Hemorrhagic Fever, 
Thogoto, Dugbe, and Jos Viruses Isolated from Ix- 
odid Ticks in Ethiopia. 
AD-A057 847/6GI 


LEE, w. 


Fluid Bed Process Studies on Selective Conversion 
of Methanol to High Octane Gasoline. Quarterly Re- 
port No. 1, October--December 1976. 

FE-2490-3 78-18 218 PC A03/MF A01 


LEE, W. B. 


Federal Test Procedure and Short Test Correlation 
Analyses. 
PB-284 944/6GI 


LEE, w. Cc. 


Chemistry and Structure of Coal-Derived Asphal- 
tenes. Phase il. Quarterly Progress Report, April-- 
June 1977. 
FE-2031-8 


LEE, W. D. 


Design, Development, and Demonstration of a 
Promising Integrated Appliance. Phase |: Design. 
Final Report. 
SAN-1209-1 


LEE, W. DAVID 


Electrical Conductivity of Selected Graphite Inter- 
calation Compounds in the Temperature Range 
between 4 and 300 Kelvin Degrees, 

AD-A056 429/4GI 78-21 20L PC AQ2/MF A01 


LEE, W.H. 
The Discrete-Time Compensated Kalman Filter. 
N78-15398/8GI 78-10 9E PC A03/MF A01 
The Discrete-Time Compensated Kalman Filter. 
N78-18822/4GI 78-13 12A PC A03/MF A01 
LEE, W. R. 
Mutagenic Effect of Radionuclides Incorporated 


into DNA of Drosphila Melanogaster. Progress Re- 
port, 1976--1977. 


78-17 108 PC A04/MF A01 


PC A09/MF A01 


78-26 8J PC A10/MF A01 


78-04 14B PC A03/MF A01 


78-24 6M PC A02/MF A01 


78-25 


13B PC A12/MF A01 


78-09 7D PC A03/MF A01 


78-21 10A PC A12/MF A01 


ORO-3728-10 
LEE, W. WwW. 


Numerical Simulations of Collisionless Drift Insta- 
bilities for Low-Density Plasmas. 
PPPL-1382 78-11 201 


LEE, w. Y. 


Reprint: The Biological Effects of the Water-Soluble 
Fractions of a No. 2 Fuel Oil on the Planktonic 
Shrimp, ‘Lucifer faxoni’, 

PB-283 319/2GI 78-22 6T Not available NTIS 


Toxicity of Water Soluble Fractions of Petroleum 
Oils on Larvae of Crabs, 
PB-279 103/6GI 78-15 


LEE, WAI-PING 


Reprint: On the Beach - Infrared Spectroscopy in 
the Real World, 
PB-285 502/1GI 


LEE, WARNER B. 


Laboratory Certification Program 

Analysis. 

PB-275 949/6GI 
LEE, WEN YUH 


Reprint: Some Laboratory Cultured Crustaceans for 
Marine Pollution Studies, 
PB-278 428/8GI 78-13 


LEE, WILLIAM N. 


Blast and Thermal Effects of Multiple Nuclear Burst 
Exposure of Aircraft in a Base-Escape Mode. 
AD-A058 301/3GI 78-24 18C PC A05S/MF A01 


Correlation Study of the UH-1B Helicopter Blast 

Test Results from the DICE-THROW Event. 

AD-A050 463/9GI 78-10 1C PC A10/MF A01 

TRUCK - A Digital Computer Program for Calculat- 

ing the Response of Army Vehicles to Blast Waves. 

AD-A056 347/8GI 78-21 19C PC A10/MF A01 
LEE, WILLIAM R. 


Military Potential Test of Noise Suppressor, Hel, M4, 
for M16A1 Rifle. 
AD-830 107/9GI 


LEE, WOOK BAE 


Reprint: Inversion Schemes for Surface Wave At- 
tenuation and Q in the Crust and Mantle. 
AD-A051 230/1GI 78-12 8K PC A03/MF AO1 


LEE, Y. Cc. 
Nonlinear Dynamics of the Drift-Cyclotron Instabili- 


78-07 6R PC A02/MF A01 


PC A03/MF A01 


13B Not available NTIS 


78-24 70 PC A02 


implementation 


78-07 138 PC A11/MF A01 


13B Not available NTIS 


78-13 19F PC AQ4/MF AO1 


ty. 
LAPS-9B 
Real-Space Quasilinear Theory of Drift in a Sheared 


Magnetic Field. 
N77-33994/3GI 


LEE, Y. K. 


Nuclear Moments and Nuclear Structure. Annual 
Progress Report, May 1, 1976--July 31, 1977. 


78-13 201 PC AQ2/MF A0O1 


78-04 201 PC A02/MF A01 


COO-3274-21 
LEE, Y. S. 


Ab Initio Effective Core Potentials Including 
Relativistic Effects and Their Application to the 
Electronic Structure Calculations of Heavy Atoms 
and Molecules. 
LBL-6962 


LEE, Y. T. 


Crossed Molecular Beam Study Rotational Excita- 
tion of Hd(J = 0 implies 1) in Collisions with He. 
LBL-6214 78-05 7D PC A02/MF A01 


Dynamics of Infrared Multiphoton Dissociation of 

SF sub 6 by Molecular Beam Method. 

LBL-6035 78-01 7D PC A02/MF A01 

Isotope Separation by Photodissociation of Van der 

Waal's Molecules. 

PATENT-4 032 306 

78-10 188 Not available NTIS 

Thick Axisymmetric Turbulent Boundary Layer and 

Near Wake of a Low-Drag Body of Revolution, 

AD-A057 158/8G! 78-22 20D PC A07/MF A01 
LEE, YOUNG-HOON 


Reprint: The Status of Defect Studies in Silicon. 

AD-A056 681/0GI 78-22 20B PC A02/MF A01 
LEE, YUAN T. 

Crossed Molecular Beam Study of the Reactions of 


Oxygen and Fluorine Atoms. 
AD-A051 308/5GI 78-12 7D PC A03/MF A01 


LEE, YUM TONG 


Probability Intervals for the Reliability of Complex 
Systems Using Monte Carlo Simulation, 
PB-280 191/8GI 78-16 14D PC A0Q3/MF AO1 


LEEBL, R.G. 


Evaluation of Anion Exchange Resins for 
Processing Plutonium--Neptunium Residues. 
RFP-2657 78-12 18) PC A02/MF A01 


78-07 20H PC AO7/MF AO1 


78-13 70 PC AO6/MF A01 


LEEMANN, U. 


LEECH, J. 


Application of Turbomachinery in Solar-Assisted 
Rankine Cooling Systems. 
LBL-6852 78-16 


LEECH, R. M. 
Sub-Base Stability: A Shear-box Test Compared 


with Other Prediction Methods. 
PB-280 868/1GI 78-16 13B PC A03/MF A0O1 


LEECH, ROBERT L. 


EQN Models for the Analysis and Design of a Com- 
puter Network of Functionalized Processors. 
AD-A045 721/8GI 78-01 9B PC A10/MF A01 


LEEDHAM, JOHN 


The Imaginative Uses of Closed Circuit Television in 
the Training of Staff and Managers. Case Studies 
Collected and Edited for the Association for Pro- 
grammed Learning and Educational Technology, 

ED-140 785 78-14 51 Not available NTIS 


LEEDOM, S. H. 


Geology, Uranium Deposits, and Uranium Favora- 
bility of the Hartford Hill Rhyolite and Truckee For- 
mation, Southwestern Washoe County, Nevada, and 
Eastern Lassen County, California. 

GJBX-16(77) 78-02 81 PC A04/MF A01 


Preliminary Study of Favorability for 
Resources in Juab County, Utah. 
GJBX-23(78) 78-20 81 PC A03/MF A01 


Preliminary Study of the Favorability for Uranium in 
Selected Areas in the Basin and Range Province, 
Nevada. 

GJBX-74(77) 78-13 81 PC AQ6/MF AQ1 


Preliminary Study of the Uranium Favorability of 

Mesozoic Intrusive and Tertiary Volcanic and Sedi- 

mentary Rocks of the Central Mojave Desert, Kern 

and San Bernardino Counties, California. 

GJBX-24(78) 78-19 81 PC AQS/MF A01 
LEEDS, A. R. 

Reprint: Gravimetric Geoid in the Northwest Pacific 


Ocean. 
AD-A045 731/7GI 


LEEDS, J. VENN 


Legal Aspects in Health Planning. 

HRP-0015494/8G! 78-08 6E PC A06/MF A01 
LEEDS, M. W. 

A Market Survey of Geothermal Wellhead Power 


Generation Systems. 
N78-27533/6GI 


LEEDY, DANIEL L. 


Planning for Wildlife in Cities and Suburbs, 
PB-280 172/8GI 78-16 13B PC AOS/MF A01 


LEEDY, HERBERT B. 


Training Users of Information Systems: Some Sug- 
gestions, 
AD-A054 104/5G! 


LEEDY, T. F. 


A Comparison of Electrical and Visual Alignment 
Test Structures for Evaluating Photomask Align- 
ment in Integrated Circuit Manufacturing. 

PB-275 143/6GI 78-07 13H Not available NTIS 


LEEDY, THOMAS F. 


Control of Mobile-ion Contamination in Oxidation 
Ambients for MOS Device Processing. 
AD-A049 631/5G! 78-09 20L PC A03/MF A01 


LEEGARD, T. 


Decomposition Pressure and Phase Equilibria of the 
Higher Sulfides of Cobalt and Nickel. 
INEL-TR-16 78-06 7D PC A02/MF AO1 


LEEHEY, PATRICK 


Experimental and Theoretical Investigation of Un- 
steady Supercavitating Hydrofoils of Finite Span. 
AD-A048 626/6G! 78-07 20D PC A07/MF A01 


LEEMAN, E. R. 


Performance Tests and Design Modifications of a 
Wankel Type Rotary Combustion Automobile En- 
gine in Order to Determine Its Suitability for Aircraft 
Application. 

N78-25095/8G! 


LEEMAN, P. 


Reprint: The Long-Term Monitoring of Ventilation 
Rhythms of the Polychacious Annelid ‘Nereis virens’ 
Sars, 

PB-281 180/0GI 


LEEMANN, C. W. 


Relativistic Heavy lon Accelerators. 
LBL-6425 78-08 20G PC A03/MF A01 


LEEMANN, U. 


Microscope Fluorometer with Sequence Control 
and a PDOP-8/E Computer. Software. Cytofluoromet- 
ric Analysis CYFLAN 108. Program Description. 

LA-tr-76-14 78-05 14B PC A03/MF A01 


13A PC A0Q3/MF AO1 


Uranium 


78-01 8E PC AQ3/MF A01 


78-23 8l 


PC A04/MF A01 


78-17 5B PC A02/MF A0O1 


78-20 1C PC A02/MF A01 


78-15 8A PC AO02 


PA-829 





LEEMING, J. T. 

Doctors and Old Age. 

HRP-0024009/3Gi 78-15 6E Not Available NTIS 
LEENDERTSE, JAN J. 

A Three-Dimensional Model for Estuaries and 

Coastal Seas: Volume 4, Turbulent Energy Compu- 

tation, 

PB-285 964/3GI 
LEENOV, DANIEL 


Unstable Subscript 1 H Superscript 4 Fragment 
from the Capture of a sigma Superscript Minus 
Hyperon 
AD-091 540/5G! 
LEEPER, JOHN 
A Short-Term Forecast of U.S. Oceanborne Exports 
for 1978-1979, 
PB-284 654/1GI 


LEEPER, R. J. 
High Power Magnetically insulated Radial Diode. 
SAND-77-1549C 78-08 18A PC A02/MF A01 


Neutron Diagnostic System for Particle Beam Fu- 

sion Experiments. 

SAND-77-0916 78-05 180 PC.A03/MF A01 

Neutron Production from Advanced Rdb Fusion 

Targets. 

SAND-77-2017C 78-08 18A PC A02/MF A01 

Particle Beam Targets Containing Preheated Fuel 

and Magnetic Fields. 

SAND-77-1640C 78-25 18A PC A03/MF A01 

Scintillator-Photomultiplier Response to a Simu- 

lated Reb Generated Thermonuclear Neutron Pulse. 

SAND-77-1592C 78-14 18A PC A02/MF A01 
LEES, BEVERLY 

Survey of Ceramic Refractory Problems and Materi- 

als Shortages. 

AD-A048 108/5GI 


LEES, M. A. 


An Evaluation of Perceptual-Motor Workload during 
a Helicopter Hover Maneuver. 
AD-A058 016/7G! 78-24 


LEES, MICHAEL A. 


Visual Performance/Workload of Helicopter Pilots 
during Instrument Flight. 
AD-AG55 424/6GI 78-20 5! 


LEES, ROBERT 


Swimmer Retrieve Analysis 
AD-087 042/8G! 78-02 


LEESE, S. J. 


A New Algorithm for Constrained Optimization, with 
Application to Optimal Control. 
N77-31871/5GI 78-01 12A PC A03/MF A01 


LEET, DUANE G. 
AFML Scientific and Engineering Computer Sup- 


73-26 138 PC A04/MF A01 


78-22 20H PC A02/MF A01 


78-24 5C PC A16/MF AO1 


78-06 118 PC A03/MF A01 


1B PC A02/MF A01 


PC AOS/MF A0O1 


15G PC A03/MF A01 


port. 
AD-A058 193/4GI 
LEETE, S.C. 


Radionuclide Concentrations in Selected Foodstuffs 
and Wildlife from the Hanford Environs, 1971--1975. 


78-24 98 MF A01 


PNL-2383 
LEFCOWITZ, M. JACK 


Effects of the New Jersey-Pennsylvania Negative In- 
come Tax Experiment on Health and Health Care 
Utilization. 

HRP-0024509/2G! 


LEFEBER, C.G. 


Quantitative Cine Analysis of Cell Organoid Activity 
AD-054 552/5GI 78-21 6P PC A02/MF A01 


LEFEBVRE, A. H. 


Lean Premixed/Prevaporized Combustion. 
N77-33297/1GI 78-04 218 PC A03/MF A01 


LEFEBVRE, CLARENCE A. 


Thrust Management Control Propulsion System. 
PATENT-4 047 382 


78-14 6F PC A0Q3/MF A01 


78-17 5C Not Available NTIS 


78-19 21H Not available NTIS 

LEFEBVRE, J. -M. 

Plastic Deformation Behavior of a Fluorite-Type 

Ceramic Material: Uranium Dioxide. 

CEA-R-4853 78-14 
LEFEVER, R. DALE 

Faculty Development Survey. 

HRP-0900245/2G! 78-21 5! 
LEFEVRE, DANIEL P. 


Air Blast Parameters from Summer and Winter 20- 
Ton TNT Explosions, Operation Distant Plain, 
Events 3 and 5. 
AD-830 308/3GI 


LEFEVRE, H. W. 


H(T.N) exp 3 He Reaction for Depth Profiling of 
Hydrogen by Neutron Time-of-Flight. 


18J MF AO1 


PC A09/MF AO1 


78-11 190 PC AOS/MF A01 


PA-830 


UCRL-79201 78-05 7D PC A02/MF A01 


H(T,N) exp 3 He Reaction for Depth Profiling of 
Hydrogen by Neutron Time-of-Flight. 
UCRL-79201(Rev.1) 78-05 18F PC AQ2/MF A01 


LEFEVRE, J.C. 


Seismic Analysis for the SUPER-PHENIX Reactor. 
CEA-CONF-3749 78-08 181 MF A01 


LEFEVRE, ROGER 
Multiparametric Acquisition Program for PLURIMAT 


Systems. 
CEA-N-1951 


LEFFERS, T. 


Void Formation and Growth in Copper-Nickel Alloys 
During Irradiation in the High Voltage Electron 
Microscope. 


RISO-M-1937 
LEFFERTS, JAMES L. 


Reprint: Reactions of Bis(Trimethyisily!) 
Bromomethyllithium and Tris(trimethyisily!)methylli 
thium. The Synthesis of Alpha-Bromovinyisilanes. 

AD-A053 906/4GI 78-16 7C PC A02/MF A01 


LEFFILLATRE, G. 


Fixation of Low and Medium-Active Radioactive 
Wastes in Bitumen. 
BNWL-tr-252 


LEFFLER, J. E. 


metalorganic compounds: organoboron, fluorenyl- 
n, phosphine-azide, benzazide, sulfonylazide, 
triphenyiphosphine chemistry. 

AD-275 878/7GI 78-16 7C PC AQS/MF A01 


LEFFLER, JOHN E. 


The Influence of Polar Substitutes and Polar Sol- 
vents on Radical Decomposition Reactions 
AD-092 078/5G! 78-22 7D PC AQ2/MF AO1 


The Role of the Solvent in Radical Decomposition 
Reactions: Phenylazotriphenyimethane 
AD-065 648/8G! 78-20 7D PC A02/MF A01 


Some Reactions of Tris-(P-Nitrophenyl)-Methy! Bro- 

mide 

AD-022 776/9GI 
LEFFLER, L. 


Pressurized Fluidized-Bed Combustion Combustion 
Test and Integration Unit, PFBC/CTIU Project. ANL 
Monthly Progress Report, October 1977. 

ANL/CTIU/FE-005 78-14 218 PC A02/MF A01 


Pressurized Fiuidized-Bed Combustion Component 
Test and Integration Unit PFBC/CTIU Project. ANL 
Monthly Progress Report, November 1977. 

TiD-28327 78-19 7A MF AO1 


LEFKOWITZ, BENJAMIN 


Marine Amphibious Deployment Simulation: Pro- 
grammer's simulation. 
AD-479 174/5GI 78-01 15G PC A08/MF A01 


Marine amphibious deployment simulation user's 
manual. 
AD-479 175/2GI 


LEFKOWITZ, HOWARD 


Study of the Long Range Position Determination 
System. 
AD-509 148/3GI 


LEFLANG, W. G. 


State Criminal Justice Telecommunications 
(STACOM). Volume 1: Executive Summary. 
N78-16218/7Gi 78-11 17B PC A04/MF AO1 


LEFOHN, ALLEN S. 


Federally Sponsored Energy Research in the 
Northern Great Plains, North Dakota, Fiscal Year 
1976. 

PB-278 132/6GI 


LEFOL, J. 


Extracted-Beam-Detection 
Synchrotron Saturne. 
CEA-R-4857 


LEFSTAD, SANDRA M. 
Water Quality: Streams and Ponds on Selected Test 


Areas on Eglin Air Force Base, Florida. 
AD-A049 155/5GI 78-08 13B PC A03/MF A01 


LEFTHERIS, BASIL P. 
Advantages of Residual Stresses in Dynamically 


Riveted Joints. 
AD-A051 183/2GI 


LEFTON, LESTER A. 
Reprint: Information Extraction Ouring Visual 


Search: a Developmental Progression. 
AD-A047 325/6G! 78-04 5J PC A02/MF A01 


Reprint: Peripheral information Extraction: A 
Developmental Examination of Reading Processes. 
AD-A046 339/8G! 78-03 5J PC A02/MF A01 


Peripheral information Processing in Reading. 
AD-A051 492/7GI 78-12 SJ PC A02/MF A01 


78-01 98 MF AO1 


78-10 18H MF A01 


78-02 18G Not available NTIS 


78-21 70 PC A02/MF AO1 


78-01 15G PC A10/MF A01 


78-13 17C PC A13/MF A01 


78-13 10A PC A03/MF A01 


System around 


78-19 20G MF A01 


78-12 13& PC AOS/MF A01 


Reprint: Reading Geometrically Transformed Text: 
A Developmental Approach. 
AD-A057 546/4GI 78-23 5J PC A02/MF A01 


LEFTON, S. 


Coal Availability and Demand: Round | and Round II 
Coal Conversion Candidates. 
NUS-1997 

LEFTWICH, PRESTON W. 


Statistical Guidance on the Prediction of Eastern 
North Pacific Tropical Cyclone Motion. Part 2. 
PB-273 155/2GI 78-01 4B PC A02/MF A01 


LEFURGEY, ANN 


Foraminifera in Brackish-Water Ponds Designed for 
Waste Control and Aquacultue Studies in North 
Carolina, 

PB-280 105/8G! 


LEFVERT, T. 


Calculation of the Neutron Decay Constant in Slab 
Geometry Using Anisotropic Collision Probabilities. 
FOA-C-20176-A2 78-09 18F MF AO1 


Neutron- and gamma-Ray Transport Calculations of 
Dose Transmission Factors in Concrete. 
FOA-C-20195-A2 78-20 18F MF A01 


Neutron- and gamma-Ray Transport Calculations of 
Dose Transmission Factors in Concrete. 
N78-22885/5G! 78-17 18F PC A04/MF A01 


LEGACEY, D. 
Spectrometer Study of pi exp + pi exp - pi exp 0 
and eta pi exp + pi exp -. 
COO-1545-224 78-21 
LEGAN, ROBERT L. 


Microwave Power Leveler for K Band, 
AD-434 011/3GI 77-20 9E PC A02/MF A01 


LEGAS, J. 


Design and Analysis of Auburn Dam. Volume Five, 
Summary and Conclusions, 
PB-283 888/6GI 78-22 


LEGAS, JAMES 


Design and Analysis of Auburn Dam. Volume One. 
Design Data, 
PB-283 882/9GI 78-22 13B PC A13/MF A01 


Design and Analysis of Auburn Dam. Volume Two. 
Foundation Studies, 
PB-283 883/7GI 


LEGASEY, E. E. 


NRC Inspection Alternatives, A Study Report, 
PB-277 478/4GI 78-10 18E PC A04/MF A01 


LEGASOV, V. A. 


Comparative Evaluation of Potential Use of High 
Temperature and Low Temperature Reactors for 


Production of Steel with Electrolytic Production of 
Hydrogen. 
1AE-2577 


LEGECKIS, RICHARD 
Reprint: Oceanic Polar Front in the Drake Passage: 


Satellite Observations During 1976, 
PB-276 462/9GI 78-08 8J Not available NTIS 


LEGENDRE, PHILLIP J. 


The Challenge of Reentry Vehicle Instrumentation. 
AD-A057 929/2G! 78-24 16C PC A07/MF A01 


LEGENSKY, STEVEN 


Hoboken Site Status Inventory. Status Report. 
PB-278 760/4Gi 78-13 5K PC A0Q2/MF AQ01 


LEGER, JAMES E. 


Velocity Vector Sensor for Low Speed Airflows. 
PATENT-4 052 894 
78-04 


LEGERE, C. L. JOHN 


The Development of Instructional Systems. 
AD-A055 852/8G! 78-20 51 PC A11/MF AO1 


LEGG, K. O. 


Reprint: Determination of the c(2X2) Structure of 


Sulfur on Fe(001) by Low-Energy Electron Diffrac- 
tion. 


AD-A055 373/5G! 78-20 7D PC A02/MF AQ1 


Reprint: Early Stages of Oxidation of the Fe(001) 
Surface: Atomic Structure of the First Monolayer. 
AD-A055 374/3GI 78-20 70 PC A02/MF A01 


Reprint: Low-Energy Electron Diffraction Analysis 
of Clean Fe (001). 
AD-A046 938/7G! 78-04 20B PC A02/MF A01 


Scattering of Hydrogen from Surfaces. Progress Re- 

port No. 1, November 1, 1976--November 1, 1977. 

ORO-2591-81 78-13 201 PC A04/MF A01 
LEGGE, H. 

Drag and Heat Transfer Measurements of Sharp 

Cones at Different Wall Temperatures in the Transi- 


tion and Free Molecular Flow Regime. 
N78-14359/1GI 78-09 200 PC A02/MF A01 


78-25 21D MF A01 


78-14 8A PC A02/MF A01 


20H PC A02/MF A01 


13B PC A0OS/MF A01 


78-22 138 PC A09/MF A01 


78-10 21D MF A01 


14B Not available NTIS 





LEGGE, R. 


Laser-Zone Growth in a Ribbon-to-Ribbon (RTR) 
Process, Silicon Sheet Growth Development for the 
Large Area Silicon Sheet Task of the Low Cost Sil- 
icon Solar Array Project. Technical Quarterly Report 
No. 6, October 10--December 31, 1977. 

DOE/JPL/954376-1 78-26 10B PC A06/MF A01 


Laser-Zone Growth in a Ribbon-to-Ribbon (RTR) 
Process, Silicon Sheet Growth Development for the 
Large Area Silicon Sheet Task of the Low Cost Sil- 
icon Solar Array Project. Annual Report. 
ERDA/JPL/954376-77/4 


78-20 108 PC A06/MF A01 


Laser-Zone Growth in a Ribbon-to-Ribbon (RTR) 
Process. Silicon Sheet Growth Development for the 
Large Area Silicon Sheet Task of the Low Cost Sil- 
icon Solar Array Project. 

N78-24630/3GI 78-19 


LEGGETT, ELIZABETH C. 
identification of Unsafe Driving Actions and Related 


Countermeasures. 
PB-275 464/6GI 


LEGLER, H. 


Assessment of the Consequences of Alternative 


Strategies of the Energy Industry by Means of 
Dynamic Simulation. 


NP-22786 78-13 18E PC A09/MF AQ1 

Scenarios Chemical Technology. 

BMFT-FB-T-77-01 78-16 10A PC A12/MF A01 

Scenarios for Chemical Technology. 

N78-11897/3GI 78-06 7A PC A12/MF A01 
LEGNANI, P. 

Research on the Toxicity of Chromium--Anionic De- 

tergent Mixtures to “Alburnus  alburnus,” 

“Alborella” Variety. 

ORNL-tr-4473 


LEGNER, H. 


investigation of Laser Propulsion. Volume Il. 

AD-A056 748/7GI 78-22 21H PC A12/MF A01 
LEGNER, W. 

Theoretical and Experimental Investigations on Gas 

Flow in LWR-Fuel Rods During Loss-of-Coolant Ac- 

cidents. 

INEL-tr-21 


108 PC A06/MF A01 


78-06 13L PC A0Q8/MF A01 


78-12 6T PC A02/MF A01 


78-14 181 PC AOS/MF A01 


Theoretical and Experimental investigations on Gas 
Flow in LWR Fuel Rods During Loss-of-Coolant Ac- 
cidents. 

KFK-2411 


LEGRAND, DONALD G. 
An Automatic X-Ray Diffractometer for Studies of 
Polymer Orientation 
AD-247 753/7GI 78-01 7D PC A03/MF A01 
The Relative Orientation of Crystalline and 


Amorphous Regions in Polyethylene 

AD-247 752/9GI 78-01 70 PC A03/MF A01 
LEGRAND, F. 

Sugarcane Production Residues: Technologic and 

Economic Assessment of Methods for Conversion 

to Utilizable Energy Forms. 

PB-278 351/2GI 78-13 21D PC AO5/MF A01 
LEGVOLD, Ss. 

Magnetic Ordering in Ce--La and Nd--La Alloys. 

IS-M-116 78-13 20L PC A02/MF A01 

Scandium Puzzle: What Are Its intrinsic Properties. 

IS-M-99 78-05 20L PC A02/MF A01 
LEHIKOINEN, URHO A. 

Techniques in Smoke Application. 

AD-841 030/0GI 78-24 19A PC AOS/MF A01 
LEHISTE, ILSE 


An Acoustic-Phonetic Study of Internal Open Junc- 
ture 
AD-226 319/2GI 78-11 5G PC A06/MF A01 


Studies of Syllable Nuclei. (Part |) 

AD-231 102/5G! 78-13 90 PC A07/MF AO1 
LEHMAN, D. R. 

Reprint: Three-body Calculation of 

Threshold Electrodisintegration. 

PB-276 232/6GI 78-08 20H Not available NTIS 
LEHMAN, EDWARD J. 

Demands and Needs of Future Transportation. Part 

2. Surface Transportation (A Bibliography with Ab- 

stracts). 

NTIS/PS-78/0066/7GI 

78-07 

LEHMAN, EDWARD wW. 

Coordinating Health Care: Explorations in Interor- 


ganizational Relations. 
HRP-0018816/9GI 78-01 


LEHMAN, H. 


Assessment of the Fuel Cell's Role in Small Utilities. 
Final Report. 


78-06 181 MF AQ1 


Two-body 


13B PC NO1/MF NO1 


6E Not Available NTIS 


EPRI-AF-696(V.1) 78-23 10B PC A10/MF A01 


Assessment of the Fuel Cell’s Role in Small Utilities. 
Final Report. 
EPRI-EM-696(V.1) 


LEHMAN, J. M. 


Researcher's Guide to the NASA Ames Flight Simu- 
lator for Advanced Aircraft (FSAA). 
N77-33230/2GI 78-04 148 PC A13/MF A01 


LEHMAN, JOHN H. 


Software Engineering Project Management: A Sur- 
vey Concerning U. S. Aerospace Industry Manage- 
ment of Software Development Projects. 

AD-A050 802/8G! 78-11 5A PC A02/MF AO1 


Software Engineering Project Management. A Sur- 
vey on the U.S. Aerospace Industry's Management: 
Software Development Projects. Report Number 2, 

AD-A050 803/6GI 78-11 5A PC A03/MF A01 


LEHMAN, JOHN M. 


Simulation and Analysis of Wind Shear Hazard. 
AD-A052 435/5GI 78-14 18 PC A08/MF A01 


LEHMAN, KAY 


Pharmacy Policy and Procedures. A Model and 
Workbook for Developing the Pharmacy Policy and 
Procedure Manual for Long-Term Care Facilities. 

HRP-0023995/4GI 78-14 60 Not Available NTIS 


LEHMAN, MELVIN E. 


Concepts and Techniques for Evaluation of Energy- 
Related Water Problems. 
PB-279 608/4GI 


LEHMAN, MERRILL W. 


Centralized Control System Cuts Costs, Boosts 
Morale. 
HRP-0018983/7GI 


LEHMAN, T. H. 


Evaluation of Two Computer Programs for Model- 
ing Electromagnetic Interactions with Surfaces. 
UCRL-52321 78-10 20N PC A03/MF A01 


LEHMANN, ANGELA 


Determinations of Pollution Concentrations by Mea- 
surement Techniques and Calculations, within the 
Range of Influence of Large Emitters as a Basis for 
Evaluation for Territorial Planning--Translation. 

AD-A045 923/0G! 78-02 13B PC A03/MF A01 


LEHMANN, E. L. 


Asymptotically Nonparametric Inference in Some 
Linear Models with One Observation Prr Cell, 
AD-443 974/1GI 78-14 12A PC A0Q2/MF A01 


Estimates of Location Based on Rank Tests, 
AD-420 487/1GI 78-14 12A PC A02/MF A01 


LEHMANN, EOWARD 


Comfort and Human Factors in Office and Re- 
sidential Settings (A Bibliography with Abstracts). 
NTIS/PS-78/0799/3GI 78-21 5J PC NO1/MF NO1 


LEHMANN, EOWARD J. 


Applications of Holography. Volume 2. 1975-May, 
1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0561/7GI 


78-17 14B PC NO1/MF NO1 


Biochemistry and Therapy of Cholinesterase Inhibi- 
tors (A Bibliography with Abstracts). 
NTIS/PS-77/0978/5GI 78-02 6A PC NO1/MF NO1 


Biochemistry and Therapy of Cholinesterase Inhibi- 
tors (A Bibliography with Abstracts). 
NTIS/PS-78/1101/1GI 78-26 6A PC NO1/MF NO1 


Demands and Needs of Future Transportation. Part 
1. Air Transportation (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/0065/9G!I 78-07 1B PC NO1/MF NO1 


Development of Local and Regional Economies (A 
Bibliography with Abstracts). 
NTIS/PS-77/0939/7GI 

78-01 138 PC NO1/MF NO1 


Development of Local and Regional Economies (A 
Bibliography with Abstracts). 
NTIS/PS-78/1085/6GI 


78-25 13B PC NO1/MF NO1 


Ecology of Insecticide Water Pollution. Volume 2. 
1974-1977 (A Bibliography with Abstracts). 
NTIS/PS-78/0034/5G! 78-07 6F PC NO1/MF NO1 


Effects of Land Use and Urbanization on Water 
Resources and Water Quality. Volume 1. 1971-1976 
(A Bibliography with Abstracts). 
NTIS/PS-78/0487/5GI 

78-16 13B PC NO1/MF NO1 


Effects of Land Use and Urbanization on Water 
Resources and Water Quality. Volume 2. 1977-May, 
1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0488/3GI 


78-16 138 PC NO1/MF NO1 
Financing and Taxation for Urban Control of Pollu- 


tion (A Bibliography with Abstracts). 
NTIS/PS-78/0273/9GI 


78-21 10B PC A10/MF A01 


78-15 10A PC AQ4/MF A01 


78-11 5A Not Available NTIS 


LEHN, WILLIAM L. 


78-12 138 PC NO1/MF NO1 


Housing Taxation and Financing by the Federal, 
State, and Local Governments (A Bibliography with 
Abstracts). 

NTIS/PS-78/0408/1GI 78-14 5K PC NO1/MF NO1 


Hurricanes: Forecasting, Modification, and 
Research (A Bibliography with Abstracts). 
NTIS/PS-78/0028/7GI 78-06 48 PC NO1/MF NO1 


Mine Safety. Part 1. Fires and Explosions (A 
Bibliography with Abstracts). 
NTIS/PS-78/0906/4Gi 78-21 81 PC NO1/MF NO1 


Mine Safety. Part 5. General Studies (A Bibliography 
with Abstracts). 
NTIS/PS-78/0910/6G! 78-21 8! PC NO1/MF NO1 


Preparation and Evaluation of Environmental im- 
pact Statements (A Bibliography with Abstracts). 
NTIS/PS-77/0994/2GI 

78-02 138 PC NO1/MF NO1 


Public Opinion and Sociology of Water Resource 
Development (A Bibliography with Abstracts). 
NTIS/PS-78/0437 /0GI 

78-14 13B PC NO1/MF NO1 


Seafarer: Impacts and Studies of the Extremely Low 
Frequency Communication System (A Bibliography 
with Abstracts). 
NTIS/PS-78/0062/6GI 

78-07 178 PC NO1/MF NO1 


Sediment Water interaction and its Effect Upon 
Water Quality (A Bibliography with Abstracts). 
NTIS/PS-78/0015/4GI 78-06 8H PC NO1/MF NO1 


Sewage Treatment Costs and Economics (A 
Bibliography with Abstracts). 
NTIS/PS-77/1010/6GI 

78-02 138 PC NO1/MF NO1 


Synthetic Foods (A Bibliography with Abstracts). 
NTIS/PS-78/0620/1GI 78-17 6H PC NO1/MF NO1 


Reprint: The Toxicology of Ozone (A Bibliography 
with Abstracts). 
NTIS/PS-78/1120/1GI 78-26 6T PC NO1/MF NO1 


Urban Financing and Taxation (A Bibliography with 
Abstracts). 
NTIS/PS-78/0250/7GI 


78-11 138 PC NO1/MF NO1 


Water Quality Modeling--Hydrological and Lim- 
nological Systems. Volume 2. 1975-June, 1977 (A 
Bibliography with Abstracts). 

NTIS/PS-78/0649/0G!I 78-18 8H PC NO1/MF NO1 
Water Quality Modeling--Hydrological and Lim- 
nological Systems. Volume 3. July, 1977-June, 1978 
(A Bibliography with Abstracts). 
NTIS/PS-78/0650/8Gi 78-18 8H PC NO1/MF NO1 


LEHMANN, HANS W. 


Reprint: Surface Relief Structures with Linewidths 
below 2000 A. 
AD-A057 511/8G! 


LEHMANN, R. E. 


X-Band Solid State Module. 
AD-A050 195/7G! 78-10 171 


LEHMBERG, R. 
Laser-Fusion Studies at NRL - A Report to ERDA 


for the Period July 1975 to September 1976. 
AD-A050 089/2G! 78-10 20E PC A10/MF A01 


LEHMBERG, Rh. H. 


Depolarization in Laser Probing of Inhomogeneous 
Magnetized Plasmas. 


AD-A053 385/1GI 78-16 201 PC A02/MF A01 


Depolarization in Laser Probing of inhomogeneous 
Magnetized Piasmas. 

NRL-MR-3703 78-21 201 PC A02/MF A01 
Optical Pulse Squaring Effects in a Dispersive Delay 
Line. 
NRL-MR-3525 


LEHMKUHL, G. D. 


Alternate Fuel Cycle Technologies, Nitrate-to-Oxide 
Conversion Project. Progress Report, January--June 
1977. 

RFP-2591 


LEHN, A. V. 


Mica Fission Detectors. 
UCID-17563 78-07 


LEHN, ALLAN L. VAN 


intercomparison of Samplers Used in the Deter- 
mination of Aerosol Composition. 
PB-285 419/8GI 78-25 14B PC A08/MF A01 


LEHN, WILLIAM L. 
Results of the Polymeric Films Skylab 0024 Experi- 


78-23 148 PC A02/MF A01 


PC A04/MF A01 


78-04 18A PC A02/MF A01 


78-08 18) PC A04/MF A01 


18D PC A02/MF A01 


ment. 

AD-A046 210/1GI 
Skylab 0024 Thermal 
Polymeric Films Experiment. 


78-02 11C PC AQ2/MF A01 


Control Coatings and 


AD-A046 208/5G! 78-02 11C PC A02/MF AO1 


PA-831 





LEHNER, G. 


Possibilities of Developing New Non-Nuclear and 
Non-Fossil Energy Sources. 
AED-CONF-77-002-007 


78-09 10A PC A02/MF A01 


Solar Energy. 
AED-Conf-77-139-005 


78-15 10A PC A02/MF A01 


LEHNER, J. 


Cryogenic Aspects of a Demountable Toroidal Field 
Magnet System for Tokamak Type Fusion Reactors. 
BNL-22497 78-01 18A PC A02/MF AO1 


Deals Magnet Concept and Its Appications to High 
Density, High Field Tokamak Systems. 
BNL-23413 78-13 18A PC A02/MF A01 


DEALS Magnet Concept: Applications and Develop- 
ment. 


BNL-22594 78-18 18A PC A03/MF A01 


Demountable Low Stress High Field Toroidal Field 
Magnet System for Tokamak Fusion Reactors. 
BNL-23165 78-13 18A PC A0Q2/MF A0O1 


Magnet Safety and Reliability in Magnetic Fusion 
Energy Systems. A Summary Report. 
BNL-50658 78-01 18A PC A0S/MF A01 


Proceedings of the Workshop on Structural Analy- 
sis Needs for Magnetic Fusion Energy Supercon- 
ducting Magnets: A Technical Assessment. 

CONF-760984- 78-07 18A PC A22/MF A01 


Safety and Reliability Aspects of Superconducting 
Magnets for Thermonuclear Power Reactors. 
BNL-22667 78-03 18A PC A02/MF A0O1 


Structural Aspects of Superconducting Fusion Mag- 
nets. 


BNL-22698 78-05 18A PC A02/MF A01 


Three Dimensional Inelastic Evaluation of a Con- 
trolled MFE (Magnetic Fusion Energy) Reactor Mag- 
net. 

BNL-22821 


LEHNERT, B. 


Alpha Particle Problems in 
Systems. 
TRITA-EPP-77-01 78-08 


Basic Features of EXTRAP Concept. 
N77-32909/2GI 78-02 20! 


Basic Features of EXTRAP Concept. 
TRITA-PFU-77-01 78-16 18A MF A0O1 


Fusion Research at the Royal institute of Technolo- 
gy in Stockholm 1977. 
TRITA-EPP-76-23 78-08 201 MF A01 


Fusion Research at the Royal Institute of Techneclo- 
gy in Stockholm 1978. 

N78-28955/0GI 78-23 18A PC A03/MF AO1 
lonization and Burnout Processes of a Magnetically 
Confined Plasma. 

TRITA-PFU-77-06 78-23 18A PC A02/MF A01 
Main Features and Potentialities of Gas-Blanket 
Systems. 

N77-32868/0GI 78-02 18A PC A04/MF A01 


Main Features and Potentialities of Gas-Blanket 
Systems. 
N78-23945/6GI 78-18 18A PC A04/MF A01 
Main Features and Potentialities of Gas-Blanket 
Systems. 
TRITA-PFU-77-03 78-09 18A MF A01 


On the lonization and Burnout Processes of a Mag- 
netically Confined Plasma. 
N78-23947/2GI 78-18 201 PC A02/MF A01 
Power Loss Problems in EXTRAP Coil Systems. 
N77-32910/0GI 78-02 18A PC A02/MF A01 
Power Loss Problems in Extrap Coil Systems. 
TRITA-PFU-77-02 78-16 18A MF AOt 
The Swedish Fusion Research Programme on Mag- 
netic Confinement 1978. 
N78-28956/8G! 
LEHNERT, D. 
EXTRAP Concept. 
TRITA-EPP-76-19 
LEHNERT, R.F. 
Smoke Flow Studies Conducted at Princeton U. 
AD-063 022/8GI 78-20 218 PC AOS/MF AO1 
LEHNHOFF, T. F. 
Design of a Water Jet Drill for Development of 
Geothermal Resources. Progress Report, March 1, 


1977--April 1, 977. 
COO-2677-7 


LEHNING, H. 


Contribution to the Mathematical Description of 


Electrochemical Processes in the Lead Accumula- 
tor. 


BNWL-tr-293 


78-01 18A MF AO1 


Shielded Support 


18A MF A01 


PC A0Q3/MF A0O1 


78-23 18A PC A04/MF A01 


78-08 18A MF AO1 


78-05 81 PC A02/MF A01 


78-19 10C PC A02/MF AO1 


PA-832 


LEHOCZ2KY, J. P. 


Models for Work Backlogs at Computers That Time- 
Share Heterogeneous Users. 
AD-A050 014/0GI 78-10 9B PC A03/MF A01 


LEHOCZKY, JOHN P. 


The Application of Diffusion Approximations to the 
Study of Time-Sharing Computers and Transitory 
Queueing Systems. 

AD-A054 313/2GI 78-17 12B MF AO1 


A Diffusion Approximation Analysis of a General n- 
Compartment System. 
AD-A045 411/6GI 


LEHOT, P. G. H. 


User-Directed DATA BASE DESIGN. 
UCRL-80178 78-12 9B PC A02/MF AO1 


User-Directed Data Base Design. 
UCRL-80178(Rev.1) 78-16 9B PC A02/MF A01 


LEHR, H. F. 


Experimental Studies on Terminal 
Kinetic Energy Projectiles. 
N78-17393/7GI 78-12 19D PC A02/MF A01 


Processing of Photographica! Data for Analysis of 
Target Deformation in Terminal Ballistics Experi- 
ments Depouillement d'Enregistrements Photogra- 
phiques en Vue de I'Analyse de la Deformation des 
Cibles dans les Experiences de Balistique Ter- 
minale. 

N77-33494/4GI 


LEHR, JAY H. 


An Introduction to the Technology of Subsurface 
Wastewater Injection. 
PB-279 207/5GI 


LEHR, WILLIAM F. 


Extending Health Care Services to Remote Indian 
Communities. 
HRP-0018203/0GI 


LEHRER, NORMAN H. 


High Contrast CRT. 
AD-A050 673/3GI 


LEHRFELD, D. 


Stirling Total Energy Systems Study. Final Report, 
May 15, 1976--June 13, 1977. 
HCP/T2947-1 78-17 13A MF AO1 


System Analysis, Design, and Proof-of-Concept Ex- 
periment of a Total Energy System. Final Report, 
May 15, 1976--June 13, 1977. 

COO-2947-3 78-21 13A PC A09/MF A01 


System Analysis Design and Proof-of-Concept Ex- 
periment of a Total Energy System. Quarterly 
Progress Report, 15 May 1976--15 August 1976. 

COO-2947-1 78-05 10A PC A03/MF A01 


System Analysis Design and Proof-of-Concept Ex- 
periment of a Total Energy System. Quarterly 
Progress Report, 16 August 1976--15 November 
1976. 

COO-2947-2 


LEHRKE, H. P. 


Investigation to Compute the Distribution of Fatigue 
Life by Monte-Carlo Methods. 
N78-31462/2GI 78-26 


LEHTINEN, A. Mf. 


Fabrication and Test of a Variable Conductance 
Heat Pipe. 
N78-19443/8GI 


LEHTTSCH, YU. 


DEPOT System for the Creation of a Translator from 
the COC Language. 
JINR-10-9764 


LEHWALD, S. 


High Resolving Electron Energy Loss Spectroscopy 
of the Vibrational States of Adsorbed Gases on 
Tungsten (100) Surfaces. 
Juel-1398 


LEI, KENNETH P. V. 


Extraction of Copper from Sulfide Ores. 
PATENT-4 062 744 


78-01 12B PC A03/MF A01 


Ballistics of 


78-04 19D PC A02/MF A01 


78-14 13B PC A16/MF A01 


78-03 6E PC A04/MF AO1 


78-11 9A PC A03/MF A01 


78-09 13A PC A04/MF A01 


14D PC AQ3/MF AO1 


78-14 20D PC AQS/MF AO1 


78-10 9B MF AO1 


78-18 11F MF A01 


78-17 11F Not available NTIS 


Recovery of Copper and Nickel from Alloys. 
PAT-APPL-830 517/GI 


78-08 11F PC A02/MF AQ1 


LEl, T.L. R. 


Effect of Interference on delta Modulator Encoded 
Video Signals. Delta Modulation Encoding of Video 
Signals. 

N78-23273/3GI 


LEIB, KENNETH G. 


Analysis of the Optical Memory and Transducer 
Requirements for the OMFIC System Applied to 
Guided Projectiles. 
AD-A054 706/7Gi 


78-18 17B PC A10/MF AO1 


78-17 19A PC AQ4/MF A01 


LEIBER, C. O. 


Method for Switching Currents, and Also a Control 
Element. 
UCRL-Trans-11316 


LEIBERG, LEON 


Research Data Analysis and Program Recommenda- 

tions. 

PB-283 720/1GI 
LEIBERT, C. H. 


Thermal Barrier Coating System. 
PATENT-4 055 705 


78-16 9A PC AQ2/MF A0O1 


78-23 51 PC A0O7/MF AO1 


78-13 11C Not available NTIS 


LEIBOFF, T. 


Experimental 
Processor. 
AD-A049 323/9GI 


LEIBOLD, A. 


Orbit Maneuver Optimization for an Arabian Com- 
munication Satellite (ARCOMSAT). 
N78-11180/4GI 78-06 22C PC A02/MF A01 


Short Course on Ground Operations Systems for 
Geostationary Satellites: Injection of Geostationary 
Satellite Symphonie. 

N78-11181/2GI 78-06 22C PC A0S/MF A01 


Short Course on Ground Operations Systems for 
Geostationary Satellites. Orbit Determination Error 
Analysis. 

N78-14074/6GI 78-09 22C PC A03/MF A01 


Short Course on Ground Operations Systems for 
Geostationary Satellites: Orbit Maneuver Programs 
(Symphonie). 

N78-11182/0GI 78-06 22C PC A03/MF A01 


Short Course on Ground Operations Systems for 
Geostationary Satellites. Station Keeping 
(Symphonie). 

N78-14081/1GI 78-09 22C PC A03/MF A01 


Short Course on Ground Operations Systems for 
Geostationary Satellites. Tracking and Orbit Deter- 
mination. 

N78-14080/3GI 78-09 22C PC A03/MF A01 


Short Description of the Orbit Programs Used for 
Symphonie a and B Kurzbeschreibung der bei 
Symphonie a und B Eingesetzten Bahnprogramme. 
N78-11179/6GI 78-06 22C PC A02/MF A01 


LEIBOVITZ, J. 


Effects of Hydrogen Peroxide Additions on Shut- 
down Chemistry Transients at Pressurized Water 
Reactors. Final Report. 
EPRI-NP-692 


LEIBOWITZ, HERSCHEL 


Some Observations and Theory on the Variation of 
Visual Acuity with the Orientation of the Test Object 
AD-024 393/1GI 78-21 6P PC A02/MF A01 


LEIBOWITZ, L. 


Thermodynamic Functions and Vapor Pressures of 
Uranium and Plutonium Oxides at High Tempera- 
tures. 


CONF-770537-2 78-04 18) PC A03/MF A01 


Thermophysical Properties of Thorium and Uranium 
Systems for Use in Reactor Safety Analysis. 
ANL-CEN-RSD-77-1 78-15 18J PC A04/MF A01 


Viscosity of Molten Alumina. 
ANL-78-28 78-25 18! 


LEIBOWITZ, MARTIN A. 


A Rigorous Derivation of Fermi Age Theory 
AD-237 414/8GI 78-09 20H PC A07/MF A01 


LEIBRECHT, B. C. 
A Behavioral Taxonomy for Ow! Monkeys (Aotus 


Development of a FLIR Sensor 


78-08 17E PC A10/MF A01 


78-25 181 PC A11/MF A01 


PC AQ2/MF A01 


sp.). 
AD-A055 577/1GI 
LEIBRECHT, BRUCE C. 


Reprint: Auditory Feedback and Conditioning of the 
Single Motor Unit. 
AD-A050 949/7GI 


Reprint: Donor and Nondonor Motivations. 


78-20 6C PC A02/MF A01 


78-11 6P PC A02/MF A01 


AD-A051 080/0GI 78-12 5J PC A02/MF A01 


Honest |. Personality, Heart Rate, Urinary 
Catecholamine, and Subjective Fatigue Measures 
Related to Night Nap-of-the-Earth Flying. 

AD-A054 888/3G! 78-18 6S PC A03/MF A01 


Reprint: Small Animal Restraint and Movement De- 
tection Apparatus. 
AD-A049 241/3G1 


LEIBROCK, K. 


Cleaning of Charging Gas in Coking Plants Using 
the Saarberg--Hoelter System. 


NP-21795 78-09 7A PC A02/MF A01 
LEICEAGA, PEDRO MACKINLAY 


Survey of Current Technology Related to Fiber Op- 
tics. 
AD-A052 653/3G! 


78-08 14B PC A02/MF A01 


78-14 20F PC A06/MF A01 





LEICESTER, HENRY M. 


Research on the Mechanism of Phosphatase Inhibi- 
tors in Caries Prevention 
AD-107 873/2GI 78-16 6E& PC A02/MF A01 


LEICHNER, GENE H. 


Designing Computer Circuits with a Computer 
AD-112 605/1GI 78-22 9B PC A02/MF A01 


A Summary of High Speed Vacuum Tube Circuit 
Work for October-November 1955 
AD-086 661/6GI 78-22 9E PC A02/MF A01 


LEICK, A. 


Earth Orientation from Lunar 
ferencing. 
N78-32027/2GI 


LEIDEL, NELSON A. 


Occupational Exposure Sampling Strategy Manual. 

PB-274 792/1GI 78-05 6J PC A07/MF A01 

The Standards Completion Program, Draft Techni- 

cal Standards Analysis and Decision Logics. 

PB-282 989/3GI 78-21 6J PC A07/MF A01 
LEIDERMAN, HERBERT 

Acts and activation: a psychophysiological study of 

social interaction. 

AD-456 590/9GI 78-01 


LEIDHOLT, DEANE EDWARD 


An Analysis of Navy Construction Contract Change 

Order Audits. 

AD-A052 657/4GI 
LEIFHEIT, SPENCER 

Evaluation of Electrical Earth Constants 

AD-137 654/0GI 78-11 8M PC A03/MF A01 
LEIFHEIT, SPENCER EOWARD 

Study of Suitable Tube Types and Circuits for Oscil- 

lator Injection Type Gain Control 

AD-123 344/4GI 78-13 9E PC A07/MF AO1 
LEIGH, DUANE E. 

An Analysis of the Interrelation between Unions, 

Race, and Wage and Nonwage Compensation. 

PB-283 016/4GI 78-21 5! PC AO7/MF A01 


LEIGH, J. D. 
Quantitative Respirator Man-Testing at Rocky Flats. 
RFP-2433 78-14 6Q PC A02/MF AO1 
LEIGH, J. R. 
High Spin States and Two-Quasiparticle Structure 
in exp 172 Hf. 
ANU-P-683 78-20 20H MF AO1 
Yrast Cascades in exp 174 exp 175 W and exp 161 
Yb and a Possible Dipole Component. 
ANU-P-687 78-20 20H MF AO1 
LEIGH, R. W. 
Method for the Comparative Economic Assessment 


of Storage Systems. 
BNL-24473 78-26 


LEIGHTNER, ROBERT A. 


Fire Control Correction System for Wind and Target 
Motion. 
PAT-APPL-678 094/GI 

78-16 19E 


Laser Range-Dif- 


78-26 3A PC A06/MF AQ01 


5J PC A02/MF A01 


78-14 15E PC A07/MF A01 


10C PC A02/MF A01 


PC A02/MF A01 
LEIGHTON, D. L. 


Judgment Specification - A Technique to Quantify 
Corporate Subjectivity. 
AD-A052 577/4GI 


LEIGHTON, J. F. 
Multi-Level Mass Store Implementation. 
UCRL-80456 78-13 98 PC A02/MF AO1 
LEIGHTON, JOSEPH 


Studies on the Effect of Ammonium Sulfate on Car- 
cinogenesis, 
PB-280 336/9GI 


LEIGHTON, R. B. 


Millimeter-Wave Antenna Design. 

N77-33409/2GI 78-04 9E PC A04/MF A01 
LEIGHTON, RICHARD F. 

The Use of Scintigraphy in the Quantitation of 


Myocardial Infarction. 
PB-280 056/3GI 


LEIGHTON, WALTER 
Reprint: Bounded Domains of Attraction in the 


Phase Plane. 
AD-A057 569/6GI 


LEIHENER, D. 
Electrophoresis Experiment Ma-014 in the APOLLO 


Soyuz Test Project. Part 1: Scientific Results. 
N78-22129/8GI 78-17 22A PC AO3/MF A01 
LEIJENDECKERS, P. H. H. 
Design, Economy, and Operation of Total Energy 
Systems. 
AED-Conf-76-407-002 
78-21 


78-14 5J PC A02/MF A01 


78-16 6T PC A04/MF AO1 


78-16 6E PC A04/MF A01 


78-23 12A PC A02/MF A01 


13A PC A03/MF A01 


LEIKACH, K. I. 


A-4F Blue Angel Flight Usage Data - 1976. 
AD-A050 164/3GI 78-10 1C PC AQ4/MF A01 


LEILICH, R. 


Systems Engineering for intermodal Freight 

Systems. Phase |. Exploratory Planning. Volume IV. 

Task Results. 

PB-286 035/1GI 78-26 13B PC A20/MF A01 
Engineering for 


Systems Intermodal Freight 
Systems. Phase |. Exploratory Planning. Volume V. 
Task Results: Appendices. 

PB-286 036/9GI 78-26 


LEIMBACH, GLENN R. 


Design and Evaluation of a Side Force Generator 
Modification for the XBQM-106, Remotely Piloted 
Vehicle. 

AD-A048 901/3G! 


LEIMER, H. WAYNE 
Identification of 
Suspended Solids, 
PB-277 349/7GI 

LEINER, W. 


Determination of the lon Distribution in Aqueous 
Dispersions of Untreated and Surface-Modified SiO 
sub 2 Particles by zeta-Potential Measurements. 

UCRL-Trans-11284 78-13 7D PC A02/MF A01 


LEINHARDT, SAMUEL 


Cost and Length of a Hospital Stay. 
HRP-0017412/8GI 78-06 6E Not Available NTIS 
Health Status, Medical Care Utilization, and Out- 
come: An Annotated Bibliography of Empirical Stu- 
dies. 

PB-284 997/4GI 78-23 6E PC A99/MF A01 


A Model of Health Care Delivery. 
PB-276 949/5GI 78-10 6E PC A10/MF A01 


LEININGER, MADELEINE 


Cultural Diversities of Health and Nursing Care. 
HRP-0019918/2GI 78-17 5K Not Available NTIS 


LEININGER, R. |. 


Further Analyses of the Characteristics of Research 
Resulting in Clinical Advances from Inception to 
Clinical Usage. 
PB-282 039/7GI 
LEINONEN, E. 

Digital and Analogue Simulation of Transient Inter- 
modulation Distortion. 

N78-23350/9GI 78-18 9E PC A03/MF A01 
Possible Methods for the Measurement of Transient 


intermodulation Distortion. 
N78-17831/6GI 78-12 


LEINWEBER, DAVID J. 
Store-and-Forward 
Over Noisy Channels. 
AD-A051 053/7GI 

LEIPELT, G. R. 

Crystal Spectograph for Imaging High-Density Tar- 
gets. 
UCRL-79787 

LEIPOLD, M. 
Compatibility Studies of Various Refractory Materi- 
als in Contact with Molten Silicon. 

N78-22184/3GI 78-17 108 PC AO6/MF A01 

LEIPOLD, M. H. 

Method of Controlling Defect Orientation in Silicon 
Crystal Ribbon Growth. 
PAT-APPL-706 073/GI 

78-18 10B PC A02/MF AO1 
Structure of Deformed Silicon and Implications for 


Low Cost Solar Cells. 
N78-21600/9GI 


LEIPPER, DALE F. 

Marine Meteorology of the Gulf of Mexico, a Brief 
Review 

AD-007 714/9GI 78-18 48 PC A02/MF AO1 
Progress Report for Period 1 June 1953 to 30 April 
1954 

AD-034 228/7GI 78-18 8J PC A02/MF AO1 
Sea Temperature Variations Associated with Tidal 


Currents in Stratified Shallow Water over an Irregu- 
lar Bottom, 


AD-096 400/7Gi 78-22 8J PC A02/MF A01 
Summary of North Pacific Weather 
Bathythermograph Data, 1943-1952 

AD-025 517/4GI 78-21 8J PC A02/MF A01 


LEIPUNER, L. 


Planning for the Next Generation of Standard Elec- 
tronics. 
BNL-23559 


LEIS, B. N. 


Development of an Improved Method of Consolidat- 
ing Fatigue Life Data. 


13B PC A12/MF A01 


78-08 


1C PC A07/MF AO1 


Asbestos-Type Materials in 


78-10 7D PC AOS/MF A01 


78-i8 6E PC AQS/MF A01 


17B PC A02/MF A01 


Computer Communications 


78-11 9D PC A0Q3/MF A01 


78-14 18A PC A02/MF A01 


78-16 20L PC A02/MF A01 


Station 


78-17 18D MF AO1 


LEITMANN, G. 


N78-22401/1GI 78-17 11F PC AQS/MF A01 

Investigation of Rejuvenation of Fatigue Damage in 

Ti-6AI-4V. 

AD-A053 289/5G! 78-15 
LEISENRING, KENNETH 

Computational Technique for the Inventory Bomb 


Problem 
AD-004 402/4GI 


LEISER, ANDREW T. 


Lake Tahoe Vegetation |: A Symposium, 
PB-284 992/5GI 78-25 2F PC A04/MF A01 


LEISEY, SANDRA A. 
Development of a Screening Methodology for Entry 


into Medical Technical Training Courses. 
AD-A048 119/2GI 78-06 5! PC A03/MF A01 


Screening for Entry into the Security Police Career 
Field. 
AD-A053 304/2GI 


LEISHER, TED D. 
TED BPSK Modulator/Demodulator Integrated Cir- 


cuit Development. 
AD-A053 051/9GI 78-15 9E PC A05/MF A01 


TED IC Technique Evaluation and A/D Cell Develop- 
ment. 
AD-A053 320/8G! 


LEISING, C. J. 
Utilization of Waste Heat in Trucks for Increased 


Fuel Economy. 
N78-27532/8GI 


LEISTER, HARVEY J. 


TRACALS Evaluation Report. SSILS Station Evalua- 
tion Report, Beale AFB, California, 20 March - 4 
April 1978. 
AD-A056 998/8G! 78-22 17G PC AO5S/MF A01 
TRACALS Evaluation Report. TACAN Special 
Evaluation Report. Beale AFB, California, 20-31 
March 1978, 
AD-A057 282/6G! 
LEISTRITZ, F. LARRY 


Characteristics and Settlement Patterns of Energy 
Related Operating Workers in the Northern Great 
Plains. 

PB-283 809/2GI 


LEITAO, C. D. 


Remote Sensing of Gulf Stream Using GEOS-3 
Radar Altimeter. 
N78-21737/9GI 


LEITCH, CYNTHIA J. 


State by State Report -- The Legal Accommodation 
of Nurses Practicing Expanded Roles. 
HRP-0024203/2Gi 78-14 6E Not Available NTIS 


LEITE, C. Vv. B. 


L-Subshell lonization of au, TL, PB, Bi, TH and U by 
Protons. 
PUC-TN-3/77 


LEITE LOPES, J. 


Nonconservation of Muon Number in a Model of 

Lepton Structure. 

CRN-HE-77-4 
LEITE, R. C. C. 


Non-Collinear Second Harmonic Generation. An In- 
terpretation of Experimental Results. 
UEC-S-134/04/75 78-22 20F MF A01 


Photon induced Resonant Raman Scattering in 
CdS. 
UEC-S-147/17/75 


LEITH, D. W. G. S. 


Cerenkov Counters at Isabelle. 
BNL-23444 78-13 18D PC A02/MF A0O1 


Progress in K Spectroscopy. 
SLAC-PUB-1980 78-16 20H PC A03/MF A01 


Recent Development in Diffractive Studies. 
SLAC-PUB-1646 78-21 20H PC A07/MF AO1 


LEITH, DAVID 


Performance of a High Velocity Pulse-Jet Filter, 
PB-284 332/4GI 78-24 13K PC A04/MF A01 


LEITHEAD, C. S. 


Reprint: Penicillin versus Tetracycline in the Treat- 
ment of Louse-Borne Relapsing Fever. A Prelimina- 
ry Report. 

AD-A049 930/1GI 


LEITINGER, REINHART 


Adaptive Mapping of Mid-Latitude lonosphere. 
AD-A048 116/8G! 78-06 4A PC A02/MF AO1 


LEITMANN, G. 


Avoidance Control. 
N78-10824/8GI 


Evasion in the Plane. 
N78-10833/9GI 


11F PC AOS/MF A01 


78-18 19E PC A03/MF A01 


78-15 5! PC A02/MF A01 


78-15 9E PC A03/MF A01 


78-23 10A PC A03/MF A01 


78-23 17G PC AOS/MF AO1 


78-23 5K PC AQ4/MF A01 


78-16 8C PC A03/MF A01 


78-08 7D MF A0O1 


78-22 20H MF AO1 


78-22 20F MF A01 


78-10 60 PC A02/MF A01 


78-05 17G PC A02/MF A01 


78-05 128 PC A02/MF A01 


PA-833 





Qualitative Differential Games with Two Targets. 

N78-10825/5G! 78-05 12B PC A02/MF A01 
LEITNAKER, J. M. 

Composition of eta Carbide in Hastelloy N after 

Aging 10,000 Hr at 815 exp OC. 

ORNL-5340 78-09 11F PC A03/MF A01 

Transformations Occurring on Aging of 16-8-2 Weld 

Metal. 

ORNL-5400 


LEITNER, J. 


Liquid Propane Bubble Chamber 
AD-067 039/8GI 78-20 18D PC A02/MF A01 


LEITNER, JACK 


Meson Resonances. 
AD-473 786/2GI 77-20 20H PC A03/MF A01 


A Model for lambda Superscript O- theta Super- 
script O Production 
AD-084 788/9G! 78-22 20H PC A02/MF A01 


One particle exchange and baryon resonances. 
AD-473 785/4Gi 77-20 20H PC A03/MF AO01 


Pi Super Minus-p Elastic Scattering at 1.44 Bev 
AD-128 759/8GI 78-22 20H PC A04/MF A01 


LEITNER, P. 
Observations on Waterbird Flight Patterns at Salton 
Sea, California, October 1976--February 1977. 
UCRL-13818 78-16 6F PC A0Q3/MF A01 
LEITZ, Cc. 


Calculation of Irradiation Embrittlement for the 
Design and Operation Control of Pressure Vessels 
of Pressurized and Boiling Water Reactors. 
AED-Conf-76-556-009 78-03 181 


LEIVO, Cc. C. 


Flue Gas Desulfurization Systems: 
Operating Considerations. 
Summary. 

PB-280 253/6GI 78-16 13B PC A0Q3/MF A01 


Flue Gas Desulfurization Systems: Design and 
Operating Considerations. Volume Ii. Technical Re- 


78-25 11F PC A04/MF A01 


MF AO1 


Design and 
Volume |. Executive 


port. 
PB-280 254/4GI 
LEJEUNE, G. 


Diffusion of Monoenergetic Photoelectron Fluxes 
inside the Plasmasphere. 
N78-31909/2GI 78-26 4A PC A03/MF A01 


LEKACH, S. V. 


Hydrodynamic Model of Two-Phase Pipe Flow. 
BNL-NUREG-23105 78-05 200 PC A02/MF A01 
LEKIC, ZORAN 


An AQL-AOQL Process Control System for Fraction 

Defective. 

AD-A057 349/3GI 
LEKOVIC, ZDRAVKO 

Communication Policies in Yugoslavia, 

ED-146 896 78-23 5D Not available NTIS 
LEKSIN, G. A. 

Estimate of “Young” Pion Interaction. 

ITEP-28 78-22 20H MF AO1 
LELAH, TOVA 

Assessing the Quality of Medical Care Using Out- 


come Measures -- An Overview of the Method. 
HRP-0025767/5GI 78-23 6E Not Available NTIS 


LELAND, HAYNE E. 
An Economic Analysis of Alternative Outer Con- 


tinental Shelf Petroleum Leasing Policies. 

PB-285 823/1GI 78-26 10A PC AO5/MF A01 
LELAND, J. 

Management of Water Quantity and Quality in an 

Arid Urban Environment: A Study of Las Vegas Val- 

ley, Nevada. 

PB-284 490/0GI 


LELAND, W. T. 


Design Engineering of Large High-Pressure Gas 
Laser Amplifiers. 

LA-UR-78-876 78-25 20E PC A0Q2/MF A01 
Large-Aperture Discharges in E-Beam Sustained 
CO sub 2 Amplifiers. 
LA-UR-77-2451 


LELE, SHREEOHAR G. 

Dipole Array on a Transmission Line. 

AD-A054 315/7GI 78-17 9E PC A03/MF A01 
LELEK, V. 

Alternating-Direction Implicit Iterative Method of 


Solving the Diffusion Equation. 
UJV-3941-R 78-19 


LELOUP, C. 


Equilibrium Field and Current Determination for 
Tokamaks. 
EUR-CEA-FC-821 


78-16 138 PC A10/MF A01 


78-23 13H PC AOS/MF A01 


78-24 13B PC A16/MF A01 


78-12 20E PC A02/MF A01 


18K MF AO1 


78-19 18A MF A0O1 


PA-834 


Estimation of Energies Necessary to Control the 
Plasma Position inside a Tokamak (Torus Ii). 
EUR-CEA-FC-902 78-19 18A MF A01 


Torus 2. Part 2: Technical Description of the Design 
Proposal. 
N77-31982/0GI 
LELSO, GARY L. 
Chemical Technology and Economics in Environ- 
mental Perspectives. Task II. investigation of Alter- 
natives to Chlorofluorocarbons in Selected Aerosol 
Products. 
PB-281 948/0GI 


LEMA, JOSEPH E. 


An Assessment of the Effects of Coal Movement on 
the Highways in the Appalachian Region. 
PB-276 012/2GI 78-08 13B PC A19/MF A01 


LEMAIRE, G. 


Quantitative Radiobiology: A Method of in Vivo 
Study of Germ Cells Exposed to gamma and 
Neutron Radiation, Descriptive Models. 
CEA-R-4810 78-01 


LEMAIRE, J. F. 


Interplanetary Magnetic Holes: Theory. 
N78-30023/3GI 78-24 3B PC A0Q2/MF A0O1 


LEMAIRE, J. L. 


Hopi: On-Line Injection Optimization Program. 
BNL-50741 78-15 20G PC A03/MF A01 


Neutralization of Positive Particle BEAMS by Elec- 
tron Trapping. 
BNL-23655 78-16 20G PC AQ2/MF A01 


Space Charge Neutralization of High Brightness lon 
BEAMS. 
BNL-23520 


LEMAIRE, M. 


Comparison of Plasma Extraction Techniques in 
Preparation of Samples for Endotoxin Testing by 
the Limulus Amoebocyte Lysate Test, 

AD-A053 097/2GI 78-15 6M PC A02/MF A01 


Reprint: Survey for Positive Limulus Amebocyte Ly- 
sate Test in Plasma from Humans and Common 
Research Animals. 
AD-A054 578/0GI 


LEMAN, V. R. 


Study of Partial Pressures of NH sub 3 , CO sub 2, 
and H sub 2 O over Aqueous Solutions of Ammoni- 
um Carbamate at 140 to 200 exp 0 C (Report 3). 

BNWL-tr-259 78-07 70 PC A02/MF A01 


LEMANN, BARBARA L. 


An Experimental Study of the Effects of Individual 
and Group Presentation of the Rorschach Plates 
AD-072 223/1GI 78-20 5J PC A02/MF A01 


LEMANN, D. 


Relativistic Dirac-Fock-Slater Calculations of the 
Energy Structure of sub(54)Xe Up to High lonization 
States. 

JINR-R-9-9657 


LEMARCHAND, A. 


Technological Problems in the Application of Large 
Diameter Channelled Flux Intensifiers for Obtaining 
Images by Photon Counting Etude des Problemes 
Technologiques Lies a |'Emploi d'intensificateurs a 
Flux Canalise de Grand Diametre pour |'Obtention 
d'images Par Comptage de Photons. 

N77-32473/9GI 78-02 9A PC A05/MF AO1 


LEMASTER, E. W. 


A Plant Canopy Light Absorption Model with Appli- 
cation to Wheat. 
N78-18500/6GI 


LEMASTER, W. DEAN 


Area of Interest/Field-of-View Research Using 
ASPT. 
AD-A055 692/8G! 


LEMBERGER, MAX 


Promoting Appropriate Therapy in a Long-Term 
Care Facility. 
HRP-0018972/0GI 


LEMBI, CAROLE A. 


The White Amur as a Biological Control for Aquatic 
Weeds in Indiana. 
PB-279 611/8GI 


LEMBKE, J. R. 


Digital Analysis of EBW Burst Wave Forms. Final 
Report. 
BDX-613-1668(Rev.) 


LEMBKE, R. R. 


Reprint: Carbonylsilene, Diazasilene, and Dicarbon- 
ylsilene Molecules: Electron Spin Resonance and 
Optical Spectra at 4 Degrees K. 

AD-A052 221/9GI 78-14 7D PC A02/MF A01 


LEMCOE, M. M. 
Attaching of Strain Gages to Substrates. 


78-01 18A PC A09/MF A01 


78-18 138 PC A03/MF A01 


6R MF AO1 


78-13 20G PC A02/MF A01 


78-17 6E PC AO2/MF A01 


78-10 70 MF A01 


78-13 2D PC A03/MF A01 


78-20 


1D PC A02/MF A01 


78-09 60 Not Available NTIS 


78-15 6F PC A06/MF A01 


78-16 19A PC A02/MF A01 


PAT-APPL-878 539/GI 
78-13 148 PC A02/MF A01 


Residual Stresses at Girth-Butt Welds in Pipes and 
Pressure Vessels. 
PB-273 547/0GI 


LEMEE, JEAN 
First Order Analysis of the Operation of the Tec- 
netron in the Hypercritical Ficid Region 
AD-219 085/8GI 78-17 9E PC AQ3/MF A01 


LEMEHAUTE, BERNARD 


Mathematical Modeling of Shoreline Evolution. 
AD-A047 641/6GI 78-05 13B PC A04/MF A01 


LEMERCIER, G. 


Heat-Insulated Cover for a Fast-Neutron Reactor. 
ANL-Trans-1092 78-05 181 PC A02/MF AO1 


Heat Insulating System, Especially for Insulating the 
Upper Zone of the Annulus Separating the Primary 
and Safety Vessels of a Fast Reactor. 

ANL-Trans-1124 78-17 181 PC A02/MF A01 


Thermal-insulating Lining in Particular for the 
Upper Cover of the Vessel of a Fast Reactor. 
ANL-Trans-1093 78-05 18) PC A02/MF AQ1 


Upper Cover for a Fast Reactor Vessel. 
ANL-Trans-1090 78-01 18) PC A02/MF AO1 


LEMESHEWSKY, GEORGE P. 


System for Producing Orthophotographs. 
PAT-APPL-816 058/G! 78-10 8B PC A03/MF A01 


LEMIEUX, G. 


The Compression of Wet Snow, 
AD-A055 246/3GI 78-18 8 PC A02/MF AO1 


LEMING, THOMAS D. 


Seasonal Description of Winds and Surface and 
Bottom Salinities and Temperatures in the Northern 
Gulf of Mexico, October 1972 to January 1976. 

PB-280 748/5GI 78-15 8J PC A04/MF AO1 


LEMINGER, O. 


Sulphonephthaleine Indicators -- Translation. 
AD-A048 239/8GI 78-06 11C PC A03/MF A01 


LEMISZKA, THEODORE 


Stress Relaxation of Fibers as a Means of Interpret- 
ing Physical and Chemical Structure 
AD-042 147/9GI 78-01 7D PC A08/MF AO1 


LEMKE, C.E. 


Computational Theory of Linear Programming. Il. 
Minimization of Non-Linear Separable Convex 
Functionals 

AD-089 507/8GI 78-16 12B PC A02/MF A01 


A Computer Program for a Class of Network-Type 
Optimization Problems 
AD-248 987/0GI 78-11 12B PC A03/MF A01 


The Constrained Gradient Method of Linear Pro- 
gramming 

AD-228 403/2GI 78-16 12B PC A03/MF A01 
| - the “Bounded Variables’’ Problem - Computa- 


tional Theory of Linear Programming 
AD-044 568/4G! 78-14 12B PC AQ2/MF A01 


78-03 13E PC A08/MF A01 


Multi-Copy Generalized Networks and Multipage 
Programs 
AD-251 805/8GI 


78-21 12B PC A03/MF AQO1 


LEMKE, H. J. 


Electrophoresis Experiment Ma-014 in the APOLLO 
Soyuz Test Froject. Part 2: Technical Aspects. 
N78-22130/6GI 78-17 22A PC A03/MF A01 


Electrophoresis Experiment Ma-014 in the APOLLO 
Soyuz Test Project. Part 3: Future Applications. 
N78-22131/4GI 78-17 22A PC A06/MF AO1 


LEMKIN, P. 
Procedural Description Language (PRDL). 
PB-273 112/3GI 78-01 9B PC AOS/MF A01 
LEMKIN, PETER 
BMON2 - Buffer Memory Monitor System for In- 
teractive Image Processing. 
PB-278 789/3GI 78-14 98 PC A06/MF A01 
OS8 Source Programs For: BMON2 - Buffer 


Memory Monitor System for Interactive Image 
Processing. 


PB-278 790/1GI 78-14 9B MF A01 
LEMMERMAN, JANICE NAUSNER 


Nursing and Medical Schoo! Organizational Interac- 
tion, and Perceptions about Physician/Nurse Roles 
and Relationships. 
HRP-0023326/2G1 


LEMMING, J. F. 


Traceability of the Nondestructive Assay of Plutoni- 

um Using Calorimetry for Measurement Control. 

MLM-2442(OP) 78-26 18J PC A02/MF A01 
LEMMO, J. 

An Analysis of Navy Logistic Planning Factors. 

AD-A055 752/0GI 78-20 15E PC A06/MF A01 


78-16 5! Not Available NTIS 





LEMMON, A. W. JR. 


Analysis of a Coal Gasification Facility and Potential 
Gas Using Industries for Pike County, Kentucky. 
PB-272 677/6GI 78-01 10A PC A09/MF A01 


LEMMON, G. N. 


AC Distribution System for TFTR Pulsed Loads. 
CONF-771029-157 78-15 18A PC A02/MF A01 


LEMMOND, C. Q. 


Advanced Archival Memory. 
AD-A045 651/7GI 78-01 


Advanced Archival Memory. 
AD-A058 198/3GI 78-24 9B PC A08/MF A01 


LEMOINE, JOSEPH S. 


Laser Scanning Recording System-Digital Recorder. 
AD-853 229/3GI 78-10 5B PC A0Q3/MF AO1 


LEMOINE, L. 


Marine Corrosion. A Bibliography Corrosion Marine 

Bibliographie. 

N78-25165/9GI 
LEMON, G. D. 


Los Alamos Scientific Laboratory Building Cost 
Index. 
LA-6995-MS 


LEMON, LESLIE R. 


Reprint: Doppler Radar Application to Severe Thun- 
derstorm Study and Potential Real-Time Warning. 
AD-A048 399/0GI 78-07 48 PC A02/MF A01 


LEMOND, 


Study of Hydraulic Generators for Vibration Tests of 
Large Space Objects Etude des Generateurs 
Hydrauliques pour les Essais aux Vibrations 
d'Objets Spatiaux de Grandes Dimensions. 

N78-28145/8GI 78-23 14B PC A06/MF A01 


LEMONNIER, A. 


Radiometric Control of the Position of Blind Holes 
Axes in Graphite Blocks of High Temperature Reac- 
tors. 

CEA-CONF-3792 


LEMONNIER, J. C. 


Nozzle Beam Speed Ratios Above 300 Skimmed in 
a Zone of Silence of He Freejets. 
CEA-CONF-3879 78-17 70 MF AO1 


LEMONS, HOYT 
Biogeography 
AD-017 347/6GI 
Physical Geography 
AD-017 348/4GI 

LEMONT, H. E. 


Vibratory 
Blades. 
AD-A057 329/5GI 


LEMOS, SUZANNE DE 


Time-Sharing is Not a Unitary Ability. 
AD-A056 632/3GI 78-21 Si PC A03/MF A01 


LEMPEL, A. 


Reprint: Second Order Polynomial Recursions. 
AD-A058 175/1GI 78-24 12A PC A02/MF A01 


LEMPERT, B. L. 
Survey of Hearing Conservation Programs in Indus- 


20L PC A15/MF A01 


78-20 11F PC A10 


78-09 13M PC A02/MF A01 


78-02 181 MF AO1 


78-21 8F PC AO5/MF A01 


78-21 8J PC AOQ7/MF A01 


Ice Protection for Helicopter Rotor 


78-23 1C PC A08/MF A01 


try, 
PB-274 235/1GI 
LEMPICKI, A. 


Reprint: 
Stoichiometric Materials 


78-04 6J PC A0Q7/MF A01 


Concentration Quenching in Nd3+ 


AD-A057 822/9GI 78-24 7D PC A02/MF A01 


Nd Mini Laser Based on Stoichiometric Rare Earths 

Compounds. 

AD-A054 434/6GI 
LENAHAN, J. P. 


Three-Dimensional 

Positron Cameras 

LBL-5501 
LENARDA, MAURIZIO 

Thermally Stable Polymers. 

AD-A046 347/1GI 78-03 111 
LENASSI, JOHN R. 

Training Program in Army International Logistics 

Operations and Procedures. 

AD-A051 963/7GI 78-13 5A PC AQ5/MF A01 


LENC, J. 


Supportive Studies in Fluidized-Bed Combustion. 

PB-276 974/3GI 78-10 7A PC A10/MF AO1 
LENC, J. F. 

Regeneration of Sulfated Limestone from FBCs and 

Corrosive Effects of Sulfation Activators in FBCs. 


Quarterly Report, October--December 1977. 
ANL/CEN/FE-77-10 78-23 21B PC A03/MF A01 


78-17 20E PC A08/MF A01 


Imaging with Large-Area 


78-05 6L PC AQ2/MF A01 


PC A02/MF AO1 


LENGAUER, THOMAS 
A Fast Algorithm for finding Dominators in a Flow 
Graph, 

AD-A054 144/1GI 


LENGEL, RUSSELL K. 
Energy Transfer in A2 sigma OH. |. Rotational. 
AD-A051 051/1GI 78-11 7D PC A04/MF A01 
LENGELER, B. 
Precipitation and Trapping of Hydrogen in Copper. 
SAND-77-0540C 78-05 11F PC A02/MFO1 
LENGYEL, L. |. 
Analytical Model for Pellet Heating by Lasers. 
UCRL-Trans-11250 78-07 201 PC A02/MF A01 
LENGYEL, L. L. 
Pellet Ablation in Hot Plasmas and the Problem of 
Magnetic Shielding. 
IPP-4/160 
LENHARD, J. R. 


Chemically Modified Electrodes. IX. X-Ray 
Photoelectron Spectroscopy of Alkylaminesilanes 
Bound to Metal Oxide Electrodes. 

AD-A049 660/4G! 78-09 7D PC A03/MF A01 


LENHARD, ROBERT W. 
Some Considerations on Normal Monthly Tempera- 


tures 
AD-027 704/6GI 


LENHAROT, T. 


Simulation of the Effects of Translational and Vibra- 
tional Energy on H and D Atom Reactions with Hcl 
and Ocl. 

AED-Conf-76-449-002 


LENKEVICH, MICHAEL J. 


Soda Ash Treatment of Neutralized Mine Drainage. 
PB-272 760/0GI 78-02 13B PC AOS/MF A01 


LENKO, DANIEL S. 


A Digital Compass, 
AD-A047 012/0GI 


LENNARTSSEN, W. 


Low-Energy Plasma Observations at Synchronous 
Orbit. 
N78-25706/0GI 


LENNARTSSON, W. 
Low Energy Plasma Observations at Synchronous 
Orbit. 
TRITA-EPP-77-22 78-22 4A MF AO1 


On the Role of Magnetic Mirroring in the Auroral 
Phenomena. 
N77-33717/8GI 


Role of Magnetic 
Phenomena. 
TRITA-EPP-77-11 


LENNERTZ, A. M. 
Radiation Chemical Addition of Dimethylformamide 
to alpha -Olefins. 
BMFT-FB-K-77-03 
LENNIE, J. ATHOLE 
Economic Viability of Community-Operated Prepaid 
Health Plans. 
HRP-0019119/7GI 78-10 6E Not Available NTIS 
LENNIE, JOHN ATHOLE 
Economic Viability of Community Operated Prepaid 
Health Plans -- The Family Health Center. 
HRP-0016716/3Gi 78-09 6E Not Available NTIS 


LENNON, AMELIA O. 
Disorientation Training in FAA-Certificated Flight 


and Ground Schools: A Survey, 
AD-A047 718/2GI 78-05 5i 


LENNON, JOHN F. 


Flight Test Data Comparing Electron Attachment by 
Ablation Products and by Liquid Injection, 
AD-A048 372/7GI 78-07 16C PC A02/MF A01 


LENNON, THOMAS P. 


Analysis of Computer Support Systems for Multi- 
Functional Planning. Report lil. 
PB-278 435/3GI 78-12 2F PC A0Q4/MF A01 


Analysis of Computer Support Systems for Multi- 
Functional Planning. Report IV. 
PB-278 436/1GI 78-12 2F PC AO9/MF AO1 


LENNOX, JOHN C. 
Chemically Modified Electrodes. IX. X-Ray 


Photoelectron Spectroscopy of Alkylaminesilanes 
Bound to Metal Oxide Electrodes. 


AD-A049 660/4GI 78-09 7D PC A03/MF A01 
LENNOX, ROBERT w. 


Biochemical Analysis of Cerebrospinal 
Changes in Response to Drug Administration. 
AD-A055 958/3GI 78-20 6A PC A03/MF A01 


78-17 12A PC A03/MF AQ1 


78-20 18A MF A01 


78-16 4B PC A0Q2/MF AQ01 


78-01 7D MF A01 


78-04 17G PC A03/MF A01 


78-20 4A PC A04/MF A01 


78-04 4A PC A04/MF AO1 


Mirroring in the Auroral 


78-09 4A MF A01 


78-26 7E PC A03/MF A01 


PC A02/MF A0O1 


Fluid 


LENZEN, K. H. 


LENNOX, T. J. JR. 
Marine Electrochemical 
Systems. 
AD-A049 060/7GI 


LENOE, EDWARD M. 
Proof Test Procedures for 


Radomes, 
AD-A056 436/9G! 


LENOSKI, EDWARD F. 


Effectiveness and Efficiency of Indigenous Health 

Aides in a Pediatric Outpatient Department. 

HRP-0016646/2Gi 78-06 6E Not Available NTIS 
LENOX, R. H. 

Reprint: Microwave Enzyme Inactivation System: 


Electronic Control to Reduce Dose Variability. 
AD-A057 538/1GI 78-23 6A PC A0Q2/MF AQ1 


Reprint: Regional Glutamate Levels in Rat Brain 
Determined after Microwave Fixation. 
AD-A046 329/9G! 78-03 6A PC A02/MF AQ01 


Reprint: Regional Levels of Cyclic AMP in Rat 
Brain: Pitfalls of Microwave Inactivation. 
AD-A054 384/3G! 78-17 6R PC AQ2/MF A0O1 


LENSE, FREDERICK T. 


Effects of Liquid Detergent Plant Effluent on the 
Rotating Biological Contactor. 
PB-285 060/0G! 78-25 


LENSKI, JOSEPH W. JR. 
Helicopter Transmission Vibration and Noise 


Reduction Program. Volume |. Technical Report. 
AD-A055 104/4G! 78-18 1C PC A14/MF A01 


Helicopter Transmission Vibration and Noise 
Reduction Program. Volume li. User's Manual. 
AD-A054 827/1GI 78-18 1C MF A01 


LENT, JOHN A. 


The Guiding Light: Mass Media and National 
Ideology Formation and Propagation in Third World 
Nations. 

ED-150 946 


LENT, RICHARD 


Planning for Future University College Programs: A 
Cost-Effectiveness Evaluation of Alternative Instruc- 
tional Delivery Systems, 

ED-142 195 78-19 5I 


LENT, RICHARD M. 


Program Planning and the Cost-Effectiveness Anal- 
ysis of Instructional Technologies: A Case Study in 
Planning Continuing Education Services, 

ED-145 801 78-10 5! Not available NTIS 


LENTCHNER, EMIL W. 


Consumerism and Third Party Influences on the 
Private Practice System of Delivery of Dental Care. 
HRP-0019093/4G! 78-13 6E Not Available NTIS 


LENTZ, DAVID J. 


Reprint: Solvent Isotope Effects for Sul- 
fonephthalein Indicator Dianion-H+ Recombination 
Kinetics. 

AD-A050 932/3G! 


LENTZ, J. MICHAEL 


Motion Sickness Susceptibility: A Retrospective 
Comparison of Laboratory Tests. 

AD-A053 161/6G! 78-15 6S PC A03/MF A01 
Normative Data for Two Short Tests of Motion 
Reactivity. 
AD-A053 270/5GI 


LENTZ, R. 


Reprint: Prostaglandins and Aspirin Therapy in 
Bartter's Syndrome. 
AQ-A045 569/1GI 


LENTZ, S. S. 


BRL Survey of the Army Caseless Ammunition Pro- 
gram, 
AD-844 887/0GI 


LENTZ, STANLEY S. 


Kinematic Evaluation of the Special Purpose In- 
dividual Weapon Prototypes 
AD-353 233/0GI 78-14 


LENZ, J. E. 


The Optimal Planning of Computerized Manufactur- 
ing Systems. 
PB-281 064/6GI 


LENZ, ROBERT J. 


Overview of ATMT and Analysis of Subphase IIB. 
AD-A049 042/5G! 78-08 160 PC A06/MF AO1 


LENZ, Ww. 


Applicability of the Statistical Method to lon Lat- 
tices. 
SAND-77-6012 


LENZEN, K. H. 


Structural Analysis of Ultra-High Speed Aircraft 
Structural Components. 


Corrosion and Control 


78-08 11F PC A04/MF A01 


Ceramic Missile 


78-21 160 PC A02/MF A01 


13B PC A04/MF A01 


78-26 178 Not available NTIS 


Not available NTIS 


78-11 70 PC AQ2/MF AO1 


78-15 6N PC A02/MF AQ1 


78-01 


60 PC A02/MF A01 


78-14 


194 PC A0Q4/MF AO1 


19F PC AOS/MF AO1 


78-17 13H PC A12/MF A01 


78-05 20B PC A02/MF A01 


PA-835 





N78-13476/4GI 
LENZER, R. C. 


Gasification in Pulverized Coal Flames. Second An- 
nual Progress Report, July 1976--August 1977. 
FE-2029-6 78-17 7A PC AO7/MF A01 


LEO, P. P. 


Controlling SO2 Emissions from Coal-Fired Steam- 
Electric Generators: Solid Waste Impact. Volume |. 
Executive Summary. 

PB-281 099/2GI 78-18 7A PC A04/MF A01 


Controlling SO2 Emissions from Coal-Fired Steam- 
Electric Generators: Solid Waste Impact. Volume Il. 
Technical Discussion. 

PB-281 100/8GI 78-18 7A PC A11/MF A01 


Disposal of Flue Gas Cleaning Wastes: EPA 
Shawnee Field Evaluation. Second Annual Report. 
PB-282 246/8GI 78-19 13B PC A09/MF A01 


Study of the Fundamentals of Combustion 
AD-020 348/9GI 78-21 21B PC A02/MF A01 


Study of the Fundamentals of Combustion 
AD-023 317/1GI 78-21 21B PC A02/MF A01 


LEON, B. J. 


The Adaptive Routing Problem for Large Store-and- 
Forward Computer-Communication Networks. 
AD-A047 206/8G! 78-04 17B PC A08/MF A01 


LEON, D. M. 


PWR Blowdown Heat Transfer Separate-Effects 
Program: Thermal-Hydraulic Test Facility Experi- 
mental Data Report for Test 104. 
ORNL/NUREG/TM-152 

78-17 181 PC AQ3/MF A01 


PWR Biowdown Heat Transfer Separate-Effects 
Program: Thermal-Hydraulic Test Facility Experi- 
mental Data Report for Test 151. 
ORNL/NUREG/TM-188 

78-20 18! 


78-08 1C PC A07/MF A01 


PC E02/MF A01 
LEON, I. W. 


Multicell Fluidized-Bed Boiler Design, Construction, 
and Test Program. 
FE-1237/M-78/64 78-21 13A PC A03/MF A01 


Multicell Fluidized-Bed Boiler Design, Construction, 
and Test Program. Monthly Progress Report No. 66. 
FE-1237-T-7 78-26 13A PC A03/MF A01 


Multicell Fluidized-Bed Boiler Design, Construction, 

and Test Program. Monthly Progress Status Report 

No. 59. 

FE-1237-T6 78-17 
LEON, R. 

G-Ordered Functions in Statistics. 

AD-A051 654/2GI 78-13 12A PC A03/MF A01 


G-Ordered Functions, with 
Statistics. |. Theory. 
AD-A046 584/9GI 78-03 12A PC A03/MF A01 


G-Ordered Functions, with 
Statistics. ll. Applications. 
AD-A049 316/3GI 78-08 


LEON, R.L. 


Reprint: Laser-lon Coaxial Beams Spectrometer. 
AD-A051 563/5GI 78-12 20E PC A02/MF A01 


LEONARD, ALFRED J. 


Stimulus Correlates of Visual Pattern Recognition-a 
Probability Approch 
AD-150 641/9GI 


LEONARD, B. R. 


TCT Hybrid Preconceptual Blanket Design Studies. 
PNL-2304 78-18 18A PC A07/MF AO1 


LEONARD, B. R. JR. 


Evaluation of Temperature Coefficients of Reactivity 
for exp 233 U--Thorium Fueled Htgr Lattices. Final 
Report. 


EPRI-NP-222 78-05 18J PC A07/MF A01 


Evaluations of Fusion-Fission (Hybrid) Concepts: 
Transmutation of High-Level Actinide Waste in 
Hybrids. Part B 

EPRI-ER-469(Pt.B) 78-07 


LEONARD, BARBARA J. 


Epigenesis of the Nurse Practitioner Role 
HRP-0017827/7GI 78-07 5! Not Available NTIS 


LEONARD, BYRON 


Studies of the Agar-Plate Precipitin Test 
AD-092 549/5GI 78-16 6E PC A02/MF A01 


LEONARD, C. A. 


Investigation of Liquid Rocket Propellants 
AD-078 777/0GI 78-22 211 PC AO2/MF AO1 


Investigation of Liquid Rocket Propellants 
AD-082 990/3GI 78-20 211 PC A02/MF AO1 


LEONARD, E. 


13A PC A04/MF AO1 


Applications in 


Applications in 


12A PC A03/MF A01 


78-24 6P PC A03/MF A01 


18A PC A04/MF AO1 


Air Quality and Energy Development in the Rocky 
Mountain West 
LA-6674 78-06 


10A PC AO7/MF AO1 


PA-836 


LEONARD, E. F. 


Coordinated Studies of Platelet and Protein Reac- 
tions on Artificial Materials. 
PB-273 979/5GI 78-03 6L PC A03/MF A01 


LEONARD, E. M. 
Computer Simulation of the Visual Effects of Smoke 


Plumes. 
LA-UR-78-689 78-21 13B PC A02/MF A01 


Effects of Energy Development on Air Quality in the 
Rocky Mountain West. 
LA-UR-77-645 78-01 13B PC A02/MF AOt 


Visibility Issue in the Rocky Mountain West. 
LA-UR-77-2558 78-13 13B PC A03/MF A01 


LEONARD, EOWARD N. 


Reprint: Brominated Compounds Found in Waste- 
Treatment Effiuents and Their Capacity to Bioaccu- 
mulate. 

PB-285 002/2GI 78-25 6F PC A02/MF A01 


Reprint: Chronic Effects of Cadmium and Zinc Mix- 
tures on Flagfish (Jordanelila floridae). 
PB-284 034/6GI 78-23 6T PC A02/MF AO1 


Reprint: Isolation of Xenobiotic Chemicals from Tis- 
sue Samples by Gel Permeation Chromatography. 
PB-277 497/4GI 78-11 7D Not available NTIS 


LEONARD, HERMAN B. 


Simulation of the Market Effects of Housing Al- 
lowances. Volume Ill. Development of the Supply 
Sector of the NBER Urban Simulation Model, 

PB-278 365/2GI 78-12 5K PC A12/MF A01 


LEONARD, J. A. 


Sandia's Solar Total Energy Program. 
SAND-75-5880 78-03 10A PC A02/MF A01 


LEONARD, JOHN P. 


Feedback PDM Encoder and Method for Actuating 
a Pneumatic Actuator with a Digital Autopilot. 
PATENT-4 033 525 

78-18 


LEONARD, JOSEPH T. 


Electrostatic Charging of JP-4 Fuel on Polyurethane 
Foams. 
AD-A053 831/4GI 


LEONARD, L. E. 


Carbon Monoxide Emission from Moving Vehicles 
in Fairbanks, Alaska. 
PB-284 559/2GI 


LEONARD, LUCILLE 


Statewide Continuing Education Plan of Louisiana. 
HRP-0024296/6G! 78-23 5! Not Available NTIS 


LEONARD, MARLENE 


Inventory of Health Occupations Education Pro- 
grams in Two-Year and Four-Year Colleges and 
Universities, 1975. 

HRP-0900039/9GI 78-17 51 PC A10 


Inventory of Health Occupations Education Pro- 
grams in Two-Year and Four-Year Colleges and 
Universities, 1975 -- Appendix 4. 

HRP-0900041/5GI 78-17 51 PC A12 


Inventory of Health Occupations Education Pro- 
grams in Two-Year and Four-Year Colleges and 
Universities, 1975 -- Appendix 9. 

HRP-0900043/1GI 78-17 5i PC AOS 


Inventory of Health Occupations Education Pro- 
grams in Two-Year and Four-Year Colleges and 
Universities, 1975 -- Appendixes 1-3. 

HRP-0900040/7GI 78-17 51 PC AOS 


Inventory of Health Occupations Education Pro- 
grams in Two-Year and Four-Year Colleges and 
Universities, 1975 -- Appendixes 5-8. 

HRP-0900042/3GI 78-17 51 PC A10 


LEONARD, R. A. 


Transport of Agricultural Chemicals from Small 
Upland Piedmont Watersheds. 
PB-285 134/3GI 78-25 


LEONARD, R. GARY 


Automatic Classification of Languages. 
AD-B008 708/0GI 78-19 5G PC A03/MF A01 


Automatic Language Discrimination. 
AD-A050 841/6G! 78-11 5G PC AOS/MF A01 


LEONARD, R. LEON 


Energy from the West: A Progress Report of a 
Technology Assessment of Western Energy 
Resource Development. Executive Summary, 

PB-278 848/7GI 78-13 8! PC AQ2/MF AO1 


Work Plan for Completing a Technology Assess- 
ment of Western Energy Resource Development, 
PB-277 771/2GI 78-12 10A PC A04/MF A01 


LEONARD, RICHARD P. 


Alternatives for Hazardous Waste Management in 
the Metals Smelting and Refining Industries. 
PB-278 800/8GI 78-13 81 PC A12/MF A01 


17G_ Not available NTIS 


78-16 21D PC A02/MF AO1 


78-24 13B PC A04/MF A01 


13B PC A17/MF A01 


Assessment of Industrial Hazardous Waste Practices 
in the Metal Smelting and Refining Industry 
Volume |. Executive Summary. 

PB-276 169/0GI 78-07 138 PC A04/MF A01 


Assessment of Industrial Hazardous Waste Practices 
in the Metal Smelting and Refining Industry. 
Volume Il. Primary and Secondary Nonferrous 
Smelting and Refining. 

PB-276 170/8GI 78-07 13B PC A14/MF A01 


Assessment of Industrial Hazardous Waste Practices 
in the Metal Smelting and Refining Industry. 
Volume Ill. Ferrous Smelting and Refining. 

PB-276 171/6GI 78-07 13B PC A08/MF A01 


Assessment of Industrial Hazardous Waste Practices 
in the Metal Smelting and Refining Industry. 
Volume IV. Appendices. 


PB-276 172/4GI 78-07 13B PC A04/MF A01 


LEONARD, S. L. 


Mission Analysis of Photovoltaic Solar Energy Con- 
version. Volume Ill. Major Missions for the Mid- 
Term (1986--2000). 

SAN-1101/PA8-1/3 78-22 10B PC A10/MF AQ1 


Mission Analysis of Photovoltaic Solar Energy Con- 
version. Volume IV. Supplementary Studies 
SAN-1101/PA8-1/4 78-23 10B PC A07/MF AO1 


LEONARD, THOMAS J. 


A Generalized Computer Program for Primitive- 
Equation Models. 


AD-A048 481/6GI 78-07 4B PC A07/MF A01 


LEONARD, WILLIAM B. 


Octave Bandwidth Optical Modulator. 
AD-908 350/2G! 78-14 9E PC A06/MF AQ1 


LEONARDI, R. M. 


Radar Measurements of Some Microphysical Cloud 
Parameters Misure Radar di Alcuni Parametri 
Microfisici Delle Nubi. 


N78-24768/1Gi 78-19 4B PC AQ2/MF A01 


LEONARDI, RUDI 


Linking Youth Service Systems: An Approach to In- 
tegrated Programming. 


SHR-0002251 78-26 5K PC A06/MF A01 


LEONARDO, R. 


The NRC Stressalyser. A General Purpose Pursuit 
Tracking Task for Field and Laboratory Studies-- 
Translation. 


AD-A058 497/9GI 78-25 6S PC A02/MF A01 


LEONBERGER, FREDERICK J. 


Reprint: Acoustoelectrically Scanned Gap-Coupled 
Si-Diode Array/LiNbO3 Imaging Devices. 
AD-A057 516/7Gi 78-23 9E PC A02/MF A01 


Reprint: A New Signal-Processing Device, the In- 
tegrating Correlator. 


AD-A057 512/6GI 78-23 9E PC A02/MF A01 


LEONCHUK, M. P. 


Calculation of Stresses and Deformations in a 
Cylindrical Shell with Imperfect Initial Shape and at 
the Circumference Nonuniform Temperature. 

FEI-703 78-26 18J PC A02/MF A01 


Study on the Kinetics of Stresses and Deformations 
in a Cylinder with Account for Preliminary Loading 
FEI-568 78-10 20K MF AO1 


Thermomechanical Behaviour of Cylindrical Fuel 
Element under Multiple Loading 


FEI-569 78-20 18J MF A01 


LEONDES, C. T. 


Reprint: Parameter Estimation of Nonlinear, Time- 
Variant Systems by the Method of Sensitivity Func- 
tions. 

AD-A053 080/8G! 


78-15 12A PC AQ2/MF AO1 


LEONDES, CORNELIUS T. 


Dynamic Systems Control Theory 
AD-A047 467/6G! 78-05 12A PC A02/MF AO1 


LEONDI, MICHAEL F. 


Sensitivity of Molten and Solid Amatex Charges to 
Impact by Primary Steel Fragments 
AD-A055 933/6G! 78-20 19A PC A04/MF AO1 


LEONE, CHARLES A. 


The Collection, Preservation and Serological Com- 
parison of Respiratory Proteins (Hemocyanins) and 
Other Tissue Proteins of Marine Organisms 

AD-080 963/2GI 78-16 6A PC A02/MF AO1 


Comparative Serological Studies among Some 
Distantly Related Arthropods 
AD-125 750/0GI 78-17 6C PC A02/MF A01 


Effect of Multiple Injections of Antigen Upon the 
Specificity of Antisera 
AD-008 438/4GI 78-18 6P PC A02/MF A0O1 


Normal Variation in the Amount of Protein in the 
Sera of Some Decapod Crustacea 
AD-125 748/4GI 78-16 6A PC A02/MF AO1 


Serology and Zoological Problems 
AD-125 749/2GI 78-16 6C PC A02/MF A01 





Studies of the Agar-Plate Precipitin Test 
AD-092 549/5GI 78-16 6E PC A02/MF A01 


LEONE, IDA A. 


A Study of Vegetation Problems Associated with 
Refuse Landfills. 
PB-285 228/3GI 


LEONE, S. R. 


Reprint: Collisional Deactivation of Laser-Excited 
Br*(doublet P(1/2)) atoms with Halogen and Inter- 
halogen Molecules. 

PB-281 052/1GI 78-18 7D Not available NTIS 


Fundamental Kinetic Rate Processes Occurring in 
Polyatomic Vibrational Lasers. 
AD-A046 014/7GI 78-02 20E PC A02/MF A01 


Isotopic Vibration-to-Vibration Energy Transfer. 
PB-284 728/3GI 78-24 7D Not available NTIS 


Pulsed and cw Optically Pumped Lasers for Novel 
Applications in Spectroscopy and Kinetics. 
PB-275 139/4GI 78-06 20E Not available NTIS 


Reprint: Pulsed Kinetic Studies of Laser Excited 
Molecular States. 
PB-280 418/5GI 78-17 70 Not available NTIS 


Reprint: Vibrational Chemiluminescence from lon- 
Molecule Reactions: O(-) + CO yields CO2(+ ) + 


78-25 13B PC A07/MF A01 


e(-). 
PB-273 952/2GI 
LEONE, VINCENZO 


Cytological Studies on Hela, a Strain of Human Cer- 
vical Carcinoma, Il on Rotatory Movements of the 
Nuclei 

AD-057 501/9GI 


LEONG, C. K. 


The Flow in an Obstructed T-Junction. 
N78-14360/9GI 78-09 181 PC A06/MF A01 


LEONG, H. H. 


Effects of Atmospheric Variability on Energy Utiliza- 
tion and Conservation. Final Report, 1 November 
1976--31 October 1977. 

COO-1340-56 78-21 


LEONG-HONG, BELKIS 


Computer Science and Technology: Database Ad- 
ministration: Concepts, Tools, Experiences, and 
Problems, 

PB-278 664/8GI 78-13 9B PC A04/MF A01 


A Technological Tool for Information Management. 
PB-274 966/1GI 78-05 9B Not available NTIS 


LEONG, YOON-KWAI 


On Subset Selection Procedures for Poisson Popu- 
lations, 
AD-A056 577/0GI 


LEONHARD, K. E. 


Thermal Performance of a Customized Multilayer 
Insulation (MLI). Design and Fabrication of Test 
Facility Hardware. 

N78-20257/9GI 78-15 


LEONHARDT, KATHRYN M. 


Community Funds Flow Task Force Report on 
Sources and Uses of Health Care Dollars in New 
Hampshire. 

HRP-0019101/5GI 


LEONHARDT, W. J. 
BNL Flashing Experiments: Test Facility and Mea- 


surement Techniques 
BNL-NUREG-24336 


LEONIDOV, R. 


A Blow against a Magnetic Field--Translation. 
AD-A046 854/6GI 78-03 20C PC A02/MF AQ1 


LEONOV, YE. A. 


Possibility of Modeling the Fracture Zones in a 
Rock-Salt Mass Which Result from Powerful 
Camouflet Explosions 
UCRL-Trans-11262 


LEONOV, YU. S. 


Laser Thermonuclear Targets 
LA-tr-78-21 


LEONOVA, V. |. 


Conformational States of Bradykinin in Solution. 
Calculation of Stable Conformations 
LA-tr-78-22 78-18 7D PC A02/MF A01 


LEONTICHUK, A. S. 


Basic Prerequisites and the Practice of Using Deep 
Water Tables for Burying Liquid Radioactive 
Wastes 

ORNL-tr-4390 


LEONTIEF, WASSILY 


The Community Network: An Input-Output Ap- 
proach, Final report of the Pilot Study to the Na- 
tional Science Foundation Office of Exploratory 
Research 

PB-275 278/0GI 


78-03 7D Not available NTIS 


78-21 6E PC A02/MF A01 


10A PC AQS/MF AO1 


78-21 12A PC A03/MF A01 


11D PC A04/MF A01 


78-13 SC PC A03/MF AQ1 


78-25 181 PC A03/MF A01 


78-07 18C PC A02/MF AQ1 


78-22 18A MF AO1 


78-06 18G PC A02/MF A01 


78-06 5K PC A11/MF A01 


LEOPOLD, ELLEN 


Distribution of Room Size in Hospitals. 

HRP-0018793/0GI 78-09 6L Not Available NTIS 
LEOPOLD, HOWARD S. 

Stab-initiated Explosive Device Containing a Single 

Explosive Charge. 

PATENT-4 024 818 


78-16 19A Not available NTIS 


LEOVY, C. B. 
Dynamics of Earth and Planetary Atmospheres: A 
Brief Assessment of Our Present Understanding. 
N78-27688/8GI 78-23 4A PC A03/MF A0O1 
LEPACEK, B. E. 
Mechanical Response of FFTF Reference and P1 
Cladding Tubes under Transient Heating. 
CONF-770807-43 78-08 18J PC A02/MF A01 
LEPAGE, G. P. 
Recent Advances in Bound State Quantum Elec- 
trodynamics. 
SLAC-PUB-1966 
LEPERA, M. E. 


Synthetic Oil Base Stock and its Impact on New and 

Used Engine Oil Analyses. 

AD-A053 375/2GI 78-16 7D PC A03/MF A01 
LEPERA, MAURICE E. 


Use of the Jet Fuel Thermal Oxidation Tester 

(JFTOT) for Predicting Diesel Fuel Performance. 

AD-A055 421/2GI 78-20 21D PC A02/MF A01 
LEPILOVA, L. |. 


System of Sectional Programs for the Processing of 
Data from the Lyudmila Chamber. 
JINR-10-9033 78-10 


LEPLEY, M. 


Simplified Algorithm to Solve Geometric Pro- 
gramming Problems Using Fortran. 

COO/2895-6 78-03 9B PC A03/MF A01 
LEPOR, MEYER 


Dry Cooled Jet Aircraft Runup Noise Suppression 
System. 
PAT-APPL-780 571/GI 

78-03 20A PC AQ2/MF A01 


78-15 20H PC AO2/MF A01 


18D MF A01 


LEPORE, J. V. 


Physics, Computer Science and Mathematics Divi- 
sion Annual Report, January 1--December 31, 1976. 
LBL-6750 78-13 20H PC AOS/MF AO1 


LEPORE, JOHN A. 


The Community Disaster Model, The Damage Sec- 
tor, 
PB-280 735/2GI 


LEPPER, J. K. 


Organic Materials Division Quarterly Report, April-- 
June 1977. 
UCRL-50019-77-2 78-23 7C PC A02/MF A01 


Organic Materials Division Quarterly Report, Janua- 
ty--March 1977. 
UCRL-50019-77-1 


LEPPER, KATHLEEN 


Salvaging Primary Nursing. 
HRP-0019058/7GI_ 78-12 6E Not Available NTIS 


LEPPERT, G. 


Implications of the 1977 Clean Air Act Amendments 
for Energy Research and Development. 
CONF-7710101-2 78-15 21D PC A02/MF A01 


Prevention of Significant Deterioration: Implications 
for Energy Research and Development. 
ANL-78-XX-93 78-25 21D PC A06/MF A01 


LEPPING, R. P. 


An Extension of the Dual Magnetometer Method for 
Use on a Dual Spinning Spacecraft. 
N77-32457/2GI 78-02 22B PC A02/MF A01 


Reprint: lonosonde Observations of the Northern 
Magnetospheric Cleft during December 1974 and 
January 1975. 

AD-A049 005/2GI 78-08 4A PC A02/MF A01 


Mariner 10 Magnetic Field Observations of the 
Venus Wake. 
N78-11963/3GI 


LEPPLA, STEPHEN H. 
Association of Diphtheria Toxin with Vero Cells: 
Evidence for a Receptor (Diphtheria Toxin/Mam- 


malian Cells/Receptor). 
AD-A050 643/6GI 78-11 


LEQUIRE, ANTON K. 


Reprint: Radiographic Interpretation of Experimen- 
tally Produced Osseous Lesions of the Human 
Mandible. 

AD-A048 502/9GI 


78-17 13B PC A04/MF A01 


78-25 19A PC A02/MF A01 


78-06 3B PC A04/MF A01 


6M PC A02/MF AO1 


78-07 6E PC A02/MF A01 


LERNER, J. 


LERA, THOMAS M. 


Bat Management in the United States: A Survey of 
Legislative Actions, Court Decisions and Agency In- 
terpretations. 

PB-282 096/7GI 


LERARIO, A. C. 
Labelling of Human Follicle Stimulant Hormone 
with exp 125 I, for Radioimmunoassay. 
(EA-431 78-10 6A MF A01 


Preparation of Radioinsulins for Radioimmunoas- 
say. Comparison Between Chloramine-T and Lac- 
toperoxidase Classical Methods. 

1EA-472 78-21 


LERCH, F. J. 


Determination of Some Dominant Parameters of the 
Global Dynamic Sea Surface Topography from 
Geos-3 Altimetry. 

N78-27724/1GI 78-23 8J PC A03/MF A01 


Gravity Model Improvement Using GEOS-3 (GEM 9 
and 10). 
N78-10645/7GI 


LERCH, R. E. 
Division of Waste Management, Production, and 
Reprocessing Programs Progress Report for Janua- 


ry--December 1976. 
HEDL-TME-77-40 78-08 18G PC A07/MF A01 


Division of Waste Management, Production, and 
Reprocessing Programs Progress Report for Janua- 
ry--June 1977. 

HEDL-TME-77-74 78-08 18G PC A0S/MF A01 


Treatment and Immobilization of Intermediate Level 

Radioactive Wastes. 

HEDL-SA-1244 78-06 18G PC A04/MF A01 

Treatment of alpha-Bearing Combustible Wastes 

Using Acid Digestion. 

HEDL-SA-1392 78-13 18G PC A02/MF A01 

Volume Reduction Options for the Management of 

Low-Level Radioactive Wastes. 

HEDL-SA-1235 78-06 18G PC A02/MF A01 
LERCHE, IAN 


Reprint: On the Relativistic Theory of Electromag- 
netic Dispersion Relations and Poynting’s Theorem. 
AD-A049 093/8G! 78-08 20C PC A02/MF A01 


LERCHE, R. A. 


Neutron Diagnostics for Laser Fusion Experiments. 
UCRL-79795 78-13 18A PC A03/MF A0O1 


Scattered Light Evidence for Short Density Scale 
Heights Near Critical Density in Laser-irradiated 
Plasmas. 
UCRL-78444(Rev.2) 
LERDAL, DUANE A. 


High Energy Halogen Chemistry. 
AD-A049 555/6G! 78-09 7C PC A0Q3/MF A01 


LERFALD, G. M. 


Aerosol Characterization at 
Spring and Fall, 1975. 
PB-279 974/0GI 


LERFALD, GORDON 


Feasibility of Monitoring Aerosol Concentrations by 
10.6-Micrometer Backscatter Lidar. 
PB-276 389/4GI 78-07 4B PC A02/MF AO1 


LERIBAUX, H. R. 


Equations of State for Alkali Metals Near Their Criti- 
cal Points. 
CONF-770537-4 


LERMAN , ABRAHAM 


Reprint: Elimination of Fine Suspensoids in the 
Oceanic Water Column. 
AD-A054 573/1GI 


LERMAN, RUSSELL E. 


A CAD-E Approach to a Ball Rotor Safe and Arming 
Device. 
AD-A056 240/5G! 


LERMAN, S. R. 


Models for Freight Tariff Estimation. 
CTS-76-7 78-26 5C PC A03/MF A01 


LERMOND, CHARLES A. 


An Index of Blend irregularity and Its Practical Use 
AD-157 431/8GI 78-11 11E PC A02/MF AO1 


LERNER, E. 


Financial Overview of Integrated Community Energy 
Systems. 
ANL-77-XX-71 


LERNER, EDWIN 
Applications of Structural Optimization for Strength 
and Aeroelastic Design Requirements, 
AD-A050 281/5G! 78-10 1C PC A03/MF A01 
LERNER, J. 


Optimum Collection Time for Short-Lived Isotopes. 
CONF-771075-2 78-20 188 PC AQ2/MF A01 


78-19 6F PC AQ4/MF A01 


6R MF AO1 


78-05 8E PC A07/MF A01 


78-02 201 PC A03/MF A01 


Colstrip, Montana 


78-14 


13B PC A09/MF A01 


78-04 7D PC A02/MF AO1 


78-17 8J PC AQ2/MF AO1 


78-21 19A PC AOS/MF A01 


78-02 10A PC A06/MF A0O1 


PA-837 





LERNER, MONROE 


Non-Health Services’ Determinants of Health Levels 
-- Conceptualization and Public Policy Recommen- 
dations. 

HRP-0019128/8Gi 78-10 6E Not Available NTIS 


LERNER, S. S. 
Determination of the Effectiveness and Feasibility of 


Regenerative Braking Systems on Electric and 
Other Automobiles. Volume |. Summary. Final Re- 


port. 
UCRL-52306/1 78-08 13F PC AOS/MF AO1 


Determination of the Effectiveness and Feasibility of 
Regenerative Braking Systems on Electric and 
Other Automobiles. Volume Ii. Design Study and 
Analysis. Final Report. 

UCRL-52306/2 78-08 13F PC A13/MF A01 


Determination of the Effectiveness and Feasibility of 
Regenerative Braking Systems on Electric and 
Other Automobiles. Volume 1. Summary. 

UCRL-5230(V.1) 78-17 13F PC AOS/MF A01 


Determination of the Effectiveness and Feasibility of 
Regenerative Braking Systems on Electric and 
Other Automobiles. Volume 2. Design Study and 
Analysis. 

UCRL-52306(V.2) 78-16 13F MF A01 


LERNER, SAMUEL 


On the Flexure of Plastic Plates 
AD-226 258/2Gi 78-17 20K PC A02/MF A01 


LEROI, G. E. 


The Design and Operation of an Automated, High- 
Efficiency Photoionization Mass Spectrometer. 
AD-A056 269/4GI 78-21 148 PC A23/MF A01 


LEROM, MICHAEL W. 


Synthesis of Thermally Stable High Density and 
High Energy Plasticizers. 
AD-516 837/2GI 78-19 211 PC A04/MF A01 


LEROY, AIDA 


A Study of the impact of Inappropriate Ambulatory 
Drug Therapy on Hospitalization. 
PB-284 455/3GI 78-24 6E PC AOS/MF A01 


LEROY, B. 


Group of Invariance of the Sine-Gordon Equation. 
\FT-246/77 78-10 20H MF A01 


LEROY, B. F. 


Disaster Warning System Study Summary. 
N78-10346/2GI 78-05 17B PC A02/MF A01 


LEROY, LAUREN 


Deliberations and Compromise -- The Health 
Professions Educational Assistance Act of 1976. 
HRP-0024111/7Gi 78-23 6E Not Available NTIS 


Primary Care in a Specialized World. 
HRP-0015672/9Gi 78-01 6E Not Available NTIS 


LERUP, LARS 


Learning from Fire: A Fire Protection Primer for 
Architects. 
PB-283 163/4G! 78-18 13M PC E02/MF A01 


People in Fires: A Manual for Mapping, 
PB-275 155/0GI 78-06 13L PC A03/MF A01 


LESAGE, L. G. 


Instrumentation and Process Control for Fossil 
Demonstration Plants. Monthly Technical Progress 
Report, August 1977. 

ANL-FE-49622-11 78-09 148 PC A03/MF A01 


Instrumentation and Process Control for Fossil 
Demonstration Plants. Quarterly Technical Progress 
Report, April--June 1977. 

ANL/FE-49622-9 78-14 7D PC AOS/MF A01 


instrumentation and Process Control for Fossil 
Demonstration Plants. Quarterly Technical Progress 
Report, January--March 1977. 

ANL-FE-49622-6 78-09 148 PC A04/MF A0O1 


LESCHACK, LEONARD A. 


Arctic Under-ice Roughness. 
AD-A048 690/2GI 78-07 8L PC A02/MF A01 


Correlation of Dual-Channel Airborne IR Data with 
Soil Moisture Measurements - Appendix E. 
PB-279 991/4GI 78-14 8H PC A03/MF A01 


LESCYNSKI, PHYLLIS 


Nurse-Midwifery in the United States -- 1976-1977. 
HRP-0900342/7Gi_ 78-24 6E Not Available NTIS 


LESEN, S. T. 


Large Scale Integration (LSI). Consideration of 
Some of the Essential Problems Encountered by the 
Danish Electronics Industry in Relation to LSI 
Technology Development en Belysning AF Nogle AF 
de Problemer, der ER Vaesentlige for Dansk Elek- 
tronikindustri | Forbindelse Med Udviklingen inden 
for LSI-Teknologien. 

N78-14291/6GI 78-09 9E PC A04/MF A01 


PA-838 


LESESNE, FRANCIS 
Beach Erosion Inventory of Horry, Georgetown, and 
Beaufort Counties, South Carolina. 
PB-279 413/9GI 78-13 13B PC A04/MF AO1 


LESESNE, SANDRA F. 


Egg and Poultry Price Spreads, 1971-76. 
PB-276 519/6GI 78-09 2B PC A11/MF A01 


LESH, SEYMOUR 
Youth Serving the Community: Realistic Public Ser- 
vice Roles for Young Workers. 
PB-280 557/0GI 78-17 5! PC A06/MF A01 


LESHANE, A. A. 


Applications of Advanced Transport Aircraft in 
Developing Countries. 
N78-25985/0GI 78-20 1B PC A15/MF AO1 


LESHAW, DALE 


A Cost Model of Deep Ocean Mining and As- 
sociated Regulatory Issues, 
PB-281 863/1GI 78-17 81 PC A16/MF A01 


LESHIN, GERALDINE 


The Prevailing Wage Concept in Public Sector Col- 
lective Bargaining. A Policy and Practice Publica- 
tion, 

PB-277 294/5G! 78-10 5!i PC A08/MF A01 


LESHO, E. M. 


DoD Weapon Systems Software Management Study, 
Appendix B. Shipborne Systems. 
AD-B016 501/9GI 78-02 9B PC A09/MF A01 


LESHOWITZ, BARRY 


Evaluation of a Low Fidelity Simulator (LFS) for In- 
strument Training. 
AC. -A058 139/7GI 78-24 5! PC A02/MF A01 


LESK, |. A. 


Phase | of the Automated Array Assembly Task of 
the Low Cost Silicon Solar Array Project. Annual 
Technical Report. Motorola Report No. 2258/4. 
ERDA/JPL/954363-77/1 

78-10 10B PC A06/MF A01 


Phase 1 of the Automated Array Assembly Task of 
the Low Cost Silicon Solar Array Project. 
N78-18516/2GI 78-13 108 PC AQ6/MF A01 


LESKOV, L. Vv. 


Space Technology and Production. 
N78-26158/3GI 78-21 22A PC A04/MF A01 


LESKOVAR, B. 


Millimeter-Wave Spectrometer for Pollution 
Research. 
LBL-6128 78-25 14B PC A03/MF A01 


Optical Timing Receiver for the NASA Laser Rang- 
ing System Part Il: High Precision Time Interval 
Digitizer. 

LBL-6133 78-01 20E PC A04/MF A01 
Optical Timing Receiver for the NASA Laser Rang- 
ing System. Part 2: High Precision Time Interval 
Digitizer. 

N78-14387/2GI 78-09 14B PC A04/MF AO1 
Performance Studies of Varian VPM-1540.6D VPM- 
154A/1.6L Static Crossed Field Photomultipliers. 
LBL-6480 78-07 9E PC AQ2/MF A01 


Time Resolution Performance Studies of Contem- 
porary High Speed Photomultipliers. 
LBL-6456 78-17 18D PC A02/MF AO1 


LESLIE, B.C. 


Analysis of Valve Springs from Hydrogen Compres- 
sor at Solvent Refined Coal Plant, Wilsonville, 
Alabama. 

ORNL/TM-6179 78-17 13K PC A02/MF A01 
In-Service Inspection of the Dissolver Tank in the 
Solvent-Refined Coal Pilot Plant at Wilsonville, 
Alabama. 

ORNL/TM-6277 78-22 11F PC A02/MF A01 


LESLIE, CLARICE 
Training for Occupational Alcoholism Programmers: 


Instructional Objectives and Recommendations. 
PB-285 809/0GI 78-26 5! PC A04/MF A01 


LESLIE, H. D. 
Reprint: Microearthquake Location using a Max- 


imum Likelihood Processor. 
AD-A050 691/5G! 78-11 8K PC A02/MF A01 


LESLIE, S. F. 


Annual Heating Energy Demand of Heavy Domestic 

Buildings. Report No. 16. 

NP-23142 78-23 10A PC A02/MF A01 

Computer File of New Zealand Climate. 

NP-22257 78-08 4B PC A02/MF A01 
LESLIE, W. B. 


Study of Raised Bridgewires in a Pyrotechnic 
Device. 


SAND-76-0725 78-05 19A PC A03/MF A01 


LESNIK, A. 


Search for lambda Anti lambda Heavy States at ISA. 
BNL-23663 78-17 20G PC A02/MF A01 


LESNIK, JOHN R. 


Wave Setup on a Sloping Beach. 
AD-A047 358/7GI 78-05 13B PC A02/MF AO1 


LESSE, STANLEY 


The State System Versus Population Zones -- Their 
Relation to a New Concept of Health Science In- 
stitutions. 

HRP-0024449/1GI_ 78-25 6E Not Available NTIS 


LESSEL, T. 
Hygienization of Sewage Sludge by gamma Irradia- 


tion: Experience with an Operating Pilot Plant. 
N78-26006/4G! 78-20 13B PC A02/MF A01 


LESSEN, GARY P. 
Physical and Mechanical Relationships in Electro 
Slag (ESR) Steel, 
AD-A056 422/9GI 78-21 11F PC AQ2/MF AO1 


LESSER, G. 


Research on the Effects of Television Advertising 
on Children: Review and Recommendations, 
PB-273 074/5GI 78-01 5J PC A11/MF A01 


LESSER, VICTOR R. 


System Engineering Techniques for Artificial Intel- 
ligence Systems. 
AD-A056 067/2G! 78-21 6D PC A02/MF AQ1 


LESSINGER, L. 


Reprint: Solid State Chemistry of Organic 
Polyvalent lodine Compounds. IV. Topotactic Trans- 
formation of 2-iodo-3'-Chlorodibenzoy! Peroxide 
and the Crystal Structure of m-Chlorobenzoic Acid. 

AD-A050 515/6GI 78-11 7D PC A02/MF A01 


LESSOFF, H. 


InP-An Assessment of United States Activities. 
AD-A049 283/5G! 78-08 9A PC A04/MF A01 


LESSOFF, HOWARD 


Ethers Derived from Fluoroolefins 
AD-200 108/9GI 78-11 7C PC A02/MF A01 


LESTER, E. P. 


Heterogeneity of Human alpha-Fetoprotein (Hafp) 
as Revealed by Agarose Gel Electrophoresis and 
Isoelectric Focusing in Urea-Acrylamide Gels. 

CONF-770860-1 78-08 6E PC A02/MF A01 


Inhibition of Human Lymphocyte Transformation by 
Human alpha -Fetoprotein (Hafp): Studies on the 
Mode of Hafp Action and the Role of Hafp Polymor- 
phism. 

CONF-770860-2 78-08 6E& PC A02/MF A01 


Post-Synthetic Modification of Human alpha- 
Fetoprotein Revealed by Isoelectric Focusing Con- 
trols Its Immunosuppressive Potency. 

CONF-770860-3 78-12 6A PC A02/MF A01 


LESTER, GARY R. 


Fathers at Sea. Characteristics of Navy Families 
Vulnerable to the Stresses of Separation, 
AD-A054 365/2G! 78-17 5J PC A02/MF A01 


Reprint: War-induced Father Absence: Comparing 
the Adjustment of Children in Reunited, Non-Reu- 
nited and Reconstituted Families. 

AD-A050 697/2G! 78-11 5J PC A02/MF AO1 


LESTER, J. V. 

Computer Applications. Annual Report, July 1, 
1976--September 30, 1977. 

LA-7213-PR 78-22 2E PC A02/MF A01 


LESTER, LINDA L. 


Directory of Library Instruction Programs in Ohio 
Academic Libraries, 
ED-145 862 78-12 58 Not available NTIS 


LESTER, MARTHA S. 


Potential for Betterment District Financing and 
Joint Development Applications to Surface Transit 
PB-274 618/8GI 78-04 13B PC A04/MF A01 


LESTER, PAMELA B. 


Functional Interdependence of the Social Environ- 
ment and the Behavior of the Institutionalized Aged 
HRP-0025476/3GI 78-21 SJ Not Available NTIS 


LESTER, R. 


Technology Assessment and Impact Analysis of 
Separation Methods Applied to Radioactive Waste 
Management 

BNL-50628 78-01 18G PC A03/MF A01 


LESTER, WILLIAM A. JR. 


Reprint: Collinear Classical Dynamics on a Chemi- 
cally Accurate H(+ )H2 Potential Energy Surface 
AD-A053 369/5G! 78-16 7D PC A02/MF A01 


Reprint: Coupled States Cross Sections for Rota- 
tional Excitation of H2CO by He Impact at interstel- 
lar Temperatures. 

AD-A053 368/7G! 78-16 7D PC A02/MF AO1 





LESTER, WILLIAM W. 
A theoretical and experimental study of the 
propagation of plane finite amplitude waves in real 
fluids. 

AD-470 124/9GI 


LESTINGI, J. 


Constrained Sloshing of Liquid Mercury in a Flexi- 
ble Spherical Tank. 
N78-21403/8GI 


LESTZ, S. J. 


Appraisal of Extended Oil Drain Intervals through 
the Use of Engine or Lubricant Formulation Modifi- 
cations. 

AD-A055 923/7GI 78-20 11H PC A07/MF A01 


Synthetic Oil Base Stock and its Impact on New and 
Used Engine Oil Analyses. 
AD-A053 375/2G! 78-16 7D PC A03/MF A01 


LESUEUR, D. 


Atomic Diffusion of Lithium 
Metallic Alloy Pd--Si. 
BNWL-tr-313 78-25 20L PC A02/MF A01 


Neutron Radiation Defects in Bismuth and Telluri- 
um-Doped Bismuth. 
CEA-CONF-3761 


LETAW, H. JR. 


Self-Diffusion in Germanium 
AD-086 006/4Gi 78-22 20L PC A02/MF A01 


LETAW, HARRY JR. 


Thermal Acceptors in Germanium 
AD-072 718/0G! 78-20 20L PC A03/MF A01 


LETELLIER, JULES P. 


Fluid Gap Glan-Laser Prism. 
PATENT-3 982 819 


78-14 20D PC A04/MF A01 


78-16 21H PC A02/MF A01 


in the Amorphous 


78-02 20L MF A01 


78-01 20E Not available NTIS 


LETEURTRE, J. 


Creep of Molybdenum Irradiated with Fission Frag- 
ments at Low Temperature. 
ORNL-tr-4572 78-25 


LETH, C.-F.A. 


Impact of Finite Beams of Ductile Metal 
AD-019 593/3GI 78-21 20K PC A03/MF A01 


LETH, CARL-FREDRIK A. 


The Effect of Shear Stresses on the Carrying 
Capacity of |-Beams 
AD-028 207/9GI 78-21 20K PC A04/MF A01 


On the Dynamic Behavior of Plastic-Rigid Beams 
under Transverse Load 
AD-030 356/0GI 78-21 


LETH NIELSEN, B. 


External Radiation Exposure Associated with Urani- 
um/Thorium Mineralization on the Kvanefjeld 
Plateau, Greenland. 
RISO-M-1989 


LETIZIA, A. 


Evaluation of Environmental Dosimetry Models for 
Applicability to Possible Radioactive Waste Reposi- 
tory Discharges. 
Y/OWlI/SUB-77/45705 
78-17 


11F PC A02/MF AO1 


20K PC A03/MF A01 


78-26 18H PC A02/MF A01 


18G PC A05/MF A01 
LETO, J. J. 
Study of Coal Reactivities. Annual Report, June 1, 
1976--May 31, 1977. 
FE-2368-4 78-12 7D PC A04/MF A01 


Study of Coal Reactivities. 
December 1--February 28, 1977 
FE-2368-3 78-12 210 PC A02/MF AO1 
Study of Coal Reactivities. Quarterly Report, June 1, 


1977--August 31, 1977. 
FE-2368-5 


Quarterly Report, 


78-15 7A PC A02/MF A01 


Study of Coal Reactivities. Quarterly Report, Sep- 
tember 1--November 30, 1976. 
FE-2368-2 78-08 7D PC A02/MF A01 


LETOKHOV, V.S. 
Laser Separation of Isotopes 
KFK-tr-523 

LETT, R.G. 


Screening for Hazardous Elements and Compounds 

in Process Streams of the 1/2 Ton Per Day Synthoil 

Process Development Unit. 

PERC/RI-77/12 78-08 70 PC A03/MF AO1 
LETTENMAIER, DENNIS P. 

Tables of Parameters for the Three Parameter Log 


Normal Probability Distribution 
PB-285 957/7GI 78-26 12A PC A08/MF A01 


LETTER, JOSEPH V. JR. 


Physical Hydraulic Models: Assessment of Predic- 
tive Capabilities. Report 2. Movable-Bed Model of 
Galveston Harbor Entrance. 
AD-A047 988/1GI 78-06 


78-10 188 MF A01 


13B PC AOQS/MF A01 


LETTERMAN, RAYMOND D. 
The Impact of the Sewer Connection Ban on 
Biochemical Oxygen Demand and Suspended 
Solids at the North Shore Sanitary District, 
PB-274 688/1GI 78-05 138 PC A04/MF A01 


LETTIERI, DON J. 
Orug Abuse Instrument Handbook -- Selected Items 


for Psychological Drug Research. 
HRP-0025902/8G! 78-22 6E PC A1S/MF A01 


LETTINGA, G. 


The Application of Activated Carbon for Waste 
Water Treatment. 
N78-26014/8GI 78-20 138 PC A03/MF A01 


The Use of Flocculated Powdered Activated Carbon 
in Water Treatment. 
N78-26013/0GI 


LETTIS, L. A. 
Anisotropic Creation and Closure of Tension In- 


duced Fractures. 
UCRL-79578 


LETTIS, L. A. JR. 


Two-Dimensional Computer Simulation of Hyper- 
velocity Impact Cratering: Some Preliminary Results 
for Meteor Crater, Arizona. 

UCRL-80539 78-25 8G PC A04/MF A01 


LETTOW, K. 


Civil Components Program ‘Wing Section’. Position 
of Structure Transition Joints, Arrangement of 
Landing Gear. 
N78-22090/2GI 


LETTS, S. A. 


Plasma Polymerization Coating of D-T Filled Glass 
Shells for Laser Fusion Targets. 
UCRL-80162 78-16 18A PC A02/MF A01 


LETZ, K. 


DERAN: A Computer Program for identification of 
Radioactive Nuclides in Measured gamma Spectra. 
KFK-2447 78-19 18D MF AO1 


LETZKUS, WILLIAM C. 


Some Implications of Defense Procurement Circular 
76-3 on Defense Contractor Profits. 
AD-A047 771/1GI 78-06 5A PC AO3/MF A01 


LEU, AN-LU 


Reprint: Fall-Off from Extrapolated Values of All 
Chemical Reactions at Very High Temperatures. 
AD-A056 601/8GI 78-21 7D PC A02/MF A01 


LEU, J.C. 


Methanation Feed Gas Carbon Dioxide Level. Final 
Report. Series No. |: E-6. 
FE-2240-45 78-26 7A PC A02/MF A01 


Shift Conversion Catalysts Comparison. Final Re- 
port. 
FE-2240-48 


LEU, MEI-LING 


Reprint: Renal Tubular Acidosis in Wilson's Dis- 
ease: Characteristics, Mechanisms and Implications. 
AD-A053 275/4GI 78-15 6E PC AQ2/MF A01 


LEU, P. 


Measured Angular Distributions of Proton Compton 
Scattering at Photon Laboratory Energies of 700, 
750 and 800 MeV. 
BONN-HE-77-17 


LEUBA, HARALD R. 
Partitioning Microelectronic Equipment through the 


Use of a Symptom Matrix. 
AD-A054 923/8GI 78-18 SE PC AQ4/MF A01 


LEUBA, HAROLD RA. 


Information Transmission in Operator Reports of 
Equipment Malfunction, 
AD-A054 447/8G! 78-17 


LEVENBERGER, E. L. 


Hot Low BTU Producer Gas Desulfurization in Fixed 
Bed of Iron Oxide-Fly Ash. Final Report, 1 July 
1975--30 April 1977. Volume |. 

FE-2033-19(V.1) 78-08 70 PC A10/MF A01 


Hot Low Btu Producer Gas Desulfurization in Fixed 
Bed of Iron Oxide-Fly Ash. Final Report, 1 July 
1975--30 April 1977. Volume Il. Appendices a, B, C, 
D, and E 

FE-2033-19(V.2) 


LEVUENBERGER, W. R. 


Program CYCLE: A Rankine Cycle Analysis Routine. 

SAND-74-0099(Rev.) 78-14 108 PC AOS/MF AQ1 
LEUMER, GERHARD HANNES 

Effects of Hydrodynamic Variables on Corrosion: 

Study of 90/10 Cu-Ni in a Circling Foil with 

Synthetic Seawater. 

AD-A056 381/7GI 


LEUNG, C. 


Photographic Image Enhancement Using Chemilu- 
minescent and Fluorescent Light. 


78-20 138 PC A02/MF A01 


78-01 8G MF AO1 


78-17 1C PC A03/MF A01 


78-21 7D PC A02/MF A01 


78-22 20H MF AO1 


15E PC AO6/MF A01 


78-09 7A PC A16/MF A01 


78-21 11F PC AO7/MF A01 


LEV, FRANK M. 


AD-A052 539/4G! 
LEUNG, CHARLES 


Reprint: Isotope Effects in Electron impact Desorp- 
tion of CO and O2 Adsorbed on the (110) Plane of 
Tungsten. 

AD-A057 121/6GI 


LEUNG, HOI M. 


Reprint: On the Rate Distortion Function of a 
Memoryless Gaussian Vector Source Whose Com- 
ponents Have Fixed Variances. 

AD-A052 989/1G! 78-15 90 PC AOQ2/MF AQ1 


LEUNG, J.C. M. 
Occurrence of Critical Heat Fiux During Blowdown 


with Flow Reversal. 
ANL-77-4 


LEUNG, JOHN K. 


Investigation of the Use of Frequency-Division Mul- 
tiple Access for Application with a Mix of User Ter- 
minals. Volume |. Summary and Results. 

AD-A047 042/7G! 78-04 17B PC A04/MF A01 


Investigation of the Use of Frequency-Division Mul- 
tiple Access for Application with a Mix of User Ter- 
minals. Volume ||. Appendices. 

AD-A047 044/3G! 78-04 178 PC A06/MF A01 


Investigation of the Use of Frequency-Division Mul- 
tiple Access for Application with a Mix of User Ter- 
minals. Volume Ill. Multiple-Access Techniques. 

AD-A047 045/0G! 78-04 17B PC A09/MF A01 


LEUNG, KAI 


Analysis of the Effect of Out-of-Tolerance Trans- 
ponders on an En Route ATCRBS. 
AD-A047 061/7G! 78-04 17G PC A0S/MF A01 


Medicare Regional Processing Feasibility Study. 
Management Summary. 
PB-273 989/4GI 78-05 58 PC A03/MF A01 


Medicare Regional Processing Feasibility Study. 
Volume |. Medicare Program Requirements Analy- 
sis. 

PB-273 990/2GI 78-05 5B PC A13/MF A01 
Medicare Regional Processing Feasibility Study. 
Volume tl. Medicare RPC Proforma Model. 

PB-273 991/0GI 78-05 58 PC A12/MF A01 


Medicare Regional Processing Feasibility Study. 

Volume Ill. Proposed Regiona! Processing Concept 

and Environment. 

PB-273 992/8G! 
LEUNG, P. 

Reprint: Particle-Caviton Interactions. 

AD-A058 171/0G! 78-24 20H PC A02/MF A01 
LEUNG, R. C. 


Reprint: E-Mode Splitting in the Ferroelectric Phase 
of Hydrogen-Bonded Ferroelectrics. 
AD-A057 855/9G! 78-24 20L PC A02/MF A01 


LEUNG, STEVE 


Alternatives to Organic Solvent Degreasing. 

PB-282 466/2G! 78-20 13B PC A11/MF AO1 
LEUNG, W. H. 

Reprint: Seawater-A Test of Multicomponent Elec- 

trolyte Solution Theories. Il. Enthalpy of Mixing and 


Dilution of the Major Sea Salts. 
AD-A046 043/6G! 78-02 70 PC A02/MF AO1 


LEUNG-YAN-CHEONG, S. K. 


On Some Aspects of Random Walks for Modelling 
Mobility in a Communication Network, 
AD-A047 874/3G! 78-06 17B PC A02/MF AO1 


LEUNG, YUK M. 


Reprint: On the Ostracod Fauna of the Arctic Basin. 
AD-A058 077/9G! 78-24 8A PC A0Q2/MF A01 


LEUPOLD, H. A. 


Design of Biasing Magnets for E-F and |-J Band 
Cross-Field Amplifier Tubes. 
AD-A057 436/8G! 78-23 9A PC A02/MF AO1 


Reprint: Low-Temperature Specific Heat Anomalies 
in the Group V Transition Metals. 
AD-A049 105/0G! 78-08 7D PC A03/MF AQ01 


LEUTHAUSER, DENNIS A. 


Development of Smart Target for Simulation of 
One-on-One Air-to-Air Combat. 
AD-A056 739/6G! 78-22 15G PC A08/MF A01 


LEV, F.M. 


Effects of intermediate Production of 

Resonances in pi -D Backward Scattering. 

ITEP-113 78-08 20H MF A01 

Pi O-Backward Scattering at Intermediate Energies. 

ITEP-102 78-08 20H MF A01 
LEV, FRANK M. 


Structural Synthesis Design Program. 
AD-A048 162/2GI 78-06 


78-14 14E PC A04/MF A01 


78-22 7D PC A02/MF AO1 


78-08 18! PC A06/MF A01 


78-05 5B PC A0S/MF A01 


Meson 


13J MF AO1 


PA-839 





LEVADOU, F. 
Aging of an Osram XBF 2500 W Lamp in the Spec- 
tral Range 2000-4000 A. 
N78-15177/6GI 78-10 14B PC A03/MF A01 


Comparison of Thermo-Optical Measurements 
Made by Six European Laboratories. Project for 
Standardization of Measurement Methods and 
Equipment. 

N78-23912/6GI 78-18 11C PC A02/MF A01 
Measurement of Surface and Volume Resistivity of 


Hughson H322 Black Paint with Lesanol Primer. 
N78-11319/8GI 78-06 11C PC A02/MF A01 


LEVALLEY, RONALD R. 


Studies of Marine Mammals at the Farallon Islands, 
California, 1976-1977. 
PB-286 603/6G! 


LEVAN, N. 
International Symposium on Operator Theory of 


Networks and Systems. Volume 2. 17-19 August 


1977 Held at Texas Tech. University, Lubbock, 
Texas. 
AD-A046 069/1G! 


LEVASHEV, V. P. 
Integral Equations for Four Nucleons. 3. Separable 
Nucleon-Nucleon Interactions. 
ITF-75-106E 
LEVASSEUR, LEONARD A. 
Chemical Conversion of Nitrocellulose for Fertilizer, 
AD-A046 362/0GI 78-03 13B PC A02/MF A01 
LEVCHENKO, T. V. 
Die for Hot Deforming--Translation. 
AD-A048 683/7GI 78-07 131 
LEVCHENKO, YU. D. 
Averaged Characteristics of an Air Turbulent Flow 
in the Entrance Region of a Circular Tube. 
FEI-599 78-18 20D MF A01 
Coordinate Device for Moving a Primary Measuring 
Transducer in a Liquid Flow. 
FEI-587 78-21 148 MF A01 
Hydrodynamics of the Turbulent Flow of a Liquid in 
the Entrance Region of a Circular Tube. 
FEI-650 78-18 200 MF A01 
Hydrodynamics of Turbulent Liquid Flow in the En- 


trance Region of Circular Tubes. Review of Experi- 
mental Studies 


FEI-598 78-21 200 
New Formula for Velocity Profile 
Liquid Flow in Circular Tubes. 
FEI-561 
LEVDIK, V. A. 
Study on Neutron Diffraction on Reactor Beam. 
FEI-595 78-14 70 MF AO1 
LEVE, H.L. 
Noise and Sonic Fatigue of High Lift Devices. 


Aeroacoustic Loads. 
AD-A045 950/3G! 


LEVEILLE, P. 


Hormonal Effects on Differentiation in Neutral Cul- 
tures. 
UCLA-12-1144 


LEVEK, R. J. 
Aircraft Hydraulic Systems Dynamic Analysis. 
AD-A050 907/5GI 78-11 13G PC A20/MF A01 
LEVENE, BARRY 


Ambient Air Quality Monitoring Network, EPA Re- 

gion Vill Energy Areas, 

PB-277 673/0GI 78-11 
LEVENE, BARRY F. 

Water and Air Quality Trends in Region Vill U.S. En- 

vironmental Protection Agency 

PB-283 280/6GI 78-22 13B PC A07/MF A01 
LEVENE, HOWARD 

Robust Tests for Equality of Variances 

AD-254 281/9GI 78-13 12A PC A02/MF AO1 
LEVENS, B. R. 

Total Concept of Care -- A Critical Examination of 

Health Resources from Acute Hospital to Home 


Nursing Care 
HRP-0023807/1GI 


LEVENSON, C. 


An Experiment to Investigate the Effect of the Gulf 
Stream Front on Long Range Acoustic Propagation. 
AD-A046 559/1GI 78-03 20A PC A02/MF A01 


LEVENSON, STANLEY M. 


Wound Healing 
AD-A052 371/2GI 


LEVENSON, STEPHEN 


Table Producing Language (TPL). 
PB-285 756/3GI 78-26 9B CP TOS 


78-25 6C PC A03/MF A01 


78-02 12A Not available NTIS 


78-22 20H MF A01 


PC A02/MF AO1 


MF AO1 
in Turbulent 


78-18 200 MF A0O1 


78-02 1A PC A17/MF A01 


78-25 6C MF A01 


13B PC A08/MF A01 


78-24 6E PC A03/MF A01 


78-14 6E PC AO5/MF A01 


PA-840 


LEVENSTEIN, AARON 


Issue of Productivity. 
HRP-0018075/2G! 


LEVENTHAL, BRIGID 


Hematopoietic System. 
PB-273 256/8GI 


LEVENTHAL, BRIGID G. 


Short-Term Continuing Education Program for the 
Development of a Pediatric Oncology Nurse. 
HRP-0016790/8GI 78-05 5! Not Available NTIS 


LEVENTHAL, J. J. 
Reprint: Cdil Excitation in Slow He(+ )-Cd and 


He2(+ )-Cd Collisions. 
AD-A046 926/2GI 78-04 7D PC A02/MF AO1 


Observation of Luminescent Spectra in Low Energy 
lon-Neutral Collisions. Progress Report, June 1, 
1976--May 31, 1978. 
COO-2718-5 


LEVEQUE, G. 


PSK Demodulator. Study Report on a Demodulator 
for Onboard Telemetry Decoder Demodulateur PSK. 
Rapport d'Etude d'UN Demodulateur pour UN 
Decodeur de Telecommande Embarque. 

N78-18114/6GI 78-13 9F PC A15/MF A0O1 


LEVER, W. E. 
Mathematics and Statistics Research Department 


Progress Report for Period Ending June 30, 1977. 
ORNL/CSD-27 78-05 12A PC AOS/MF A01 


LEVERETT, BRUCE 
Performance Evaluation of High-Level Language 


Systems. 
AD-A056 068/0G! 


LEVERETT, BRUCE w. 


Portability Techniques for BLISS Programs. 

AD-A056 066/4GI 78-21 9B PC A0Q5/MF A01 
LEVERETT, DENNIS H. 

Variations in Utilization of a Multi-State Company 

Dental Plan. 

HRP-0024185/1GI 


LEVERETT, S. D. JR. 


Reprint: Stress Responses of Pilots Flying High- 
Performance Aircraft during Aerial Combat Maneu- 
vers. 


AD-A045 629/3GI 78-01 
LEVERETTE, STEVEN JOHN 


Data Adaptive Velocity/Depth Spectra Estimation in 
Seismic Wide Angle Reflection Analysis. 
AD-A046 343/0GI 78-03 17J PC A08/MF AO1 


LEVERETTE, TED J. 


Shared Project Studies, Revises Hospital Record 
Retention Policies. 
HRP-0026055/4GI 


LEVERMORE, C. D. 


Electrostatically Driven Plasma Hydrodynamic Insta- 
bility. |. The Failure of Vacuum-insulated, Long 
Wavelength Laser Fusion Pellets. 

UCRL-79934 78-18 18A PC A02/MF A01 


LEVERONE, PAUL G. 


Magnetometer Calibration Method and Apparatus. 
PAT-APPL-842 840/GI 
78-24 


78-04 6E Not Available NTIS 


78-02 6T PC A02/MF A01 


78-15 7D PC A03/MF AO1 


78-21 9B MF A01 


78-22 6E Not Available NTIS 


6S PC A02/MF A0O1 


78-26 6E Not Available NTIS 


14B PC A02/MF A01 
LEVERT, F.E. 


Development of a Directional gamma Ray Detector 
for in-Core Fuel Motion Monitoring. 
CONF-771023-24 78-15 181 


LEVESON, IRVING 


Hospital Cost Inflation and Physician Payment. 
HRP-0023675/2G!I 78-15 5C Not Available NTIS 


LEVESQUE, A. 


Time and Frequency Domain Coding Techniques. 
AD-837 396/1GI 78-19 17B PC A08/MF A01 


LEVESQUE, AL 


Fan/Ram Duct Program. 
AD-B022 802/3GI 78-19 21E PC AQ4/MF A01 


LEVESQUE, P. 


Solid Solution Equilibria in the Ternary System, Zir- 
conium-Oxygen-Hydrogen 
AD-017 926/7GI 78-21 11F PC AQ3/MF AO1 


Solid Solution Equilibria in the Zirconium-Hydrogen 
System 
AD-017 925/9GI 


LEVEY, SAMUAL 


Massachusetts Nursing Home Costs in 1970. 

HRP-0018033/1GI 78-11 6E Not Available NTIS 
LEVEY, SAMUEL 

Consumer and the Health Care System -- Social 


and Mansgerial Perspectives. 
HRP-0019397/9G!I 78-12 5A Not Available NTIS 


PC A02/MF A01 


78-21 11F PC AO2/MF AO1 


Long Term Care Administration -- A Managerial 
Perspective. Volume Il. 
HRP-0024528/2Gi 78-16 6E Not Available NTIS 


Long-Term Care Administration -- A Managerial 

Perspective. Volume 1. 

HRP-0024520/9G! 78-17 5A _ Not Available NTIS 
LEVI, DENNIS M. 

National Health and Optometry -- A Follow-up 

Study. 

HRP-0025542/2GI 
LEVI, E. 


Comparative Study of Transfer Factors of Water, 
lodine and Strontium on Rye-Grass and Clover. 
Development of a Model of Evaluation of the Limits 
of Foliar Contamination by Wet Deposit. 

CEA-R-4860 78-21 13B MF A011 


LEvi, ENRICO 


Electromechanical Pulse Generators 
AD-220 852/8GI 78-16 9C PC A03/MF A01 


Magnetic Amplifiers with D-C Counter E.M.F. Loads 
AD-159 838/2GI 78-16 9E PC AQ7/MF A01 


LEVI, JAK 
Generation of Sulfuric Acid Aerosols for Health Ef- 


fect Studies. 
PB-283 083/4GI 


LEVI, M.W. 


Influence of Magnetic Interaction on the Nuclear 
Orientation of Cobalt-60 in Rare Earth Double 
Nitrates 

AD-246 998/9GI 


LEVI, MARGARET A. 
Conflict and Collusion: Police Collective Bargain- 
ing. (Part of Study: Innovative Resource Planning in 
Urban Public Safety Systems). 
PB-284 414/0GI 78-24 5i 
LEVI, MICHAEL 


Wood in Marine Structures. Proceedings of a 
Seminar Held at Wrightsville Beach, North Carolina 
on October 7-8, 1977, 
PB-275 344/0GI 


LEVI, R. 


Low Cost Servo Actuator for Tactical Missile Thrust 
Vector Control (TVC). 
AD-B019 655/0GI 
LEVICH, E. 

Bosonization and Renormalization Group Treatment 
of Quantum Heisenberg Model. 

WIS-Ph-77/22 78-23 20L PC A02/MF AO1 
Renormalization Group Treatment of 
Heisenberg Model. 
WIS-Ph-77/17 


LEVIE, W. HOWARD 

Pictorial Research in 1976, 

ED-143 341 78-22 5B Not available NTIS 
LEVIEN, R. 


Systems Analysis: An Outline for the State-of-the- 
Art Survey Publications. 
PB-276 062/7GI 78-07 5B PC A03/MF A01 
LEVIN, A. E. 

Critical Heat Flux Experimentation in an Annular 
Test Section. 
ORNL/NUREG/TM-180 

78-20 18! 


78-25 6E Not Available NTIS 


78-21 14B PC A04/MF AO1 


78-01 20 PC A03/MF A01 


PC A11/MF A01 


78-05 13M PC A05/MF A01 


78-02 16D PC A06/MF A01 


Quantum 


78-23 20L PC A02/MF A01 


PC A03/MF AO1 
LEVIN, ARTHUR 

Health Services. The Local Perspective 

HRP-0024500/1GI 78-16 6E Not Available NTIS 
LEVIN, B. P. 

Discussion of Heat Mirror Film: Performance, 


Production Process, and Cost Estimates. 
LBL-7812 78-26 13A PC AO5/MF AO1 


LEVIN, E. 


The Yield Load of a Uniform Slab with a Circular 
Cut-out Reinforced by a Bevelled Ring 
AD-009 868/1GI 78-18 13M PC A02/MF A01 


LEVIN, E. M. 


Reprint: Phase Diagrams for Ceramists 
PB-282 013/2GI 78-19 11B Not available NTIS 


LEVIN, F.K. 


Shallow Water Research 
AD-035 047/0GI 78-21 


LEVIN, F.S. 


20A PC A04/MF AO1 


Time-Dependent, Many-Body Scattering Theory and 
Nuclear Reaction Applications 


COO-3235-82 
LEVIN, G. V. 


Bioconversion of Saline Water 
PB-280 167/8GI 78-16 6M PC A04/MF A01 


78-14 20H PC A03/MF A01 





LEVIN, GERALD B. 
Monthly Absolute Humidity 
Selected Marine Locations. 
AD-A046 663/1GI 


LEVIN, GILBERT 


Dynamics of Human Service Delivery. 
HRP-0015668/7GI 78-04 5K Not Available NTIS 


LEVIN, I. 
Process for the Bituminization of Radioactive 


Wastes. 
NRCN-413 


LEVIN, IRA W. 


Reprint: Infrared Spectra of Matrix Isolated FeO sub 
2: Evidence for a Cyclic lron-Oxygen Complex. 
PB-274 036/3GI 78-03 7D Not available NTIS 


Reprint: Infrared Spectra of Matrix Isolated iron 
Dioxide: Evidence for a Cyclic tron-Oxygen Com- 
plex. 


AD-A051 239/2GI 
LEVIN, J. J. 
Reprint: Some ‘a priori’ Bounds for Nonlinear Vol- 


terra Equations. 
AD-A048 698/5GI 


LEVIN, JACK 


Reprint: Activation of Protein Mediators of Inflam- 
mation and Evidence for Endotoxemia in Borrelia 
Recurrentis Infection. 
AD-A054 685/3GI 


LEVIN, JACOB J. 


Reprint: On some Geometric Structures for In- 
tegrodifferential Equations. 
AD-A049 597/8GI 78-09 


LEVIN, JAMES 


Economic Impact Analysis of Anticipated Hazardous 
Waste Management Regulations on the Batteries, 
Electronics, and Special Machinery Industries. 

PB-280 117/3GI 78-16 5C PC AO5/MF A01 


LEVIN, L. M. 


Cloud Physics and Weather Modification (Fizika 
Oblakov i Aktivnykh Vozdeistvii)--Translation. 
PB-276 740-T/GI 78-09 4B PC A07/MF A01 


LEVIN, LOWELL S. 


Issues in Self-Care. 
HRP-0024350/1GI 78-17 6E Not Available NTIS 


Self-Care: Lay Initiatives in Health. 
HRP-0016179/4GI 78-06 6E Not Available NTIS 


LEVIN, M. K. 


Sociolinguistic and Measurement Considerations 
for Construction of Armed Services Selection Batte- 
ries. 

AD-A050 828/3Gi 78-11 


LEVIN, MARVIN P. 


Healing of the Oral Mucosa with the Use of Col- 
lagen Artificial Skin. 
AD-A054 996/4GI 


LEVIN, OWEN 


Development of a Statewide Arthritis Program in 
Wisconsin. 
HRP-0018210/5GI 


LEVIN, P. 


Natural Uranium Fueled Light Water Moderated 
Breeding Hybrid Power Reactors: A Feasibility 
Study. 

PPPL-1444 


LEVIN, R. 


Determination of the Uranium Content of Phosphate 
Rocks. Extraction and Spectrophotometric Deter- 
mination by Arsenazo | in Organic Solvent. 

NRCN-433 78-26 7B PC AO2/MF A01 


Exp 210 Pb Content of Rainfall in the Shephela 
(Israel Coastal Plain). 
NRCN(TN)-011 


Probabilities for 


78-03 4B MF A01 


78-26 18G PC A0S/MF A01 


78-12 7D PC AOQ2/MF A01 


78-07 12A PC A03/MF A01 


78-17 6E PC A02/MF AO1 


12A PC AQ3/MF A01 


5G PC A03/MF A01 


78-18 6E PC A02/MF A01 


78-16 6E PC A02/MF A01 


78-25 181 PC A10/MF A01 


78-26 18H PC A02/MF AO1 


Potentiometric Determination of the Tungsten Con- 
tent of Tantalum--Tungsten Alloys with Chromium 
" 

NRCN-436 


LEVIN, ROY 


Simulation of Man's Respiratory and Metabolic 
Functions by the Automated Breathing Metabolic 
Simulator 

PB-278 544/2GI 


LEVIN, S. 


Reprint: Enamel Solubility Rate Measurements in 
Vivo on Naval Recruits. 
AD-A050 867/1GI 78-11 


LEVIN, S.G. 


Extremely Low Frequency Vertical, 45-Hz Electric 
Field Exposure of Rats: A Search for Growth, Food, 
and Water Consumption, Blood Metabolite, He- 
matological, and Pathological Changes. 

AD-A045 417/3GI 78-01 6R PC A04/MF A01 


78-26 11F PC A02/MF A01 


78-13 6P PC A0Q2/MF A01 


6E PC A0Q2/MF A01 


LEVIN, STEVEN 
An Interactive Computer Aiding System for Group 
Decision Making. 
AD-A047 706/7GI 


LEVIN, Y. 


Water-Soluble Macromolecular Complexes of Kal- 
likrein, Bradykinin and Inhibitors of Kallikrein and 
Kininase Il. 

AD-A046 966/8GI 


LEVINE, B.S. 
Preclinical Toxicologic Evaluation of ICRF 187(+ ) 


(NSC 169780) in Dogs. 
PB-274 290/6GI 


LEVINE, BARRY A. 
Reprint: Cimetidine Prevents Stress-induced Gastric 


Erosions. 
AD-A052 453/8GI! 


LEVINE, C. A. 


Sodium--Sulphur Battery System. Annual Report, 
May 19, 1975--May 19, 1976. 
COO-2565-4 78-02 


LEVINE, D.L. 


Safety Analysis Report for Packaging: The ORNL 
Gas-Cylinder Fire and !mpact Shield. 
ORNL/ENG/TM-5 78-08 18F PC AO7/MF A01 


Safety Analysis Report for Packaging: The ORNL 
Tungsten-Shielded Cask. 
ORNL/ENG/TM-3 78-07 


LEVINE, D. M. 


The Influence of Tortuosity on the Spectrum of 
Radiation from Lightning Return Strokes. 
N78-26678/0GI 78-21 4A PC A03/MF AO1 


Monte Carlo Simulation of Wave Sensing with a 
Short Pulse Radar. 
N78-10341/3GI 78-05 8C 


RF Radiation from Lightning. 
N78-20393/2GI 78-15 20N PC A03/MF A0O1 


The Temporal Structure of RF Radiation from 

Lightning. 

N78-22300/5GI 
LEVINE, DANIEL 


Let the Computer Teach It. 
HRP-0017968/9GI 78-10 5! 


LEVINE, DANIEL S. 


Cost of Mental Iliness -- 1971. 
HRP-0012634/2GI 78-04 6E Not Available NTIS 


LEVINE, DAVID M. 


Operational Constraints on the Design and Imple- 
mentation of Health Education Research in a 
Teaching Hospital Setting. 

HRP-0006668/8GI 78-15 6E PC A02/MF AO1 


LEVINE, DIANNE R. 


Cost of Mental Illness -- 1971. 
HRP-0012634/2Gi 78-04 6E Not Available NTIS 


LEVINE, E. R. 
Data Report: COBLAMED ‘76 Tethered Buoy Experi- 


ment. 
AD-A051 674/0GI 


LEVINE, EUGENE 


Analysis of Part-Time Nursing in General Hospitals. 
HRP-0016842/7GI 78-05 6E Not Available NTIS 


Management Information Systems for Public Health 
/ Community Health Agencies: An Outline of the 
Objectives, Basic Types, Factors at Play and State 
of the Art. 

HRP-0014884/1GIi 78-03 6E Not Available NTIS 


Management Information Systems for Public Health 
Nursing Services. 
HRP-0900513/3GI 78-20 5B Not Available NTIS 


What Do We Do About Nurse Practitioners. 
HRP-0024279/2GI 78-25 6E Not Available NTIS 


LEVINE, H. 


PLANS; a Finite Element Program for Nonlinear 
Analysis of Structures. Volume 2: User's Manual. 
N77-33535/4GI 78-04 13M PC A12/MF A01 


A Study of the Feasibility of Utilizing Solid Wastes 
for Building Materials. Phase | Summary Report, 
PB-279 440/2GI 78-15 13B PC AQ8/MF A01 


A Study of the Feasibility of Utilizing Solid Wastes 
for Building Materials. Phase ll. Summary Report, 
PB-279 441/0GI 78-16 138 PC A13/MF AO1 
LEVINE, H.B. 

Glucose Catabolism in Malleomyces Pseudomallei 
AD-139 692/8GI 78-23 6A PC A02/MF A01 
Reprint: Therapeutic Properties of Oral Ambruticin 
(W7783) in Experimental Pulmonary Coccidioido- 
mycosis of Mice. 

AD-A051 898/5GI 78-13 60 PC A02/MF A01 


Utilization of Lactate and Related Compounds by 
Malleomyces Pseudomallei 


78-05 SA PC AQS/MF A01 


78-04 6A PC A02/MF AO1 


78-04 6T PC A11/MF AO1 


78-14 60 PC A02/MF A01 


10C PC A04/MF A01 


18F PC AOS/MF AO1 


PC A02/MF A01 


78-17 4A PC AQ2/MF A01 


Not Available NTIS 


78-13 8C PC A04/MF A01 


LEVINE, L. P. 


AD-068 664/2GI 78-20 6M PC A02/MF A01 


LEVINE, H. S. 


Conversion of Fuel Hulls to Zirconate lon Exchan- 
gers for Stabilization of Wastes from the Thorium 
Fuel Cycle. 

SAND-78-0323C 78-17 18J PC A02/MF A01 


Numerical Simulation of Forced Vibration Tests on 
a Buried Arch. 
AD-A047 386/8G! 


78-05 13M PC A05/MF A01 


LEVINE, HERMAN S. 


Nature of Solid Surfaces and Boundaries at High 
Temperatures 


AD-132 050/6GI 78-24 20B PC A02/MF A01 


LEVINE, HERROLD M. 


Measurement of Pedestrian Behavior: A Handbook 
for Identifying the Behaviors to Measure and the 
Measurement Systems for Use in Countermeasure 
Evaluation. 

PB-278 925/3GI 


78-13 13L PC A06/MF A01 


LEVINE, J. 


Reprint: Earth Tide Strain Measurements in the 
Poorman Mine Near Boulder, Colorado. 
PB-273 928/2GI 78-03 8G _ Not available NTIS 


Reprint: Frequency Stability and Stabilization of a 
Chemical Laser, 
PB-285 339/8GI 78-26 20F Not available NTIS 


Reprint: Laser Distance-Measuring Techniques. 
PB-273 932/4GI 78-03 14B Not available NTIS 


LEVINE, J. D. 


Reprint: Si(111) 7 x 7 Surface Structure. 
AD-A050 233/6G! 78-10 20B PC A02/MF A01 


LEVINE, JACK 


Combinatorial Analysis. Part |. Macmahon's Theory 
of Distributions and Symmetric Functions. Section |. 
The Algebraic Theory of Symmetric Functions 

AD-091 132/1GI 78-16 12A PC A13/MF A01 


Discordant Permutations and the Menage Problem. 
Part |. Menage Circulants 
AD-078 927/1GI 78-16 12A PC AQ3/MF AO1 


Discordant Permutations and the Menage Problem. 
Part ll. Generalized Rook Polynomials 
AD-109 072/9GI 78-16 12A PC A03/MF A01 


Some Permutation Problems Related to Circulant 
Permanents 
AD-049 567/1GI 78-16 12A PC A03/MF AO1 


Stirling Numbers Identities Obtained from Circulant 
Permanent Expansions 
AD-049 564/8GI 78-16 12A PC A02/MF A01 


A Theory of Occupancy. Distributions in Parcels 
(Elementary Theory) 
AD-132 344/3GI 78-16 12A PC A08/MF A01 


A Theory of Permanents. Part Il. Circulant Per- 
manents 
AD-029 331/6GI 78-16 12A PC AO5/MF AO1 


A Theory of Permanents. Part Ill. Evaluation of Spe- 
cial Permanents with Appiications to Enumeration 
Theory 

AD-060 127/8GI 


78-14 12A PC A10/MF AO1 


LEVINE, JAMIE J. 


On-Line Shared Cataloging in NELINET Libraries: 
Report of a Survey, 


ED-140 773 78-14 5B Not available NTIS 


LEVINE, JOEL T. 


Need for Hospital Beds in Prince George's County 
and the Impact of the four Approved New County- 
Based Hospitals Upon the Metro-Washington 
Hospital System. 

HRP-0017863/2G1 


78-21 6E PC A04 


LEVINE, JUDAH 


Reprint: Comments on the Review of Strainmeter 
Technology by P. H. Sydenham 
PB-274 354/0GI 78-04 8G Not available NTIS 


Experiments of Astrophysical Significance Using a 
Laser Strainmeter. 
PB-275 025/5GI 78-06 3B Not available NTIS 


Reprint: The Spectrum of Earth Strain from 10-8 Hz 
to 102 Hz. 


PB-274 348/2GI 78-04 8G Not available NTIS 


LEVINE, K. E. 


Colorado River Desalinization Wild Duck Study 
PB-275 681/5GI 78-06 13B PC A03/MF AO1 


LEVINE, L. P. 


interactions of Atoms and lons with Metal Surfaces 
Part |. The Formation of Hydrogen Negative lons by 
the Bombardment of a Tungsten Surface with 
Hydrogen Positive lons. Part Il. The Angular Dis- 
tribution of the Electrons Emitted from a Tungsten 
Surface under Positive lon Bombardment 

AD-214 901/1GI 78-23 7D PC A03/MF A01 


PA-841 





LEVINE, M. J. 
Reprint: Differential Antigenicity of Human Salivary 
Histidine-Rich Polypeptides in Goats and Rabbits. 
AD-A050 087/6G! 78-10 6A PC A02/MF A01 

LEVINE, M. M. 

Development of a Computer Code for Thermal 
Hydraulics of Reactors (THOR). Eighth Quarterly 
Progress Report, July--September 1976. 

BNL-NUREG-50659 78-06 18K PC A03/MF A01 
RELAP3B: A Plant Transient Code. 
BNL-NUREG-23068 78-05 18! 

LEVINE, M. W. 

Comparison of Theoretical and Observed Hydrogen 
Maser Stability Limitation due to Thermal Noise and 
the Prospect for Improvement by Low-Temperature 
Operation, 

AD-A051 701/1GI 


LEVINE, MARSHAL S. 


Fire Victims -- Medical Outcomes and Demographic 
Characteristics. 
HRP-0024200/8G! 


LEVINE, MILTON 
Public Health Data System. 
PB-280 988/7GI 78-17 5B PC A06/MF A01 
Public Health Data System Report and Executive 


Summary. 
HRP-0900171/0GI 


LEVINE, MURRAY 
‘Consumer's’ Perspective of Rehabilatative Services 


in a County Penitentiary. 
HRP-0017712/1Gi_ 78-10 6E Not Available NTIS 
LEVINE, MYRNA 

The Family Planning Project Rating System: Sup- 
plementary Documents, 

PB-282 504/0GI 78-20 6E PC A07/MF A01 
Finding of the implementation of the Family 
Planning Project Rating System: A Report of a 
Study. 

PB-282 503/2GI 78-19 6E PC A04/MF A01 
Project Rating System Handbook: Documentation 


of a Methodology, 
PB-282 461/3GI 


LEVINE, P. H. 


MINIMUF-3: A Simplified HF MUF Prediction Al- 
gorithm 
AD-A052 052/8G! 


LEVINE, R. 


Fuel Adjustment Clause. Part |. Coal and the Coal 

Market: A Primer 

TID-28435 78-26 21D PC A06/MF AO1 

Heavy Metals Used as Driers: Cerium, Cobalt, Man- 

ganese, Vanadium, Zinc and Zirconium. 

PB-280 473/0GI 78-16 6T PC A13/MF A0O1 
LEVINE, R. D. 

Information Theoretic Analysis of Multiphoton Ex- 

citation and Collisional Deactivation in Polyatomic 

Molecules 

COO-2793-11 


LEVINE, ROBERT 


Detection and Smoke Properties 
PB-283 838/1GI 78-23 21B Not available NTIS 


LEVINE, ROBERT H. 


Progress Report on the Test and Evaluation of 
Three Escape Systems 
AD-A050 203/9GI 


LEVINE, RONALD 
Ozone Toxicity 
PB-280 471/4GI 
Petroleum Distillates, 
PB-282 404/3GI 

LEVINE, S. E. 


A Review of the Mission Success of Communica- 

tions Satellites and Related Spacecraft. 

AD-A046 486/7GI 78-03 22B PC A02/MF A01 
LEVINE, S.G. 

Government's Role in Pricing Fluid Milk in the 

United States 

PB-281 589/2GI 


LEVINE, S. R. 


Adhesive/Cohesive Strength of a ZrO2.1-2 w/o 
Y203/NiCrAlY Thermal Barrier Coating 
N78-17152/7GI 78-12 11C PC A03/MF AO1 


High Temperature Surface Protection 
N78-17340/8GI 78-12 11C PC A02/MF A01 


Thermal Barrier Coatings. 
N78-24291/4GI 78-19 


LEVINOS, N. J. 


New Developments in OPO'S. 
LA-UR-77-2116 78-13 20F 


PC A02/MF A01 


78-13 20E PC A02/MF A01 


78-20 6E Not Available NTIS 


78-18 6E PC A05/MF A01 


78-19 6E PC A03/MF A01 


78-13 17B PC A0Q4/MF AO1 


78-20 7D PC A03/MF A01 


78-10 6G PC A0S/MF AO1 


78-16 6T PC AQ6/MF A01 


78-19 6T PC AO9/MF AO1 


78-18 6H PC A03/MF AO1 


11C PC A02/MF A01 


PC A02/MF A01 


PA-842 


LEVINS, P.L. 


Characterization of Sorbent Resins for Use in En- 

vironmental Sampling. 

PB-284 347/2GI 78-24 7D PC A08/MF A01 

EPA/IERL-RTP Interim Procedures for Level 2 Sam- 

pung and Analysis of Organic Materials. 

PB-279 212/5GI 78-14 7D PC A06/MF A01 
LEVINSEN, M. 

Bearing Study Program. 

AD-A049 767/7GI 78-09 
LEVINSKAS, N. 

Landscape Plant Response to Different Levels of 

Four ‘Slow Release’ Fertilizers. 

PB-278 603/6GI 78-13 20 PC A03/MF A01 


LEVINSKAS, NANCY 


Evaluation of Several Methods of Establishing Plant 
Cover by Seeding on the Roadside. 
PB-278 275/3GI 78-12 138 PC A03/MF A01 


LEVINSOHN, JAY R. 
Evaluation Study of the Upward Bound Program: A 
First Followup. 
PB-282 458/9GI 
LEVINSON, E. 
Strap-Down Inertial Systems. 
AD-A055 778/5GI 78-20 
LEVINSON, HERBERT S. 
Transit Planning and Operations. 
PB-274 535/4GI 78-04 13B PC$3.20/MF A01 
LEVINSON, L. M. 
Protective Coaxial Switching Devices. 
AD-A047 732/3GI 78-05 9A PC A06/MF A01 
LEVINSON, PAUL 


Purchasing -- A Group Approach. 
HRP-0025616/4GI 78-23 6E Not Available NTIS 


LEVINSON, S. 
Laser Space Rendezvous and Docking System 


Study Continuation. 
N78-13089/5GI 


LEVINSON, S. A. 


Sensitive, Specific Fluorescence immunoassay 
Methods for Detecting Pesticides and Other Or- 
ganic Environmental Contaminants Arising from 
Biological or Chemical Sources. 

PB-280 031/6GI 78-16 14B PC AOS/MF A01 


LEVINTOV, I. 1. 
Dynamics of the Spin-Flip and !nclusive Processes. 
ITEP-55 78-04 20H MF A01 
LEVINTOV, L. L. 
Beam of High Energy Nuclei as a Source of 


Polarized Nucleons. 
ITEF-61 


LEVIS, A. H. 


Energy in Agriculture: On Modeling Energy Inputs 
in AGRIMOD. Final Report, August 1976--June 1977. 
SAN-1314-1 78-21 2B PC A10/MF A01 


LEVIS, ALEXANDER H. 
AGRIMOD: A Dynamic Simulation Model of the U.S. 


Food Production System. Part |. Crop Production. 
PB-274 619/6GI 78-05 2B PC A07/MF A01 


AGRIMOD: A Dynamic Simulation Model of the U.S. 
Food Production System. Part Ill: Model Validation 
and Use. 

PB-276 743/2GI 


LEVIS, C. A. 


Distributed-Switch Dicke Radiometer 
PAT-APPL-SN-891 356/GI 
78-17 


1B PC A19/MF A01 


78-20 5i PC A19/MF A01 


17G PC A12/MF A01 


78-08 22A PC A04/MF A01 


78-06 20G MF A01 


78-09 2B PC A06/MF A01 


14B PC A02/MF A01 
LEVIS, |. Ss. 


Energy in Agriculture: On Modeling Energy Inputs 
in AGRIMOD. Final Report, August 1976--June 1977. 
SAN-1314-1 78-21 2B PC A10/MF A01 


LEVIS, iiZE S. 


AGRIMOD: A Dynamic Simulation Model of the U.S. 
Food Production System. Part |. Crop Production 
PB-274 619/6GI 78-05 2B PC A07/MF A01 


AGRIMOD: A Dynamic Simulation Model of the U.S. 
Food Production System. Part Ill: Model Validation 
and Use. 

PB-276 743/2GI 


LEVISON, W. H. 


Analysis and in-Simulator Evaluation of Display and 
Control Concepts for a Terminal Configured Vehicle 
in Final Approach in a Windshear Environment. 

N78-28861/0GI 78-23 1D PC AQS/MF A01 


LEVISON, WILLIAM E. 


PIVIB: A Computer Program for Analysis of Pilot 
Biodynamic and Tracking Response to Vibration. 
AD-A052 361/3GI 78-14 SH PC AOS/MF A01 


78-09 2B PC A06/MF A01 


LEVISON, WILLIAM H. 


Application of Control Theory to the Investigation of 
Roll Motion Effects on Pilot Control Behavior, 
AD-A054 921/2GI 78-18 5J PC A02/MF AO1 


Biomechanical and Performance Response of Man 
in Six Different Directional Axis Vibration Environ- 
ments. 

AD-A052 069/2G! 78-13 6S PC AOS/MF AO1 


Reprint: Recent Advances in Modelling the Effects 
of Roll Motion on the Human Operator. 
AD-A054 919/6GI 78-18 5H PC A02/MF A91 


LEVIT, EDITHE J. 


Migration of Physicians from One Specialty To 
Another -- A Longitudinal Study of US Medical 
School Graduates. 

HRP-0024410/3GI 78-17 6E Not Available NTIS 


Specialty Board Certification Rates -- A Longitu- 
dinal Tracking Study of US Medical Schoo! Gradu- 
ates. 
HRP-0024402/0G! 
LEVIT, ROBERT A. 
Development and Application of Decision Aids for 
Tactical Control of Battlefield Operations: Decision 
Support in a Simulated Tactical Operations System 
(SIMTOS). 
AD-A050 889/5GI 


LEVIT, Ss. 


Focal Points and the Phase of the Semi-Classical 
Propagator. 
WIS-Ph-77/23 78-23 29H PC A03/MF A01 


Hamiltonian Path Integrals and the Uniform Semi- 
Classical Approximations for the Propagator. 
WIS-76/57-Ph 78-08 20H MF A0O1 


Semi-Classical Approximation to Path Integrals - 
Phases and Catastrophes. 
WIS-Ph-77/43 78-23 20H PC A02/MF AO1 


LEVITIN, A. A. 


Fast Array Data Output from the M-6000 Computer 
on a Digital Printer. 
KIYI-75-15 


LEVITON, LENORE M. 


Statistical Report on Mergers and Acquisitions, 
PB-274 677/4GI 78-04 5C PC A12/MF AO1 


LEVITT, B. 


The Structure of the Discontinuity in Detonation 
Waves 
AD-254 643/0GI 


LEVITT, BARRY N. 


System for Digitizing and Interfacing Analog Data 
for a Digital Computer. 
PATENT-4 050 062 78-04 98 Not available NTIS 


LEVITT, J. 


Two Methods of Fractionating Potato Tuber 
Proteins and Some Preliminary Results with Dor- 
mant and Active Tubers 

AD-007 896/4GI 78-18 6C PC A02/MF A01 


LEVITT, KARL N. 


The Semiautomatic Generation of Inductive Asser- 
tions for Proving Program Correctness. 
AD-A050 154/4GI 78-10 9B PC A07/MF A01 


LEVITT, L. 


Applications of the Probability Table Method to 
Practical Problems. 
UCRL-79759 78-08 18F PC A02/MF A01 


Improvement of Reference Nuclear Data for Com- 
mercial Power Reactor Analysis and Design. Final 
Report. 

EPRI-NP-556 


LEVITT, ROBERT G. 


Computed Tomography of the Body -- Early Trends 
in Application and Accuracy of Method. 
HRP-0019863/0GI 78-25 6E Not Available NTIS 


LEVITT, RUTH 


Reorganized National Health Service. 
HRP-0026409/3GI 78-25 6E Not Available NTIS 


LEVITZ, N. M. 


Development and Demonstration of Compound 
Parabolic Concentrators for Solar Thermal Power 
Generation and Heating and Cooling Applications. 
Progress Report, July--December 1975. 

ANL-76-71 78-13 10A PC A04/MF AO1 


Management of Waste Cladding Hulls. Part Il. An 
Assessment of Zirconium Pyrophoricity and Recom- 
mendations for Handling Waste Hulls. 

ANL-77-63 78-15 18J PC A04/MF A01 


78-17 6E Not Available NTIS 


78-11 51 PC AOS/MF A01 


78-06 20H MF A01 


78-13 70 PC A0Q3/MF A01 


78-13 181 MF AO1 


Performance and Testing of a Stationary Concen- 
trating Collector. 
CONF-770953-7 


78-14 10A PC A02/MF AQO1 


LEVMORE, SHEPHERD 


Blast Parameters and Other Characteristics of N5 
Propellant. 





AD-A051 349/9GI 78-12 211 PC AQ4/MF A01 
LEVON, A. |. 


High-Spin Collective States in Nuclei. 
KIYI-75-19 78-13 20H MF AO1 


LEVY, A. 


Coal Liquefaction Alloy Test Program. Progress Re- 
port, August 1--December 31, 1977. 
UCID-4027 78-23. 11F PC AQ3/MF A01 


PLANS; a Finite Element Program for Nonlinear 
Analysis of Structures. Volume 2: User's Manual. 
N77-33535/4GI 78-04 13M PC A12/MF A01 


Prandtl Number Determination by Means of 
Recovery Factor Measurements 
AD-046 387/7GI 78-21 200 PC A03/MF A01 


LEVY, A. H. 


Information Systems for Patient Care. 
HRP-0024523/3GI 78-15 6E Not Available NTIS 


LEVY, A. V. 


Elevated Temperature Corrosion Behavior of Iron- 
Base Ternary Alloys That Develop Cr sub 2 O sub 3 
and/or Al sub 2 O sub 3 Barrier Scales. 

LBL-7331 78-25 11F PC A03/MF A01 


LEVY, ABRAHAM 


Video Mediated Self-Cognition and the Amidon- 
Flanders Interaction Analysis Model in the Training 
of Nurse Practitioners’ History Taking Skills. 

HRP-0018600/7GI 78-10 5! Not Available NTIS 


LEVY, B. 


New Results in 2-D Systems Theory. Part Ill. Recur- 
sive Realization and Estimation Algorithms for 2-D 
Systems. 

AD-A050 340/9GI 78-10 12A PC A02/MF AO1 


New Results in 2-D Systems Theory, 2-D State- 
Space Models - Realizations and the Notions of 
Controllability, Observability and Minimality. 

AD-A050 580/0G! 78-11 12A PC A02/MF AO1 


Square-Root Algorithms for the Continuous-Time 
Linear Least Squares Estimation Problem. 
AD-A050 305/2GI 78-10 12A PC A02/MF A01 


A Unification of System Equivalence Definitions. 
AD-A050 345/8GI 78-10 12A MF AO1 


LEVY, BERNARD C. 


Reprint: New Results in 2-D Systems Theory. Part I. 
2-D Polynomial Matrices, Factorization, and 
Coprimeness. 

AD-A052 572/5GI 78-14 12A PC A02/MF AO1 


Reprint: New Results in 2-D Systems Theory. Part Ill. 
2-D State-Space Models - Realization and the No- 
tions of Controllability, Observability and Minimality. 
AD-A052 573/3GI 78-14 12A PC A02/MF AO1 


LEVY, BETH S. B. 


Health Hazard Evaluation Determination Report 
Number 75-12-321, Cooper Union School of Art, 
New York, New York, 

PB-273 713/8GI 78-03 6J PC A03/MF A01 


Health Hazard Evaluation Determination Report 
Number 76-1-388, Bohn Aluminum and Brass Cor- 
poration, Danville, Illinois, 

PB-273 733/6GI 78-03 6J PC A03/MF A01 


Health Hazard Evaluation Determination Report 
Number 76-52-386, Westinghouse Electric Corpora- 
tion, Bloomington, Indiana, 

PB-273 735/1GI 78-03 6J PC A02/MF A01 


LEVY, D. 


Production Cycles in Aquatic Microcosms, 
PB-273 675/9GI 78-02 6C PC A04/MF A01 


Trophic Structure Modifications by Planktivorous 
Fish in Aquatic Microcosms, 
PB-274 342/5GI 78-05 6F PC A02/MF A01 


LEVY, E. K. 


Centrifugal Fluidization: A Review 
CONF-770520-1 78-01 21B PC A02/MF AO1 


Centrifugal Fluidized Combustion of Coal. Annual 
Report for Period Ending September 1977. 
FE-2516-4 78-16 218 PC A03/MF A01 


Centrifugal Fluidized Combustion of Coal. Quarterly 
Report, April--June 1977 
FE-2516-3 78-09 21B PC A02/MF A01 


Centrifugal Fluidized Combustion of Coal. Quarterly 
Report, October--December 1977. 
FE-2516-5 78-23 21B PC A02/MF A01 


Chemical Characterization, Handling, and Refining 
of SRC to Liquid Fuels. Final Report on Task 3: 
Handling Characteristics of SRS. 

FE-2003-18a 78-03 21D PC A04/MF AO1 


LEVY, G. Ww. 


Further Analyses of the Characteristics of Research 


Resulting in Clinical Advances from Inception to 
Clinical Usage. 


PB-282 039/7GI 78-18 6E PC AO5/MF A01 


LEVY, GEORGE C. 


High Sensitivity Fourier Transform NMR. Inter- 
molecular Interactions between Environmental 
Toxic Substances and Biological Macromolecules. 
PB-274 011/6GI 78-04 6A PC AOS/MF AO1 


LEVY, H. B. 
Movement of Radioactivity Deposited Underground 
at the U.S. ERDA Nevada Test Site. 
UCRL-78670 78-01 18H MF AO1 


LEVY, HILTON B. 


Evaluation of a Nuclease-Resistant Derivative of 


Poly(l) Poly(C) (Poly(ICLC)) as a Radioprotective 
Agent 1, 2. 


AD-A051 580/9GI 78-12 60 PC A03/MF A01 


Reprint: Use of Poly(ICLC) for the Prophylaxis and 
Treatment of Venezuelan Equine Encephalomyelitis 
Virus Infection in Nonhuman Primates. 

* AD-A054 688/7GI 78-17 60 PC A02/MF AO1 


LEVY, J.C. 


An Investigation of Strain Aging in Fatigue 
AD-037 257/3GI 78-21 11F PC A03/MF AO1 


LEVY, JAMES W. 


Utilization of a Physician Assistant in a Comprehen- 
sive Community Mental Health Center. 
HRP-0025735/2GI 78-22 6E Not Available NTIS 


LEVY, JOEL 


Reprint: Efficient Equipment Maintenance: A Tool 
for Energy Conservation. 
PB-281 915/9GI 78-19 5A _ Not available NTIS 


LEVY, JOSEPH 


Free-Body Modeling of the Stability and Control of 
Submarines. Volume I, Text 
AD-104 596/2GI 78-22 13J PC A07/MF A01 


Free-Body Modeling of the Stability and Control of 
Submarines. Volume Il. Figures 
AD-104 597/0GI 78-22 13J PC A07/MF AQ1 


LEVY , JOSEPH B. 


The Mechanism of the Acid-Catalyzed Hydration of 
Olefins 


AD-013 757/0GI 78-18 7D PC A0Q2/MF A01 
LEVY, L. 


Development of Solar Reflector Material with Good 
Electrical Conductivity. Volume 1: Phase 1 Study 
Mise au Point de Materiaux Combinant la Qualite 
de Reflecteur et Une Bonne Conductibilite Elec- 
trique. Tome 1. Rapport sur la Phase 1. 

N78-31180/0GI 78-26 10A PC A06/MF A01 


LEVY, M. 


Reprint: Electromagnetic Wave Attenuation by Su- 
perconducting Fluctuations in a Thin, Granular Alu- 
minum Film. 

AD-A050 556/0GI 78-11 20N PC AOQ2/MF A0O1 


Reprint: Fluctuation Contribution to Sound Attenua- 
tion in a Clean Type-l! Superconductor. 
AD-A054 659/8GI 78-17 20L PC A02/MF A01 


Reprint: Ginzburg-Landau Parameters for a 
Vanadiuum Single Crystal Having a Resistivity Ratio 
of 7.8. 

AD-A054 655/6GI 78-17 20L PC A02/MF A01 


Reprint: New Ultrasonic Attenuation Maxima for 
Single Crystal Dysprosium in a Magnetic Field. 
AD-A054 658/0GI 78-17 20L PC A02/MF A01 


Reprint: Ultrasonic-Attenuation Investigation of the 

Mixed State in Three Vanadium Samples of Varying 

Purity. 

AD-A054 656/4GI 78-17 20L PC A02/MF AO1 

Reprint: Ultrasonic Study of Dysprosium in a Mag- 

netic Field. 

AD-A054 654/9G! 78-17 20L PC A02/MF A01 
LEVY, M. E. 

Optical Scanning Tests of Complex CMOS Microcir- 

cuits 

N78-13326/1GI 78-08 9E PC A06/MF A01 
LEVY, MILTON 


Denaturation of Bovine Plasma Albumin 
AD-033 051/4GI 78-18 6A PC A02/MF A01 


Method of Separating and Purifying Two Active 
Forms of Urokinase Using Affinity Chromatography 
PATENT-4 066 506 78-15 6A _ Not available NTIS 


LEVY, MOISES 


Reprint: Temperature Dependence of the Interac- 


tion between Surface Acoustic Waves and Nickel 
Thin Films 


AD-A054 657/2GI 78-17 20L PC A02/MF AQ1 
LEVY, P. w. 

New Thermoluminescence Techniques for Mineral 

Exploration. 

BNL-22432 78-02 8! PC A0Q2/MF A01 

Space--Time-Temperature Profiles for Conductive 


Heat Flow in Country Rock Surrounding Hot Intru- 
sive Bodies 


BNL-23571 78-18 81 MF AO1 


LEWICKI, G. W. 


LEVY, R. 

Compilation of Wind Tunnel Coefficients for 
Parabolic Reflectors. 

N78-21057/2GI 78-16 1A PC AOS/MF A01 


A Method for Computing Flows over an Ogival 
Body. 
AD-A047 183/9GI 78-04 1A PC A04/MF A01 


A Method for Computing Three-Dimensional 
Viscous Flows over an Ogival Body at Angle of At- 


tack. 
AD-B014 768/6GI 78-13 20D PC A04/MF AO1 
LEVY, R. B. 


Assessment of Fuel Processing Alternatives for Fuel 
Cell Power Generation. Final Report. 
EPRI-EM-570 78-17 7A PC A08/MF A0O1 


LEVY, RICHARD 


The Regulation of Offshore Crude Oil Pipelines and 
the Consequences for Competition. 
PB-285 542/7GI 78-26 5D PC A07/MF A01 


LEVY, S.C. 
Study of Some Parameters Affecting the Per- 


formance of Ca/CaCrO sub 4 Thermal Cells. 
SAND-1526C 78-26 10C PC A02/MF A01 


Thermal Cell Polarization Studies. 
SAND-77-0434 78-08 10C PC A02/MF A01 


LEVY, S. M. 


Reprint: Surface Chemical Modification of Hard Tis- 
sues. |. Bone. 
PB-280 402/9GI 78-16 6E Not available NTIS 


LEVY, STEPHEN 


Reprint: Metal-Oxide Devices for Rapid High Cur- 
rent Switching. 
AD-A055 136/6GI 78-18 9E PC A02/MF A01 


LEVY, Y. 


Fission- and alpha-Track Study of Biogeochemistry 
of Plutonium and Uranium in Carbonates of Bikini 
and Enewetak Atolls. Summary Report, 1 July 1974- 
-31 August 1977. 


COO-3462-14 78-15 6F MF A01 
LEW, ALICE C. 


Documentation for the Public Use Data Base of the 
Comprehensive Longitudinal Evaluation of the WIN 
il Program. 


PB-284 230/0G! 78-24 SK PC A08/MF A01 
LEW, MICHAEL A. 


HUSSAR SWORD Series. HUSKY PUP Event. 
Development and Testing of an Earth Displacement 
Sensor. 


AD-A047 374/4GI 78-05 19D PC A08/MF A01 
LEWALLEN, M. A. 


Critique of the Solid Angle Method. 
PB-278 013/8GI 78-11 18K PC AQ04/MF A01 


SNAKE: A Solid Angle Calculational System. 
PB-277 830/6GI 78-11 18K PC A03/MF A01 


LEWE, C. K. 


Development of Accident Event Trees and Evalua- 
tion of Safety System Failure Modes for the Nuclear 
Ultra Large Crude Carrier (ULCC). 

PB-272 711/3GI 78-02 13J PC A0Q8/MF A01 


LEWELLEN, T. K. 


Total Body Calcium Analysis Using the Ca-12(N, 
alpha) AR-37 Reaction. 
N78-22696/6GI 78-17 6P PC A03/MF A01 


LEWELLEN, W. S. 


1977 Status Report on Low-Level, Atmospheric Tur- 
bulence Model for Marine Environments 
AD-A047 980/8G! 78-06 4A PC A08/MF A01 


Model Predictions of Wind and Turbulence Profiles 
Associated with an Ensemble of Aircraft Accidents 
N78-12627/3GI 78-07 4B PC A08/MF A01 


Modeling Two-Phase Flow in a Swirl Combustor 
Final Report. A.R.A.P. Report No. 310. 
COO-4062-5 78-13 70 PC A06/MF AO1 


Turbulent Transport Model of Wind Shear in Thun- 
derstorm Gust Fronts and Warm Fronts 
N78-25731/8GI 78-20 4B PC A04/MF A01 


LEWELLYN, M. T. 


Studies of Energy Transfer Processes in Triplet 
States Using Optically Detected Magnetic 
Resonance 


LBL-6601 78-06 7D PC A0OS/MF A01 
LEWEY, S. 


Process for Separation of the Rare Earths by Sol- 
vent Extraction. 
PATENT-4 016 237 78-10 7D Not available NTIS 


LEWICKI, G. W. 


Magneto-Optic Detection System with Noise Can- 
cellation. 


PATENT-3 775570 78-25 9E Not available NTIS 


PA-843 





LEWIN, ANDREW 


Sorbent-Based Regenerative Peritoneal 
System. 
PB-275 521/3GI 


LEWIN, ARIE Y. 


Decision Process Models of Peer Nominations. 
AD-A047 113/6GI 78-04 5J PC A03/MF AO1 


Information Processing Models of Peer Nomina- 


Dialysis 


78-06 6E PC A04/MF A01 


tions. 
AD-A055 233/1GI 78-18 5J PC A03/MF A01 


Toward an information Processing Theory of 
Leadership Attribution: A Review and a Paradigm 
for Research. 

AD-A054 764/6GI 


LEWIN, BARBARA 


A Study of Industrial Data on Candidate Chemicals 
for Testing. 
PB-284 950/3GI 


LEWIN, E. 
Physical and Chemical Processes of Sulphur Diox- 
ide in the Plume from an Oil-Fired Power Station. 
RISO-328 78-08 7D MF AO1 
LEWINGTON, JEANNE 
First Volunteer Case Aid Programme in a Mental 


Hospital. 
HRP-0024977/1G! 


LEWINSTEIN, M. 


Analysis of Electron Density-Profiles in the Lower 
lonosphere. 
AD-A057 254/5GI 


LEWIS, A. E. 


Experimental Work on Oil Shale at Lawrence Liver- 
more Laboratory and Predictions of Retorting 
Characteristics of Oil Shale. 

UCRL-79630 78-03 81 PC A03/MF A01 


Modified in-Situ Oil Shale Technology at the 
Lawrence Livermore Laboratory: Experimental 
Results and Present Status. 

UCRL-79149 78-04 8I 


LEWIS, AARON 

Primary Events in Vision 

AD-A055 504/5GI 78-20 6A PC AOS/MF AQ1 
LEWIS, ADOLPH L. 


Fiber Optic Cable Connector 
PATENT-4 027 938 
78-07 

Fiber Optic Coupler. 
PAT-APPL-846 945/GI 

78-07 20F PC A02/MF AO1 
Single Filament Fiber Optic Cable Parting Tool. 
PAT-APPL-859 637/GI 

78-12 131 


78-18 5J PC A03/MF A01 


78-25 7A PC A07/MF A01 


78-18 6E Not Available NTIS 


78-22 20N PC A03/MF A01 


PC A02/MF A0O1 


20F Not available NTIS 


PC A02/MF AO1 
LEWIS, ADOLPH LEE 
Fiber Optics Electro-Mechanical Light Switch 
PATENT-4 057 719 
78-11 


LEWIS, ALEXANDER H. 


Systems Theory Applications to Agricultural Model- 
ing: A Proceedings 
PB-278 978/2GI 


LEWIS, AMBER T. 


Nursing Aspects and Organization for Perinatal 
Care: The Newborn Intensive Care Unit 
HRP-0017243/7G!I_ 78-06 6E Not Available NTIS 


LEWIS, ANNE E. 


A Study of Forced Aeration Composting of Waste- 
water Sludge 
PB-285 232/5GI 


LEWIS, ARTHUR F. 


The Synthesis of 6-Amino-4-Methyl-8-(beta-D-Ribo- 
Furanosyl)Pyrrolo(4, 3, 2-DE)Pyrimido(4, 5- 
C)Pyridazine-5'-Phosphate as a Novel Compound 
and Its Utility Against L-1210 Mouse Leukemia. 

PAT-APPL-804 601/GI 78-02 7C PC A02/MF A01 


LEWIS, B.A. G. 


Asbestos in Cooling-Tower Waters 

ANL/ES-63 78-18 13A PC AOS/MF AO1 
LEwiIs, B. F. 

Photoelectron Spectrometer with Means for Sta- 


bilizing Sample Surface Potential 
PATENT-4 052 614 


20F Not available NTIS 


78-14 2B PC A04/MF A01 


78-25 13B PC A04/MF A01 


78-04 14B Not availiable NTIS 


LEwis, B.G. 


Impacts of Coal-Fired Power Plants on Fish, Wil- 
dlife, and Their Habitats, 
PB-283 658/3GI 78-22 


LEwis, B. R. 


Measuring the Public Image of Psychiatric Hospitals 
-- Is It a Significant Cause of Recruitment Problems. 
HRP-0025522/4GI_ 78-25 6E Not Available NTIS 


13B PC A12/MF A01 


PA-844 


LEWIS, BERNARD L. 


Digital Sidelobe Canceller. 
PAT-APPL-818 180/GI 78-12 9E PC A02/MF A01 


Digital Sidelobe Canceller. 
PATENT-4 086 592 78-25 9E Not available NTIS 


High PRF Unambiguous Range Radar. 
PATENT-4 053 884 78-04 171 Not available NTIS 


Multiple Memory Adaptive MTI. 
PAT-APPL-854 446/GI 
78-12 171 PC A02/MF A01 


Space Adaptive Coherent Sidelobe Canceller. 
PATENT-4 075 633 78-18 9E Not available NTIS 


LEWIS, CAROLYN S. 


Colonical Bird Use and Plant Succession on 
Dredged Material Islands in Florida. Volume Il. Pat- 
terns of Plant Succession. 

AD-A056 803/0GI 78-22 


LEWIS, CHARLES 


A Note on Bayesian Simultaneous Linear Regres- 
sion with Constant Slopes. 
AD-A057 697/5GI 78-23 12A PC A02/MF AO1 


A Note Relating Two Decision Systems. 
AD-A057 698/3GI 78-23 12A PC A02/MF A01 


LEwis, CHARLES E. 


Content of Care Provided by Family Nurse Practi- 
tioners. 
HRP-0017557/0GI 78-22 6E PC A02/MF A01 


Costs of Preparing Primex at UCLA. 
HRP-0017558/8GI 78-24 6E PC A02/MF A01 


Health-Services Research and Innovations in Health 
Care Delivery. Does Research Make a Difference. 
HRP-0025010/0G!I 78-25 6E Not Available NTIS 


Potential Impact of Sexual Equality on Health. 
HRP-0025785/7GI_ 78-23 5J Not Available NTIS 


Protocols for the Nurse Practitioner -- Uses and 
Problems. 
HRP-0019995/0GI 78-17 6E Not Available NTIS 


Right to Health: The Problem of Access to Primary 
Medical Care. 
HRP-0016731/2GI 78-06 6E Not Available NTIS 


UCLA Primex-ND Family Nurse Practitioner Pro- 
gram -- Research Memorandum 1, the Evaluation of 
the Performance of Intermediate Health Workers. 

HRP-0017559/6GI 78-23 51 PC A02/MF A01 


Use of Non-Physicians in Health Care. 
HRP-0017387/2G! 78-17 5I Not Available NTIS 


LEWIS, CHARLES wW. 


Reprint: Environmental Factors and Skin Diseases. 
AD-A057 169/5GI 78-22 6E PC A02/MF AQO1 


A Microcomputer-Modified Particle Size Spectrome- 
ter. Description and Program Listings 
PB-283 678/1GI 78-20 14B PC A04/MF A01 


LEWIS, CLARK H. 


Three-Dimensional incompressible Boundary Layers 
on Blunt Bodies Including Effects of Turbulence, 
Surface Curvature and Heat and Mass Transfer. Part 
1. Analysis and Results, 

AD-A051 197/2GI 78-12 20D PC A04/MF A01 


Three-Dimensional incompressible Boundary Layers 
on Blunt Bodies Including Effects of Turbulence, 
Surface Curvature and Heat and Mass Transfer. Part 
ll. Computer Code User's Manual, 

AD-A051 971/0GI 78-13 200 MF A01 


LEWIS, CLAUDIA 
Glucose - An Annotated Bibliography, 
PB-284 874/5GI 78-25 6A PC A11/MF AO1 
Uric Acid - An Annotated Bibliography, 
PB-284 907/3GI 78-25 6A PC A04/MF A01 


LEWIS, CLAUDIA B. 


Subject Index to Glucose - An Annotated Bibliog- 
raphy, 
PB-284 909/9GI 


LEWIS, CLIFFORD D. 


Reprint: The Relative Effects of Lesser Curvature 
Vagotomy and Esophageal Vagotomy on the Acid 
Secretory Effect of Proximal Gastric Vagotomy. 

AD-A054 331/4GI 78-17 6& PC A02/MF AO1 


LEWIS, D.C. 


13B PC A06/MF AO1 


78-25 5B PC A03/MF A01 


St. Louis Railroad Gateway Terminal Restructuring 
Project - Phase |. 
PB-278 139/1GI 


78-13 13F PC A12/MF A01 


LEWIS, D. K. 


Flaw Location and Characterization in Anisotropic 
Materials by Ultrasonic Spectral Analysis 
CONF-780427-1 78-26 148 PC A02/MF A01 


LEWIS, D. w. 


Stabilization of Essential Rotating Machinery for the 
Fossil Fuel Industry. Annual Report, August 1976-- 
August 1977. 
FE-2479-1 


78-14 131 MF AO1 


LEWIS, DANNY H. 


Study of Reactive Materials for Development of New 
Protective Clothing Concepts. 
AD-A054 877/6G! 78-18 


LEWIS, DAVID C. 


Reprint: Laser Scanning of Active Integrated Cir- 
cuits and Discrete Semiconductor Devices. 
PB-273 081/0GI 78-01 13H Not available NTIS 


LEWIS, DEBORAH A. 


Developing Statewide Family Planning Programs: A 
Planning Handbook. Volume 1. 
HRP-0011899/2G! 78-04 6E Not Available NTIS 


Developing Statewide Family Planning Programs: A 
Planning Handbook. Volume 2: Workbook. 
HRP-0011900/8GI 78-04 6E Not Available NTIS 


LEWIS, DOROTHEA J. 


Handle Yourself with Care--An Instructor's Guide 
for an Accident Prevention Course for Older Amer- 
icans. 

HRP-0015606/7G1 


LEwiISs, E. B. 
Reviews of the Environmental Effects of Pollutants. 


ll. Benzidine. 
ORNL/EIS-86 78-21 6T PC A08/MF AO1 


Survey of State Views on Energy Development in 
the Eastern United States for 1975, 1985, and 2000. 
ORNL/EIS-101 78-11 10A PC AO6/MF A01 


Lewis, E. L. 


Decontamination of HEPA Filters: April--June 1977. 
MLM-2445 78-06 18G PC A02/MF A01 


Decontamination of HEPA Filters: January--March 
1977. 
MLM-2435 78-07 18G PC A02/MF A01 


Decontamination of the HEPA Filters: July--Sep- 
tember 1977. 
MLM-2491 78-20 18E PC A02/MF AO1 


TRU Waste Cyclone Drum Incinerator and Treat- 
ment System: January--March 1978. 
MLM-2516 78-25 18G PC A02/MF A01 


Volume Reduction System for Solid and Liquid TRU 
Waste from the Nuclear Fuel Cycle: January--March 
1978. 

MLM-2517 


LEWIS, EDITH P. 

Expanded Role of the Nurse. 

HRP-0016573/8GI 78-04 6E Not Available NTIS 
LEWIS, EDWARD G. 


A Comprehensive Examination of the Soviet Naval 
Infantry. 
AD-A048 186/1GI 


LEWIS, EOWARD V. 
Maritime Fuel Conservation, 
PB-275 722/7GI 78-07 13J PC A10/MF A0O1 


Ship Motions in Regular and Irregular Seas 
AD-045 327/4GI 78-21 13J PC A03/MF A01 


LEWIS, EDWIN A. 


The Vinyl! Reactivity of (Eta (5)-Vinyicyclopentadie- 
nyl) Dicarbonyinitrosyichromium. A Novel Vinyl Or- 
ganometallic Monomer. 
AD-A055 012/9G! 


LEWIS, ERIC B. 


Reviews of the Environmental Effects of Pollutants 
ll. Benzidine. 
PB-281 076/0GI 


LEWIS, EUGENE P. 


Impact of Public Lands Policies on the Livestock In- 
dustry and Adjacent Communities, Big Horn Coun- 
ty, Wyoming, 

PB-285 079/0GI 


LEWIS, F.G. Ill 


The Biota of the Apalachicola Bay System: Func- 
tional Relationships, 
PB-278 895/8GI 


LEWIS, G. B. 


The PVT Properties of Acetic Acid 
N78-18166/6GI 78-13 7D PC AG2/MF A01 


LEWIS, GEORGE R. 


Professional Staff Participation in the Decision- 
Making Process in Selected University Libraries, 
ED-139 423 78-18 58 Not available NTIS 


LEWIS, GWENDOLYN 


Patient and Staff 
Change. 
HRP-0025082/9G! 


LEWIS, H. D. 


Fundamental 
Science. 
LA-UR-77-1098 


15B PC A03/MF AO1 


78-08 13L Not Available NTIS 


78-25 18G PC A02/MF A01 


78-06 5! MF A01 


78-18 7C PC A03/MF A01 


78-18 6F PC A08/MF A01 


78-25 2E PC A04/MF A01 


78-12 8A PC A03 


Perceptions as a Basis for 


78-21 6E Not Available NTIS 


Statistical Methods in Particle 


78-04 12A PC A02/MF AO1 





Oxidation Behavior of (U,Pu)C Fuel Materials in Air- 
Inert Gas Mixtures Containing 400 Ppm to 20% Ox- 


ygen. 
LA-UR-77-1440 

Lewis, H. E. 
Solvent Refined Coal (SRC) Process Operation of 
Solvent Refined Coal Pilot Plant at Wilsonville, 
Alabama. Annual Technical Progress Report, Janua- 


ry--December 1976. 
FE-2270-15 78-09 7A PC A11/MF A01 


Solvent Refined Coal (SRC) Process Operation of 
Solvent Refined Coal Pilot Plant at Wilsonville, 
Alabama. Monthly Technical Progress Report for 
June 1977. 

FE-2270-17 78-03 7A PC A03/MF A01 


Solvent Refined Coal (SRC) Process Operation of 
Solvent Refined Coal Pilot Plant at Wilsonville, 
Alabama. Monthly Technical Progress Report for 
July 1977. 

FE-2270-18 78-06 21D PC A02/MF A01 


Solvent Refined Coal (SRC) Process Operation of 
Solvent Refined Coal Pilot Plant at Wilsonville, 
Alabama. Monthly Technical Progress Report for 
August 1977. 

FE-2270-20 78-08 7A PC A02/MF A0i 


Solvent Refined Coal (SRC) Process. Operation of 
Solvent Refined Coal Pilot Plant at Wilsonville, 
Alabama. Monthly Technical Progress Report, Oc- 
tober 1977. 

FE-2270-22 78-12 7A PC A02/MF A01 


Solvent Refined Coal (SRC) Process. Operation of 
Solvent Refined Coal Pilot Plant at Wilsonville, 
Alabama. Monthly Technical Progress Report, 
March 1978. 

FE-2270-29 78-26 7A PC A02/MF A0O1 


Solvent Refined Coal (SRC) Process. Operation of 
Solvent Refined Coal Pilot Plant, Wilsonville, 
Alabama. Quarterly Technical Progress Report, 
January--March 1977. 

FE-2270-19 78-17 7A PC A08/MF A01 


Solvent Refined Coal (SRC) Process Operation of 
Solvent Refined Coal Pilot Plant, Wilsonville, 
Alabama. Quarterly Technical Progress Report, 
April--June 1977. 

FE-2270-24 78-26 7A PC A09/MF AO1 
Solvent Refined Coai (SRC) Process. Operation of 
Solvent Refined Coal Pilot Plant, Wilsonville, 
Alabama. Quarterly Technical Progress Report, 
July--September 1977. 
FE-2270-27 


LEWIS, H. R. 
Finite-Gyroradius Effects in Screw Pinches. 
LA-UR-77-1050 78-07 201 PC A02/MF A01 
LEWIS, H. W. 


Risk Assessment Review Group Report to the U.S. 
Nuclear Regulatory Commission. 
PB-286 859/4GI 78-26 18! 


LEWIS-HEISE, ELSA 


Population at Risk to Various Air Pollution Expo- 
sures: Data Base ‘POPATRISK’. 
PB-285 436/2GI 78-25 5B PC A07/MF A01 


LEWIS, HOWARD L. 

Nurse Practitioners in Prevention and Health Edu- 

cation 

HRP-0024204/0GI 78-14 6E Not Available NTIS 

Nurses: How Much Like Doctors. 

HRP-0017950/7GI 78-05 6E Not Available NTIS 
LEWIS, J.C. 

An Interstellar Precursor Mission. 

N78-21173/7GI 78-16 22A PC A06/MF A01 
LEWIS, J. E. 

Semiconductivity in Organoarsenic Materials. 

AD-A049 336/1GI 78-08 7C PC A02/MF A01 
LEWIS, J. G. 


Algorithms for Sparse Matrix Eigenvalue Problems. 
SU-326P30-52 78-01 12A PC A10/MF A01 


Evaluation of Geothermal Energy Exploration and 
Resource Assessment. Final Report. Volume |. A 
Review of Geothermal Subsidence Modeling 

SAN-1269-1(V.1) 78-21 81 PC A13/MF A01 


LEWIS, J. W. L. 


Determination of the Size Distribution Function for 
Particles in a Hypersonic Flow Field. 
AD-A056 923/6GI 78-22 20D PC A03/MF AO1 


LEWIS, JAMES 


Modeling Sediment Movement in the Turbidity Max- 
imum of an Estuary, 
PB-285 989/0GI 


LEWIS, JOAN C. 


Older Americans Status and Needs Assessment 
Questionnaire 
HRP-0016745/2GI 


78-05 18J PC A02/MF A01 


78-26 7A PC A08/MF A01 


PC AOS/MF AO1 


78-26 13B PC AQ5/MF A01 


78-01 6E PC A04/MF A01 


Utilization Manual to Accompany the Older Amer- 
icans Status and Needs Assessment Questionnaire. 
HRP-0016746/0GI 78-01 6E& PC A06/MF A01 


LEWIS, JOHN 


Correlation of Dual-Channel Airborne IR Data with 
Soil Moisture Measurements - Appendix E. 
PB-279 991/4GI 78-14 8H PC A03/MF A01 


LEWIS, JOHN C. 


Reprint: Paraganglioma Involving the Spinal Cord 
of a Dog. 


AD-A046 328/1GI 78-03 6E PC A02/MF A01 


LEWIS, JOHN E. 


Low Frequency Dielectric Response of an Or- 
ganoarsenic Polymer (CH3As)x. 
AD-A049 226/4GI 78-08 7D PC A03/MF A01 


LEWIS, JOSEPH O. 


Demographic Profile -- Texas Health Services Area 


5. 
HRP-0024277/6GI 78-24 6E PC A0S/MF A01 


LEWIS, JOYCE H. 


Conflict Management. 


HRP-0023072/2GI 78-20 5! Not Available NTIS 


LEWIS, JUDY 


Proceedings of the Nurse Practitioner Research 
Conference. 
HRP-0023086/2GI 78-17 6E PC AO6/MF AO1 


Structural Aspects of the Delivery Setting and Nurse 
Practitioner Performance. 
HRP-0017015/9GI 78-05 6E Not Available NTIS 


LEWIS, K. A. 


A Nonlinear Goal-Arc Network Extension of the 
Multi-Level Coherence Model for EEO. 
AD-A055 154/9GI 78-18 51 PC A0Q3/MF A01 


LEWIS, K. E. 


Studies of Homogeneous and Heterogeneous 
Hydrazine Decomposition for Monopropellant 
Propulsion Systems. 
AD-A049 340/3GI 


78-08 211 PC A03/MF A01 


LEWIS, KARAN E. 


The Absolute Measurement of Rate Constants for 
Some Key Reactions Involving Free Radicals. 
AD-A056 022/7G! 78-21 7D PC A08/MF A01 


LEWIS, KEN 


Elderly and the Imminence of Death. 
HRP-0018526/4GI 78-04 6E Not Available NTIS 


LEwis, L. C. 


Process for the Disposal of Alkali Metals. 
PATENT-4 032 614 


78-10 18G Not available NTIS 


LEwis, L. R. 


Integrated Mined-Area Reclamation and Land Use 
Planning. Volume 3A. A Case Study of Surface Min- 
ing and Reclamation Planning: South Boulder 
Creek Park Project, Sand and Gravel Operations, 
Boulder, Colorado. 

ANL/EMR-1(V.3a) 78-04 81 PC AOS/MF A01 


Integrated Mined-Area Reclamation and Land Use 
Planning. Volume 4. A Bibliography of Integrated 
Mined-Area Reclamation and Land Use Planning, 
with Annotations. 

ANL/EMR-1(V.4) 78-01 8! PC A06/MF A01 


Potential Demand for Western Coal in the 
Northeastern United States and Its Relationship to 
Waterway Transportation Facilities. 

ANL/IAPE/TM-78-7 78-23 21D PC A0Q2/MF A01 


LEWIS, LAURA G. 


Aquatic Disposal Field Investigations Ouwamish 
Waterway Disposal Site Puget Sound, Washington. 
Appendix B. Role of Disposal of PCB-Contaminated 
Sediment in the Accumulation of PCB'S by Marine 
Animals. 

AD-A055 218/2GI 


78-18 13B PC A03/MF AO1 


LEwis, LOU 


Labor-Management Issues in the Health Care Field. 
HRP-0017598/4GI 78-14 5A Not Available NTIS 


LEWIS, M. LEE 


Strato-Lab High = 3 Post Flight Report 
AD-232 409/3GI 78-13 1C PC AQ6/MF A01 


LEWIS, MARTIN 


Habitat and Population Improvement Measures Ac- 
companying Water Resource Development Projects, 
PB-279 402/2GI 78-15 13B PC A03/MF AQ1 


Unobligated and Unutilized Reservoir Storage at 
Federally Controlled Dams, 


PB-275 916/5GI 78-07 13B PC A04/MF A01 


LEWIS, MARY A. 


Use of the Occupational Knowledge Test to Assign 
Extra Credit in Selection of Air Traffic Controllers, 
AD-A053 675/5GI 78-16 5i PC A02/MF A01 


LEWIS, RICHARD J. SR. 


LEWIS, MARY ANN 


New Roles for Women in Health Care Delivery. 
HRP-0017565/3G! 78-22 6E PC A02/MF A01 


Potential Impact of Sexual Equality on Health. 
HRP-0025785/7GI_ 78-23 5J Not Available NTIS 


Protocols for the Nurse Practitioner -- Uses and 
Problems. 


HRP-0019995/0GI 78-17 6E Not Available NTIS 


Provision of Preventive Services by Nurse Practi- 
tioners and Physician Extenders -- Present and Fu- 
ture. 

HRP-0017552/1GI 78-24 6E PC A02/MF AQ1 


Rap Session as a Vehicle for Program Evaluation 
and Role Development in the Training of Nurse 
Practitioners. 

HRP-0017564/6G! 78-22 5i PC A02/MF A01 


Rap Sessions for Nurse Practitioner Students. 
HRP-0018148/7GI 78-13 51 Not Available NTIS 


LEwis, N. F. 


Reprint: Evidence of Chemical Protection Against 
Freeze-Induced DNA Breakage. 
AD-A056 656/2GI 78-21 6M PC AO2/MF A01 


LEwis, N.N. 


Continued Development of Doped-Germanium 
Photoconductors for Astronomical Observations at 
Wavelengths from 30 to 120 Micrometers. 

N78-22000/1GI 78-16 17E PC A04/MF AO1 


Development of Doped-Germanium Photoconduc- 
tors for Astronomical Observations at Wavelengths 
from 30 to 120 Micrometers. 
N78-10983/2GI 78-05 


LEWIS, NAN A. 


The Effects of Assimilation and Contrast in 

Judgments of Clinical Materials 

AD-146 036/9GI 78-22 5J PC A02/MF A01 
LEWIS, P. A. W. 

Analysis and Modelling of Point Processes in Com- 


puter Science. 
AD-A050 247/6GI 78-10 12A PC A03/MF AO1 


An Exponential Autoregressive-Moving Average 
Process EARMA(p,q): Definition and Correlational 
Properties. 

AD-A050 221/1GI 


LEwISs, P. F. 
Modeling of Coal Gasification for Fuel Cell Utiliza- 


tion. Interim Report, 1 May 1976--30 April 1977. 

SAN-1254-1 78-26 7A PC A04/MF A01 
LEWIS, PETER A. W. 

Generating Gamma and Cauchy Random Variables: 

An Extension to the Naval Postgraduate School 


Random Number Package. 
AD-A057 230/5GI 78-22 12A PC A04/MF AO1 


Regenerative Simulation with Internal Controls. 
AD-A056 268/6G! 78-21 12A PC A03/MF A01 


LEWIS, PHILIP H. JR. 
Data Needs and Data Manipulation (Faculty Land 


Use Problem Definition Seminar), 

PB-281 146/1GI 78-17 13B PC A07/MF A01 
LEwis, R. 

Coal Pressurization and Feeding Use of a Lock 

Hopper System. 

CONF-770655-1 
LEWIS, R. N. 


Dry, Portable Calorimeter for Nondestructive Mea- 
surement of the Activity of Nuclear Fuel. 
PATENT-3 995 485 

78-04 


17E PC A0S/M-= A01 


78-10 12A PC A03/MF A01 


78-03 7A PC A02/MF A01 


14B Not available NTIS 
LEwis, R. V. 


Preliminary Report of the U.S. Navy Underwater 
Sound Laboratory Portion of the Experimental Pro- 
gram Conducted Aboard the Bathyscaph Trieste 
June through October 1957. 
AD-A046 675/5G! 78-03 


LEWIS, RAYMOND 
Electronics and Ordnance Usage Data for Nine Sub- 


marines 
AD-209 309/4GI 


LEWIS, RAYMOND w. 


Multimode transportation network analysis. 
AD-345 672/0GI 78-20 15E PC A23/MF AQ1 


LEWIS, RICHARD J. SR. 


Registry of Toxic Effects of Chemical Substances, 
1977 Edition. Computer Tape File. 
PB-275 382/0GI 78-07 6T CP TOS 


Registry of Toxic Effects of Chemical Substances, 
1977 Edition. User's Guide to the Computer Tape 
File. 

PB-275 383/8GI 78-07 6T PC A03/MF AO1 


Suspected Carcinogens. A Subfile of the NIOSH Re- 


gistry of Toxic Effects of Chemical Substances. 2nd 
Edition, 


13J PC A02/MF A01 


78-18 13J PC A02/MF AO1 


PA-845 





PB-274 722/8G! 78-05 6T PC A.4/MF A01 
LEWIS, RICHARD L. 


The Use of Three Term Recursion Relations for Nu- 
merical Computations as Applied to Near-Field 
Spherical Scanning. 

PB-275 119/6GI 78-06 20N Not available NTIS 


LEWIS, ROBERT A. 


The Bioenvironmental impact of A Coal-Fired Power 
Plant, Colstrip, Montana, December 1977. 
PB-280 326/0GI 78-16 138 PC A23/MF A01 


LEWIS, ROBERT G. 


Reprint: Accuracy and Trace Organic Analyses. 
PB-278 375/1GI 78-13 70 PC AOQ3/MF AO1 


Reprint: Analysis of Technical Chlordane by Gas 
Chromatography Mass Spectrometry. 
PB-278 593/9GI 78-13 7D PC AO2/MF AO1 


Reprint: Determination of Arsenic and Arsenicals in 
Foods and Other Biological Materials. 
PB-278 590/5GI 78-13 70 PC A03/MF AO1 


Evaluation of a New Microvolume 3HSc Electron 
Capture Detector and Ancillary Data System for 
Pesticide Residue Analysis, 

PB-276 990/9GI 78-09 148 PC A03/MF A01 


Reprint: Evaluation of Polyurethane Foam for Sam- 
pling of Pesticides, Polychlorinated Biphenyls and 
Polychlorinated Naphthalenes in Ambient Air. 

PB-278 382/7GI 78-12 148 Not available NTIS 


Monitoring for Polychlorinated Biphenyl Emissions 
from an Electrolytic Capacitor Disposal Project. 
PB-284 378/7GI 78-24 70 PC A02/MF A0O1 


Reprint: Trans-Nonachlior Residues in Human 
Adipose Tissue, 
PB-276 895/0G! 

78-09 7D (Order as PB-276 894, MF A01) 


Reprint: Trans-Nonachlor Residues in Human 
Adipose Tissue, 
PB-279 738/9G! 

78-14 6T (Order as PB-279 730, MF A01) 


LEWIS, ROBERT Ww. 


Environmental Effects on the Mechanical Properties 
of Glass Fiber/Epoxy Resin Composites, Effect of 
Static immersion in Water on the Tensile Strength 
of Crossply Laminates, 

AD-A056 460/9G! 78-21 110 PC A02/MF AO1 


Environmental Effects on the Mechanical Properties 
of Glass Fiber/Epoxy Resin Composites. Part |. Ef- 
fect of Static immersion in Water on the Tensile 
Strength of Cross-Ply Laminates. 

AD-A056 299/1GI 78-21 110 PC A03/MF AO1 


LEWIS, RONALD 


Report of the Committee on High School Gradua- 
tion Requirements, 
PB-282 544/6GI 78-20 5! PC A07/MF A01 


LEWIS, ROY R. Ii! 


Colonical Bird Use and Plant Succession on 
Dredged Material Isiands in Florida. Volume Il. Pat- 
terns of Plant Succession. 

AD-A056 803/0GI 78-22 138 PC A06/MF A01 


LEWIS, T. A. 


Calculations Pertaining to the Design of a 

Prebuncher for a 150-Mev Electron Linear Accelera- 

tor. 

ORNL/TM-5419 78-08 20G PC A04/MF A01 
LEwis, T. JAMES 

Studies of Marine Mammals at the Farallon Islands, 

California, 1970-1975. 

PB-274 046/2GI 78-02 6C PC A03/MF A01 
LEwis, W. M. 

Isolated Reference-Free Temperature Monitor for 

High Voltage Equipment. 

GAT-869 78-05 14B PC A03/MF A01 


LEWIS, WILLIAM 


Comparison of Slant and Runway Visual Range 
Relationships for 100, 124, and 155 Feet. 
AD-A052 870/3G! 78-15 1E& PC A02/MF AO1 


LEWIS, WILLIAM M. 


A Recirculated Fish Production Unit in Combination 
with a Hydroponic Unit 
PB-282 239/3GI 78-17 6C PC A04/MF A01 


LEWIT, DAVID 


Preferences for Working Individually or in Groups: |. 
As Affected by the Need for Self-Evaluation, Hope- 
of-Success, Fear-of-Failure and Group Organiza- 
tion. li. As Affected by Need for Status, Experimen- 
tally Induced Self-Evaluations, Hope-of-Success, 
Fear-of-Failure and the Public-Private Aspect of 
Performance 

AD-147 403/0G! 78-22 5J PC A0Q3/MF A01 


LEWIT, H. L. 


Atmospheric Model Development in Support of 
SEASAT. Volume 4: Forecast Model Sensitivity 
Study. 

N78-28582/2GI 78-23 4B PC A09/MF A01 


PA-846 


LEWKOWICZ, JAMES 
Preliminary Results from a Shallow Borehole Tilt 
Array, 
AD-A047 523/6GI 78-05 148 PC A02/MF A01 
LEWONTIN, R. C. 
Study of Mathematical Models of Mutation and 
Selection in Multi-Locus Systems. 
COO0-2472-4 78-17 6C PC A03/MF A01 
Study of Mathematical Models of Mutation and 
Selection in Multi-Locus Systems. Annual Progress 
Report, December 1, 1976--November 30, 1977. 
COO-2472-3 78-17 6C PC A02/MF A01 


LEY, D. 


Research in Nitromonomers and Their Application 
to Solid Smokeless Propeliants, 
AD-000 988/6G! 78-18 194 PC A02/MF A01 
Research in Nitromonomers and Their Application 
to Solid Smokeless Propellants 
AD-010 068/5GI 78-18 19A PC A03/MF AO1 


Research in Nitromonomers and Their Application 

to Solid Smokeless Propellants 

AD-035 617/0GI 78-21 19A PC A03/MF A01 
LEY, D.E. 


Research in Nitromonomers and Their Application 

to Solid Smokeless Propellants 

AD-101 579/1GI 78-22 19A PC AOS/MF A01 
LEY, GORDON Ss. 

Integrated Quantized Signal Smoothing. 

PAT-APPL-842 140/GI 78-07 9B PC AQ2/MF A01 
LEY, T. EARL 

NCAR Sonde Flight Test Report. 

AD-A056 159/7GI 78-21 4B PC A03/MF A0O1 
LEY, w. 

Additional Thermal Cycling Tests on Solar Cell 


Panel Samples under Vacuum Conditions. 
N78-31585/0GI 78-26 10B PC AO0S/MF A01 


Thermal Cycling Tests on Solar Cell Panel Samples 

under Vacuum Conditions. 

N78-18563/4GI 78-13 10B PC A06/MF AO1 
LEYAOUANC, A. 

Neutral Current Neutrino Production of delta (1236). 

N78-14882/2GI 78-09 20H PC A02/MF A01 
LEYDEN, R. N. 


Synthesis of Closo- and Nido-Metalloboranes from 
Metallocenes. 
AD-A050 422/5G! 78-10 7B PC A04/MF A01 


LEVENDECKER, ELIZABETH L. 


Comparison of the Performance of Three Al- 
gorithms for Use in an Automated Transit Informa- 
tion System (ATIS). 

PB-279 066/5GI 78-14 5B PC A08/MF A01 


LEYERLE, R. W. 


Optimization of Pt-Doped Kocite(Trade Name) Elec- 
trodes in H3P04 Fuel Cells. 
AD-A053 300/0G! 78-15 10B PC A03/MF A01 


LEYKO, M.A. 


Chemical Composition of Sulfate as a Function of 
Particle Size in New York Summer Aerosol. 
BNL-23672 78-16 7D PC A03/MF A01 


Li, A. T. 


ONA Replication of the Parvovirus Kilham Rat Virus. 
|. Characterization of Intracellular Forms of Viral 
DNA Extracted by Guanidine Hydrochloride. 
CONF-770555-2 78-03 6C PC A03/MF A01 
Li, C.H. 

The Fracture Behaviour of Silver Chloride-Alumina 
Composites 

AD-248 958/1GI 78-01 11D PC A03/MF A01 


The Strength of lonic Solids 
AD-248 957/3GI 78-01 20L PC A03/MF A01 
LI, C. P. 


Computations of Supersonic Viscous Flow over a 

Finite-Width Plate. 

N78-13009/3GI 78-08 1A PC A03/MF A01 
Li, Cc. T. 

Chemical Production from Waste Carbon Monox- 

ide: Its Potential for Energy Conservation. 

BNWL-2137 78-13. 7A PC A13/MF AO1 


Removal of H sub 2 S from Geothermal Steam. 
Final Report. 
BNWL-2087 78-01 70 PC AO5/MF A01 


Li, C.w. 


Low Excited States of F Superscript 19 Ill. Coulomb 
Excitation by Alpha Particles 
AD-093 348/1GI 78-22 20H PC A02/MF A01 


Ll, Cc. Y. 


Load Relaxation Studies of a Metallic Glass. 
COO-2172-20 78-13 11F PC A02/MF A01 


Load Relaxation Studies of Zircaloy-4. 


COO-2172-16 78-13 11F PC AQ3/MF A01 


Work Hardening Correlation for Monotonic Loading 
Based on State Variables. 
COO-2172-19 78-13 11F PC AQ2/MF A01 


Li, CHOH HAO 
Reprint: Beta-Endorphin: Pituitary and Adrenal 
Glands Modulate Its Action. 
AD-A048 511/0G! 78-07 6P PC A02/MF A01 


Reprint: Thyrotropin Releasing Hormone An- 
tagonizes beta Endorphin Hypothermia and 
Catalepsy. 

AD-A057 545/6G! 78-23 60 PC A02/MF AO1 


Li, CHOH HSIEN 


Low Temperature Creep of Zinc Single Crystals 
AD-033 810/3GI 78-18 11F PC A02/MF A01 


Recent Observations on the Motion of Small Angie 
Dislocation Boundaries 
AD-018 347/5GI 78-21 208 PC A02/MF A01 


Stress Induced Movement of Crystal Boundaries 
AD-000 677/5GI 78-18 11F PC A02/MF A01 


LI GEN SU, 


Gas-Discharge lon Source for an Electromagnetic 
Separator on the Heavy lon Beam. Delay Time Mea- 
surements. 

JINR-R-13-9646 78-08 20G MF A01 


Li, H. Y. H. 


Confirmation of CANDU Shutdown System Design 
and Performance During Commissioning. 
AECL-5914 78-23 181 PC A02/MF A01 


Li, JOHN C. 


Dynamic Properties of Frozen Cohesionless Soils 
Under Cyclic Triaxial Loading Conditions. Volume 
i. 

PB-284 952/9GI 78-25 8L PC A14/MF A01 


Li, K. 


Hazards Due to Total Body Irradiation by Radar 
AD-122 467/4GI 78-16 6R PC A02/MF AO1 


Study of the Mechanism of the Hydrogen Sulfide/ 
Dolomite Reaction. Annual Report, July 1976--June 
1977. 

FE-2408-4 78-13 14B PC A03/MF A01 


Study of the Mechanism of the Hydrogen Sulfide/ 
Dolomite Reaction. Quarterly Report, January-- 
March 1977. 

FE-2408-3 78-13 7D PC A02/MF A01 


Study of the Mechanism of the Hydrogen Sulfide/ 
Dolomite Reaction. Quarterly Report, July 1977--Oc- 
tober 1977. 

FE-2408-5 78-16 70 PC A04/MF A01 


Li, K. Cc. 


A Exp 1 sigma exp + implies X exp 1 sigma exp + 
Bands of the Isotopic Lithium Hydrides. 
COO-2326-28 78-17 70 PC A04/MF A01 


Mass-Reduced Quantum Numbers: Application to 
the Isotopic Lithium Hydrides (X Exp 1 B exp + ). 
COO-2326-31 78-17 7D PC A03/MF A01 


Li, KAM 


Capacity and Conductivity of Body Tissues at UI- 
trahigh Frequencies 

AD-082 785/7GI 78-14 6R PC A02/MF AO1 
Electric and Ultrasonic Dup-Heating Diathermy 
40-082 583/6GI 78-14 6E PC A02/MF AO1 
Measurements of Materials with High Dielectric 
Constant and Conductivity at Ultrahigh Frequencies 
AD-082 786/5GI 78-14 9A PC AQ2/MF AO1 
The Mechanism of Absorption of Ultrahigh 
Frequency Electromagnetic Energy in Tissues, as 
Related to the Problem of Tolerance Dosage 
AD-080 164/7GI 78-16 6R PC A02/MF A01 


Li, LIVIA K. 


Driver Performance Tests: Their Role and Potential. 
PB-284 657/4GI 78-24 5J PC A08/MF A01 


Li, M.S. 


Studies on off-Center Cu+ lons Dipoles in Potassi- 
um Halides. 
INIS-mf-3463 78-03 20L MF A01 


LI, N.C. 


Hydrogen Bonding in Asphaltenes and Coal. 
Progress Report, March 1, 1977--August 31, 1977 
COO-0063-5 78-17 8G PC A02/MF A01 


Li, ROBERT C. 
Reprint: 310-MHz SAW Resonator with Q at the 
Material Limit. 
AD-A050 855/6G! 78-11 20A PC A02/MF AO1 
Ll, S. s. 
Study of Electronic Properties in Proton- and Elec- 
tron-irradiated GaAlAs and GaAs Solar Cell Materi- 


als. 
N78-29568/0GI 78-24 20L PC A04/MF A01 





Li, SHUO-YEN ROBERT 
On the Theory of Trade Off and Its Application to 
the Construction of BIB Designs with Variable Sup- 
port Sizes. 
AD-A047 464/3GI 


LI VAN SUN, 
Fast 32-Channel Hodoscope Unit of the Gate with a 
Memory and Data Transmission to the CAMAC 


Dataway. 
JINR-10-9583 


Wide-Band Linear Amplifier. 
JINR-13-9344 78-01 


Li, WEN-HEIUNG 


Estuarine Current Meter Contract 
AD-027 912/5GI 78-21 8C PC A02/MF A01 


Ll, Y. H. 


Transport and Transfer Rates in the Waters of the 
Continental Shelf. Annual Report. 
COO-2185-19 78-13 8A PC A10/MF A01 


LI, YIN-YUAN 


Magnetic Moment Arrangements and Mag- 
netocrystalline Deformations in Anti-Ferromagnetic 
Compounds 

AD-096 682/0GI 


LIAN, KENNETH T. 


The Effect of Classical Eddy Currents in Rectangu- 
lar Loop Magnetic Materials on the Steady-State 
Operation of idealized Half-Wave Magnetic Am- 
plifiers 

AD-149 179/4GI 78-16 9E PC A02/MF A01 


Evaluation of Sensitive Magnetic Materials at Audio 
Frequencies 
AD-031 748/7GI 78-16 9E PC A03/MF A01 


A Solution for the Magnetic Field in Ferromagnetic 
Laminations with Non-Linear B-H Characteristics 
AD-229 995/6GI 78-16 20C PC A02/MF A01 


LIANG, C. F. 


On-Line gamma Ray Spectroscopy Investigation of 

the exp 180 Hg(Tsup(1/2)= 3SEC.) Decay Chain. 

IPNO-PhHN-77-07 78-14 20H MF AO1 
LIANG, T. 


Assessment of Aquatic Vegetation with Satellite- 
Derived Data. 
PB-275 768/0GI 78-08 8H PC A02/MF A01 


Changes in Aquatic Macrophytes Accompanying 
Phosphorus Reduction in a Eutrophic Lake in New 
York State: An Assessment Based on Remotely 
Sensed and Other Data. 

PB-272 441/7GI 78-01 6F PC A04/MF A01 


Cornell University Remote Sensing Program. 
N78-23508/2GI 78-18 5B PC A06/MF A01 


LIANG, TA 


Cornell University Remote Sensing Program. 
E78-10130 78-18 8B PC A12/MF A01 


LIANG, TOM Y. 


Availability Analysis of the Superhilac Accelerator. 
AD-A047 742/2GI 78-05 20G PC A04/MF A01 


LIANG, W. J. 


The Modification and Application of Kuo's Parame- 
terization of Cumulus Convection in Middle 
Latitudes. 

N78-21717/1GI 


LIAO, N.S. 
SUNYAB/EPRI Combined Injection ECC Program. 


Interim Report. 
EPRI-NP-757 78-25 181 PC AO6/MF A01 


SUNYAB/EPRI Combined Injection ECCS Program 
Facility Description; Key Phase Report. 
EPRI-NP-446 78-09 181 PC A06/MF A01 


LIAS, S. G. 


Charge Transfer Equilibria Involving Aromatic Com- 
pounds. 
PB-281 435/8GI 78-18 7D Not available NTIS 


Reprint: Comments Concerning the Structures and 
Reactions of C7H8(+ ) lons. 
PB-281 897/9GI 78-19 7D Not available NTIS 


Reprint: Equilibrium Isotope Effects on the Proton 
Transfer Reactions of Methylbenzenes. 
PB-281 898/7GI 78-19 7D Not available NTIS 


Reprint: The Gas Phase Photolysis of CHFC1(sub 
2) 
PB-280 582/8GI 78-17 7D Not available NTIS 


Reprint: lon-Molecule Reactions Involving 
Halomethy! lons; Heats of Formation of Halomethyl 
lons 

PB-282 016/5GI 78-19 7D Not available NTIS 


The Proton Affinity of Ketene and the Heat of For- 
mation of CH3CO(+ ). 
PB-281 906/8GI 78-19 7D Not available NTIS 


78-05 12A PC A03/MF AO1 


78-19 18D MF A0O1 


9E MF A01 


78-22 20L PC A0Q2/MF A01 


78-16 4B PC AOS/MF A01 


LIAS, SHARON G. 


Reprint: Adiabatic lonization Energies from Charge 
Transfer Equilibrium Constants; Experimental 
Determinations of Entropy Changes for Charge 
Transfer Equilibria. 

PB-282 014/0GI 78-19 7D Not available NTIS 


Entropy Changes for the Protonation of Alkenes. 
PB-281 905/0GI 78-19 7D Not available NTIS 


Reprint: An lon Cyclotron Resonance Study of the 
Structure of C7H7(+ ) lons. 
PB-282 004/1G! 78-19 7D Not available NTIS 


lon-Molecule Reactions Involving Fluorine Contain- 
ing Organic Compounds, 
PB-282 015/7GI 78-19 70 Not available NTIS 


LIAW, A. L. C. 


Microseisms in Geothermal Exploration: Studies in 
Grass Valley, Nevada. 


LBL-7002 78-13 81 MF AO1 


LIAW, J. H. W. 


Reprint: Temperature Stabilization of Ferrimagnetic 
Resonance Field in Epitaxial YIG by Ga, La Sub- 
stitution. 


AD-A052 508/9GI 78-14 20L PC A02/MF A01 


LIAW, P. K. 


Reprint: The Effect of Temperature on the Fatigue 
Crack Propagation Rate in Aluminum. 
AD-A052 200/3G! 78-13 11F PC A02/MF AO1 


LIBARDI, P. L. 


Spatial Variability of Physical Properties of a Tropi- 
cal Soil. tl. Soil Water Retention Curves and 
Hydraulic Conductivity. 

CENA-BT-005 78-20 8M MF A01 


Spatial Variability of Physical Properties of Tropical 
Soil. |. Geometric Properties. 


CENA-BT-004 78-22 8M MF AO1 


LIBBY, PAUL A. 


Effects of Finite Reaction Rate and Molecular 
Transport in Premixed Turbulent Combustion. 
AD-A055 629/0GI 78-20 21B PC AOS/MF A01 


LIBBY, R. A. 


Source Efficiency Calculations for exp 137 Cs Ir- 
radiators. 
BNWL-2064 


78-15 18G PC A03 


LIBER, T. 


Evaluation of 
Specimen. 
N78-25133/7GI 


Composite Flattened Tubular 


78-20 110 PC A07/MF AO1 


LIBERATORE, A. 


Comments on an Approach to the Sensitivity and 
Statistic Variability of Biquadratic Filters. 3 
N78-28358/7G! 78-23 9E PC AQ2/MF A01 


Comments on Multiparametric Sensitivity in Active 
RC Networks. 
N78-28357/9GI 78-23 9E PC A0Q2/MF A01 


Large Change Sensitivity Figure and New Algorithm 
for Its Minimization. 
N78-29856/9GI 78-24 12A PC A02/MF A01 


A Useful Computer Program for LC Networks 
Synthesis in Time Domain. 
N78-29382/6GI 78-24 9E PC A02/MF A01 


LIBERMAN, ALVIN M. 


Individual Differences in the Perception of Synthetic 
Speech 
AD-124 970/5GI 78-13 5G PC A02/MF A01 


Speech Research. A Report on the Status and 
Progress of Studies on the Nature of Speech, In- 
strumentation for its Investigation, and Practical Ap- 
plications. 


AD-A055 853/6GI 78-20 5G PC A15/MF A01 


LIBERMAN, D. A. 


Self-Consistent Field Model for Condensed Matter. 
LA-UR-77-1595 78-06 20L PC A02/MF A01 


LIBERMAN, I. 


Alignment System for Large High-Power CO sub 2 
Laser Fusion Systems. 
LA-UR-77-1923 78-08 18A PC A02/MF AO1 


interferogram Reduction and Interpretation as Ap- 
plied to the Optical Analysis of the 10 KJ LASL 
Laser Fusion System. 


LA-UR-77-2896 78-18 20E PC A02/MF A01 


LIBERTY, JOAN 


Adventures with a Modified Physical Fitness Pro- 
gram. 
HRP-0016494/7GI 78-03 6E Not Available NTIS 


Value of a Physical Fitness Program for the Elderly. 
HRP-0019658/4GI 78-08 6E Not Available NTIS 


LIBERTY, S. R. 


Semiannual Review of Research under the As- 
sociate Joint Services Electronics Program. 
AD-A052 427/2GI 78-14 9C PC A08/MF A01 


LICHSTEIN, HERMAN C. 


LIBICKI, JACEK 
Effects of the Disposal of Coal Waste and Ashes in 
Open Pits. 
PB-284 013/0G! 


LIBKIND, V. 
Phases Formed in the Interdiffusion Zone of the Ni- 
Sb System (Issledovanie Reaktsionnoi Diffuzii V 
Smesi Poroshkov Nikelya | Syur'mi)--Translation. 
PB-285 235-T/GI 78-25 11F PC AQ2/MF A01 


LIBMAN, ARDOWIN 


Administrative Experimentation in Public Policy 
Development. 
PB-275 120/4GI 


LIBOFF, RICHARD L. 
Preliminary Study of High Neutron Flux Fusion 


Heating. 
AD-A050 885/3G! 78-11 


LIBOVE, CHARLES 


Critique of the Centrifuge as a Stressing Device. 
AD-A054 946/9G! 78-18 148 PC A03/MF A01 


impact Stresses in Flat-Pack Lids and Bases. 
AD-A054 947/7GI 78-18 9E PC A03/MF A01 


Impact Stresses in Wire and Wire Bonds: Upper 
Limit Analysis. 
AD-A055 270/3G! 


LIBOWITZ, G. 


Oxygen Vacancies in Barium Oxide 
AD-062 490/8GI 78-20 20B PC A02/MF A01 


LIBOWITZ, GEORGE G. 


The Growth and Analysis of Barium Oxide Crystals 
Containing a Stoichiometric Excess of Barium 
AD-062 484/1GI 78-20 20B PC A02/MF A01 


LIBSCH, F. 


Influence of Additives in the Production of High 
Coercivity Ultra-Fine Iron Powder 
AD-088 597/0GI 78-16 11F PC AQ2/MF A01 


LIBUDA, HENRY PAUL 


Personal Computing. 
AD-A049 941/8GI 


LIBURDY, ROBERT P. 


Reprint: Effects of Radio-Frequency Radiation on 
Inflammation. 
AD-A055 291/9GI 78-18 6R PC A02/MF A01 


Reprint: N-(3-Pyrene)succinimidothioethanol. A 
Fluorescent Probe Sensitive to pH and Redox 
Potential. 

AD-A055 146/5GI 


LIBY, A.L. 


Electron-Beam Fusion Welding of Beryllium. 
RFP-2621 78-17 13H PC A03/MF A01 


LICARI, J. J. 


Development of Low Cost, High Reliability Sealing 
Techniques for Hybrid Microcircuit Packages, 
Phase 2. 

N77-33349/0GI 78-04 


LICATA, W. H. 


Radar Detection, Discrimination, and Classification 
of Buried Non-metallic Mines. Volume 1. 
AD-A054 427/0G! 78-17 171 PC A23/MF A01 


LICHSTEIN, HERMAN C. 


The Biotin Requirements of the Genus Propionibac- 
terium 
AD-092 931/5GI 78-02 6M PC A02/MF A01 


Bound Biotin in Oxaloacetic Carboxylase Prepara- 
tions 
AD-147 862/7GI 78-11 7D PC A02/MF A01 


Cell Permeability: A Factor in the Biotin-Oleate 
Relationship in Lactobacillus arabinosus 
AD-100 060/3G! 78-02 6M PC A02/MF A01 


Factors Affecting the Accumulation of Biotin by 
Lactobacillus Arabinosus 
AD-252 673/9GI 78-13 6P PC A02/MF A01 


Growth Stimulating Effect of Autoclaved Glucose 
Media and Its Relationship to the CO2 Requirement 
of Propionibacteria 

AD-219 564/2GI 78-11 6M PC A02/MF A01 


Increased Nutritional Requirements of Saccharo- 
myces Cerevisiae as a Result of Incubation at 38 C 
AD-252 674/7GI 78-13 6M PC A02/MF A01 


Inhibitory Effect of Glucose on Tryptophanase 
AD-250 198/9GI 78-16 6A PC A02/MF A01 


Malic Enzyme Induction by Lactic Acid Bacteria. |. A 
Method for the Study of Nutritional Interactions 
AD-255 475/6GI 78-13 6A PC A02/MF AO1 


Mechanism of Competitive Action of Isonicotinic 
Acid Hydrazine and Vitamin B6 (21638) 
AD-095 831/4GI 78-02 6A PC A02/MF A01 


Microbial Nutrition 
AD-247 904/6GI 


78-23 81 PC A13/MF A01 


78-06 5A Not available NTIS 


18A PC A02/MF A01 


78-18 9A PC A02/MF A01 


78-10 9B PC AOS/MF AO1 


78-18 7D PC A02/MF A01 


11A PC AQ6/MF AO1 


78-13 6M PC A03/MF AO1 


PA-847 





Nutritional Factors Concerned with Growth and 
Lecithinase Production by Clostridium perfringens 
AD-219 563/4GI 78-11 6M PC A02/MF A01 


On the Permeability of Lactobacillus arabinosus to 

Biotin 

AD-219 565/9GI 78-11 6M PC A02/MF AO1 

Symposium on Initiation of Bacterial Growth. Ill. 

Physiological Aspects of Growth Initiation 

AD-239 018/5GI 78-11 6M PC A02/MF A0O1 
LICHT, H. H. 


The Effect of Metal Additives on Pressure and Im- 

pulse of the Air Shock Wave Caused by Detonating 

Explosives der Einfluss von Metallzusaetzen Auf 

Oruck und tImpuls der von Detonierenden 

Sprengladungen Ausgehenden Luftstosswelle. 

N78-17354/9GI 78-12 19A PC A0Q3/MF A01 
LICHT, L. 


An Analytical and Experimental Study of the Stabili- 
ty of Externally-Pressurized, Gas-Lubricated Thrust 
Bearings 

AD-254 472/4GI 78-01 131 PC A10/MF AO1 
Foil Bearings for Axial and Radial Support of high 
Speed Rotors - Design, Development, and Deter- 
mination of Operating Characteristics. 

AD-A053 735/7GI 78-16 131 PC A08/MF A01 
Foil Bearings for Axial and Radial Support of High 
Speed Rotors: Design, Development, and Deter- 
mination of Operating Characteristics. 
N78-17388/7GI 78-12 131 PC A08/MF A01 


LICHTBLAU, J. H. 
Availability of Liquid Fuels from Conventional 


Sources for Electric Utility Gas Turbines, 1975-- 
1985. Final Report. 


TID-27648 78-03 21D PC AOS/MF A01 
Outlook for World Oil into the 21st Century wiih 
Emphasis on the Period to 1990. Final Report. 
EPRI-EA-745 78-26 10A PC A09/MF AO1 
LICHTE, H. W. 

Performance Testing of Three Offshore Skimming 
Devices. 

HCP/P3241-01 78-21 13B PC AOS/MF A0O1 
Physical Properties of Halthane Series Adhesives, 


Part 2 of 2. Period Covered: October--December 
1976. 


MHSMP-77-5A 78-17 11A PC AO2/MF AO1 
LICHTENBERG, A. J. 


Overview of Stoppering of Open Magnetic Contain- 

ment Systems for Controlled Fusion. 

EPRI-EL-394-SR 78-15 18A PC A03/MF A01 

Overview of Stoppering of Open Magnetic Contain- 

ment Systems for Controlled Fusion. 

EPRI-ER-394-SR 78-07 201 PC A03/MF A01 
LICHTENBERG, D. B. 

Theoretical Particle Physics. Progress Report, 

December 1, 1976--November 30, 1977. 

COO-2009-133 78-08 20H PC A03/MF AO1 
LICHTENBERGER, J. A. 

Contact Whiskers for Millimeter Wave Diodes. 

N78-31355/8GI 78-26 9A PC A03/MF A01 
LICHTENSTEIN, H. 

Progress in the Development of a Reactivity Capa- 


bility in the SAM-CE System for Validating Fuel 
Management Codes. Interim Report. 


EPRI-NP-638 78-17 18K PC A04/MF A01 
LICHTENSTEIN, PETER 

Econometric Model of the State of Idaho, 

PB-284 032/0GI 78-23 5C PC AO5/MF A01 
LICHTENSTEIN, SARAH 


Fault Trees: Sensitivity of Estimated Failure Proba- 

bilities to Problem Representation 

AD-A057 163/8GI 78-22 12A PC A03/MF A01 

Perceived Frequency of Recurrent Events. 

AD-A057 271/9GI 78-23 5J PC AOQS/MF AQ1 
LICHTER, EDWARD A. 

Wholistic Health Center Project: An Action- 

Research Model for Providing Preventive, Whole- 

Person Health Care at the Primary Level 

HRP-0016808/8Gi 78-05 6E Not Available NTIS 


LICHTERBECK, R. 


Energy Distribution Control in Electric Steel Plant 

KFK-PDV-102 78-07 10A PC A04/MF AO1 
LICHTIN, NORMAN N. 

Photochemical Conversion of Solar Energy 

PB-275 218/6GI 78-06 7E PC A02/MF A01 

Photochemical Conversion of Solar Energy 

PB-276 282/1GI 78-07 7E PC A03/MF A01 
LICHTMAN, D. 


Study of Electron and Uv Photon Surface Interac- 


tions. Progress Report, March 1, 1976--February 28, 
1977 


COO-2425-6 78-09 7D PC A02/MF A01 


PA-848 


Study of Electron and UV Photon Surface Interac- 
tions. Progress Report, March 1, 1977--February 28, 
1978. 


COO-2425-7 78-12 7D PC A02/MF A01 
LICHTMAN, MARC 


Nursing Home Nucleus Generates Array of Outreach 
Services. 


HRP-0025281/7GI_ 78-21 5K Not Available NTIS 
LICHTMAN, MARSHALL A. 

Studies of Metabolism, Function and Mechanism of 

Destruction of Red Cells. 

AD-A054 652/3GI 78-17 6P PC AOQ2/MF A0O1 
LICHTNER, P. C. 

Constant < H> Resolution of Time-Dependent Har- 

tree--Fock Phase Ambiguity. 

ORO-5126-34 78-18 20H PC A02/MF AO1 
LICIS, G. 

Variable Acuity Display Development. Volume Il. In- 

frared Lens Feasibility Study. 

AD-A058 458/1GI 78-25 20F PC A0S/MF A01 
LICIS, GEORGE 

Non-Linear Lens Modification. 

AD-A051 799/5GI 78-13 20F PC A02/MF AO1 
LICK, JOHN 

Statistical vs. Clinical Significance in Research on 

the Outcome of Psychotherapy. 

HRP-0017714/7GI 78-02 6E Not Available NTIS 
LICKLEDERER, A. 

Supporting Investigations During Testing of the 

WDL-1 Airship in Ghana and Upper Volta. 

N78-18012/2GI 78-13 1C PC A04/MF A01 

Supporting Investigations During Testing of the 

WDOL-1 Airship in Ghana and Upper Volta Bericht 

ueber Begleitende Untersuchungen bei der Er- 


probung des Luftschiffes WDL-1 in Ghana und 
Obervolta. 


N78-14002/7GI 78-09 1C PC A03/MF A01 
LIDDELL, P. J. 

Accuracy of Wind Power Estimates. 

PNL-2442 78-14 10A PC A03/MF A0O1 
LIDE, DAVID R. JR. 

Reprint: Communicating Quantitative Scientific 

Knowledge. 

PB-274 514/9GI 78-05 5B Not available NTIS 

Microwave Spectrum, Structure, Dipole Moment 


and Nuclear Quadrupole Effects in Vinyl Chloride, 
AD-220 658/9GI 78-11 7D PC A02/MF A01 


LIDEN, K. 
In Situ Measurements with a Mobile Ge(Li)-Spec- 


trometer around a Nuclear Power Plant. 
LUNFD6-NFRA-3011 78-18 18H MF A01 


Methods for External Low-Activity Measurement of 

Man 

LUNDD-MERI-1003 78-22 6R MF AO1 
LIDER, RALPH E. 


Reprint: The Ultrastructure of Livers of Rats Fed 
DDT and Dieldrin, 
PB-280 897/0GI 


78-17 6T (Order as PB-280 889, MF A01) 
LIDIAK, E.G. 
A Tectonic Overview of the Central Midcontinent. 
PB-275 228/5GI 78-05 8G PC AO6/MF A01 
LIDINSKY, W. 


Argonne Tape Production Facility Systems Descrip- 
tions. 


ANL-AMD-TM-308 78-08 9B PC A04/MF A01 
LIDINSKY, W. P. 


Design and Implementation of a Local Computer 
Network. 


CONF-7706104-1 78-14 17B PC A02/MF AO1 
LIDOW, A. 


Encapsulation and Annealing of Sulfur and Seleni- 
um Implanted Gallium Arsenide 
AD-A056 862/6GI 78-22 20L PC AOS/MF A01 


LIDRAL, ROBERT 


Supervision and Administration Cost/Rate Forecast- 

ing System. Volume |. User's Manual 

AD-A053 229/1GI 78-15 5B PC A02/MF A01 
LIDSKY, L. M. 

Economic Analysis of EBT Reactor 

CONF-771029-80 78-13 18A PC A0Q2/MF A01 

Elmo Bumpy Torus (EBT) Reactor 

CONF-771056-6 78-13 18A PC A02/MF A01 
LIDSTONE, R. F. 

Study of the Running-in Period of a CANDU-PHW 

Thorium Converter 

AECL-5391 78-23 181 PC A0Q3/MF A01 
LIE, K. 


Summary of the Ming Blade Tracer-Gas Chimney 
Pressurization Studies 


AD-A056 319/7GI 78-21 18C PC A03/MF AO1 
LIEB, D. P. 


High Efficiency Thermionic Converter Studies. 
N77-32592/6GI 78-02 10B PC A05/MF A01 


Performance of a Thermionic Converter Module 

Utilizing Emitter and Collector Heat Pipes. 

N78-27174/9GI 78-23. 10B PC AQ3/MF A01 
LIEBE, H. J. 

EHF Transfer and Shielding Properties of Air 

(Summary of 1974-1977 Activities). 

AD-A048 067/3GI! 78-06 4A PC A03/MF A01 


LIEBE, HANS J. 
Reprint: Atmospheric Oxygen Microwave Spectrum- 


Experiment versus Theory. 
AD-A048 083/0GI 78-06 4A PC A02/MF A01 


Reprint: Variability of EHF Air Refractivity with 
Respect to Temperature, Pressure, and Frequency 
AD-A048 084/8GI 78-06 4A PC A02/MF A01 


LIEBENBERG, D. H. 


Derived Thermodynamic Properties for Fluid n-T 
sub 2 in the Range 75 to 300 K and 2 to 20 KBAR. 
LA-7071-MS 78-23 7D PC A02/MF AQ01 


Equation-of-State for Fluids at High Densities- 
Hydrogen Isotope Measurements and_ Ther- 
modynamic Derivations. 

LA-UR-77-1502 78-05 7D PC A02/MF A01 


Faraday Effect in Cases and Vapors. Il 
AD-108 782/4GI 78-22 20F PC A02/MF A01 


The Faraday Effect in Gases and Vapors | 
AD-040 046/5GI 78-21 7D PC A02/MF A01 


P--V--T and Sound Velocity Data for Fluid n-D sub 
2 in the Range 75-300 K and 2-20 KBAR. 
LA-7018-MS 78-13 7D PC A02/MF A01 


Simultaneous Measurement in Fluid n-D sub 2 of p, 

V, T and Sound Velocity to 20 KBAR. 

LA-UR-77-739 78-02 7D PC A02/MF A01 

Thermodynamic Properties of Fluid n-D sub 2 in the 

75 to 300 K and 2- to 20-KBAR Range. 

LA-7007-MS 78-21 70 PC A02/MF A01 

Thermodynamic Properties of Fluid n-H sub 2 in the 

Range 75 to 307 K and 2 to 20 KBAR. 

LA-6645-MS 78-12 7D PC A03/MF A01 
LIEBER, A. J. 

Modern Ultrafast Streak Camera Development and 

Application Review. 

LA-UR-77-2474 78-18 14E PC A02/MF A01 

Sub-Picosecond Proximity-Focused Visible Streak 

Camera Evaluation and Application. 

LA-UR-77-1872 78-06 201 MF §F§ 
LIEBER, L. S. 

Transonic 3-D Flow Analysis of Compressor 

Cascade with Splitter Vanes. 

AD-A057 504/3GI 78-23 21E PC A0S/MF A01 
LIEBER, PAUL 

Studies on the Propagation of Seismic Waves in 

Plastic Media, 

AD-499 570/0GI 78-20 8K PC A03/MF A01 
LIEBERHERR, K. 

Information Concentration of Models for Assertive 

Logic and the p= Np- Problem Informationsver- 

dichtung von Modellen in der Aussagenlogik und 

das p= Np- Problem. 

N78-24863/0GI 78-19 12A PC A07/MF A01 
LIEBERMAN, BERNHARDT 

The Effects of Emotional Language on the Induc- 

tion and Change of Opinions 

AD-117 761/7GI 78-22 5J PC AQ2/MF AO1 
LIEBERMAN, E. G. 


RSX-11M Versus RSX-11D: Compatibility and Con- 
flict. 


LA-6789-MS 78-01 98 PC A02/MF A01 
LIEBERMAN, G.J. 

Continuous Sampling Procedures Without Control 

AD-206 197/6GI 78-23 12A PC A03/MF AO1 
LIEBERMAN, GERALD J. 

Multi-Level Continuous Sampling Plans 

AD-044 719/3GI 78-21 12A PC A02/MF AO1 

The Problem of the Isolated Lot 

AD-063 829/6GI 78-20 12A PC A03/MF AO1 

Sampling Plans for Inspection by Variables 

AD-027 346/6GI 78-21 12A PC AQ2/MF A0O1 

Tables for One-Sided Statistical Tolerance Limits 

AD-148 179/5GI 78-22 12A PC AQ2/MF A0O1 


Tables of the Non-Central tau-Distribution: Density 
Function, Cumulative Distribution Function and 
Percentage Points 

AD-129 141/8GI 78-22 12A PC A17/MF AO1 


LIEBERMAN, HARRIS R. 


Respiratory Stress, Visual Function and Moderation 
by Chemotherapy. 





AD-A052 493/4GI 
LIEBERMAN, HOWARD 


Ultraviolet Absorption Spectra of Peptides. IV. 
Alanine Residue 
AD-220 058/2GI 78-11 


LIEBERMAN, M. 
Evaluation of the Feasibility for Widespread in- 
troduction of Coal into the Residential and Com- 


mercial Sectors. Volume |. Executive Summary. 
PB-281 191/7GI 78-18 10A PC A03/MF A01 


Evaluation of the Feasibility for Widespread In- 
troduction of Coal Into the Residential and Com- 
mercial Sectors. Volume Il. Technical Section. 
PB-281 192/5GI 78-18 10A PC A16/MF A01 
LIEBERMAN, M. A. 

Framework for Predicting Reactions to Crises in the 
Aged. 
HRP-0017121/5GI 


LIEBERMAN, M. L. 
Effect of Fuel Structure on Spark Sensitivity of 33/ 


67 TiH/sub X/KCIO sub 4 Blends. 
SAND-78-0812C 78-25 19A MF A01 


Pyrotechnic Output of TiH/sub X/KCIO sub 4 Actua- 

tors from Velocity Measurements. 

SAND-78-0213C 78-25 
LIEBERMAN, MARTIN 


Development of a Low-Cost Catalyst for Hydrazine. 
AD-390 723/5GI 78-14 7D PC A03/MF A01 


Development of a Low-Cost Catalyst for Hydrazine. 
AD-392 605/2GI 78-14 211 PC A03/MF AO1 


Development of a Low-Cost Catalyst for Hydrazine. 
AD-394 847/8GI 78-14 211 PC AQ3/MF A01 


LIEBERMAN, MARVIN 


Impact of National Health Insurance on New York 
HRP-0023687/7GI_ 78-12 6E Not Available NTIS 


LIEBERMAN, P. 
Evaluation of an Underwater High Velocity Missile 
(Hydroduct and Hydroductor) 
AD-301 968/4GI 78-16 19H PC A03/MF A01 
Measurements in Airblast. Part A. Optical Tempera- 
ture Measurement. Part B. Novel Measurement 


Techniques 
AD-A054 730/7GI 78-17 


LIEBERMAN, PURLAINE 
Public Expenditures and Private Control -- Health 


Care Dilemmas in New York City 

HRP-0024802/1GI 78-18 6E Not Available NTIS 
LIEBERMAN, SEYMOUR 

Comparative Educational Approaches to Screening 

for Colorectal Cancer. 

HRP-0024689/2GI 78-26 6E Not Available NTIS 


LIEBERT, C. H. 


Emittance and Absorptance of NASA Ceramic Ther- 
mal Barrier Coating System. 
N78-26148/4GI 78-21 


LIEBESNY, FELIX 


A State-Of-The-Art Survey on Automatic Indexing, 
ED-144 624 78-13 5B Not available NTIS 


LIEBHAFSKY, HERMAN A. 


Reprint: Reactions Involving Hydrogen Peroxide, 
lodine, and lodate lon. 6. Oxidation of lodine by 
Hydrogen Peroxide at 50 deg C 
AD-A051 828/2GI 78-13 


LIEBLEIN, E. 


Computer Family Architecture Selection Committee 
Final Report. Volume V. Procedure For and Results 
of the Evaluations of Software Bases of the Can- 
didate Architectures for the Military Computer 
Family 

AD-A049 484/9GI 


LIEBMAN, I. 


Extinguishing Agents for Mine Face Gas Explo- 

sions 

PB-283 878/7GI 
LIEBMAN, ISRAEL 


Trigger Device for Explosion Barrier 
PAT-APPL-874 953/GI 


78-16 14B PC A02/MF A01 


78-14 6S PC A03/MF A01 


7D PC A02/MF A01 


78-08 5J Not Available NTIS 


19A MF A0O1 


19D PC A08/MF A01 


11C PC A03/MF A01 


7D PC A02/MF A01 


78-09 9B PC AO06/MF A01 


78-23 81 PC A02/MF AQ1 


LIEBMAN, J. C. 


Biological Conversion of Organic Refuse to 
Methane. Final Report, July 1, 1973--November 30, 
1976 


C00/2917-3(V.1) 78-10 21D PC A10/MF AQ1 
Biological Conversion of Organic Refuse to 


Methane. Final Report, July 1, 1973--November 30, 
1976 


COO0/2917-3(V.2) 
LIEBMAN, JON C. 


Mathematical Analysis of Emergency Ambulance 
Location 


78-09 21D PC AO6/MF AO1 


HRP-0018152/9GI 
LIEBMAN, JUDITH S. 


Analyzing the Start-Up Effects of New Patients on 
an Ambulatory Care Program. 
HRP-0015765/1GI 78-04 6E Not Available NTIS 


LIEBMAN, PAUL M. 


Simultaneous Gain-Phase Approximation with a 
Potential Analog Computer 
AD-146 246/4GI 78-16 9E PC AOS/MF A01 


LIEBMANN, B. 


Influence of Boundary Orientation on Growth Rates 
in Recrystallization, 
AD-214 009/3GI 


LIEBOW, AVERILL A. 


Anatomical and Functional Studies of the Lung 
Deprived of Pulmonary Arteries and Veins, with an 
Application in the Therapy of Transposition of the 
Great Vessels 

AD-136 929/7GI 78-16 6E PC A03/MF A01 


Application of Induced Pulmonary Arterial Collateral 
Circulation as Collateral Supply to the Heart 
AD-047 909/7GI 78-21 6P PC A02/MF A01 


Effects of Age, Growth Hormone, Cortisone, and 
Other Factors on Collateral Circulation 
AD-028 846/4GI 78-18 6P PC A02/MF A01 


The Effects of Massive Intravenous Infusions with 
Special Reference to Pulmonary Congestion and 
Edema 
AD-047 904/8GI 78-21 6E PC A0Q2/MF A01 
Experimental Acute Monolobar Pulmonary Hyper- 
tension 
AD-221 231/4GI 78-16 6E PC A02/MF A01 
The Musculature of the Lungs in Chronic Pulmona- 
ry Disease 
AD-025 935/8GI 78-21 6E PC A03/MF A01 
Preparation of Vinylite Casts of the Coronary Ves- 
sels and Cardiac Chambers 
AD-047 905/5GI 78-21 
LIEBOWITZ, BERNARD 


Impact of Intra-Institutional Relocation -- Special 
Report From the Philadelphia Geriatric Center. 
Background and the Planning Process. 

HRP-0023948/3GI 78-12 6E Not Available NTIS 


Implications of Community Housing for Planning 
and Policy. 
HRP-0025453/2GI_ 78-21 


LIEBSCH, ANSGAR 


Reprint: Theory of Photoemission from Localized 
Adsorbate Levels. 
AD-A052 944/6GI 


LIEDTKE, LARRY 


ignitor. 
PAT-APPL-833 852/GI 
78-07 194 PC A02/MF A01 


78-10 6E Not Available NTIS 


78-16 11F PC A02/MF A01 


6B PC A02/MF A01 


6E Not Available NTIS 


78-15 7D PC A02/MF A01 


LIEGEY, ANNE L. 


Deinstitutionalization of Developmentally Disabled 
Persons: A Conceptual Analysis and Guide for State 
Officials. 

PB-274 441/5GI 


LIELOW, AVERILL A. 
intrapulmonary Air Trapping in Submarine Escape 


Training Casualties 
AD-214 105/9GI 


LIEN, J. C. 


Reprint: Biomedical Survey in North 
Province, Philippine Islands. 
AD-A057 555/5GI 78-23 6E PC AOQ2/MF A01 


Reprint: A Brief Survey of the Mosquitoes of South 
Sulawesi, Indonesia, with Special Reference to the 
Identity of ‘Anopheles barbirostris' (Diptera: Cu- 
licidae) from the Margolembo Area 

AD-A048 406/3GI! 78-07 6C PC A02/MF A01 


LIEN, JIH CHING 


Reprint: Transovarial Transmission of Japanese En- 
cephalitis Virus by Mosquitoes. 
AD-A057 638/9GI 78-23 6M PC A02/MF A01 


LIEN, Y. E. 


A Database System to Support Image Algorithm 
Evaluation 
N78-17725/0GI 


LIENHARD, J. H. 


Conceptual Design for Spacelab Pool Boiling Ex- 
periment 
N78-20150/6GI 


78-04 5K PC A08/MF A01 


78-16 6& PC A02/MF A01 


Samar 


78-12 9B PC A10/MF A01 


78-15 7D PC A04/MF A01 
Rapid Hot-Water Depressurization Experiment. In- 
terim Report, May 1977. 

EPRI-NP-527 78-18 181 


LIENTZ, BENNET P. 


Annual Report for the Period 1 April 1977 through 
31 March 1978, 
AD-A053 803/3GI 


PC AQS/MF AO1 


78-16 9B PC A02/MF A01 


LIFSON, M. W. 


Long Range Information Services Planning - A 
Methodology. 
AD-A058 526/5GI 78-25 5B PC A02/MF A01 


A Multistage Model of Network User Behavior. 
AD-A052 008/0G! 78-13 9B PC A02/MF A01 


On the Application of Peak-Load Pricing to Com- 
puter Services. 


AD-A049 297/5G! 78-08 98 PC A02/MF A01 


Reprint: Trade-Offs of Secure Processing in Cen- 
tralized versus Distributed Networks. 
AD-A053 344/8GI 78-15 9B PC A02/MF AO1 


LIEPINS, G. E. 


Buildings Energy Use Data Book: Edition 1. 
ORNL-5363 78-23 10A PC A22/MF A01 


LIEPINS, RAIMOND 


Industrial Process Profiles for Environmental Use: 
Chapter 6. The Industrial Organic Chemicals Indus- 
t 


ry. 
PB-281 478/8GI 78-17 7A PC A99/MF AO1 


LIEPSCH, D. 


Pressure Measurements of the Wall after Bifurca- 
tions and Visual Observation of Streaming Fluid in 
Glass Models of Bifurcations. 

N78-22699/0GI 78-17 6P PC A02/MF AO1 


LIERKE, E.G. 


Production of Dispersion Alloys with Ultra-Sound 
under Zero Gravity Conditions, Phase 1. 
N77-31217/1GI 78-01 11F PC A06/MF A01 


Study on Acoustical Mixing and Positioning of Mol- 
ten Materials in Space, Phase 3. 
N78-13093/7GI 78-08 11F PC A06/MF A01 


LIESEGANG, GERARD W. 


Reprint: Kinetic Studies of Complexation of Divalent 
Strontium, Barium, Lead, and Mercury Cations by 
Aqueous 15-Crown-5 and 18-Crown-6. 

AD-A056 186/0G! 78-21 7D PC A02/MF A01 


Reprint: Ultrasonic Absorption Kinetic Studies of 
the Complexation of Aqueous Potassium and Cesi- 
um lons by 18-Crown-6. 


AD-A051 043/8GI 78-11 7D PC A02/MF A01 


LIESER, K. H. 


Selective Separation of Technetium. 
UCRL-Trans-11365 78-26 7E PC A02/MF A01 


LIETZKE, K. 


The Benefits of Improved Technologies in Agricul- 
tural Aviation. 


N78-11890/8GI 78-06 2C PC A11/MF A01 


LIETZKE, M. H. 


Kinetic Model for Predicting the Composition of 
Chlorinated Water Discharged from Power Plant 
Cooling Systems. 

CONF-771070-1 78-12 18E PC A02/MF A01 


Simulation of Chlorinated Water Discharges from 
Power Plants on Estuaries and Rivers. 
CONF-771109-75 78-15 13B PC A02/MF AO1 


Validation of the Kinetic Model for Predicting the 
Composition of Chlorinated Water Discharged from 
Power Plant Cooling Systems. 

ORNL/NUREG-32 78-15 138 PC A02/MF A01 


LIEURADE, H. P. 


Low-Cycle Fatigue Testing Methods. 
N78-19536/9GI 78-14 20K PC A03/MF A01 


LIEWERS, P. 


Decomposition of Noise Signals Composed of Many 
Similar Components. 


ZfK-331 78-18 18K MF AO1 


LIFSHITZ, A. 


Direct Determination of Atom and Radical Concen- 
trations in Thermal Reactions of Hydrocarbons and 
Other Gases. Progress Report, January 1, 1977-- 
December 31, 1977. 


COO/2944-2 78-18 7D PC A02/MF A01 


LIFSHITZ, C. 


Reprint: Associative Detachment 
Negative lons with O3. 
AD-A057 718/9GI 78-23 70 PC A02/MF A01 


Reprint: A Long-Lived Excited State of O3(-); 
Evidence from Collision-induced Dissociation. 
AD-A055 305/7GI 78-20 70 PC A0Q2/MF A01 


Reprint: Negative lon-Molecule Reactions of Ozone 
and Their Implications on the Thermochemistry of 
03(-). 

AD-A055 306/5G! 78-20 70 PC A0Q2/MF A01 


Thermodynamic Properties of Gas Phase Molecular 
lons. 


AD-A054 990/7GI 


Reactions of 


78-18 70 PC A0Q2/MF A01 


LIFSON, M. W. 


A Study of Characteristics of Intercity Transporta- 
tion Systems. Phase 1: Definition of Transportation 
Comparison Methodology. 


N78-29995/5GI 78-24 13B PC A10/MF A01 


PA-849 





A Study of Characteristics of Intercity Transporta- 
tion Systems. Phase 1: Definition of Transportation 
Comparison Methodology. 

N78-29996/3GI 78-24 


LIFSON, NATHAN 
Oevelopment of a Technique to Measure Carbon 
Dioxide Output by Use of Doubly Labeled Water 
AD-159 210/4GI 78-16 6P PC A02/MF A01 
Measurement of Total Carbon Dioxide Production 


by Means of 02018 
AD-105 094/7G! 


LIFTER, MARK 
Cabrini-Green High Impact Program Attitude and 


Perception Survey. 
PB-281 869/8GI 


LIGEON, E. 


Exact Location of Fluorine on Polluted Needles of 
Abies Alba by Microanalysis Using Protons. 
DOE-tr-19 78-15 7D PC A02/MF AO1 


LIGGETT, THOMAS 


Process for Producing Concentrated Solutions of 
Hydroxylammonium Nitrate and Hydroxylammonium 
Perchlorate. 


PATENT-4 066 736 78-18 7B Not available NTIS 
LIGGETT, W. S. 

Experimental Air Exclusion System for Field Studies 

of SO2 Effects on Crop Productivity. 

PB-276 985/9GI 78-10 2D PC AO5S/MF A01 
LIGGETs, WALTER S. 

Least-Squares Resolution of Gamma-Ray Spectra in 


Environmental Samples, 
PB-280 237/9GI 78-16 


LIGHT, ALFRED 


Assessing the Impacts of General Revenue Sharing 

in the Fifty States: A Survey of State Administrators. 

PB-274 960/4GI 78-05 5A PC A10/MF A01 
LIGHT , GLENN C. 

Effect of Vibrational Excitation in Reactions of OH 

with H2. 

AD-A058 571/1GI 78-25 7D PC AQ2/MF A01 


The Effect of Vibrational Excitation on the Reaction 
of O(3P) with H2 and the Distribution of Vibrational 
Energy in the Product OH. 

AD-A052 036/1GI 78-13 7D PC A04/MF A01 


LIGHT, JUDY A. 
Physician Assistant -- A Profile of the Profession, 
1976. 
HRP-0025747/7GI 


LIGHTHART, B. 


Trace Element Research Using Coniferous Forest 
Soil/Litter Microcosms, 


PB-276 475/1GI 78-09 6F PC AOS/MF A01 
LIGHTHHALL, HARRY JR. 


Scheduling Problems for a 
Production Model 
AD-216 573/6GI 


LIGHTSEY, GEORGE R. 


Detoxification by Bark Filtration of Shock Loads to 

Secondary Treatment Systems, 

PB-273 800/3GI 78-02 13B PC A03/MF A01 
LIGO, ROBERT 


Health Hazard Evaluation Determination Report 
Number 75-30-266, Steiger Tractor, Inc., Fargo, 
North Dakota, 

PB-273 711/2GI 


LIGON, C. 


Operational, Cost, and Technical Study of Large 
Windpower Systems Integrated with an Existing 
Electric Utility. Final Report 
COO-2621-2 78-26 


LIGON, D. M. 


Analysis of Nuclear Systems Satisfying U.S. Energy 
Needs 


GA-A-14848 
LIGOR, P. A. 


Reprint: The Temperature Variation of the Thermo- 
Optic Coefficient of CaF2 
AD-A045 647/5GI 78-01 20F 


LIGUORI NETO, R. 


Design, Construction and Description of a Triple 
Axis Neutron Crystal Spectrometer 
1EA-477 78-21 


Lil, K. Ss. 
Reprint: Bispectra of Atmospheric and Wind Tunnel 


Turbulence 
AD-A054 717/4GI 


LIKAR, A. 


Measurements of 14 Mev Neutron Radiative Capture 
gamma -Ray Spectra and Integrated Cross Sections 
in SC, Y, PR and HO. 
INDC(YUG)-5/L 


13B PC A03/MF A01 


78-16 7D PC A02/MF A01 


78-19 5K PC A09/MF A01 


18H PC A09/MF A01 


78-22 6E Not Available NTIS 


Multi-Commodity 


78-18 12B PC A03/MF A01 


78-03 6J PC AQ2/MF A01 


10B PC A17/MF AO1 


78-20 


18E PC A03/MF A01 


PC A02/MF A01 


18D MF A01 


78-17 200 PC A03/MF A01 


78-04 20H MF A01 


PA-850 


LIKENS, JAMES D. 


Medicine and Money. Physicians as Businessmen. 

HRP-0023365/0GI 78-14 6E Not Available NTIS 
LIKHACHEYV, V. P. 

Multichannel Detecting Equipment of the SP-95 In- 

stallation on Line with the ‘“‘Dnepr-21"° Computer. 

KFTI-76-4 78-17 20G MF A01 
LIKHODED, A. K. 

Kno-Scaling and Possible Structure in Charge- 

Neutral Correlations. 

\FVE-OTF-75-71 78-09 20H MF A01 

Possible Account of SU(6)-Symmetry Breaking in 

Multiple Production Processes. 

IFVE-OTF-76-2 78-18 20H MF A0O1 

Rapidity GAP Distribution in Inclusive Reactions. 

IFVE-OTF-PPK-76-22 78-09 20H MF AO1 
LIKOS, W. E. 

Characterization and Research Investigation of 

Methanol and Methy! Fuels. Final Progress Report. 

COO/1258-1 78-13 210 PC AO6/MF A01 
LIKVENTOV, A. V. 

Behavior of the Chinchs of Shield Bug under the 


Effect of Pheromones--Translation. 
AD-A046 856/1GI 78-03 6C PC A02/MF A01 


LILE, D. L. 
InP-An Assessment of United States Activities. 
AD-A049 283/5GI 78-08 9A PC A04/MF A01 
LILE, DEREK L. 
Method and Apparatus for Semiconductor Profiling 


Using an Optical Probe. 
PATENT-4 051 437 


78-14 20L Not available NTIS 
LILES, D. R. 


POST: A Postprocessor Computer Code for Produc- 
ing Three-Dimensional Movies of Two-Phase Flow 
in a Reactor Vessel. 
LA-NUREG-6954-MS 


LILES, WILLIAM C. 


Multidomain Algorithm Evaluation. Volume I. 
AD-A054 357/9G! 78-17 171 PC A12/MF A01 


Multidomain Algorithm Evaluation. Volume Il. 
AD-A054 358/7GI 78-17 171 MF AO1 


LILHOLT, H. 


Creep Properties of Discontinuous Fibre Com- 
posites with Partly Creeping Fibres. 
RISO-M-1936 78-09 


LILIENFELD, PEDRO 


Development and Fabrication of 
Fibrous Aerosol Monitor (FAM), 
PB-280 126/4Gi 78-16 148 PC AOS/MF A01 


LILIENKAMP, PAUL 


Alternate Methods for Describing Physician Ser- 
vices Performed and Billed: Phase II. 
PB-280 210/6GI 78-16 6E PC AO6/MF A01 


LILJEDAHL, DOUGLAS L. 


Study of Exhaust Emissions from 1972 through 
1975 Model Year Light-Duty Vehicles in Denver. 
PB-276 967/7GI 78-10 138 PC A99/MF A01 


LILJEDAHL, DOUGLAS R. 


Evaluation of Restorative Maintenance on 1975 and 
1976 Light-Duty Vehicles in Chicago, Illinois. 
PB-284 941/2GI 78-25 13F PC A14/MF AO1 


Study of Exhaust Emissions from 1965 through 
1975 Model Year Light-Duty Vehicles in Houston, 
Chicago, and Phoenix, 

PB-274 560/2GI 78-04 


78-08 181 PC AQS/MF A01 


11D MF AO1 


a Proto pe 


13B PC A99/MF A01 


Study of Exhaust Emissions from 1966 through 
1976 Model-Year Light-Duty Vehicles in Denver, 
Chicago, Houston and Phoenix, 


PB-280 725/3GI 
LILJEQVIST, D. 


High Luminosity Electrostatic Spectrometer for 
Conversion Electron Moessbauer Spectroscopy. 
USIP-77-23 78-19 18D MF AO1 


LILLBERG, J. W. 


Scylla \V-p Computer Based on Control and Data 
Acquisition System. 
LA-UR-77-2405 


LILLE, KENNETH 


AHA (American Hospital Association) Recommends 
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Microprocessor-to-System/370 Interface. 
N78-20782/6GI 78-15 9B PC A02/MF A01 


A Video Display Interface for the LORAN-C Naviga- 
tion Receiver Development System. 
N78-26122/9GI 78-21 17G PC A02/MF A01 
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LIN, S. H. 


Optimal Artificial Aeration Design in Polluted 
Streams Receiving Thermal Discharge, 


PA-851 





PB-280 558/8GI 
LIN, S. L. 
Reprint: Velocity and Energy Relaxation of lons in 


Drift Tubes. 
AD-A058 067/0G! 


LIN, S. N. 
Reprint: Growth of Some Togaviruses in ‘Aedes al- 
bopictus’ (Diptera: culicidae) Cell Cultures. 
AD-A057 629/8GI 78-23 6M PC A02/MF A01 
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Ligand Field Parameters for Eu exp 3+ 

sub 4 (RE= Gd, Y and Lu) 
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Reprint: A Comparison of Leed Intensity Data from 
Chemically Polished and Cleaved GaAs(110) Sur- 
faces. 
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LINDBERG, G. 
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ships of Forty-One Elements in Coal from Three 
Coal-Fired Steam Plants. 

CONF-780538-3 78-25 8! 


LINDBERGH, CHARLES 
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NUREG/CR-0026 78-20 18J PC A03/MF A01 


LOWRY, L. R. 
Development of a 1000V, 200A, Low-Loss, Fast- 
Switching, Gate-Assisted Turn-off Thyristor. 
N77-31405/2GI 78-01 9A PC AO6/MF A01 
LOWRY, LARRY 
Hazard Evaluation and Technical Assistance Report 
No. TA 76-100, ASARCO, East Helena, Montana, 
PB-278 840/4GI 78-14 6J PC A02/MF A01 


Health Hazard Evaluation Determination Report 
Number 76-52-386, Westinghouse Electric Corpora- 
tion, Bloomington, Indiana, 

PB-273 735/1GI 78-03 6J PC A0Q2/MF A01 

LOWRY, LARRY K. 

Hazard Evaluation and Technical Assistance No. TA 
77-24, United States Post Office, Denver, Colorado, 
PB-278 835/4GI 78-14 6J PC AQ2/MF A01 


Health Hazard Evaluation Determination Report 

Number 76-99-397, Redfield Company, Denver, 

Colorado, 

PB-273 746/8GI 78-03 6J PC A03/MF A01 
LOWRY, R. P. 

Prediction of Fire Hazard from Fabrics and Building 

Materials. 

PB-273 977/9GI 78-03 13L PC A12/MF A01 
LOWRY, R. T. 

An Interactive Graphics System for the Reduction of 

Airborne Laser Profiles of Sea Ice. 

AD-A057 464/0GI 78-23 9B PC A03/MF A01 
LOWRY, ROGERT E. 

Reprint: Henry's Law ena Diffusion Constants of 

Viny! Chloride in Poly(vinyl Chloride) at High Tem- 

perature. 

PB-276 204/5GI 78-08 7D Not available NTIS 
LOWRY, ROBERT J. 

Rapid Biochemical Technique for Phytotoxicity 

Modes-of-Action of Herbicides. Part |. 

PB-283 155/0GI 78-21 6C PC A11/MF A01 


Rapid Biochemical Technique for Phytotoxicity 

Modes-of-Action of Herbicides. Part Il. 

PB-284 079/1GI 78-23 6C PC A07/MF AO1 
LOWY, LOUIS 

Group in Social Work with the Aged. 

HRP-0017283/3G!i 78-02 5K Not Available NTIS 
LOWY, PETER H. 

The Metabolism of Lysine in Neurospora 

AD-090 888/9GI 78-22 7D PC A02/MF A01 
LOXLEY, T. E. 

Large Scale Sample Drop Testing of Castable 

Plastic Bonded Explosives 

AD-350 648/2GI 78-11 19A PC A02/MF AO1 
LOYACANO, HAROLD A. JR. 

Excess Fishpond Nutrient Removal and Utilization 

by Waterchestnut Culture. 

PB-277 711/8GI 78-11 6F PC A04/MF A01 
LOYALKA, S. K. 

Analysis of Aerosol Particles Undergoing Gravita- 

tional Agglomeration. 

PB-278 011/2GI 78-10 181 PC AQ4/MF A01 
LOZANO, F. 

Pilot Study of Vegetation in the Alchichica-Perote 

Region by Remote Sensing 

N78-24596/6GI 78-19 8F PC AQ2/MF A01 
LOZANO H, A. E. 

Use of Satellite Images in the Evaluation of Farm- 

lands 

N78-21575/3GI 78-16 2C PC A0Q2/MF AO1 
LOZANO, PAUL A. 

Computer Simulation of Aircrew Management Poli- 

cies 

AD-A054 948/5GI 78-18 51 PC A02/MF A01 

General Strip Chart Plotting Routine. 

AD-A054 156/5GI 78-17 9B PC A02/MF A01 
LOZAR, CHARLES C. 


Establishing Habitability Factors for the Design of 
Office Environments, 


AD-A056 463/3GI 78-21 SE PC A02/MF A01 
LOZHKIN, O. V. 
Angular Correlations of Low-Energy Charged Parti- 


cles in Nuclear Disintegrations by High-Energy 
Protons. 


JINR-1-8830 78-23 20H PC A02/MF A01 
LOZINSKII, M. G. 


Metallography of Metal Solidification - High-Tem- 


perature Metallography (Vysokotemperaturnaya 
Metallografiya)--Translation. 
PB-280 770-T/GI 78-17 11F PC A02/MF A01 


PA-872 


LOZOVIK, V. 


Some Methods of Processing Experimental Data in 
the Determination of a Diffusion Coefficient (O 
Nekotorekh Sposobakh Obrabotki Eksperimen- 
tal'nekh Dannekh po Opredeleniu Koeffitsienta Dif- 
fuzii)--Translation. 

PB-280 766-T/GI 78-17 11F PC A03/MF AO1 


LOZOVSKII, S. H. 


Possibilities of Heating Plasmas with the Aid of 

Helical RF Fields with Frequencies Less Than the 

lon Cyclotron Frequency. 

LA-tr-77-41 78-01 201 PC A02/MF A01 
LTTERST, R. F. 

Bbc Users Manual. 

UCID-17124(Rev.1) 78-15 18F PC A03/MF A01 
Lu, D0. Y. 

Determining Stiffness Coefficients and Elastic 

Moduli of Pavement Materials from Dynamic Deflec- 

tions. 

PB-274 239/3GI 78-04 13B PC A06/MF A01 
LU, F.P.S. 

Management and the Medical Profession. 

HRP-0024538/1GI 78-21 6E Not Available NTIS 
LU, JAMES C. S. 


Characterization of Confined Disposal Area Influent 
and Effluent Particulate and Petroleum Fractions. 
AD-A056 371/8GI 78-21 13B PC A09/MF A01 


A Study of Leachate from Dredged Material in 
Upland Areas and/or in Productive Uses. 
AD-A056 897/2GI 78-22 13B PC A20/MF A01 


LU, KEH-SHEW 
Failure Prediction for an On-Line Maintenance 


System in a Poisson Shock Environment. 
AD-A057 446/7GI 78-23 9B PC A04/MF A01 


LU, M.S. 

Space-Time Analysis of Void Reactivity Feedback in 

Boiling Water Reactors. 

BNL-NUREG-23501 78-22 181 PC A07/MF A01 
LU, MING-WEI 

Subset Selection Procedures for Restricted Families 

of Probability Distributions. 

AD-A047 944/4GI 78-06 12A PC A03/MF A01 
LU, P. W. T. 

Electrochemical--Ellipsometric Studies of Oxide 

Films Formed on Nickel During Oxygen Evolution. 

BNL-23207 78-06 11F PC AQ2/MF A01 
LU, PAI-LIEN 

The Effects of Physical and Chemical Processes on 

Two-Phase Detonations, 

AD-A056 464/1GI 78-21 19A PC A02/MF A01 


LU, S.C. H. 
Plane Strain Large Deformation Analysis of Thin 


Cylindrical Shell Subject to External Pressure. 
UCID-17567 78-07 20K PC A02/MF A01 


Safety Margins of Containment Structures under 

Impulsive Loading. 

UCRL-80626 78-22 18! PC A02/MF A01 
Lu, Ss. Y. 

Error-Correcting Parsing for Syntactic Pattern 

Recognition 

AD-A046 605/2GI 78-03 9B PC A14/MF A01 
LU, SHIN-YEE 


Reprint: A Clustering Procedure for Syntactic Pat- 
terns. 


AD-A054 869/3GI 78-18 98 PC A02/MF A01 


Reprint: A  Sentence-to-Sentence Clustering 
Procedure for Pattern Analysis. 
AD-A057 667/8GI 78-23 5G PC A02/MF A01 


Reprint: Stochastic Error-Correcting Syntax Analy- 
sis for Recognition of Noisy Patterns. 
AD-A052 973/5GI 78-15 9D PC A02/MF A0O1 


LU, T.-M. 


Phase Transitions in the Chemisorbed Layer 
W(110)p(2x1)-O as a Function of Coverage: |. Ex- 
perimental. 

AD-A053 454/5GI 78-16 7D PC A03/MF AO1 


LU, T.S. 


The Origin of Biological Macromolecules on the 
Earth. The Hypothesis of Inorganic Template. 
N78-12648/9GI 78-07 6C PC A02/MF A01 


LUBALIN, JAMES 


Development of a Data Base to Determine the Im- 
pact of PSRO Concurrent Review on Hospital 
Utilization. 

PB-277 039/4GI 78-10 6E PC A08/MF A01 


Evaluation of the National Center for Alcohol Edu- 
cation: An Assessment of NIAAA Training Resource 
Development Efforts in the Context of a Compara- 
tive Analysis of Other Federal Training Systems. Ex- 
ecutive Summary, 

PB-282 554/5GI 78-20 5K PC A03/MF A01 


Evaluation of the National Center for Alcohol Edu- 
cation: An Assessment of NIAAA Training Resource 
Development Efforts in the Context of a Compara- 
tive Analysis of Other Federal Training Systems. 
Final Report, 

PB-282 555/2GI 78-20 5K PC A09/MF A01 


LUBANS, JOHN 


Reference Statistics. 1975-1976. An Analysis and 
Recommendations, 
ED-139 408 78-18 5B Not available NTIS 


LUBCHENKO, A. F. 


Neutron Scattering by Crystals in an External Alter- 
nating Field. Canonical Transformation Method. 
KIYI-76-18 78-18 18F MF AO1 


LUBECK, OLAF M. 


Divergent Initialization Experiments Using a Spec- 
tral Model. 
AD-A045 559/2GI 78-01 4B PC AOS/MF A01 


LUBECK, OLAF MARTIN 


Divergent Initialization, Experiments Using a Global 
Primitive, Equation Spectral Model. 
AD-A047 122/7GI 78-04 4B PC AO5/MF A01 


LUBELL, A. 


Hydrodynamic Self-Noise Measurements. Part Ill (A). 
Two-Channel on Board-Analyzer Technique 
AD-098 097/9GI 78-21 19H PC AO6/MF AO1 


LUBELL, M. S. 


Development of Large Superconducting Magnets 
for Fusion Reactors. 
CONF-771056-2 78-12 18A PC A02/MF A01 


Experimental Studies of Electron impact Depopula- 
tion of Excited States of Atoms: Application to 
Laser Development for Fusion and Isotope Separa- 
tion. Progress Report, January 1, 1977--December 
31, 1977. 

COO-4199-1 78-20 7D PC A02/MF AO1 


Letter Report for the Superconducting Magnet 
Development Program, April 1, 1977--June 30, 1977. 
ORNL/TM-6059 78-13 18A PC A02/MF A01 


Letter Report for the Superconducting Magnet 
Development Program, June 1, 1976--October 1, 
1976. 

ORNL/TM-5820 78-02 18A PC A02 


Magnetics and Superconductivity Section Annual 
Progress Report for Period Ending December 31, 
1976. 

ORNL/TM-5922 78-01 18A PC A03/MF A01 


Measurement of Spin-Exchange Effects in Electron- 
Hydrogen Collisions: Impact lonization, 
AD-A046 768/8GI 78-03 7D PC A02/MF A01 


Operating Experience with the Polarized Electron 
Gun at SLAC. 
SLAC-PUB-1902 78-17 20G PC A0Q2/MF AO1 


Reprint: Polarized Electrons. 
AD-A046 767/0GI 78-03 7D PC A03/MF A01 


LUBIC, RUTH WATSON 


Alternative Patterns of Nurse-Midwifery Care: |. The 
Childbearing Center. A Demonstration Project in 
Out-of-Hospital Care. Il. The Consumer - Profes- 
sional Balance. 

HRP-0018091/9GI 78-10 6E Not Available NTIS 


Developing Maternity Services Women Will Trust. 
HRP-0018010/9GI 78-08 6E Not Available NTIS 


Effect of Cost on Patterns of Maternity Care. 
HRP-0017736/0G!I 78-05 6E Not Available NTIS 


LUBIN, A. 


Reprint: Exercise and Sleep Loss: Effects on 
Recovery Sleep. 
AD-A047 700/0G! 78-05 6S PC A02/MF A01 


Reprint: Hail Sleep: Goodbye REM and Slow Wave 
AD-A047 701/8G! 78-05 6S PC A02/MF A01 


LUBIN, ARDIE 


Reprint: The Rapid Eye Movement Cycle is a Sleep- 
Dependent Rhythm. 
AD-A045 579/0GI 78-01 6P PC A02/MF A01 


Reprint: Variations in Sleep Schedules 
AD-A048 381/8GI 78-07 5J PC AQ2/MF A01 


LUBIN, HENRY 


Dental Program in the Health Service 
HRP-0024944/1GI_ 78-20 6E Not Available NTIS 


LUBIN, L. STEVEN 


How We Serve the Elderly in Nursing Homes and 
Hi-Rise Apartments. 
HRP-0025330/2GI 78-21 60 Not Available NTIS 


LUBIN, MOSHE J. 


New Laser Concepts in the Visible, UV, and Soft X- 
Ray Region. 
AD-A048 269/5G! 78-06 20E PC A06/MF A01 


LUBINSKY, A. R. 


Reprint: Low-Energy-Electron-Diffraction Analysis 
of the Atomic Geometry of ZnO (101-bar 0) 





AD-A046 719/1GI 
LUBITZ, JAMES 

Cost-Sharing and Prior Authorization Effects on 
Medicaid Services in California. Part |: The 
Beneficiaries’ Reaction. 

HRP-0014887/4GI 78-05 6E Not Available NTIS 
Cost-Sharing and Prior Authorization Effects on 
Medicaid Services in California. Part Il: The Pro- 


vider's Reaction. 
HRP-0014888/2GI 


LUBKIN, ELIHU 


Mu Decay with Nonconservation of Parity 
AD-130 251/2GI 78-22 20H PC A02/MF A01 


LUBKOWITZ, J. A. 
Positive Pressure Columns 


Cleanup or Chromatography. 
SRO-854-17 78-07 14B PC A02/MF A01 


Preparation and Characterization of Glass Beads for 
Use in Thermionic Gas Chromatographic Detectors. 
SRO-854-15 78-13 148 PC A02/MF A01 


LUBLINER, JACOB 


Cylindrical Wave in a Viscoelastic Solid 
AD-294 918/8GI 78-14 20L PC A02/MF A01 


LUBMAN, D. 


Reprint: Comparison of Microphone Traverse and 

Microphone Array for Determining Space Average 

Sound Pressure Level in a Reverberation Room. 

PB-282 003/3GI 78-19 14B Not available NTIS 
LUBYANYI, V. Vv. 


System for Rapid Testing Scintillation Counter 
Telescopes. 
KFTI-76-3 


LUCACCINI, LUIGI F. 


Application of Adaptive Decision Aiding Systems to 
Computer-Assisted Instruction. 
AD-A055 657/1GI 78-20 5I 


LUCANTONI, DAVID M. 


On the Merits of an ‘Approximation’ to the Busy 
Period of the GI/G/1 Queue. 
AD-A054 885/9GI 78-18 


LUCANTONI, DAVID MICHAEL 


Numerical Methods for a Class of Markov Chains 

Arising in Queueing Theory. 

AD-A055 946/8GI 78-20 
LUCAROTTI, RICHARD L. 


Drug Therapy Review in a Skilled Nursing Facility: 
An Innovative Approach. 
HRP-0019085/0GI 78-01 


LUCAS, B. 


Study of a Fission Neutron Detector and Application 
to the Measurement of the -S -U exp 1 Am Fission 
Cross-Section. 
CEA-N-1968 


LUCAS, BRUCE D. 


Computer Science and Technology: The Design and 
Implementation of the National Bureau of Stan- 
dards’ Network Access Machine (NAM). 

PB-282 510/7GI 78-19 9B PC A04/MF A01 


LUCAS, CHARLES M. 


Analysis of the Relative Movement Test by a Method 
of Individual Interviews 
AD-010 966/0GI 78-14 5! PC A02/MF A01 


The Factorial Composition of the Relative Move- 
ment Test 
AD-023 795/8GI 


LUCAS, E. J. 


Design Study of Toroidal Magnets for Tokamak Ex- 

perimental Power Reactors. 

ORO-5152-1 78-05 
LUCAS, F.G. 

Transient Combustion in Solid Propellant Cracks. 

AD-A048 978/1GI 78-08 211 PC A03/MF A01 
LUCAS, G.B. 

The Reactions of Free Radicals in Solution 

AD-041 051/4GI 78-18 70 PC A03/MF A01 
LUCAS, GARY L. 

An Investigation of Operational Decision Aids. 

AD-A047 147/4GI 78-04 15G PC A06/MF A01 
LUCAS, H. F. JR. 

Alpha Scintitiation Radon Counting. 

CONF-770581-1 78-07 18D PC A03/MF A01 
LUCAS, J. 

Theoretical and Experimental Evaluation of Waste 

Transport in Selected Rocks: 1977 Annual Report of 

LBL Contract No. 45901AK. Waste Isolation Safety 


Assessment Program: Collection and Generation of 
Transport Data 
LBL-7022 


78-03 208 PC A02/MF A01 


78-05 6E Not Available NTIS 


Used for Solvent 


78-10 


18D MF A01 


PC A04/MF A01 


12B PC A02/MF A01 


12A PC A06/MF A01 


60 Not Available NTIS 


78-17 18D MF AO1 


78-16 5J PC A0Q3/MF A01 


18A PC A18/MF AO1 


78-25 18G PC A06/MF A01 


LUCAS, J. G. 


Acoustic Evaluation of a Novel Swept-Rotor Fan. 
N78-24897/8GI 78-19 20A PC A02/MF A01 


LUCAS, J. R. 
Design Optimization in Underground Coal Systems. 


Interim Report, July--September 1977. 
FE-1231-10 78-25 8! PC A04/MF A01 


Design Optimization in Underground Coal Systems. 

Interim Report, October--December 1976. 

FE-1231-7 78-06 8! PC A03/MF A01 
LUCAS, JAMES B. 

Health Hazard Evaluation/Toxicity Determination 

Report 72-80-130, Owens-illinois Glass Company, 

Hapeville, Georgia, 

PB-276 846/3GI 
LUCAS, JAMES R. 

Land Classification of South-Central lowa from 

Computer Enhanced Images. 

E78-10005 78-05 8B PC AOS/MF A01 


Land Classification of South-Central lowa from 

Computer Enhanced Images. 

E78-10058 78-09 8B PC A13/MF A01 
LUCAS, KENNETH R. 

Submanifolds of Dimension n-1 in en with Normals 

Satisfying a Lipschitz Condition 

AD-131 797/3GI 78-16 12A PC A04/MF AO1 
LUCAS LUYCKX, H. J. B. 


Post-irradiation Examination of the VIPAC Fuel As- 
semblies IFA-104 and IFA-203, Irradiated in the Hal- 
den Boiling Water Reactor. 
ECN-8 

LUCAS, M. 


Ultrasonic Spectral Analysis Application to Granular 
Composite Materials Nondestructive Testing. 
CEA-CONF-3691 78-02 110 MF A01 


Using Geochemistry to Assess the Extent and 
Frequency of Phenomena of the Oklo Type. 
LA-tr-77-40 78-03 8G PC A02/MF A01 


LUCAS, MARY JO 


Analysis of Federal Regulations Related to Aging: 
Legislative Barriers to Coordination under Title Ill. 
SHR-0001310 78-04 5K PC AOS/MF A01 


LUCAS, R. E. 


Material-Energy Requirements in Alternative Dairy 
Farming Systems, 
PB-283 483/6GI 78-22 2B PC A02/MF AO1 


Soil Carbon Dynamics and Cropping Practices, 
PB-283 703/7GI 78-20 2D PC A03/MF AO1 


LUCAS, R.M. 


Azimuthal rotations of balloons used as stable plat- 
forms for meteorological and astronomical observa- 
tories. 

AD-426 834/8GI 


LUCAS, ROBERT 


Soil Organic Matter Modification, 
PB-283 602/1GI 78-22 8M PC A02/MF AO1 


LUCAS, WILLIAM A. 


Serial Experimentation for the Management and 
Evaluation of Communications Systems, 
AD-A054 184/7GI 78-17 178 PC AQ2/MF A01 


LUCAS, WILLIAM F. 


Discrete Partition Function Games. 
AD-A045 611/1GI 78-01 12B PC A02/MF A01 


Models in Game Theory. 
AD-A045 610/3GI 78-01 


LUCAS, WILLIAM J. 
The Department of Defense's Alternate Energy Pol- 


78-09 6J PC A02/MF A01 


78-01 18J MF AQ1 


78-01 1C PC A03/MF A01 


12B PC A04/MF A01 


icy. 
AD-A058 200/7GI 
LUCATORTO, T. B. 


Reprint: Core-Excited Molecular States: Theoretical 
and Experimental Investigation of the Li2 Molecule. 
PB-281 975/3GI 78-18 7D Not available NTIS 


Reprint: Laser Excitation and lonization in a Dense 
Li Vapor: Observation of the Even-Parity, Core- 
Excited Autoionizing States. 

PB-282 198/1GI 78-19 7D Not available NTIS 


LUCCI, A. D. 


Advanced Coal Fueled Combustor/Heat Exchanger 
Technology Study. Quarterly Technical Progress 
Report No. 1. 

FE-2612-4 78-13 21B PC A03/MF A01 


Advanced Coal Fueled Combustor/Heat Exchanger 
Technology Study. Quarterly Technical Progress 
Report No. 2, June 1--August 31, 197. 

FE-2612-8 78-13 21B PC A04/MF A01 


Advanced Coal Fueled Combustor/Heat Exchanger 
Technology Study. Quarterly Technical Progress 
Report No. 3, September 1--November 30, 1977. 

FE-2612-10 78-26 108 PC A04/MF A01 


78-24 10A PC AOS/MF A01 


LUCKIE, P. T. 


Hydrogen Turbine Power Conversion System As- 

sessment. 

N78-20621/6GI 
LUCE, BRYAN R. 


Smoking and Alcohol Abuse -- A Comparison of 

Their Economic Consequences. 

HRP-0024785/8GI 78-20 5C Not Available NTIS 
LUCE, R. G. 


CDIF Combustor instrumented Test Section. Final 

Report. 

TID-27147 
LUCE, R. S. 


An Investigation of the Reduction of Carbon Diox- 

ide in a Silent Electric Discharge. 

N78-25767/2GI 78-20 7D PC A04/MF A01 
LUCENET, G. 

Seismic Analysis for the SUPER-PHENIX Reactor. 

CEA-CONF-3749 78-08 181 MF A01 
LUCERO, E. F. 


Experimental Investigations at Mach 0.8 of the Sta- 
bility and Control Characteristics of Missile Con- 
figurations with Wraparound Surfaces. 

AD-A048 849/4G! 78-08 160 PC A05/MF A01 


LUCHINI, J. R. 


Definition of Tire Properties Required for Landing 

System Analysis. 

N78-21326/1GI 
LUCHT, P. H. 


Multiperipheral Ring Dynamics and a Definition of 

the Complete Twisted Reggeon Loop. 

LBL-6199 78-20 20H PC A07/MF A0O1 
LUCHT, ROY A. 


Reprint: Temperature Dependence of Vibrational 
Relaxation in the HF-DF, HF-CO2, and DF-CO2 
Systems. ll. 
AD-A055 336/2G! 
LUCIA, A. C. 


Stress Wave Emission: A Bibliographical Survey No. 


78-15 10B PC AQ8/MF A01 


78-03 108 PC A08/MF A01 


78-16 1C PC A03/MF A01 


78-20 7D PC A02/MF A01 


1. 
EUR-5616 78-23 148 PC A05/MF A01 


Stress Wave Emission: A Bibliographical Survey No 
2 


EUR-5617 
LUCIA, EMMANUEL A. 


A Study of Laser Absorber IR282 in Plastic and 
Liquid Media. 
AD-A047 381/9G! 


LUCIANO, LANI 


Hospice Care -- A Truce in the Struggle Against 
Death. 
HRP-0026049/7G! 


LUCIER, E. 


The FAA Concept for a Beacon Collision Avoidance 
Systems (BCAS). Volume |. Executive Summary, 
AD-A056 930/1G! 78-22 10 PC AO5/MF A01 


LUCIER, GEORGE W. 


Reprint: Toxicological Assessment of Hex- 
achlorobipheny! Isomers and 2,3,7,8- 
Tetrachlorodibenzofuran in Chicks. Il. Effects on 
Drug Metabolism and Porphyrin Accumulation, 
PB-280 006/8GI 

78-16 6T (Order as PB-280 001, MF A01) 


Reprint: Toxicological Assessment of Hex- 
achloronipheny! Isomers and 2,3,7,8- 
Tetrachlorodibenzofuran in Chicks. Il. Effects on 
Drug Metabolism and Porphyrin Accumulation, 
PB-279 178/8GI 
78-14 6T 


LUCIUS, J. L. 


Compendium of Energy-Dependent 
Profiles for the TRX-2 Thermal Lattice. 
ORNL-5336 78-17 18K PC AQ8/MF A01 


LUCKHARDT, S.C. 


Observation of Superdense Megavolt lon BEAMS in 
a Long-Pulse Magnetically Insulated Diode. 
TID-28243 78-21 20G PC A02/MF A01 


LUCKIE, P. T. 


Developing/Modifying Coal Grinding Procedures 
and Equipment to Produce Predictable Size Dis- 
tributions During Coal Preparation. Annual Progress 
Report, September 1976--September 1977. 

FE-2475-13 78-25 81 PC A12/MF AO1 


Developing/Modifying Coai Grinding Procedures 
and Equipment to Produce Predictable Size Dis- 
tributions During Coal Preparation. Monthly 
Progress Report, August 1977. 

FE-2475-12 78-09 8! PC A04/MF AO1 


Developing/Modifying Coal Grinding Procedures 
and Equipment to Produce Predictable Size Dis- 
tributions Ouring Coal Preparation. Quarterly 
Progress Report, September--December 1976. 

FE-2475-3 78-07 81 PC A04/MF AO1 


78-08 148 MF A01 


78-05 20E PC A02/MF A01 


78-22 6E Not Available NTIS 


(Order as PB-279 175, MF A01) 
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Developing/Modifying Coal Grinding Procedures 
and Equipment to Produce Predictable Size Dis- 
tributions During Coal Preparation. Quarterly 
Progress Report, January--March 1977. 

FE-2475-6 78-06 81 PC A06/MF A01 


poveceaneoaing Coal Grinding Procedures 
and Equipment to Produce Predictable Size Dis- 
tributions During Coal Preparation. Quarterly 
Progress Report, April--June 1977. 
FE-2475-10 78-13 81 PC A04/MF A01 
LUCKMAN, WILLIAM 
Problem Assessment Report; A Compilation of In- 
dividual Reports Submitted by Subcommittees: Soil 
Erosion, Livestock Waste, Pesticides, Fertilizer, and 
Forestry and Fruit, 
PB-279 375/0GI 78-16 138 PC A08/MF A01 
LUCKOW, W. 


Evaluation of Coal Feed Systems Being Developed 
by the Energy Research and Development Adminis- 
tration. 

JPL-77-54 78-12 7A PC A07/MF A01 


Evaluation of Coal Feed Systems Being Developed 
by the Energy Research and Development Adminis- 
tration. 


N78-12419/5GI 78-07 8| PC A07/MF A01 
LUCKRAFT, DOROTHY 

Black Awareness -- Implications for Black Patient 

Care. 

HRP-0023312/2GIi 78-16 5K Not Available NTIS 
LUCKRING, J. M. 

Theoretical and Experimental Analysis of Longitu- 

dinal and Lateral Aerodynamic Characteristics of 


Skewed Wings at Subsonic Speeds to High Angles 
of Attack. 


N78-13015/0GI 78-08 1A PC A05/MF A01 


Theoretical Estimation of the Transonic Aerodynam- 

ic Characteristics of a Supercritical-Wing Transport 

Model with Trailing-Edge Controls. 

N78-30056/3GI 78-25 1A PC A03/MF A01 
LUCOVSKY, G. 


Optical Probes of the Lattice Dynamics of Graphite. 

COO-2126-38 78-15 20L PC AQ2/MF A01 
LUCY, M. H. 

Molded Composite Pyrogen Igniter for Rocket Mo- 
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Energy Balance in Large Tokamak Facilities. 
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JINR-R-10-9325 


LYSNE, M. C. 
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MAAG, W. 


A Comparative Study of the Unified System for 
Orbit Computation and the Flight Design System. 
N78-15157/8GI 78-10 22B PC A04/MF A01 


A Survey of Rounding Effects in Floating-Point 
Arithmetic 


N78-14848/3GI 78-09 9B PC A04/MF A01 
Unified System for Orbit Computation (USOC). 


Volume 2: Orbits in the Solar System. 
N78-11168/9GI 78-06 22C PC A03/MF A01 


MAC, E. 


MAARSCHALK, W. 
Study of On-Board Computer Systems for Long 
Lifetime Satellites. Volume 3: Processing Systems. 
Main Options. 
N78-13761/9GI 78-08 9B PC A02/MF AO1 


Study of On-Board Computer Systems for Long 

Lifetime Satellites. Volume 4: Processing Systems. 

Further System Definition. 

N78-13762/7GI 78-08 9B PC A07/MF A01 
MAARTENSSON, A. G. 

Prototype for Heat Pump Suitable for Use in Cattle 


Houses. 
STU-75-5816 


MAAS, R. 
Beam Monitors in the Switch-Yard and 500 Emin 
Hall: A Preliminary Appraisal. 
interiko-77/2 78-06 20G MF A01 


Low Power (< 25KW) Collimators. 
Interiko-77/3 78-06 20G MF A01 


MAATSCH, JACK L. 
A Study of Simulation Technology in Medical Edu- 


cation. Appendix D: An Annotated Bibliography. 
ED-148 395 78-26 5!i Not available NTIS 


MABBUTT, GLORIA D. 
Federal and State Mandates: Their Impacts on 


Local Governments, 
PB-282 185/8GI 


MABBUTT, RICHARD 
Federal and State Mandates: Their Impacts on 


Local Governments, 
PB-282 185/8GI 78-19 5A PC A03/MF A01 


Financing Local Government in Idaho: Current Pat- 
terns, Future Alternatives and Fiscal Impacts, 
PB-282 188/2GI 78-19 5D PC A09/MF A01 


Issues in Local Government Reorganization, 
PB-282 068/6GI 78-19 5A PC A02/MF A01 


Major Forces Shaping Idaho's Future: The Potential 
Impacts on Local Government, 
PB-282 384/7GI 78-19 5D PC A03/MF A01 


MABEE, NANCY B. 


Review of Downtown People Mover Proposals: 
Preliminary Market Implications for Downtown Ap- 
plications of Automated Guideway Transit, 

PB-281 068/7GI 78-18 13B PC A07/MF A01 


MABEY, DENNIS G. 
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MAP3S: Studying the Transport, Transformation, 
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70 MF AO1 


\FVE-OMVT-76-9 78-20 9B MF A01 
Programming Nonstandard Equipment for Middle 


Class. 
IFVE-OMVT-76-26 
MAKSIMOV, L. A. 
Kinetics of Pores Coalescence in a Crystal with 
Dislocations under Conditions of Volumetric 


Generation of Point Defects. 
1AE-2493 


MAKSYUTENKO, B. P. 


Delayed Neutron Spectrometer Characteristics. 

FEI-683 78-20 18D MF A01 

He exp 3 Spectrometer with High Resolution. Part 

1. Demands of the Spectrometer Electronics. 

FEI-555 78-20 18D MF AO1 
MAL’KEVICH, N. V. 


Study of Yttrium Hydroxide Formation. 
ORNL-tr-4538 78-13 70 PC A02/MF A01 


Thermographic Study of Some Basic Salts of Scan- 
dium and Yttrium. 
ORNL-tr-4539 


MAL’KOV, V. V. 
Induced Radioactivity of Building and Structural 


Materials in the 680 MeV Synchrotron Hall. 
JINR-R-16-8899 78-08 20G MF A01 


MAL’TSEV, A. A. 
Optical System for Detection of a Synchrotron 
Radiation in the Infrared Range. 
JINR-13-9663 78-23 20G PC AQ2/MF A01 
MAL’TSEV, I. G. 


System for RF Power Input to URAL-30 Proton 

Linac Cavities. 

LA-tr-78-41 
MAL’TSEV, I. M. 


Developing an Apparatus to Clear the Solutions Be- 

fore Extractive Reprocessing of Lwr Fuel Elements. 

KFK-tr-517 78-10 148 MF A01 
MAL’TSEV, V. K. 

Integral Formulation of the Mach Principle in a 

Conformally Flat Space. 

JINR-E2-9722 


MAL'TSEV, V. M. 


Hadron Multiple Production as the Markov Process 
on the Longitudinal Rapidity. 
JINR-R2-9719 


MAL'TSEVA, M. M. 
Determining the Total of Rare-Earth Elements of the 


Y-Subfamily and Thorium in Biological Material. 
ORNL-tr-4502 78-15 6R PC AO2/MF A01 


Solubility of Certain Thorium-Containing Sub- 
stances in Media Resembling Physiologic Fluids. 
ORNL-tr-4503 78-15 6R PC A02/MF A01 


MALACHOWSKI, M. 
Acquisition Logistics Handbook for Deputy Program 


Managers for Logistics, 
AD-A051 983/5GI 


MALAGISI, CARMEN S. 


Electronically Scanned Microstrip Antenna Array. 
PATENT-4 053 895 78-04 9E Not available NTIS 


MALAKHOV, S. G. 


Symposium on Environmental Transport and Trans- 
formation of Pesticides: Joint U.S.-U.S.S.R. Project 
02.03-31, ‘Forms and Mechanisms by Which Pesti- 
cides and Chemicals are Transported’, 

PB-280 714/7GI 78-17 2A PC A11/MF A01 


MALAN, O.G. 


How to Use Transparent Diazo Colour Film for In- 
terpretation of LANDSAT Images. 
N77-31473/0GI 78-01 14E PC A03/MF AO1 


MALANDRINOS, H. J. 


Microwave Radiometry Project. 
AD-895 930/6GI 78-19 148 PC A09/MF A01 


MALANG, S. 


PEW: A Fortran !V-Program for the Calculation of 
Physical Material Properties for LWR-Fuel Rods and 
Its Simulators. 

KFK-EXT-7/76-1 


MALANOSKI, STANLEY B. 


Theory and Design Data for Continuous-Film Self- 

Acting Journal Bearings of Finite Length 

AD-248 483/0GI 78-01 13! PC A04/MF A01 
MALASHENKO, A. M. 


Investigation of the Mutagenic Effect of Small 
Doses of Diethylsulfate in Laboratory Mice by the 
Method of Specific Loci. 

ORNL-tr-4426 78-06 6T PC AQ2/MF A01 


MALAVAL, C. 


Device for Thermal Shielding of a Reactor Vessel. 
ANL-Trans-1121 78-16 181 PC A02/MF AO1 


78-10 9B MF A01 


78-13 18J MF A01 


78-13 7D PC A02/MF A01 


78-25 20G PC A02/MF A01 


78-08 20J MF A01 


78-08 20H MF A01 


78-13 15E MF AO1 


78-08 18J MF A01 


MALEWSKI, R. 


MALAVIYA, B. K. 


Trace Element Analysis of Fuel Cycle Effiuents. 
Quarterly Progress Report No. 1, for Period Ending 
November 30, 1977. RPI Research Project No. 
JBES3. 

TID-28403 


MALAY, JOACHIM 


Experimental Studies of an Annular Jet 
AD-245 059/1GI 78-11 1C PC AQ4/MF A01 


MALBON, R. M. 


Reprint: GaAs F.E.T.S. with Silicon-Implanted Chan- 
nels. 
AD-A052 511/3GI 78-14 9A PC A02/MF A01 


Reprint: lon-Implanted Silicon Profiles in GaAs. 
AD-A052 510/5G! 78-14 20L PC A02/MF A01 


MALCHOW, HARVEY L. 


Study of Radiative Transfer 
mospheres. 
AD-A057 359/2G! 


MALCOLM E, S. J. AND 


Possible octahedral coordination of silicon and ger- 
manium by nitrogen in phtholocyanin derivatives. 
AD-456 777/2GI 78-01 7C PC A02/MF A0O1 


MALCOLM, R. C. 


Development of Standard Methods of Testing and 
Analyzing Fatigue Crack Growth Rate Data. 
AD-A058 320/3G! 78-24 11F PC A12/MF A01 


MALDAGUE, R. 


Financing Aspects of the Investments for the Con- 
struction of a Nuclear Power Program. 
INIS-mf-3901 78-19 5C MF AQO1 


MALDONADO, F. 


Composite Postshot Fracture Map of Pahute Mesa, 
Nevada Test Site, June 1973--March 1976. Special 
Studies-95. 

USGS-474-243 78-07 8G PC A02/MF A01 


Explosion-Induced Fractures of Selected An- 
nounced Underground Nuclear Tests, Yucca Flat, 
Nevada Test Site, Nevada, January Through 
December 1975. 

USGS-474-234 78-03 15F PC A06/MF A01 


Results from Fault-Monitoring Stations on Pahute 
Mesa, Nevada Test Site, from July 1973 Through 
December 1976. 

USGS-474-242 78-05 8G PC A04/MF A01 


MALDONATO, EUGENE D. 


Pilot Training Simulator. 
PAT-APPL-840 201/GI 
78-07 


78-19 13B PC A02/MF AO1 


in Scattering At- 


78-23 4A PC A03/MF AO1 


14B PC A02/MF A01 
MALE, LARRY 


Time Series Experiments for Studying Plant Growth 
Response to Pollution. 
PB-282 885/3GI 


MALEK, ROGER 


Factors Involved in the Use of University Research 
by State and Local Governments; an Exploratory 
Study of the Uses of Science in the Public Sector. 

PB-280 916/8GI 78-17 5A PC AQS/MF AO1 


Increasing the Capacity of State Governments to 
Access and Use Scientific, Engineering, and 
Technical Resources. An Assessment of the Study 
Phase of the National Science Foundation's State 
Science, Engineering, and Technology Program, 

PB-285 755/5GI 78-24 5A PC AO5/MF AO1 


MALEKZADEH, M. 


Powder Metallurgical Processing of Magnetostric- 
tive Materials Based on Rare Earth-liron intermetal- 
lic Compounds. 

LBL-7347 78-18 


MALENBAUM, WILFRED 


World Demand for Raw Materials in 1985 and 2000, 
PB-277 707/6GI 78-11 8! PC A08/MF A01 


MALENCHANKA, A. F. 


Effect of Uranium Intoxication on the Course of Au- 
toimmune Allergic Orchitis in Rats. 
UCRL-Trans-4583 78-25 6E PC A02/MF A01 


MALENCHENKO, A. F. 


Possibilities of Using Auto-Anitbody Formation for 
Evaluating the Activity of Tissues and the Distribu- 
tion Kinetics of Uranium in an Organism During 
Uranium Poisoning. Final Report for the Period 15 
February 1972--14 October 1975. 

(AEA-R-1199-F 78-10 6R MF AO1 


MALENFANT, R. E. 


Experimental Program to Validate Analyses of Ac- 
celerator Breeder Concepts. 
LA-UR-77-2552 78-18 20G PC A03/MF A01 


MALEWSKI, R. 


Optical Methods of Electrical Measurement at High 
Voltage Levels. 
PB-282 879/6GI 


78-20 6F PC A03/MF A01 


13H PC AQ6/MF AO1 


78-21 14B Not available NTIS 


PA-893 





MALEY, GLADYS FELDOTT 
Metabolic Effects of Thyroid Hormones in Vitro. li. 
Influence of Thyroxine and Tri-lodothyronine on 
Oxidative Phosphorylation 
AD-022 548/2GI 78-21 


MALEY, M. P. 


LASL Nb sub 3 Ge Conductor Development. Eighth 
Quarterly Progress Report, July 1--September 30, 


1977. 
LA-7037-PR 78-14 9A PC A02/MF AO1 


LASL Nb sub 3 Ge Conductor Development. Ninth 
Quarterly Progress Report, October 1--December 
31, 1977. 


LA-7204-PR 78-22 20L PC A02/MF A01 

Las!i Nb sub 3 Ge Conductor Development. Progress 

Report, April 1--June 30, 1977. 

LA-6963-PR 78-13 9A PC A03/MF A01 
MALEY, R. 


Earthquake Recordings on or Near Dams, 

PB-285 867/8GI 78-26 13B PC A07/MF A01 
MALEY, S. W. 

Radiation from a Circular Bend between Two 

Discontinuities in Open Wave Guiding Structures. 

AD-A047 525/1GI 78-05 9A PC A03/MF A01 
MALHERBE, A. 

Realization of Multi-Layers of Multi-Dielectric Thin 

Films in the 1700 to 2500 A Band. 

LA-tr-78-44 78-25 20F PC A02/MF A01 
MALHOTRA, RAMESH 


Market Potential for Coals of the Illinois Basin. 
PB-281 323/6GI 78-18 5C PC A04/MF A01 


MALHOTRA, SURESH 


The Impact of Rising Unemployment on the Loss of 
Job-Related Health insurance Coverage. 
PB-276 150/0GI 78-09 5C PC A12/MF A01 


MALIA, JAMES F. 


Standard Modular Power Supplies for Avionics. 
AD-A057 159/6GI 78-22 10B PC A06/MF A01 


MALICKA, T. 


An EMC Analysis of the Proposed ASDE-3 Airport 
Surface Detection Equipment Radar. 
AD-A054 607/7GI 78-17 171 PC A04/MF AO1 


MALIK, C. 


On the Installation, Operation, Data Reduction, and 
Maintenance of VHF Electronic Polarimeters for 
Total Electron Content Measurements. 

AD-A047 037/7GI 78-04 4A PC A04/MF AO1 


MALIK, DENNIS F. 


Storage Reliability Missile Materiel Program. 
Storage Reliability Summary Report. Volume Ii. 
Electromechanical Devices. 

AD-A053 408/1GI 78-16 16D PC A06/MF AO1 


Storage Reliability of Missile Materiel Program, Ac- 
celerometer Analysis. 
AD-A053 412/3GI 78-16 160 PC A02/MF A0O1 


Storage Reliability of Missile Materiel Program, 
Electronic Vacuum Tube Analysis. 
AD-A053 402/4GI 78-16 16D PC A03/MF A01 


Storage Reliability of Missile Materiel Program, 
Gyroscope Analysis. 
AD-A053 411/5GI 78-16 160 PC A03/MF A01 


Storage Reliability of Missile Materiel Program. Mis- 
sile Materiel Reliability Prediction Handbook - Parts 
Count Prediction. 

AD-A053 403/2GI 78-16 160 PC A16/MF A01 


Storage Reliability of Missile Materiel Program, 
Monolithic Bipolar SSI/MSI Digital and Linear In- 
tegrated Circuit Analysis. 

AD-A053 415/6GI 78-16 160 PC A06/MF AO1 


Storage Reliability of Missile Materiel Program, 
Relay analysis. 
AD-A053 413/1GI 78-16 160 PC A04/MF AO1 


Storage Reliability of Missile Materiel Program. 
Storage Reliability Analysis Summary Report. 
Volume |. Electrical and Electronic Devices. 

AD-A053 405/7GI 78-16 160 PC A15/MF A01 


6A PC A02/MF A01 


Storage Reliability of Missile Materiel Program. 
Storage Reliability Summary Report. Volume IV. 
Ordnance Devices. 
AD-A053 406/5GI 


78-16 21H PC A04/MF A01 


Storage Reliability of Missile Materiel Program. 
Storage Reliability Summary Report. Volume V. Op- 
tical and Electro-Optical Devices. 

AD-A053 407/3GI 78-16 160 PC A03/MF A01 


Storage Reliability of Missile Materiel Program, 
Switch Analysis. 
AD-A053 414/9GI 


MALIK, J. 


Multicell Fluidized-Bed Boiler Design, Construction 


and Test Program. interim Report, July 1974--June 
1975. 
FE-1237-38 


78-16 16D PC A03/MF AQ01 


78-07 13A PC A11/MF A01 


PA-894 


Multicell Fluidized-Bed Boiler Design, Construction, 
and Test Program. Interim Report, July 1975--June 
1976. 

FE-1237-56 


78-12 13A PC A14/MF A01 


MALIK, N. 


Application Analysis of Solar Total Energy to the 
Residential Sector. Quarterly Technical Status Re- 
port, April 1--June 30, 1977. 

TID-28103 78-14 13A PC A10/MF A01 


Application Analysis of Solar Total Energy to the 
Residential Sector. Quarterly Technical Status Re- 
port, October 1--December 31, 1977. 

TID-28104 78-15 10B PC A13/MF A01 


MALIK, N. J. 


Automated Instrumentation for Air Infiltration Mea- 
surements in Buildings. 


PB-277 322/4GI 78-11 7D Not available NTIS 


MALIK, N. K. 


Passive Nutation Dampers for Spinning Satellites. 
N78-23131/3GI 78-18 22A PC A03/MF A01 


MALILA, W. A. 


Investigation of Techniques for Inventory Forested 
Regions. Volume 1. Reflectance Modeling and Em- 
pirical Multispectral Analysis of Forest Canopy 
Components. 


E78-10046 78-07 2F PC AOS/MF A01 


MALILA, WILLIAM A. 


Investigation of Techniques for inventorying 
Forested Regions. Volume 2. Forestry Information 
System Requirements and Joint Use of Remotely 
Sensed and Ancillary Data. 

E78-10047 78-06 2F PC A07/MF A01 


Investigations of Spectral Separability of Small 
Grains, Early Season Wheat Detection, and Mul- 
ticrop Inventory Planning. 

E78-10015 78-06 2C PC AO5/MF A01 


MALIN, M. C. 


Report of the Terrestrial Bodies Science Working 
Group. Volume 2: Mercury. 
N77-34075/0GI 78-04 3B PC A03/MF A01 


Report of the Terrestrial Bodies Science Working 
Group. Volume 3: Venus. 
N77-34076/8GI 78-04 3B PC A03/MF A01 


Report of the Terrestrial Bodies Science Working 
Group. Volume 4: The Moon. 
N77-34077/6GI 78-04 3B PC A03/MF A01 


MALIN, MARILYN H. 


Sharks and Survival. Appendix. A List of Shark At- 
tacks for the World, 


AD-445 220/7GI 78-14 6G PC A04/MF A01 


MALIN, MORTON 


A Bibliometric Study of the Review Literature. 
PB-283 780/5GI 78-23 5B PC AO06/MF A01 


MALIN, PATRICIA A. 


Development and Application of Operational 
Techniques for the Inventory and Monitoring of 
Resources and Uses for the Texas Coastal Zone. 
Volume 1. Text. 


E78-10042 78-08 8F PC A13/MF A01 


MALINA, JOSEPH F. JR. 


Establishment of Operational Guidelines for Texas 
Coastal Zone Management: Water Needs and 
Residuals Management. 


PB-282 156/9GI 78-17 138 PC A0S/MF A02 


MALINAUSKAS, A. P. 


Fission Product Behavior in LWRs. Quarterly 
Progress Report, October--December 1977. 
ORNL/NUREG/TM-186 


78-20 18F PC A03/MF A01 


Fission Product Bshavior in the Peach Bottom 
HTGR. 


CONF-770929-6 78-08 18G PC A02/MF A01 


Quarterly Progress Report on Fission Product 
Behavior in LWRS, April--June 1977. 
ORNL/NUREG/TM-139 

78-07 18G PC A03/MF A01 


Quarterly Progress Report on Fission Product 
Behavior in LWRS, July--September 1977. 
ORNL/NUREG/TM-170 


78-14 18F PC A03/MF AO1 


Surface Area-Burnoff Correlation for the Steam-- 
Graphite Reaction. 
LA-UR-77-1956 


78-09 18J PC A02/MF A01 


MALING, G. C. JR. 


Physical Acoustics, 


AD-439 505/9Gi 78-16 20A PC A02/MF A01 


MALININ, L. K. 


Body Temperature of the Burbot. 
ORNL-tr-4453 78-07 6C PC A02/MF A01 


individual Differences in the Swimming Capability 
of Carp and the Effect of Starvation on It. 
ORNL-tr-4452 78-07 6C PC A02/MF A01 


Question of the Spatial Organization of a Group of 
Fish During Swimming. 
ORNL-tr-4451 78-07 6C PC A02/MF A01 


Swimming Speed of Salmo Salar During Fresh 

Water Anadromous Migration. 

ORNL-tr-4454 78-06 6C PC A02/MF A01 
MALINOVSKY, K. 

Propagation of the TE10 and TE20 Modes in Circu- 


larly Bent Waveguides of Rectangular Cross Section 
AD-148 294/2GI 78-22 9A PC A02/MF A01 


MALINOVSKY, K.V. 


Propagation in Inhomogeneously Filled Waveguides 
AD-057 862/5GI 78-21 20N PC A04/MF A01 


MALINOW, M. R. 


Enhancement of Cholesterol Combining Properties 
of Saponins. 
PAT-APPL-865 985/G! 78-14 7C PC A02/MF A01 


MALINOWSKI, M. E. 
Isotope Effect in the Pumping of Hydrogen by 


Titanium Thin Films. 
SAND-77-8669 


MALKEMES, LOIS C. 


Resocialization: A Model for Nurse Practitioner 
Preparation. 
HRP-0017815/2GI 


MALKIN, M.S. 


Investigation of Underwater Television for Mine 
Hunting 
AD-028 905/8GI 


MALKOV, V. V. 


Neutron Irradiation Effects on the Microhardness 
and Electrical Resistance Changes in Molybdenuin 
and TSM-6 Alloy. 

NIIAR-P-10(276) 78-21 


MALKUS, BOBBY L. 


Respiratory Care at Home. 
HRP-0023004/5G! 78-17 6E Not Available NTIS 


MALKUS, JOANNE 


Tropical Meteorology Observational Studies of 
Tropical Clouds. Results of 1956 Caribbean Aircraft 
Expedition. 

AD-214 094/5GI 


MALKUS, JOANNE S. 


Cloud Patterns in Hurricane Daisy, 1958 
AD-232 742/7GI 78-13 4B PC A04/MF AO1 


On the Heat Balance and Maintenance of Circula- 
tion in the Trades 
AD-094 491/8GI 78-22 4B PC A02/MF AO1 


On the Structure of the Trade Wind Moist Layer 
AD-121 519/3GI 78-10 48 PC AQS/MF A01 


On the Structure of Trade-Wind Air Below Cloud 
AD-108 219/7GI 78-02 4A PC A03/MF A01 


The Slopes of Cumulus Clouds in Relation to Exter- 
nal Wind Shear 
AD-013 746/3GI 


MALKUS, JOANNE STAR 


Marine Meteorology: An Example of an Orographic- 
Corivection Cell in the Trade-Wind Region 
AD-035 713/7GI 78-21 48 PC A03/MF AO1 


MALKUS, JOANNE STARR 


Aeroplane Studies of Trade Wind Meteorology 
AD-053 343/0G! 78-21 4B PC A02/MF AQ1 


Marine Meteorology 
AD-039 932/9G! 78-21 4B PC A02/MF A01 


Marine Meteorology: Concerning the Structure of 
Some Cumulus Clouds Which Penetrated the High 
Tropical Troposphere 

AD-028 035/4GI 78-21 4B PC A03/MF A01 


Marine Meteorology. On the Formation and Struc- 

ture of Downdrafts in Cumulus Clouds 

AD-038 106/1GI 78-21 4B PC A02/MF A01 

Marine Meteorology: The Erosion of Cumulus 

Towers 

AD-025 260/1GI 78-21 4B PC AQ4/MF A01 

Observational Studies of the Air Flow over Nan- 

tucket Island During the Summer of 1950 - Papers 

in Physical Oceanography and Meteorology 

AD-004 132/7GI 78-18 48 PC A03/MF A01 
MALKUS, W. 

Atlantis Cruise 198 and Caryn Cruise 78 - a Drift 

Study of the Gulf Stream 

AD-056 869/1GI 78-14 8C PC A02/MF A01 


MALKUS, W.V.R. 


The Combined Bear-Caryn Cruise of July 20 to 26, 

1952 

AD-009 366/6GI 
MALKUS, WILLEM V.R. 


Discrete Transitions in Turbulent Convection 
AD-088 694/5GI 78-22 8C PC A02/MF A0O1 


78-08 18A PC A02/MF A01 


78-07 6E Not Available NTIS 


78-16 17H PC A02/MF A01 


11F MF AO1 


78-11 48 PC A06/MF A01 


78-18 4B PC A02/MF A01 


78-18 8C PC A02/MF A01 





MALL, S. 
Dynamic Photoelastic and Dynamic Finite Element 


Analyses of Dynamic Tear Test Specimens. 
AD-A049 780/0G! 78-09 11B PC A03/MF A01 


Dynamic Photoelasticity and Dynamic Finite Ele- 
ment Analyses of Polycarbonate Dynamic Tear Test 
Specimens. 

AD-A049 681/0GI 78-09 111 PC A03/MF A01 


A Numerical Dynamic Fracture Analyses of Three 

Wedge-Loaded DCB Specimens. 

AD-A046 599/7GI 78-03 20K PC A02/MF A01 

Rapid Crack Propagation and Arrest in Polymers. 

AD-A046 623/5GI 78-03 111 PC A02/MF AQ1 
MALL, W. 


Intelligence Security Subsystem. 
AD-A054 508/7GI 78-17 98 MF AQ1 


MALLARD, GAIL E. 
Methane in Lake Erie: Analysis of Mechanisms of 


Production and of Amounts Produced. 
PB-277 981/7GI 78-12 6M PC A08/MF AO1 


MALLAVARPU, R. 
Lower Hybrid Emission Diagnostics on the NASA 
Lewis Bumpy Torus. 
N78-19938/7GI 78-14 201 PC A02/MF AO1 
Microwave Radiation Measurements Near the Elec- 


tron Plasma Frequency of the NASA Lewis Bumpy 
Torus Plasma. 
N78-27914/8GI 


MALLEDANT, CLAUDE 


Selected Bibliography of Educational Materials: 

Maghreb, Algeria, Libya, Morocco, and Tunisia. 

Volume 9, Number 3, 1975--Translation. 

PB-276 197-T/GI 78-08 Si PC AQ3/MF A01 
MALLEN, J. 

Configuration Studies 

AD-147 928/6GI 
MALLET, JOHN D. 


Multidomain Algorithm Evaluation. Volume Il. 
AD-A054 358/7GI 78-17 171 MF AO1 


MALLET-PARET, JOHN 


Reprint: Buckling of Cylindrical Shells with Small 
Curvature. 


AD-A058 292/4GI 78-24 20K PC A02/MF A01 

Reprint: Integral Averaging and Bifurcation. 

AD-A057 582/9GI 78-23 12A PC A03/MF A01 
MALLETT, GORDON M. 


New Systems Can Mean Real Savings -- Part 2, 
Preadmission Testing, Concurrent Review and Out- 
patient Surgery. 

HRP-0025569/5GI 78-23 6E Not Available NTIS 


Potential Cost Savings Due to Use of Contemporary 
Technology in a Hospital Setting. 
HRP-0019706/1GI 78-22 5C 


MALLETT, JOHN D. 
Multidomain Algorithm Evaluation. Volume |. 
AD-A054 357/9GI 78-17 171 PC A12/MF A01 
MALLETT, RUSSELL L. 
Hydrostatic Extrusion. 
AD-A052 056/9GI 
MALLEY, ARTHUR 


Normal and Abnormal Aspects of Immunologic 
Regulation. 
AD-A053 329/9GI 


MALLEY, BARBARA 


Use of Trichloroethylene for Charge Control in MOS 
Oxides. 
AD-A045 714/3GI 


MALLICK, JOHN 


Development and Qualification of the 40NS 4500 
XM-24 Rocket Engine. 
AD-504 273/4GI 


MALLICK, M. JOAN 


Do Nursing Educators Preach What They Want 
Practiced. 
HRP-0019838/2GI 


MALLIK, K. 


Human Rehabilitation Techniques, A Technology 


Assessment. Volume Ill, Part B, Supplemental Re- 
port: Contract Papers, 
PB-277 283/8GI 


MALLIK, KALISANKAR 


Micrographics Technology: Training Manual for Vo- 

cational Rehabilitation and Industries. 

PB-283 057/8GI 78-21 5i PC A11/MF A01 
MALLIKARJUNARAO, C. 

Steering Controllability Characteristics. 

PB-280 688/3GI 78-17 13F PC A09/MF A01 


78-23 201 PC A02/MF A01 


78-11 1C PC A02/MF A01 


PC A04/MF A01 


78-13 13H PC AO8/MF A01 


78-15 6E 


PC A03/MF A01 


78-01 


7C PC A02/MF AO1 


78-16 21H PC A02/MF A0O1 


78-15 5! Not Available NTIS 


78-10 5i PC A10/MF AO1 


MALLING, H. V. 
Literature Survey of Bacterial, Fungal, and Droso- 
phila Assay Systems Used in the Evaluation of 
Selected Chemical Compounds for Mutagenic Ac- 
tivity. 
ORNL/EMIC-9 
MALLING, JUDITH 
Investigation of Selected Potential Environmental 
Contaminants: Nitroaromatics. 
PB-275 078/4GI 78-05 13B PC A99/MF A01 
MALLING, L. 
Measuring Low Magnetic Fields 
AD-021 087/2GI 78-16 4A PC A07/MF AO1 
MALLNER, C. 
USAF Terrestrial Energy Study. Volume lil. Part 2. 


Energy Conversion Systems Handbook. 
AD-A057 252/9GI 78-22 108 PC A21/MF A01 


MALLOCK, I. 
LSSA (Low-Cost Silicon Solar Array) Project. 
N78-19614/4GI 78-14 10B PC A04/MF A01 
MALLORY, FRANK B. 
The indentification of a steroid synthesized by the 


protozoan, Tetrahymena pyriformis. 

AD-469 957/5GI 78-01 6A PC A02/MF A01 
MALLORY, H. DEAN 

Function and Safety Tests of NOS-365 Monopropel- 

lant. 

AD-B018 583/5GI 


MALLORY, K. B. 


Applications of Microprocessors in Upgrading of 
Accelerator Controls. 
SLAC-PUB-1897 


Two 
SLAC. 
SLAC-PUB-1895 


MALLORY, M. L. 


Heavy lon Source Support Gas Mixing Experiments. 
CONF-770313-12 78-02 20G PC A02/MF A01 
Method of Enhancing Cyclotron Beam Intensity. 
PATENT-4 055 782 
78-18 20G Not available NTIS 
MALLORY, MICHAEL J. 
A Digital Model of the Floridan Aquifer, North 


Tampa, Florida. 
PB-274 315/1GI 


MALLORY, WILLIAM R. 
Dynamic Evaluation of Experimental integral Fuel 


Tank Sealants. 
AD-A053 335/6GI 


MALLOV, JOSEPH S. 
A Cross-Sectional Epidemiologic Survey of Vinyl 


Chicride Workers, 
PB-274 193/2GI 


MALLOVE, E. 
Density and Shape Factor of Sodium Aerosol. Final 
Report, October 1, 1975--January 31, 1977. 
COO-2803-4 78-02 181 PC A03/MF A01 
MALLOVE, E. F. 
A Bibliography on the Search for Extraterrestrial In- 


telligence. 
N78-21019/2GI 


MALLOW, WILLIAM A. 
The Use of Sodium Silicate and Sulphur as a Dust 


Palliative. 
AD-848 460/2GI 


MALLOY, GLENN T. 
The Rate of Reaction of Nitrogen with Hafnium 


Metal 
AD-122 545/7GI 


MALLOY, JOHN C. 


Toxicity Study in Rats Dosed with Diisopropyl 
Methylphosphonate (DIMP) in Their Drinking Water 
for 26 Weeks. 

AD-A054 733/1GI 


MALLOY, LEON 


Report on the Plant Evaluation at Fishing Bridge 
Wastewater Treatment Plant, Yellowstone National 
Park. 


PB-278 177/1GI 78-12 138 PC A03/MF AO1 
Report on the Plant Evaluation at Old Faithful 
Wastewater Treatment Plant - Yellowstone National 
Park. 

PB-277 743/1GI 


MALLOY, MICHAEL H. 


Determination of Newborn Special Care Bed 


Requirements by Application of Queuing Theory to 
1975-1976 Morbidity Experience. 


HRP-0025413/6GI 78-21 6E Not Available NTIS 
MALLOY, R. J. 
Acoustic Retrieval of Seafloor Geotechnics. 


78-16 6T PC AOQS/MF A01 


78-02 19A PC A03/MF A01 


78-17 20G MF AO1 


Microcomputer-Controller Applications at 


78-17 20G MF A01 


78-04 8H PC A03/MF A01 
78-15 


11A PC A02/MF A01 


78-04 6J PC A03/MF A01 


78-15 22A PC A07/MF A01 
78-13 


13B PC AOS/MF AO1 


78-10 7D PC A02/MF A01 


78-17 6T PC A03/MF A01 


78-11 13B PC AQ2/MF A01 


MALONE, THOMAS B. 


AD-A050 884/6GI 78-11 8G PC A03/MF A01 


Acoustic Siting and Verification of the Holding 

Capacity of Embedment Anchors. 

AD-A058 713/9GI 78-25 13J PC A02/MF A01 
MALM, HARRY M. 

Systems Can Reduce Costs, But Need Incentives for 


Future Development. 
HRP-0017452/4G! 


MALM, ROBERT E. 


Synchronizer for Frequency Hopping Receiver. 
PATENT-4 023 103 78-10 9E Not available NTIS 


MALMAN, J. 


Terminal Interface Message Processor. User's Guide 
to the Terminal IMP. Revision. 
AD-A047 041/9GI 78-04 


MALMBERG, E. W. 


Large-Scale Samples of Sulfonates for Laboratory 
Studies in Tertiary Oil Recovery: Preparation and 
Related Studies. Monthly Report for September 
1977. 

FE-2605-1 


MALMBORG, P. 


Labelling of Macromoleculear Carbohydrates by 
Means of ‘Hot Atom’ Reactions. 
GwiI-R-10-76 78-09 7D MF A01 


Production of Carrier-Free exp 28 Mg and exp 24 
Na by 50-180 Mev Protons on Si, P, S, Cl, AR and K. 
Excitation Functions and Chemical Separation. 

GWI-R-5/76 78-08 18B MF A01 


MALMGREN, BJORN 


Reprint: Correspondence Analysis: Applications to 
Biological Oceanographic Data, 
PB-285 501/3GI 


MALMOVIST, L. 


Summary of Personnel Doses and Discharge of 
Radioactivity at Swedish Nuclear Power Plants 
1971-1975. 

SSI-1976-038 78-09 6R MF AO1 


Theoretical Study of the Possibilities for Localiza- 
tion of Anomalous Density Distribution in Rock by 
Means of Underground Cosmic Ray Muon Intensity 
Measurements. 
LUIP-7703 


MALMUTH, NORMAN D. 
A Computational Model for Three-Dimensional In- 


compressible Small Cross Flow Wall Jets. 
AD-A048 450/1G! 78-07 1A MF A01 


MALOCHA, DONALD CHESTER 
Capacitive Tap Weight Network Surface Acoustic 


Wave Transducers. 
AD-A056 199/3G! 


MALON, D. M. 
CONTOUR.BLACKBOX: A Contour Mapping Pro- 


gram. 
ANL-AMD-TM-277 


MALONE, C.P. 


Magnetic Susceptibility Measurements of Single 
Small Particles 
AD-253 506/0GI 


MALONE, DENNIS 


Laser Induced Thermoelastic Response of Circular 
Plates. 
AD-A047 489/0G! 


MALONE, J. R. JR. 


Development of Information on Pesticides Manufac- 
turing for Source Assessment. 
PB-283 051/1GI 78-21 


MALONE, MICHAEL P. 


Gallatin Canyon Study. The Gallatin Canyon and the 
Tides of History, 
PB-278 557/4GI 


MALONE, PHILIP G. 


Evaluation of Ultraviolet/Ozone Treatment of Rocky 
Mountain Arsenal (RMA) Groundwater (Treatability 
Study). 

AD-A052 339/9G! 


MALONE, T. 


Transport and Transfer Rates in the Waters of the 
Continental Shelf. Annual Report. 

COO-2185-19 78-13 8A PC A10/MF AQ1 

MALONE, THOMAS 8B. 

Cold Regions Human Factors Engineering. Part |. 
Test Procedures. 

AD-A051 732/6G! 78-13 SE PC A21/MF A01 
Cold Regions Human Factors Engineering. Part Il. 


HEDGE. 
AD-A051 733/4G1 


Human Factors 
Procedures. 
AD-A051 481/0GI 


78-07 6E Not Available NTIS 


17B PC A04/MF A01 


78-13 81 PC AQ2/MF A01 


78-23 8A PC A02 


78-09 8i MF A01 


78-21 


9A PC A0S/MF AO1 


78-10 98 PC A02/MF A01 


78-13 


14B PC A02/MF A01 


78-05 20K PC A05/MF A01 


6T PC A18/MF AO1 


78-13 5K PC AQ2/MF A01 


78-14 7A PC A03/MF A01 


78-13 SE PC A07/MF AO1 
Engineering. Part |. Test 


78-12 SE PC A16/MF A01 


PA-895 





Human Factors Engineering. Part '!. HEDGE. 
AD-A051 482/8GI 78-12 5E PC A07/MF A01 


MALONE, THOMAS C. 
The 1976 ‘Ceratium tripos’ Blocm in the New York 
Bight: Causes and Consequences. 
PB-286 740/6G! 78-26 8A PC A02/MF A01 
MALONEY, CHARLENE B. 


NIOSH Publications Catalog, 1970-1977, 
PB-276 675/6GI 78-09 6J PC A04/MF A01 


MALONEY, FRANK E. 


The National Flood Insurance Program Revisited - 
An Updated Model Ordinance for Implementation of 
Its Land Management Criteria, 

PB-280 483/9GI 78-15 5D PC A03/MF AO1 


MALONEY, JAMES D. 
A Technology Assessment of Biological Substitutes 
for Chemical Pesticides. 
PB-284 990/9GI 78-25 6F PC A18/MF AO1 
MALONEY, K. L. 
Noncatalytic NO/sub X/ Removal with Ammonia. 
Final Report. 
EPRI-EM-735 78-23 13B MF A01 


Reference Guideline for industrial Boiler Manufac- 


turers to Control Pollution with Combustion Modifi- 
cation. 
PB-276 715/0GI 


MALONEY, M. T. 


Applications for South Carolina's Wetlands of a 
General Model of Efficient Solutions to Externali- 
ties. 

PB-277 705/0GI 


MALONEY, MICHAEL T. 
An Economic Investigation of State and Local Ju- 


diciary Services, 

PB-278 390/0GI 
MALONEY, SHEILA 

Health Maintenance Organization Laws -- A Na- 

tional Overview. 

HRP-0900173/6GI 78-17 6E PC A07/MF A01 
MALONEY, TERRENCE M. 

Reprint: The Effects of Using Long Breathing Hoses 


Upon Mask Pressure 
AD-A052 207/8G! 


MALOOF, F. 


Zero Gravity and Cardiovascular Homeostasis. The 
Relationship Between Endogenous Hyperprolac- 
tinemia and Plasma Aldosterone. 

N78-22705/5GI 78-17 6S PC A02/MF A01 


MALOTA, F. 


Calculations of the Optical Properties of Laser-In- 
duced Plasmas in Solid Bodies Berechnungen der 
Optischen Ejigenschaften von  Laserinduzierten 
Plasmen bei Festkoerpern. 

N78-18943/8GI 78-13 201 


MALOTT, v. P. 
Potential Producibility and Recovery of Natural Gas 
from Geopressured Aquifers of the Cenozoic Sedi- 
ments of the Gulf Coast Basin. Final Report. 
FE-2025-3 78-25 81 PC A03/MF A0O1 
MALOUF, ROBERT E. 
Food Consumption and Growth of Larvae of the 
Pacific Oyster, ‘Crassostrea gigas’ (Thunberg) in a 


Constant Flow Rearing System, 
PB-284 766/3GI 


MALOV, L. A. 
Fragmentation of Single-Particle States and 


Neutron Strength Functions in Deformed Nuclei. 
JINR-R4-9652 78-08 20H MF A01 


MALOVITSKII, A. YU. 
Optimization of the Transition Energy Crossing in a 


Proton Synchrotron with an Intense Beam. 

IFVE-PKU-75-81 78-10 20G MF A01 
MALOW, M. 

Evaluation of the Battelle Agglomerating Ash 


Burner High Btu Coal Gasification Process. 
ORNL/Sub-7240/1 78-26 10A PC A06/MF A01 


MALOY, J. E. 
Disaster Warning System Study Summary. 
N78-10346/2GI 78-05 17B PC A02/MF A01 
MALPASS, JOHN R. 


Rapid Rotation of the Commander: Effects on the 
Superior/Subordinate Relationships, a Contributing 
Factor to Junior Officer Dissatisfaction. 

AD-A054 181/3GI 


MALSCH, M. G. 


Export and Import Provisions for Nuclear Materials 
and Power Plants. 


AED-Cont-76-660-040 


MALSEED, ROGER T. 
Acrylonitrile. 


78-08 13A PC AOS/MF A01 


78-11 5C PC A08/MF A0O1 


78-13 5D PC A17/MF AO1 


78-13 6K PC A02/MF A01 


PC A03/MF A01 


78-24 6C PC A02 


78-17 5t PC AQ2/MF A01 


78-07 181 MF AO1 


PA-896 


PB-280 478/9GI 78-17 6T PC AO6/MF A01 


Benzidine Derived Dyes and/or Pigments. 
PB-284 854/7GI 78-25 7D PC A06/MF A01 


Nitrosamines. 
PB-280 479/7GI 
MALTE, P.C. 
Inorganic Pollutants from Pulverized Coal Com- 
bustion (A Review). 
WSS/CI-77-48 
MALTESE, J. G. 


Development of Accident Event Trees and Evalua- 

tion of Safety System Failure Modes for the Nuclear 

Ultra Large Crude Carrier (ULCC). 

PB-272 711/3GI 78-02 13J PC A08/MF AO1 
MALTESE, M. D. K. 


Diversion Path Analysis Handbook. 
Methodology. 

TID-22793/1 78-10 18J PC A0O7/MF A01 
Diversion Path Analysis Handbook. Volume Il. Ex- 
ample. 
TID-22793/2 


MALTHAN, JAMES A. 


Summary of Operations. DNA Master File of 
Ground-Shock, Air-Blast, and Structure-Response 
Data. 

AD-A053 390/1GI 


MALTHOUSE, N. S. 


INDEXGEN: Index Term Generation Heuristics. Soft- 
ware Documentation. 
ORNL/EIS-104 


MALTIN, GEOFFREY 


Extension of the Target Strength Studies, 
AD-A045 659/0GI 78-01 17A PC A03/MF A01 
MALVER, F. S. 

Application of Wind Power Systems to the Service 
Area of the Minnesota Power and Light Company. 
Final Report, Executive Summary, July 1975--Au- 
gust 1976. 
COO-2618-1(Sum.) 


MALVERN, L. E. 
Penetrator Impact Studies of Soil/Concrete. 
AD-A050 603/0GI 78-11 19A PC A12/MF A01 
MALVIK, OLAV 
Hydrogeology and Delineation of Buried Glacial 


River Valley Aquifers in Northwestern Missouri. 
PB-278 035/1GI 78-12 8G PC A04/MF A01 


MALY, M. 
Control Autocollimator with Electronic Data Read- 
ing. 
JINR-13-9440 


MALYSHENKOV, A. V. 


Secondary Electron Emission from Metals Irradiated 
by 0.4-3 Mev gamma-Quanta. 
Ri-41 

MALYSHEV, I. F. 


Investigation Results on Thermal Conditions of the 
13B1 Freon Bubble Chamber. 
NIIEFA-A-0253 78-06 18D MF AO1 


Shock Homopolar Disc Type Generator. 
NIIEFA-A-0222 78-10 108 MF AO1 
Study and Design of a Pneumatic System for the 


Pressure Change in a Bubble Chamber. 
NIIEFA-A-0214 78-19 18D MF AO1 


MALYSKA, G. 


Physical-Chemical Examination of the N203-SO3- 
H20 System. 
N78-11208/3GI 


MALYUTA, D. D. 


Effect of Electrode Processes on Characteristics of 
Pulse MHD Generators. 
(AE-2542 


MALYUZHONOK, G. P. 


Description of the Automatic Plasma Temperature 
Measuring Device. 

ERDA-tr-294 78-02 20! PC A02/Mé AO1 
System for Measuring the Local Electrical Conduc- 
tivity of Plasma. 
ERDA-tr-295 


MALZAHN, DELNO D. 


An Improved Method for Monitoring Heat Stress 

Levels in the Workplace, 

PB-273 839/1GI 78-03 6J PC A10/MF A01 
MAMANTOV, G. 

Recent 

Fluorides. 

CONF-7608110-1 
MAMANTOV, GLEB 


Anodic Stripping Voltammetry with Mercury Elec- 
trodes Potential-Step and Current-Step Methods 


78-16 6T PC AOS/MF A01 


78-18 138 PC A03/MF A01 


Volume I. 


78-10 18J PC A10/MF A01 


78-16 19D PC A10/MF A01 


78-26 9B MF A01 


78-26 10B PC A02/MF A0O1 


78-19 18D MF A01 


78-09 18H MF A01 


78-06 7D PC A0Q2/MF A01 


78-14 108 MF AO1 


78-03 10B PC A03/MF A01 


Electroanalytical Studies in Molten 


78-05 7D PC A02/MF A01 


AD-124 055/5GI 
MAMELLE, J. 


Management of 
(Fission Products). 
BNWL-tr-263 


MAMIDZHANYAN, E. A. 


Measurement of Partial Cross Sections of Interac- 
tion of Nucleons with tron Nuclei at 1-10 Tev. 
EFI-125(75) 78-10 20H MF AO1 


MAMMANO, R. A. 


Design and Fabrication of Audio Amplifier Utilizing 
Master-Slice Integrated Circuit, 
AD-A054 695/2GI 78-17 9E PC A02/MF AO1 


Microelectronic Transceiver Development Program. 
Phase |. 
AD-A054 704/2GI 78-17 


MAMMARELLA, ROBERT E. 


Gem-Chloro(Trimethyisilyl)Allyllithium: A Novel Am- 
bient Nucleophile. 
AD-A052 588/1GI 78-14 7C PC A03/MF A01 


The Reaction of 3,3-Dichloroallyitrimethylsilane with 
N-Butyllithium. 
AD-A052 145/0GI 


MAMODE, A. 


Simplified Dynamic Model of a Three-Axis Stabil- 
ized Satellite with a Two-Liquid Apogee Motor 
Modele Dynamique Simplifie d'UN Satellite Stabilise 
Trois Axes a Moteur d'Apogee Bi-Liquide. 

N77-32227/9GI 78-02 211 PC A06/MF A01 


MAMYKO, S. 


Cu IN Cu2 Se, Self-Diffusion (Samadiffuziya medi V 
Selenide medi)--Translation. 
PB-281 005-T/GI 78-18 


MANAGADZE, G. G. 


Processes of the Charge Neutralization and the 
Determination of the Rocket Potential under the 
Conditions of the Injection of a Powerful Electron 
Beam During the Araks Experiment. 

N77-32678/3GI 78-02 21C PC A03/MF A01 


MANAHAN, STANLEY E. 


Cleaning Coal with Coal: Coal Humic Acids for 
Removal of Acids, Alkali, Salinity, and Heavy Metal 
Pollutants Associated with the Use of Coal as a 
Fuel. 

PB-280 580/2GI 


MANALO, F. W. 


Reprint: Storage, Rejuvenation, and Restorage of 
Human Red Cells for Periods up to 56 Days. 
AD-A049 652/1GI 78-09 6L PC A02/MF A01 


MANARA, A. 


Simulation Possibilities of Radiation Effects in 
Glasses Used for Conditioning High Activity Waste. 
EUR-5560 78-06 18G MF A01 


MANARANCHE, J. C. 


Non-Destructive Clearance Measuring 
Joints. 
CEA-CONF-3690 


78-22 7D PC A03/MF A01 


High-Activity Nuclear Waste 


78-08 18G PC AQ2/MF A01 


17B PC A02/MF AO1 


78-13 7C PC A02/MF A01 


11F PC A02/MF AO1 


78-16 7A PC A09/MF AO1 


in Closed 


78-04 13E MF AO1 


Non Destructive Determination of the Mechanical 


Strength of a Brazed Joint with Electrical Potential 
Measurements. 
CEA-CONF-3786 


MANARD, BARBARA B. 


Quality of Care in Old Age institutions. 
HRP-0015319/7GI_ 78-03 6E Not Available NTIS 


MANARD, BARBARA BOLLING 


Better Homes for the Old. 
HRP-0016184/4GI 78-01 


MANASEVIT, H. M. 


78-02 11F MF AQO1 


6E Not Available NTIS 


Chemicai Vapor Deposition Growth. Quarterly Re- 

port No. 4. 

ERDA/JPL/95437 2-77/2 
78-05 


10B PC AO5/MF A01 


Thin Films of Gallium Arsenide on Low-Cost Sub- 
strates. Quarterly Project Report No. 1, July 5--Oc- 
tober 2, 1976. 


SAN/1202-76/1 78-05 10B PC A04/MF A01 


Thin Films of Gallium Arsenide on Low-Cost Sub- 
strates. Quarterly Project Report No. 3, January 2, 
1977--April 2, 1977. 


SAN/1202-77/2 78-09 10B PC A04/MF A01 


Thin Polycrystalline Films of Indium Phosphide on 
Low-Cost Substrates. Quarterly Report No. 1, Sep- 
tember 30, 1976--January 1, 1977. 

ALO/3727-77/1 78-09 10B PC A04/MF A01 


MANASYAN, G. G. 


Stability of Transverse Polarization of Electrons in a 
Linear Accelerator. 


EFI-169(76) 78-20 20G MF A01 





MANATT, SCOTT A. 


Design Criteria for Application of Membrane 
Nitrogen Inerting Systems to Army Aircraft Fuel 
Tanks. 

AD-A052 869/5GI 78-15 1C PC AO5/MF A01 


Design, Fabrication, and Testing of a Full-Scale 
Breadboard Nitrogen Generator for Fuel Tank Inert- 
ing Application. 
AD-A049 459/1GI 
MANCA, J. J. 


Accelerating and Focusing Structures for Pigmi. 
LA-UR-77-1545 78-07 20G PC A02/MF A01 


Some New Accelerating Structures for High Current 
Intensity Accelerators. 


LA-7157-MS 78-18 20G PC A02/MF A01 
MANCHESTER, ALDEN C. 


issues in Milk Pricing and Marketing. 
PB-281 507/4GI 78-18 28 PC A02/MF A01 


MANCHESTER, E. G. 


Use of SIMPLOTTER, a High Level Plotting System. 
1S-2305(Rev.4) 78-22 9B PC A06/MF A01 


MANCINELLI, DENNIS J. 


Wind Tunnel Experiments of the Effect of Near- 


Wake Combustion on the Base Drag of Supersonic 
Projectiles. 
AD-B009 982/0GI 


MANCINI, G. 


Quick Methods for the Study of Fatigue in Steels. 
N78-16393/8GI 78-11 11F PC AO3/MF AO1 


MANCINI, WILLIAM B. 
Digitization and Integration of Strong Motion Ac- 


celerograms. 
PB-274 281/5GI 


MANCUSO, J. F. 


Grain Boundary Cavity Growth under Applied Stress 
and Internal Pressure. 
COO-2172-18 


MANCUSO, R. L. 


Artillery Firing Accuracies for Project PASS Using 
the ARTY/GWC Method. 


AD-A049 852/7GI 78-09 19E PC A04/MF A01 


Reanalysis and Application Computer Programs for 
Improving Artillery Accuracy. 
AD-A049 565/5GI 78-09 19E MF A01 


The Relation of Oxidant Levels to Presursor Emis- 
sions and Meteorological Features. Volume Ill. Ap- 


pendices (Analytical Methods and Supplementary 
Data) 


PB-275 327/5GI 
MANCUSO, T. F. 


Study of the Lifetime Health and Mortality Ex- 

perience of Employees of ERDA Contractors. Final 

Report No. 13, August 1, 1976--July 31, 1977. 

COO-3428-8 78-15 6R PC AOS/MF A01 
MANDANIS, GEORGE P. 

Regulation and Technology Choice in Telecommu- 


nications. 
PB-277 335/6GI 


MANDARINI, P. 


Channel Model and Experimental Evaluation of Its 
Parameters by Direct Observation of the Impulse 
Response for a Line-of-Sight Radio Link. 

N78-24435/7GI 78-19 17B PC AOQ2/MF AO1 


Digital Transmission over Analog Terrestrial Radio- 
Relay Links Using Frequencies under 10 Ghz. 
N78-24436/5GI 78-19 17B PC A02/MF A01 


MANDEL, J. 


Reprint: Measurement Evaluation. 

PB-280 811/1GI 78-17 12A Not available NTIS 
Reprint: Statistics and Standard Reference Materi- 
als. 

PB-282 191/6GI 


MANDEL, L. 


Reprint: Dye Laser Statistics and the Phase Transi- 
tion. 


AD-A051 105/5GI 78-12 20E PC A02/MF A01 


Reprint: Laser Statistics and Cavity Length. 
AD-A052 958/6GI 78-15 20E PC A02/MF A01 
Reprint: Mode Competition in a Ring Laser at Line 
Center. 

AD-A052 513/9GI 78-14 20E PC A02/MF A01 


Reprint: Photoelectric Counting Measurements as a 
Test for the Existence of Photons. 
AD-A057 675/1GI 78-23 20J PC A02/MF A01 


MANDEL, MARK D. 


Analysis of Alternative Approaches to Developing 
Complying State Agency Certificate of Need Pro- 
gram -- index to State Agency C/N Provisions. Con- 
necticut Certificate of Need Compliance Workbook 
Series -- Report 4, Vol. 3. 

HRP-0900063/9GI 78-11 


78-09 1C PC A07/MF AQ1 


78-24 19A PC A04/MF A01 


78-04 13B PC A13/MF A01 


78-13 11F PC AOS/MF A01 


78-06 4A PC A18/MF A01 


78-12 17B PC A13/MF A01 


78-19 70 Not available NTIS 


6—E PC AOS/MF AQ1 


Analysis of Alternative Approaches to Developing 
Complying State Agency Certificate of Need Pro- 
gram -- Report 4 Vol. 1 -- Review of Provisions 
Relating to Minimum Federal Requirements. 

HRP-0900061/3GI 78-23 6E PC A114 


Analysis of Alternative Approaches to Developing 
Complying State Agency Certificate of Need Pro- 
gram -- Review of Additional Features Beyond 
Minimum Federal Requirements. Connecticut Cer- 
tificate of Need Compliance Workbook Series -- Re- 
port 4, Vol 2. 

HRP-0900062/1GI 78-11 6& PC A09/MF A01 


Computerized Bed Need Forecasting Model for the 
Commonwealth of Massachusetts -- 18 Population- 
Based Hospitals and Community Health Services. 

HRP-0018744/3GI 78-24 6E€ PC A03/MF A01 


Development of a Uniform Application Kit for Con- 
necticut's Certificate of Need Program. State Agen- 
cy/HSA Joint Use. Index to Contents. Connecticut 
Certificate of Need Compliance Workbook Series -- 
Report 9, Parts A-D. 

HRP-0900067/0GI 78-11 6E PC A02/MF A01 


Directory of Standards and Criteria for Project 
Review -- National Review of the State of the Art. 
Connecticut Certificate of Need Compliance Work- 
book Series -- Report 6. 

HRP-0900064/7GI 78-11 6E PC A07/MF AO1 


Institutional Planning Experience in New Jersey. A 
Preliminary View. 
HRP-0018868/0GI 78-10 6E PC A06/MF A01 


Institutional Planning in Rhode Island. A Preliminary 
View. 


HRP-0018743/5GI 78-24 6E PC AOS/MF A0O1 


Issues in Developing a Uniform Certificate of Need 
Application Kit -- A National Review and Statewide 
Survey. Connecticut Certificate of Need Compliance 
Workbook Series -- Report 9, Part A. 

HRP-0900068/8G! 78-11 6E PC A0Q2/MF A01 


Preliminary Approaches to Appropriateness Review 
Under P.L. 93-641. 


HRP-0900282/5GI 78-25 6E PC A07/MF A01 


Prototype Certificate of Need Application Forms. 
Connecticut Certificate of Need Compliance Work- 
book Series -- Report 9, Part B. 

HRP-0900069/6G! 78-11 6E PC A04/MF AO1 


Prototype Certificate of Need Program. Manual 
Guide. Connecticut Certificate of Need Compliance 
Workbook Series -- Report 9, Part C. 

HRP-0900070/4G! 78-11 6E PC A02/MF A01 


MANDEL, S. 


Consequences of Postulated Losses of LWR Spent 
Fuel and Plutonium Shipping Packages at Sea. 
PNL-2093 78-15 18G PC A06/MF A01 


MANDELBAUM, JAY 


Depot Maintenance Planning and Programming 
System - An Historical Perspective. 


AD-A045 530/3GI 78-01 13J PC A03/MF A01 


MANDELL, J. F. 


Analysis of Delamination in Unidirectional and 
Crossplied Fiber Composites Containing Surface 
Cracks. 


N78-11197/8GI 78-06 110 PC A03/MF A01 


MANDELL, M. J. 


NASA Charging Analyzer Program: A Computer 
Tool That Can Evaluate Electrostatic Contamina- 
tion. 

N78-21372/5GI 78-16 22A PC A02/MF A01 
NASCAP User's Manual. 

N78-13329/5GI 78-08 9C PC A16/MF A01 


A Three Dimensional Dynamic Study of Electrostatic 
Charging in Materials. 


N78-13328/7GI 78-08 9C PC A15/MF A01 


MANDERS, KENNETH R. 


Comprehensive Alcohol Treatment Planning, Imple- 
mentation, and Evaluation. 
HRP-0016828/6GI 78-10 6E Not Available NTIS 


MANDERSLOOT, W. G. B. 


Writing Informative Reports on Investigations in 
Science and Engineering. 
N78-24992/7GI 78-19 5B PC A04/MF A01 


MANDEVILLE, C.E. 


Annual Rept. No. 7 

AD-161 194/6GI 78-24 20H PC AQS/MF A01 
Cosmic Rays, Nuclear Physics, and Linear Accelera- 
tor Studies. 

AD-024 291/7GI 78-21 20H PC A08/MF A01 
Fourth Annual Report (Radioactivity, Dosimetry and 
Cosmic Rays) 

AD-057 522/5GI 78-21 20H PC A11/MF AO1 
(Research in Nuclear Physics and Cosmic Rays) 
AD-129 999/9GI 78-22 20H PC A11/MF A01 


Semi-Annual Rept. July 1-December 31, 1953 
(inelastic Scattering; Total Cross Section; Angular 


MANES, K. R. 


Distribution of Elastic Scattering; Inelastic Cross 
Sections; Low Voltage Accelerator; and the Reac- 
tions Ba137 (N,N') Ba137 and Hg199(N,N')Hg199) 

AD-028 528/8GI 78-21 20H PC A04/MF A01 


MANDICS, PETER A. 


Remote Sensing Wind and Wind Shear System. 
AD-A046 275/4GI 78-03 48 MF AQ1 


MANDL, INES 


Solubilization of Insoluble Matter in Nature. ll. The 
Part Played by Salts of Organic and Inorganic Acids 
Occurring in Nature 
AD-014 278/6GI 


MANDL, R. 


Safety Research Program for Light Water Reactors. 
Technical Report 2: Bmft Support Project RS 0036 
B. Reflooding Experiments with Regard to Primary 
Circuits (PKL) Instrumentation of Experimental 
Setup. 

LA-tr-77-39 78-05 181 PC A04/MF A01 


Safety Technology Research Program in the Field 
of Pressurized Water Reactors. 1. Technical Report 
on Advancement Project RS 36/2. Emergency Cool- 
ing Program Service Life Experiments: Reflooding 
Experiments Involving the Primary Loop Systems. 

LA-tr-77-44 78-05 18! PC A09/MF A01 


MANDRELL, R. E. 


Reprint: Lipopolysaccharide Serotyping of 
‘Neisseria meningitidis’ by Hemagglutination Inhibi- 


78-16 6F PC A03/MF A01 


tion. 
AD-A046 330/7G! 78-03 6M PC A02/MF AO1 


Reprint: Safety and Immunogenicity of a ‘Neisseria 
meningitidis’ Type 2 Protein Vaccine in Animals and 
Humans. 

AD-A057 542/3G! 


MANDRELL, ROBERT E. 


Reprint: Outer Membrane Protein and 
Lipopolysaccharide Serotyping of ‘Neisseria menin- 
gitidis’ by Inhibition of a Solid Phase Radioimmu- 
noassay. 

AD-A048 388/3G! 


MANDROSOYV, V. I. 
Estimation of the Density of a Latent Image using a 


Holographic Method -- Translation. 
AD-A051 100/6G! 78-12 14E PC A02/MF A01 


MANDWEWALA, N. 
Catalog of Photometric Star Boxes in the Ubv 


B1b2vig System. 
N78-31024/0GI 


MANEELY, JOHN R. 
Design of a Laboratory Data Acquisition System 
(Time Digitization System). 
AD-A055 228/1GI 78-18 98 PC A10/MF A01 


MANEGIN, YU. V. 


Temperature Conditions of the Work of Matrix dur- 
ing Hot Pressing Steels with Glass Lubricant, 
AD-A045 437/1GI 78-01 11F PC A02/MF AO1 


MANELA, ROGER 


Administrative Organization of Early and Periodic 
Screening, Diagnosis, and Treatment (EPSDT). 
HRP-0900182/7GI 78-18 5A Not Available NTIS 


Brief History of the Medicaid Early and Periodic 
Screening Diagnosis and Treatment Program 
(EPSDT). 


HRP-0900186/8GI 78-17 6E Not Available NTIS 


Child Health Information for Workers in the 
Medicaid Early and Periodic Screening Diagnosis 
and Treatment Program. 

HRP-0900184/3GI 78-18 6E Not Available NTIS 
Clients of EPSDT and Their Experience With Medi- 
cal Services. 

HRP-0900185/0G! 78-18 6E Not Available NTIS 
Delivering EPSDT Services -- Outreach and Follow- 
up in Medicaid's Program of Early and Periodic 


Screening Diagnosis and Treatment. 
HRP-0900183/5GI 78-18 6E Not Available NTIS 


Overview of the Medicaid Early and Periodic 
Screening Diagnosis and Treatment Program. 
HRP-0900187/6G!i 78-17 6E Not Available NTIS 


MANENKOV, A. A. 


Laser Destruction of Alkali-Halide Crystals. 

UCRL-Trans-11231 78-15 20F PC AQ2/MF A01 
MANES, K. 

Shiva Optical Diagnostics. 

UCRL-79776 78-14 
MANES, K. R. 

Shiva Target Alignment and Viewing Instrument. 

UCRL-80453 78-23 18A PC A02/MF A01 

Shiva Target Irradiation Facility. 

UCRL-79784 78-14 18A PC A02/MF A01 


Simple Scaling Model for Exploding Pusher Tar- 
gets. 
UCRL-79788 


78-23 6M PC A02/MF A01 


78-07 6M PC A02/MF A01 


78-25 3B PC A06/MF A01 


18A PC A02/MF A01 


78-18 18A PC A04/MF A01 


PA-897 





MANESS, M. T. 


inspector's Guide for Vehicle Emissions Control, 
PB-279 189/5G! 78-15 5i PC A06/MF A01 


Instructor's Guide for Vehicle Emissions Control 
Training. 
PB-279 190/3GI 78-15 5! PC AO5/MF A01 


Motor Vehicle Emission Control. Book Six. Spark 
Control Systems. 
PB-279 600/1GI 78-15 13B PC AQ4/MF A01 


Motor Vehicle Emissions Control. Book Five. Ex- 
haust Gas Recirculation Systems. 
PB-279 599/5GI 78-15 13B PC A04/MF A01 


Motor Vehicle Emissions Control. Book Four. Fuel 
Evaporation Control Systems. 
PB-279 598/7GI 78-15 13B PC A04/MF A01 


Motor Vehicle Emissions Control. Book One. Posi- 
tive Crankcase Ventilation Systems. 
PB-279 595/3GI 78-15 21G PC A03/MF A01 


Motor Vehicle Emissions Control. Book Seven. 
Catalytic Converter Systems. 
PB-279 601/9GI 78-15 13B PC A03/MF A01 


Motor Vehicle Emissions Control. Book Three. Air 
Injection Reaction Systems. 
PB-279 597/9GI 78-15 138 PC A03/MF A01 


Motor Vehicle Emissions Control. Book Two. Ther- 
mostatic Air Cleaner Systems. 
PB-279 596/1GI 78-15 21G PC A04/MF A01 


A Primer on Auto Emissions Systems for Home 
Mechanics. 


PB-279 831/2GI 78-15 13F PC AOS/MF A01 
Student's Workbook for Vehicle Emissions Control 
Training. 

PB-279 192/9GI 78-15 51 PC AOS/MF A0O1 


Transparency Masters for Use with Instructor's 
Guide for Vehicle Emission Control. 
PB-279 191/1GI 78-15 5i 


MANESS, S. G. 
Inflatable Liferaft Tests in the Pacific Ocean off the 
Columbia River Bar. 
AD-A055 323/0G! 78-20 6G PC A03/MF A01 


Preliminary Tests of Inflatable Liferafts for Stability 
in High Winds. 
AD-A048 722/3GI 
MANETTI, G. 
Attainment of Temperature Equilibrium in Holes 
During Drilling. 
NP-22326 78-08 81 PC A02/MF A01 
Reinjection Experiment in the Vico 1 Well. 
NP-22316 78-08 81 PC A0Q2/MF A01 
MANEVICH, MARTHA BIL 
Planning Team Programs 


Systems for Satellite Unit. 
HRP-0024924/3Gi 78-20 6L Not Available NTIS 


MANEY, HARRY 
Self-Care Program for a Group of Elderly Men Liv- 


ing in a Therapeutic Community. 
HRP-0016497/0GI 78-02 6E Not Available NTIS 


MANEY, JANICE 


Class in Creative Movement for Residents of an In- 
Hospital Halfway House within a Geriatric 
Therapeutic Community. 

HRP-0016496/2GI 78-03 6E Not Available NTIS 


MANEY, MONTE C. 


Insurance Regulations Affecting Prepaid Dental 
Care Plans -- A State-by-State Analysis. 
HRP-0900345/0G! 78-24 6E PC A10/MF AO1 


MANEY, R. T. 


Optical Fabrication of 
Glasses 
UCRL-81081 


MANFRASS, P. 


Investigation of 
Emitted in NB + 
JINR-E-7-9427 


MANFREDI, EILEEN MARSAR 


P.L. 480 Concessional Sales: History, Procedures, 
Negotiating and Implementing Agreements. 
PB-284 199/7GI 78-23 5D PC A03/MF A01 


MANG, JAMES L. 


A Study of Leachate from Dredged Material in 
Upland Areas and/or in Productive Uses. 
AD-A056 897/2GI 78-22 13B PC A20/MF AQO1 


MANGAN, D. L. 


DOE-Sponsored Evaluations of Interior Intrusion 
Detection Systems. 
SAND-77-1505C 78-22 


MANGANELLO, MICHAEL A. 


Evaluation of the CVN 68/CVN 69 Launching 
System. 
AD-A049 044/1Gi 


PC A06/MF AO1 


78-07 6G PC A03/MF A01 


Energy-Conserving 


Fluorophosphate Laser 


78-25 20E PC A02/MF A01 


Quasimolecular Kx-Radiation 
NB and Ni + Ni Collisions. 
78-04 20H MF A01 


15C PC A02/MF A01 


78-08 13J PC A04/MF A01 


PA-898 


MANGANO, G. J. 


Rotor Burst Protection Program: Statistics on Air- 
craft Gas Turbine Engine Rotor Failures That Oc- 
curred in US Commercial Aviation During 1975. 

N78-3' 105/7GI 78-26 21E PC A03/MF A01 


Rotor Burst Protection Program: Statistics on Air- 
craft Gas Turine Engine Rotor Failures That Oc- 
curred in U. S. Commercial Aviation during 1975. 

AD-A052 166/6G! 78-13 21E PC A03/MF A0O1 


MANGANO, J. A. 


One Meter KrF Laser System. 
AD-A047 684/6G! 78-05 20E 


One Meter KrF Laser System. 
AD-A051 534/6GI 78-12 20E 


Small Scale Discharge Studies. 
AD-A047 217/5GI 78-04 20E 


Small Scale Discharge Studies. 
AD-A047 218/3GI 78-04 20E 


Small Scale Discharge Studies. 
AD-A047 219/1GI 78-04 20E 


Small Scale Discharge Studies. 
AD-A047 220/9GI 78-04 20E 


Small Scale Discharge Studies. 
AD-A047 221/7GI 78-04 20E 


Small Scale Discharge Studies. 
AD-A049 551/5G! 78-09 20E PC AOS/MF A01 


Visible Laser Discharge Studies. Final Technical Re- 
port, June 1, 1976--November 29, 1977. 
COO-2922-4 78-25 20E PC A04/MF A01 


Visible Laser Discharge Studies. Quarterly Progress 
Report, December 1, 1976--February 28, 1977. 
COO-2922-1 78-25 20E PC A02/MF A01 


Visible Laser Discharge Studies. Quarterly Progress 

Report, June 1, 1977--August 31, 1977. 

COO-2922-3 78-25 20E PC A02/MF A01 

Visible Laser Discharge Studies. Quarterly Progress 

Report, March 1, 1977--May 31, 1977. 

COO-2922-2 78-23 20E PC A02/MF A01 
MANGARELLA, PETER A. 

A Two Dimensional Lake Circulation Model Using 

the Methods of Finite Elements. 

PB-279 926/0GI 78-15 8H PC A03/MF A01 
MANGASARIAN, O.L. 


Plastic Stress Concentration at a Circular Hole in an 
Infinite Sheet Subjected to Equal Biaxial Tension 
AD-209 588/3GI 78-11 20K PC A02/MF A01 


PC A05/MF A01 


PC AO6/MF A01 


PC A03/MF A01 


PC A03/MF A01 


PC A04/MF A01 


PC A03/MF A01 


PC A04/MF A01 


Stresses in the Plastic Range around Normally 
Loaded Circular Hole in an Infinite Sheet 


AD-209 589/1GI 
MANGE, J. 


Panel Discussion on Exploitation of Geothermal 
Resources in Thermal Zones. 
NP-22161 78-21 81 PC A0Q3/MF AO1 


Where Is Argentina Going in Geothermal Energy. 
NP-22124 78-14 8! Not available NTIS 


MANGEL, MARC 
Aggregation Bifurcation, 
ploited Animal Population. 
AD-A058 536/4GI 78-25 6C PC A04/MF A01 


Diffusion Theory of Reaction Rates. |. Formulation 
and Einstein - Smoluchowski Approximation. 
AD-A058 541/4GI 78-25 70 PC A04/MF A01 


Diffusion Theory of Reaction Rates. Il. Ornstein - 
Uhlenbeck Approximation. 
AD-A058 542/2GI 78-25 7D PC A03/MF A01 


On Singular Characteristic Initial Value Problems 
with Unique Solutions. 
AD-A058 535/6GI 78-25 12A PC A03/MF A01 


Oscillations, Fluctuations, and the Hopf Bifurcation. 
AD-A058 537/2GI 78-25 12A PC A03/MF AO1 
Relaxation at Critical Points: 
Stochastic Theory. 

AD-A058 540/6GI 78-25 20M PC A04/MF A01 
Stochastic Mechanics of Molecule-lon Molecule 


Reactions. 
AD-A056 227/2GI 78-21 


Uniform Treatment of 
Points. 
AD-A058 539/8G! 78-25 20M PC A04/MF A01 


MANGELSDORF, DAVID H. 


Aircrew Respiratory Protection. 
AD-842 514/2G! 78-19 158 PC A08/MF A01 


MANGELSDORFF, A. DAVID 
Problem-Oriented Medical Record (POMR) Study. 
AD-A057 264/4GI 78-23 6E PC A03/MF AO1 

MANGELSON, N. F. 

Formation and Stability of 


Aerosols. 
COO-2988-5 


78-11 20K PC A03/MF A01 


and Extinction in Ex- 


Deterministic and 


70 PC AO2/MF A01 


Fluctuations at Critical 


Sulfite Species in 


78-05 6T PC A03/MF A01 


MANGER, C. L. 


Reprint: Evidence for the Absence of Complex For- 
mation Between Oxygen and Olefins or Fluorocar- 
bons. 

PB-274 363/1GI 


MANGES, HARRY L. 


Ultimate Disposal of Beef Feedlot Wastes onto 
Land. 
PB-281 277/4GI 


MANGIACOTTI, PETER 


The Effects of the Human Body on the Patterns of 
the Manpack Transceiver Antenna. 
AD-A049 665/3G! 78-09 9E PC A02/MF AO1 


MANGIALARDI, GINO J. JR. 


Apparatus for Conditioning Seed Cotton. 
PAT-APPL-846 478/GI 78-19 2C PC A02/MF A01 


Lint Cleaning Apparatus for Automatic Control of 
Cotton Quality. 
PAT-APPL-866 077/G! 78-20 2C PC A03/MF A01 


Lint-Cotton Reclaiming Apparatus for Cotton Gins. 
PAT-APPL-806 571/GI 
78-20 131 PC A0Q2/MF A01 


Radial Electrode for Determining the Amount of 
Moisture in Seed Cotton. 
PATENT-4 068 167 78-19 2C Not available NTIS 


MANGIARACINA, R. 


Reprint on electron spin resonance absorption of 
trapped radicals in organic deposits. 
AD-451 167/1GI 77-20 7D PC A02/MF A01 


MANGIAVACCHI, A. 


Reprint: Modified Quasilinearization Algorithm for 
Optimal Control Problems with Nondifferential Con- 
straints. 

AD-A050 496/9G! 78-11 12A PC A03/MF AO1 


Numerical Determination of Minimum Mass Struc- 
tures with Specified Natural Frequencies. 
AD-A053 725/8G! 78-16 20K PC A04/MF A01 


Some Qualitative Considerations on the Numerical 
Determination of Minimum Mass Structures with 
Specified Natural Frequencies. 

AD-A053 726/6GI 78-16 20K PC A02/MF A01 


MANGO, S. A. 


Reprint: The Solar XUV He | and He Ii Emission 
Lines. Il. Intensity Ratios and Distribution Functions. 
PB-284 726/7GI 78-24 3B Not available NTIS 


MANGUM, B. W. 


Clinical Fixed Points - The Melting Point of Gallium. 
PB-277 317/4GI 78-11 68 Not available NTIS 


Reprint: The Importance of Temperature Stan- 
dardization in Medicine. 
PB-282 190/8GI 78-19 11F Not available NTIS 


Magnetic Thermometry Between 1K and 20K Using 
Neodymium Ethylsulfate. 
PB-277 313/3GI 78-11 


MANHARDT, P. D. 


Finite Element Analysis of Aeroacoustic Jet-Flap 
Flows. 


N78-13376/6GI 78-08 1A PC A04/MF A01 


Finite Element Analysis of Low Speed Viscous and 
Inviscid Aerodynamic Flows. 
N78-10029/4G! 78-05 


MANHAROT, PHILIP J. 


The Effects of Managers’ Performance Evaluation 
Policies on Subordinate Motivation in a Program of 
Management by Objectives. 

PB-274 322/7GI 78-04 5J PC A09/MF A01 


MANHEIM, LARRY M. 


Responses of Canadian Physicians to the Introduc- 
tion of Universal Medical Care Insurance: The First 
Five Years in Quebec: Volume |. Final Report and 
Executive Summary. 

PB-286 032/8GI 78-26 6E PC A22/MF A01 


Responses of Canadian Physicians to the Introduc- 
tion of Universal Medical Care Insurance: The First 
Five Years in Quebec: Volume Il. Technical Appen- 
dices. 

PB-286 033/6GI 


MANHEIMER, W. M. 


Absorption and Transformation of Electromagnetic 
Waves in the Vicinity of Electron Cyclotron Har- 
monics. 

NRL-MR-3583 78-18 201 PC A03/MF A01 


Development of High-Power, Millimeter-Wave, 
Cyclotron Masers at NRL and Its Relevance to CTR. 
AD-A046 793/6G! 78-03 18A PC A03/MF A01 


An Introduction to Trapped-Particle Instability in 
Tokamaks. 

TID-27157 78-06 18A PC E02/MF A01 
A Theory of Electron Energy Confinement in 


Tokamaks. 
AD-A049 505/1GI 


78-04 7D Not available NTIS 


78-18 2A PC AQ4/MF AO1 


20L Not available NTIS 


1A PC AOS/MF A01 


78-26 6E PC AOS/MF A01 


78-09 201 PC A03/MF A01 





A Theory of Particle and Energy Flux from the Mag- 
netic Flutter of Drift Waves. 
AD-A053 947/8GI 78-16 201 PC A02/MF A01 


Theory of Particle and Energy Flux from the Mag- 
netic Flutter of Drift Waves. 
NRL-MR-3752 78-25 20! 
MANHEIMER, WALLACE M. 
Absorption and Transformation of Electromagnetic 
Waves in the Vicinity of Electron Cyclotron Har- 
monics. 
AD-A051 938/9GI 78-13 201 PC A03/MF A01 


Cross Field Thermal Transport due to lon Acoustic 
Waves in Magnetized Laser Plasmas. 
AD-A047 818/0GI 78-06 18A PC A02/MF AO1 


The Effects of Cross-Sectional Elongation on 
Trapped Electron Modes. 
AD-A047 184/7GI 78-04 201 PC A02/MF A01 


Light Absorption by lon Acoustic Turbulence in 

Laser-Produced Plasmas. 

AD-A049 222/3GI 78-08 20! 
MANHOLD, JOHN H. 


Correlates of Peer Leadership Ratings. |. Medical 
Complaints 
AD-035 239/3G! 78-21 5J PC A02/MF A01 


The Relationship of Dental Caries to General Health 
AD-050 294/8G! 78-21 6E PC A02/MF AO1 


MANI, S. A. 


Optical Conversion Processes. 
AD-A047 213/4GI 78-04 20E 


Optical Conversion Processes. 
AD-A047 214/2GI 78-04 20E 


Optical Conversion Processes. 
AD-A049 583/8GI 78-09 20E 


MANICKAM, J. 


Comparative Numerical Studies of Ideal Mag- 
netohydrodynamic Instabilities. 
PPPL-1349 78-04 20! 


MANIKUMARAN, C. 


Reprint: The Effects of Rainfall on Trombiculid 
(Acarina: Trombiculidae) Larval Populations in 
Peninsular Malaysia. 
AD-A049 355/1GI 


PC A02/MF A01 


PC A03/MF A01 


PC A03/MF A01 
PC A04/MF A01 


PC A04/MF AO1 


PC A02/MF A01 


78-08 6C PC A02/MF A01 


Reprint: The Life History of a Colony of 
‘Leptotrombidium (Leptotrombidium) fletcheri 
(Womersley and Heaslip) Infected with ‘Rickettsia 
tsutsugamushi’. 

AD-A046 196/2GI 78-02 6M PC A02/MF A01 


Reprint: The Persistence of Naturally Formed mite 

(Acarina: Trombiculidae) Foci in Malaysia. 

AD-A049 354/4GI 78-08 6C PC A02/MF A01 
MANINGER, R. C. 


Comments on Energy Technology Transfer. 
UCRL-79627 78-01 10A PC A02/MF A01 
Early impact of Solar Energy Through Industrial Ap- 
plications. 

UCRL-79515 78-01 


MANION, RONALD 
Archaeological Investigations at 14MM26, Hillsdale 


Reservoir, Eastern Kansas, 1970. 
PB-284 039/5GI 78-23 5F PC A06/MF A01 


MANISCALCO, J. 


Civilian Applications of Laser Fusion. 
UCRL-52349 78-25 18A PC A06/MF A01 


MANISCALCO, J. A. 


Conceptual Design of a Laser Fusion Power Plant. 
UCRL-79652 78-15 18A PC A03/MF A01 


Design Studies of a Laser Fusion Power Plant. 
UCRL-80081 78-18 18A PC A02/MF A01 


Laser Driven Fusion Fission Hybrids. 
UCRL-79653 78-14 18A PC A03/MF A01 


Laser Driven Fusion Fission Hybrids. 
UCRL-79653(Rev.1) 78-16 18A PC A0Q3/MF A01 
Liquid Metal Requirements for Inertial Confinement 
Fusion. 

UCRL-80424 78-14 18A PC A03/MF A01 
Optical Design Considerations for Laser Fusion 
Reactors. 

UCRL-79990 78-13 


Reactor Concepts for Laser Fusion. 
UCRL-79654 78-13 18A PC AQ3/MF A01 


Scoping Studies of exp 233 U Breeding Fusion Fis- 
sion Hybrid. 
UCRL-80585 


MANISTA, E. J. 


Distribution of E/N and N sub E in a Cross-Flow 
Electric Discharge Laser. 
N78-14386/4GI 78-09 20E PC A02/MF A01 


A Review of the Thermoelectronic Laser Energy 


Converter (TELEC) Program at Lewis Research 
Center. 


10B PC A02/MF A01 


18A MF AO1 


78-25 18A PC A02/MF A01 


N78-21441/8GI 78-16 20E PC A02/MF A0O1 
Small-Signal Gain Diagnostic Measurements in a 
Flowing CO2 Pin Discharge Laser. 

N78-13421/0GI 78-08 20E PC A02/MF A0O1 


MANKA, MICHAEL J. 


Studies of the Flash Fire Potential of Aircraft Cabin 
Interior Materials. 


AD-A048 475/8GI 78-07 21B PC E02/MF AQ1 


MANKE, C. W. 


Numerical Simulation of Transport Processes in 
Vertical Cylinder Epitaxy Reactors. 
LBL-6902 78-13 20L PC A02/MF A01 


MANKE, J. A. 


Development of Systems and Techniques for Land- 
ing an Aircraft Using Onboard Television. 
N78-20114/2GI 78-15 1C PC A02/MF A01 


MANKE, J. W. 


A Critical Evaluation of the Predictions of the 
NASA-Lockheed Multielement Airfoil Computer Pro- 


gram. 
N78-20076/3GI 78-15 1A PC A04/MF A01 


An Improved Version of the NASA-Lockheed Mul- 
tielement Airfoil Analysis Computer Program. 
N78-20077/1Gi 78-15 1A PC A10/MF A01 


MANLEY, O.P. 


A Method of Evaluating Diffusion Coefficients in 
Crystals 
AD-248 123/2G! 78-13 20L PC A02/MF A01 


A Method of Evaluating Diffusion Coefficients in 
Crystals 
AD-248 754/4GI 


78-11 20B PC A02/MF A01 


MANLY, PETER L. 


Space Object Search and Detection Studies with a 
Ground-Based Television Sensor. 
AD-A048 040/0GI 78-06 17H PC A03/MF A01 


A Star Scene Simulator for Test and Evaluation of 
Imaging Systems Used in Point- Source Detection. 
AD-A048 201/8GI 78-06 14B PC A03/MF A01 


Test Facility for Television Sensors Applied to the 
Detection of Satellites. 
AD-A048 189/5GI 


78-06 17H PC A04/MF A01 


MANLY, R.S. 


Masticatory Function of Partial Denture Patients 
among Navy Personnel 
AD-022 655/5GI 78-21 6E& PC A0Q2/MF A01 


Measurement of Occlusal Contact Area Effective in 
Mastication, 
AD-494 006/0GI 78-20 6P PC A02/MF A01 


A Study of the Influence of Normal Variations in 
Composition of External Solutions on the Equilibri- 
um Ph of Synthetic Dental Plaques 

AD-039 761/2GI 78-21 6E PC A02/MF A01 


MANN, BRUCE J. 


Comprehensive Standards: The Power Generation 
Case, 
PB-286 024/5GI 


78-26 138 PC A1S/MF A0O1 


MANN, C. 


Energy Consumption Data Base. Volume Ill, Chapter 
2. The Mining Sector, SIC Division B. Final Report. 
TID-27983 78-13 10A MF AO1 


MANN, C. W. 


Rotary Target V-Block. 
PAT-APPL-853 676/GI 


78-10 14B PC A02/MF A01 


MANN, CECIL W. 


Catalog of Translated Material in Space Perception 
AD-076 064/5GI 78-20 5J PC A03/MF AO1 


An Examination of the Technique of Cupulometry 
AD-119 600/5GI 78-22 6P PC A02/MF A01 


Final Technical Rept 
AD-119 601/3GI 78-22 6P PC A02/MF AO1 


The Perception of the Vertical. XIII. An Investigation 
of Quadrant Differences 
AD-107 736/1GI 78-22 6P PC A02/MF A01 


The Perception of the Vertical - XIV. The Effect of 
Rate of Movement on the Judgment of the Vertical 
AD-105 716/5GI 78-22 6P PC A02/MF AO1 


The Role of Instruction in Experimental Space Per- 
ception 
AD-012 592/2GI 


78-18 Si PC AQ2/MF A01 


MANN, D. B. 


Reprint: What's New in LNG Measurement Methods 
and Instrumentation. 


PB-278 415/5GI 78-13 7D Not available NTIS 


MANN, D.E. 


Infrared Emission Spectra of Gaseous B203 and 
B202. Frequency Assignment and Thermal Func- 
tions 


AD-219 358/9GI 78-24 70 PC A02/MF A01 


MANN, JOEL B. 


MANN, D. L. 
Preliminary Evaluation of Tubular Ceramic Heat 
Exchanger Materials. Final Report. 
TID-28279 78-19 118 PC A04/MF A01 
MANN, DEAN E. 
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Reprint: On the Compatibility of X-Ray Lithography 
and SOS Device Fabrication. 
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Reprint: Radiation Dose at the Silicon-Sapphire In- 
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Reprint: Thermodynamic Considerations in the Use 
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Ambients for MOS Device Processing. 
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MAYO-WELLS, J. FRANKLIN 


Experimental Investigation of Means for Reducing 
the Response of Pressure Transducers to Thermal 
Transients. 


PB-275 452/1GI 78-09 14B PC AQ04/MF A0O1 
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PB-280 581/0GI 78-17 131 PC A04/MF A01 
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vestigation of Drill-Bit Wear. 
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Report, July 1 to September 30, 1976, 
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MAYORGA, G. D. 
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PB-275 965/2GI 78-08 6L PC A03/MF A01 
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MAYOUX, C. 


Corona Discharge and Ageing Process of an Insula- 
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N78-17316/8GI 78-12 9A PC A02/MF A01 


Study of Wool, Paper, and Polypropylene Fiber 
Transformation by Electric Discharges at High Pres- 
sure Etude de la Transformation de Fibres de 
Laines de Papier et de Polypropylene Par |'Action 
des Decharges Electriques a Haute Pression. 

N78-20346/0GI 78-15 7D PC A03/MF A01 


The Treatment of Cellulose by High Pressure 
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A Strain of Shigella Dysenteriae 1, Requiring 
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Manual and the Conduct of Test Development 
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Mathematical Simulation of Power Conditioning 
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Report on Simulation Methodology. 
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Mathematical Simulation of Power Conditioning 
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Rapport sur la Methodologie de Simulation. 
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Mathematical Simulation of Power Conditioning 
Systems. Volume 3: Simulation of Elementary Units. 
Results for Boost, Buck, Buck-Boost, Shunt PWM 
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Elementaires. Resultats Relatifs aux Boost, Buck, 
Buck-Boost, Shunt Pwm. 
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Mathematical Simulation of Power Conditioning 
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Mathematical Simulation of Power Conditioning 
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on the Variations of Electrical Conductivity. 
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PB-274 872/1GI 78-05 6J PC A07/MF A0O1 
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Crystal and Molecular 
(Ni((CH3)2C(OH)CH2COCH3)2) 
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MAZUROV, I. B. 
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1AE-2457 78-10 9E MF AO1 


MAZUROWSKI, DAVID M. 
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PB-276 783/8G! 78-09 10A PC AOS/MF A01 
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PB-276 786/1GI 78-09 10A PC AOS/MF A01 
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PB-276 781/2GI 78-09 10A PC A06/MF A01 
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PB-276 787/9GI 78-09 10A PC A08/MF A01 
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Focus for Health 
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N78-28357/9GI 78-23 9E PC AQ2/MF A01 
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Control of Discoloration in Photographic Waste 
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ORNL/MIT-240 
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AD-118 384/7GI 78-16 6C PC A02/MF A01 
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MC GRATH, JAMES J. 
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MC MATH, ROBERT R. 
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AD-118 608/9GI 78-22 3B PC A02/MF A01 
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MCADOO, S. F. 
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Creep Deformation and Rupture Behavior of Type 
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Thermal-Stress Analysis of HTGR Fuel and Control 
Rod Fuel Blocks in in-Block Carbonization and An- 
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CONF-770807-28 78-05 18) PC A02/MF A01 


Thermal Stress Analysis of HTGR Fuel and Control 
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Reprint: Treatment of Hypertension in Aviators: A 
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BNL-24369 78-26 21G PC A02/MF A01 
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SAND-77-0690 


MCALLISTER, PAUL R. 
Eleven Year Trends in Publication Rates for U.S. 
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MIELE, ANGELO 

New Techniques in Numerical Analysis and Their 

Application to Aerospace Systems. 

AD-A050 581/8GI 78-11 12A PC A03/MF AO1 
MIELKE, D.L. 
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PAT-APPL-880 000/GI 

78-14 60 PC A02/MF A01 

MIKOLOWSKY, WILLIAM T. 

The Military Utility of Very Large Airplanes and Al- 

ternative Fuels, 

AD-A053 604/5G! 78-16 1C PC A03/MF A01 
MIKSIC, TERRY LEE 

Arson: A Dilemma for the Criminal Justice System. 

AD-A053 943/7GI 78-16 5K PC A06/MF A01 


PA-965 





MIKUCKI, W. J. 
Management of Reservoir Clearing and Cleaning 


Debris. 
AD-A057 366/7GI 78-23 


MIKUCKI, WALTER J. 


Improved Collection and Container-Washing 
Systems for Solid Waste Management at Army iIn- 
stallations. 
AD-A054 935/2G! 
MIKULAS, M. M. JR. 
Composite Sandwich Lattice Structure. 
PATENT-4 052 523 
78-04 11D Not available NTIS 
Method of Making a Composite Sandwich Lattice 
Structure. 
PATENT-4 063 981 
78-12 
MIKULSKI, WILLIAM 
GEANS Software Analysis Development and Valida- 


tion. 
AD-A051 519/7GI 


MIKULSKI, Z. 


Backward Emission of exp 8 Be in the ( Alpha , exp 

8 Be) Reaction and Possible Connection with ALAS. 

INP-898/PL 78-26 20H PC A02/MF A01 
MIKUS, T. 


Nitric Oxide Formation in Gas Turbine Engines: A 

Theoretical and Experimental Study. 

N78-21116/6GI 78-16 70 PC A06/MF A01 
MIKUTOWICZ, W. 

Fuel and Energy Price Forecasts. Final Report. 

Volume |. Report. 

EPRI-EA-411(V.1) 78-01 10A PC A12/MF A01 


Fuel and Energy Price Forecasts. Final Report. 
Volume Ii. Schedules. 
EPRI-EA-411(V.2) 78-01 


MILAM, D. 


Effects of Barrier Layers and Surface Smoothness 
on 150-Ps, 1.064- mu M Laser Damage of AR 
Coatings on Glass. 

UCRL-80043 78-13 20F PC A0Q2/MF A01 


Measurement and Identification of Laser-Damage 

Thresholds in Thin Films. 

UCRL-80629 78-25 20F PC A02/MF A01 
MILANO, JOSEPH E. 

The Development of a Multi-Purpose Analysis 

Technique for Navy Ratings. Part | 

AD-021 710/9GI 78-21 5i PC A08/MF A01 


The Development of a Multi-Purpose Analysis 
Technique for Navy Ratings. Part Il. 
AD-022 074/9GI 78-21 51 


MILAU, J. 


Some Observations on the Effects of the Volumetric 
Expansion of tron-Titanium Hydride on Vessels 
Built at BNL. 

BNL-23130 78-21 


MILAU, J. S. 


Pressure-Drop-Fluid-Fiow Correlation for Fixed 
Beds of Small, irregularly Shaped Particles. 
BNL-50589 78-01 21D PC A03/MF AO1 


MILAZZO, FRANCIS 


Control of Wood-Rotting Fungi 

AD-232 662/7GI 78-16 6F PC A02/MF AO1 
MILBERGS, EGILS 

Design of Experiments Using Federal Innovation 


Processes. Volume |. 
PB-276 195/5GI 


MILBY, MARILYN M. 


Reprint: Study of Homologous and Heterologous 
Antibody Responses in California Horses Vac- 
cinated with Attenuated Venezuelan Equine En- 
cephalomyelitis Vaccine (Strain TC-83). 

AD-A057 540/7GI 78-23 6E PC A02/MF A01 


MILBY, THOMAS H. 


Heaith Effects of Diesel Exhaust Emissions: A Com- 

prehensive Literature Review, Evaluation and 

Research Gaps Analysis, 

PB-282 795/4G! 78-20 6T PC A10/MF A01 
MILCH, J. 

X-Ray Detectors for Diffraction Studies and Their 

Use with Synchrotron Radiation. 

COO-3120-14 78-02 18D Not available NTIS 
MILCH, PAUL R. 

The Establishment of a New Method of Estimating 


the Number of Advancements in the Navy Enlisted 
Force, 


AD-A053 935/3G! 
MILEIKOWSKY, CURT 
The Reaction Energies of Ne Super 21 (D, alpha)F 


Super 19 and Ne Super 21 (D,p)Ne Super 22 from 
Magnetic Analysis 


13B PC A14/MF A01 


78-18 13B PC A02/MF A01 


11D Not available NTIS 


78-12 17G PC AOS/MF A01 


10A PC A09/MF A01 


PC A09/MF A01 


11F PC AO02/MF A01 


78-08 SA PC A11/MF A01 


78-16 5i MF A01 


PA-966 


AD-008 047/3G! 
MILENKOVIC, V. P. 


Linear Linkless Feed System Technology. 
AD-B012 830/6GI 78-14 19F PC A06/MF A01 


MILES, A.G. 
High-Efficiency Push-Pull Magnetic Amplifiers with 


Transistors as Switched Rectifiers 
AD-151 704/4GI 78-16 9E PC A02/MF A01 


MILES, DAVID L. 


Relation Between Social Class and Functional 
Status: A New Look at the Drift Hypothesis. 
HRP-0017197/5GI 78-07 5K Not Available NTIS 


MILES, DONALD G. 


Creative Mental Health Services for the Elderly. 
HRP-0025352/6GI 78-22 6E Not Available NTIS 


MILES, GUY H. 
Alternative Food Delivery Systems: An Exploratory 


Assessment, 
PB-275 667/4GI 


MILES, J.C. 


Models of Recreational Traffic in Rural Areas. 
PB-279 123/4GI 78-14 13B PC A03/MF A01 


A Survey of Routes Taken by Motor Vehicles in the 
Lake District, 
PB-276 451/2GI 


MILES, J. W. 
Reprint: Concentration of O,P'-DDT in Rat Brain at 
Various Intervals after Dosing, 
PB-279 749/6GI 
78-15 6T (Order as PB-279 739, MF A01) 


MILES, JAMES W. 


Field Study of the Safety of Abate for Treating Pota- 

ble Water and Observations on the Effectiveness of 

a Control Programme Involving both Abate and 

Malathion, 

PB-278 106/0GI 
78-12 6F 


MILES, JOHN H. T. 


An Analysis of Maintenance Service Contracting at 
Navy and Marine Corps Shore Activities. 
AD-A057 801/3GI 78-24 15E PC A07/MF A01 


MILES, JOHN W. 


Reprint: An Axisymmetric Boussinesq Wave. 
AD-A053 667/2G! 78-16 8E PC A02/MF A01 


Reprint: Diffraction of Solitary Waves. 
AD-A051 029/7G! 78-11 8K PC A0Q2/MF A01 


Reprint: Diffraction of Solitary Waves. 
AD-A054 516/0GI 78-17 8C PC A02/MF A01 


Reprint: On Hamilton's Principle for Surface Waves. 
AD-A051 025/5G! 78-11 20D PC A02/MF A01 


MILES, JOSEPH A. JR. 


Reprint: Lack of Effect of Helium Breathing on 
Catecholamine Levels in the Andrenal Vein Blood of 
the Rabbit. 

AD-A057 533/2GI 78-23 6P PC A02/MF A01 


Reprint: Treatment of ischaemia in the Rabbit Ear 

with Hyperbaric Oxygen. 

AD-A049 668/7GI 78-09 6E PC A02/MF A01 
MILES, L. 


Reprint: The Burning Behavior of Borderline 
Fabrics. 
PB-273 093/5GI 78-01 


MILES, MERVYN J. 
The Mechanical Behavior of High 


Polystyrene under Pressure. 
AD-A050 157/7GI 78-10 111 


MILES, P. 


Chemically Vapor Deposited Semi-Conductors for 
Laser and Infrared Window Applications. 
AD-A048 848/6G! 78-08 20F PC A04/MF A01 


MILES, PAULINE 


Report of a Workshop on the National Health 
Planning and Resources Development Act of 1974. 
‘Public Law 93-641 -- The Only Game in Town’. im- 
plications for National Health Council Consumer In- 
terests. 


HRP-0018999/3G! 
MILES, ROBERT 


Study and Investigation of Microminiaturization of 
Vocoder Analog Circuitry. 
AD-810 382/2G! 78-10 9E PC AOS/MF A01 


MILES, ROSS E. 


On the Benefit-to-Cost Ratio of Base-Level 
Stocking Decisions for Low Demand Items. 
AD-A053 953/6G! 78-16 15E PC AQ2/MF A01 


MILESKI, STANLEY E. 


Effects of Liquid Detergent Plant Effluent on the 
Rotating Biological Contactor. 
PB-285 060/0GI 78-25 13B PC A04/MF A01 


78-18 20H PC A02/MF A01 


78-07 6H PC A06/MF A0O1 


78-08 138 PC A03/MF A01 


(Order as PB-278 102, MF A01) 


11E Not available NTIS 


Impact 


PC A03/MF A01 


78-20 6E Not Available NTIS 


MILESON, D. 


Application of Tactical Data System Computer-Pro- 
gramming Specification to TAOC, 
AD-A055 167/1GI 78-18 17B PC AQ2/MF A01 


MILESON, D. F. 


A Guide for Preparation of Tactical Data System 
Operational Specifications, 
AD-A054 038/5G! 78-17 9B PC A02/MF A0O1 


A Procurement Specification for Tactical Data 
System Computer Programs, 
AD-A054 032/8G! 78-17 9B PC A04/MF A01 


MILESON, DONALD F. 


Results of AOC-1 Endurance Test Reliability, Main- 
tainability, and Availability of the Marine Tactical 
Data System (MTDS). 
AD-A054 469/2GI 


78-17 178 PC A03/MF A01 


MILETTA, JOSEPH R. 


Component Damage from Electromagnetic Pulse 
(EMP) Induced Transients. 
AD-A053 899/1GI 78-16 9A PC A09/MF A01 


MILEY, ALAN D. 


An Index of Mental Health System Perfomance. 
HRP-0024761/9GI 78-19 6E Not Available NTIS 


MILEY, G. H. 


Alpha Particle Effects on the Reversed Field Mirror. 
COO-2218-88 78-13 201 PC A02/MF A01 


Burn Stability in a Reversed Field Pinch. 
COO-2218-90 78-12 18A PC A02/MF A01 


CTR Plasma Engineering Studies. Progress Report, 
October 1, 1976--September 30, 1977. 
CO0-2218-91 78-06 201 PC A04/MF A01 


0-D-1 Pellet Laser-Fusion Feedback Concepts. 
COO-2207-88 78-07 18A PC A02/MF A01 


Depth visiribution of Bubbles in He-ion Irradiated 
Nickel and the Mechanism of Blister Formation. 
CONF-780467-6 78-25 11F PC A02/MF A01 


Direct Nuclear Pumped Laser Approaching Feed- 
back Laser Fusion Needs. 
COO-2007-87 78-07 20E PC A02/MF A01 


Effect of Hot Beam Injection Angle on Twin Beam 
Mirrors. 
COO-2218-87 78-14 18A PC A02/MF A01 


Laser-Fusion Concept Using D-D-T Pellets with the 
ONP Laser Feedback System. 
COO-2007-82 78-04 18A PC A02/MF A01 


NPL-NS: A “Next Step" Experiment for Inertial Con- 
finement Fusion. 
COO-2007-92 78-14 18A PC A02/MF A01 


Nuclear Pumping of a Neutral Carbon Laser. 
COO-2007-94 78-22 20E PC AQ2/MF A01 


Nuciear Pumping of a Neutral Carbon Laser. 
COO-2007-95 78-22 20E PC A02/MF A01 


Progress in Nuclear Pumped Lasers. 
COO-2007-93 78-23 20E PC A02/MF A01 


Self-Sustaining Nuclear 
Reactor Experiment. 
COO-2007-89 78-13 18A PC A02/MF A01 


Sensitivity Studies on 3.5-Mev alpha Bombardment 
of a Tokamak First Wall. 
COO-2218-89 78-13 


Why and How of Fusion. 
COO-2218-81 78-13 


Pumped _ Laser-Fusion 


18A PC AO02/MF A01 


18A PC A03/MF A01 


MILFERSTAEDT, D. 


Vacuum Leak Detection on Ship Turbines with Heli- 


um. 
GKSS-77/E/27 
MILGRAM, DAVID L. 


Algorithms and Hardware Technology for image 
Recognition. 
AD-A057 191/9G! 


Clustering Edge Values for Threshold Selection. 


78-19 21E MF A01 


78-22 9B PC A13/MF A01 


AD-A049 592/9G! 78-09 9B PC A02/MF A01 


Recursive Region Extraction. 
AD-A049 591/1GI 78-09 9B PC A02/MF A01 


MILGRAM, M. S. 


Tables of the lsotopic Composition of Transuranium 
Elements Produced in Canadian D sub 2 O 
Moderated Reactors. 
AECL-5904 


78-23 18G PC A02/MF A01 


MILGROM, M. 


Polarization of UV Radiation from Accretion Discs 
and the Possible 39SUP(D) Period in Cygnus X-1 
WIS-PH-77/29 78-22 38 MF AO1 


MILHOUS, RAYMOND L. 


Right to Know: Giving the Patient His Medical 
Record. 


HRP-0016030/9GI 78-06 6E Not Available NTIS 





MILICH, W. 
The Maintenance of a Low Oxygen Atmosphere 
Using Saicomine 
AD-013 791/9GI 78-18 11F PC A02/MF A01 


MILIO, NANCY 
Care of Health in Communities -- Access for Out- 


casts. 
HRP-0017156/1GI_ 78-12 6E Not Available NTIS 


An Ecological Approach to Health Planning for Ill- 
ness Prevention. 
HRP-0025869/9GI 78-23 GE Not Available NTIS 


MILKEY, ROBERT W. 
Reprint: Heights of Formation of Non-Magnetic 


Solar Lines Suitable for Velocity Studies. 
AD-A048 537/5GI 78-07 38 PC A02/MF A01 


Reprint: The Line Response Function of Stellar At- 
mospheres and the Effective Depth of Line Forma- 
tion. 

AD-A048 374/3GI 78-07 38 PC A02/MF A01 


MILKS, DONALD E. 


Structural Design with Individualized Instruction, 
ED-144 569 78-12 5I Not available NTIS 


MILLAN, J. 


Self-Consistent Model Calculations of the Ordered 
S-Matrix and the Cylinder Correction. 
LBL-7235 78-15 20H PC A04/MF A01 


MILLAR, D. B. 


Reprint: A Simple and Rapid Chromatographic 
Method for the Immobilization of 
Acetyicholinesterase from Electric Eel. 

AD-A049 747/9GI 78-09 158 PC A02/MF A01 


Reprint: Time Dependent Formation of 
Acetyicholinesterase lsozymes. 
AD-A057 469/9GI 78-23 6A PC A02/MF A01 


MILLAR, DAVID B. 
Reprint: Fluorescent Titrations at Low Protein Con- 


centrations. 
AD-A049 753/7GI 78-09 6A PC A02/MF A01 


Reprint: Mechanism of lsozyme Formation as Re- 
lated to Subunit Interactions. 
AD-A049 801/4GI 78-09 6A PC A02/MF A01 


Reprint: Studies on Histidine-Rich Polypeptides 
from Human Parotid Saliva. 
AD-A049 672/9GI 78-09 6A PC A02/MF A01 


MILLARD, CHARLES A. 
A Methodology for Comparison of Attrition 


Forecasting Models, 
AD-A048 004/6GI 78-06 5i PC A03/MF A01 


MILLARD, J. M. 
Space Station Thermal Control Surfaces. Volume 1: 
interim Report. 
N78-22136/3GI 78-17 22B PC A10/MF AO1 
MILLARD, R. C. 


A Digital Tape Format for Woods Hole Oceano- 
graphic Institution CTD Data. 
AD-A055 833/8GI 78-20 9B PC A03/MF A01 


MILLARD, W. A. 


Development, Flight Performance, and Test Results 
for Two Single-Stage Malemute Rocket Vehicles 
Launched at Tonopah Test Range. 

SAND-77-0061 78-06 21H PC A04/MF A01 


MILLBACH, MILES ALLEN 
Computer Simulation of Light Propagation through 
a Scattering Medium. 
AD-A057 991/2GI 78-24 20F PC A08/MF A01 


MILLEN, J. K. 


Security Kernel Verification Techniques: Al- 
gorithmic Representation, 
AD-A054 098/9GI 78-17 98 PC A03/MF A01 


MILLER, A. 


Analysis of Policy Options for Accelerating Com- 
mercialization of Solar Heating and Cooling 
Systems. 


TID-27597 78-15 10A PC A20/MF A01 


Reprint: Distribution of Energy Deposited in Plastic 

Tubing and Copperwire insulation by Electron 

Beam Irradiation. 

PB-278 957/6GI 78-14 11! Not available NTIS 
MILLER, A. B. 

Application of Energy Storage Power Systems to 

Nonhighway Transportation. 

UCRL-52333 78-10 10C PC AQ3/MF A01 

Systematic Approach to the Evolution of High Per- 

formance Electric Vehicles. 

UCRL-79155 78-07 13F PC A03/MF A01 

Utilization of Flywheels for the Evolution of High- 

Performance Electric Vehicles. 

UCRL-52346 78-14 13F PC A02/MF A01 


MILLER, A.C. JR. 


New Laser Aerosol Detector and Monitor for Use on 
High Pressure Gas Streams. 


BNL-22929 78-05 148 PC A02/MF A01 
MILLER, A. G. 

Determination of Particle Size Distribution of Salt 

Crystals in Aqueous Slurries. 

RHO-SA-5 78-18 18) PC A03/MF A01 
MILLER, A. J. 


Binary to Binary Coded Decimal Converter. 
PATENT-4 069 478 78-12 9B Not available NTIS 


MILLER, A. KEITH 


Reprint: Hygrothermal Microstresses in a 
Unidirectional Composite Exhibiting Inelastic 
Material Behavior. 

AD-A058 074/6GI 78-24 11D PC A02/MF A01 


MILLER, A.R. 
Water Levels Accompanying Atlantic Coast Hur- 


ricanes 
AD-069 022/2GI 78-20 48 PC A02/MF A01 


MILLER, A. S. 
Legal Barriers to Solar Heating and Cooling of 
Buildings. 
OSE/2528-1 78-09 13A PC A11/MF A01 


Solar Access and Land Use: State of the Law, 1977. 

TID-27773 78-09 10A PC A03/MF A01 
MILLER, ALAN S. 

Legal and Institutional Perspectives on Solar Ener- 

gy in Colorado. A Case Study of Land Use and 

Energy Decision-Making. 

PB-279 994/8GI 78-16 10A PC A11/MF A01 

Overcoming Legal Uncertainties About Use of Solar 

Energy Systems, 

PB-283 250/9GI 78-22 10A PC AOS/MF A01 


MILLER, ALEX 
Enzymatic Hydroxamic Acid Formation from Aspar- 
tic Acid 
AD-023 953/3GI 78-18 7D PC A02/MF A01 
MILLER, ALEXANDER 
Certain Aspects of the Enzymatic Breakdown of 
Histidine 
AD-095 038/6G! 78-22 6A PC A02/MF A01 
Chemical Stability and Metabolic Utilization of 
Asparagine Peptides 
AD-094 897/6GI 78-22 6A PC A02/MF A01 


MILLER, ANDREW C. 


Assessment of the Water Quality in the Salt River 
Prior to its impoundment in Anderson and Spencer 
Counties, Kentucky. 

PB-275 221/0GI 78-06 138 PC A07/MF A01 

MILLER, ARTHUR A. 

Traverse Adjustment Computer Program: User's 
Manual. 

PB-285 897/5GI 78-26 8E PC A06/MF A01 


MILLER, ARTHUR L. 


An investigation of Training to Discriminate 
between the Tracked and Wheeled Vehicle Signals 
of the AN/TPS-33 Radar. 

AD-A045 604/6GI 78-01 5i PC A02/MF A01 


MILLER, ARTHUR R. 


The Effect of Wind on Sea Level at Atlantic 
AD-028 558/5G! 78-21 48 PC §/MF A01 


Oceanographic Data from Atlantis Cruise 247 
January-June, 1959 for the International Geophysi- 
cal Year of 1957-58 

AD-244 957/7GI 78-01 8J PC A08/MF A01 
A Suggestion for the Correction of Salinity Data Ob- 
tained with the S-T-D Instrument 

AD-028 268/1GI 78-21 8J PC A02/MF A01 


MILLER, B. A. 


Effect of Design Changes on Aerodynamic and 
Acoustic Performance of Translating-Centerbody 
Sonic Inlets. 


N78-17998/3GI 78-13 1A PC A03/MF A01 
MILLER, B. J. 


Bibliography on Atomic Transition Probabilities 
(1914 through October 1977), 
PB-280 736/0GI 78-16 7D PC A13/MF A01 


MILLER, BARBARA E. 


Development of a Modular Curriculum for Nursing 
Service Orientation. 
HRP-0016306/3GI 78-02 5! Not Available NTIS 


MILLER, BARRY E. 
Diver's Composite Umbilical. 
PAT-APPL-852 120/GI 78-24 6K PC A02/MF A01 
Evaluation of Kinergetics Breathing Gas Heater. 
AD-A057 919/3GI 78-24 6K PC A02/MF A01 
MILLER, BERNARD 
Nonwoven Fabric Filters for Particulate Removal in 
Respirable Dust Range. 
PB-273 359/0GI 78-01 13B PC A04/MF A01 


Studies of Dust Cake Formation and Structure in 
Fabric Filtration. 


MILLER, C. M. 


PB-283 179/0GI 78-22 13K PC A0Q3/MF AO1 
MILLER, BOYCE E. 

Impressed-Current Cathodic Protection for Surtace- 

Effect Ships. 

AD-921 556/7GI 78-16 13J PC A03/MF A01 


MILLER, BRUCE S. 


Nearshore Fish and Macroinvertebrate Assemblages 
Along the Strait of Juan de Fuca Including Food 
Habits of Nearshore Fish. 

PB-279 406/3GI 78-13 138 PC A08/MF A01 


MILLER, C. 


An Analysis of the Technical Status of High Level 
Radioactive Waste and Spent Fuel Management 


Systems. 
N78-18897/6GI 78-13 18G PC A13/MF AO1 


Comparison of Fuel Economy Results from EPA 
Tests and Actual In-Use Experience, 1974--1977 
Model Year Cars. 

HCP/M8435-01 78-21 10A PC A05/MF A01 


MILLER, C.E. 


Analysis of the Hard Component of the Cosmic 
Radiation into Its Protonic and Mesonic Com- 
ponents at 3.4 Kilometers and at Sea Level 

AD-018 851/6GI 78-21 20H PC A0S/MF A01 


Cosmic Ray Protons at 3.4 Kilometers and the 
Nuclear Absorption of Protons in Lead 
AD-018 921/7GI 78-21 20H PC A04/MF A01 


Final Report on Treat Test R3, a Single-Pin Loss-of- 
Flow Experiment. 
ANL-77-54 78-16 181 PC A04/MF A01 


The Momentum Spectrum of Cosmic Rays at 3.4 
Kilometers 
AD-018 442/4GI 78-21 20H PC AO5S/MF A01 


MILLER, C. F. 
Department of Energy's Solar Technology Transfer 


Program. 
MCRL-80431 78-17 10A PC A02/MF AO1 


Estuarine Current Meter Contract 
AD-027 912/5GI 78-21 8C PC A02/MF A01 


Some Approaches to Transferring Federal 
Technology to State and Local Governments: The 
Lawrence Livermore Laboratory Experience. 

UCRL-79558 78-07 10A PC A02/MF A01 


User's Description of Second-Order Error Propaga- 
tion (SOERP) Computer Code for Statistically inde- 
pendent Variables. 
TREE-1216 78-17 98 PC A02/MF AO1 
MILLER, C. G. 
Low Cost Solar Energy Collection System. 
PAT-APPL-906 297/GI 
78-20 10A PC A02/MF AO1 

Low Cost Solar Energy Collection System. 
PATENT-4 065 053 

78-12 10A Not available NTIS 
Low to High Temperature Energy Conversion 
System. 
PATENT-4 044 821 

78-02 10A Not available NTIS 
Operational Experience in the Langley Expansion 
Tube with Various Test Gases. 
N78-12105/0G! 78-07 148 PC A02/MF A01 
Operational Experience in the Langley Expansion 
Tube with Various Test Gases. 
N78-15060/4GI 78-10 148 PC A03/MF A01 
Portable Linear-F ocused Solar Thermal Energy Col- 
lecting System. 
PATENT-4 051 834 

78-04 10A Not available NTIS 
Purging Means and Method for Xenon Arc Lamps. 
PATENT-3 769 544 

78-12 13A Not available NTIS 
Three-Dimensional Tracking Solar Energy Concen- 


trator and Method for Making Same. 
PATENT-4 046 462 


78-02 10A Not available NTIS 


Underground Mineral Extraction. 
PAT-APPL-897 832/Gi 78-18 81 PC A0Q3/MF A01 


MILLER, C. GRANT 


A Program for the Environmental Assessment of 
Conventional Combustion Processes. 
PB-284 974/3GI 78-25 138 PC A06/MF A01 


MILLER, C. L. 


Dynamic Process Model of a Plutonium Oxalate 
Precipitator. Final Report. 
UCRL-13812 78-18 18J MF A01 


MILLER, C. M. 


interim Design Report: Fuel Particle Crushing. 
GA-A-14675 78-20 18J PC A06/MF A01 


Residual Stress and Strain Examination in Peach 
Bottom Fuel Test Elements. 
GA-A-14324 78-05 18J PC A02/MF AO1 


PA-967 





MILLER, C. PHILLIP 
The Effect of an Antibiotic on the Susceptibility of 
the Mouse’S Intestinal Tract to Salmonella infection 
AD-149 748/6GI 78-22 60 PC A0Z/MF A01 


The Effect of Antibiotic Therapy on Susceptibility to 
an Experimental Enteric infection 
AD-049 484/9GI 78-21 60 PC A02/MF A01 


Effect of Streptomycin on Susceptibility of Intestinal 
Tract to Experimental Salmonella Infection 
AD-040 506/8G! 78-21 60 PC AG2/MF A01 


Factors Responsible for Resistance to Enteric Infec- 
tion. The Role of the Intestinal Microflora in Re- 
sistance to Enteric infection 

AD-204 951/8GI 78-24 6E PC A02/MF A01 


MILLER, C. T. 
Clean Coke Process: Process Development Studies. 
Monthly Report for October 1977. 
FE-1220-31 78-17 7A PC A02/MF A01 
MILLER, C. W. 


Emissions from Fossil-Fuel Combustion, Air Quality, 
Data, and Meteorology for Roane County, Tennes- 
see, During 1975. 

ORNL-5343 78-17 13B PC AOS/MF A01 


Evaluation of Models for Assessing Compliance 
with Environmental Radiation Regulations. 
CONF-771109-51 78-14 18G PC A02/MF A0O1 


Evaluation of Models Used for the Assessment of 
Radionuclide Releases to the Environment. 
Progress Report, April 1976--December 1977. 
ORNL-5382 78-26 18H PC A09/MF A01 
Transcutaneous Measurement of Volume Blood. 
N78-11691/0GI 78-06 6P PC A05/MF A01 


MILLER, CARL W. 


Location of Position by Photographic Triangulation 
AD-034 973/8GI 78-16 8B PC A02/MF A01 


Photographic Location in the Beavertail Area of 

Narragansett Bay from Fixed Stations on Shore 
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PB-277 161/6GI 78-10 138 PC A99/MF A01 


MILLSAP, D. A. 


Fission Product and Reactor Dosimetry Studies at 
Coupled Fast Reactivity Measurements Facility. 
TREE-1259 78-25 18G PC A03/MF A01 
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Energy Levels in N14 from the Scattering of Protons 
by C13 
AD-093 343/2GI 78-22 20H PC A02/MF A01 
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The Effects of Wood Debris and Drift Logs on 
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PB-277 736/5GI 78-12 13B PC A04/MF A0O1 


MILNE, T. A. 


Direct Sampling and Characterization of Gaseous 
Species Responsible for Fireside Corrosion in Fos- 
sil Fuel-Fired Systems. Annual Report: Phase |, 
April 1, 1976--July 30, 1977. 

FE-2288-19 78-20 148 PC A04/MF A01 


Direct Sampling and Characterization of Gaseous 
Species Responsible for Fireside Corrosion in Fos- 
sil Fuel-Fired Systems. Fourth Quarterly Progress 
Report, January 1--March 31, 1977. 

FE-2288-16 78-14 11F PC A02 


Direct Sampling and Characterization of Gaseous 
Species Responsible for Fireside Corrosion in Fos- 
sil Fuel-Fired Systems. Third Quarterly Progress Re- 
port, October 1--December 31, 1976. 

FE-2288-12 78-04 7D PC A02/MF A01 


MILNE, THOMAS 


Chemical Technology and Economics in Environ- 

mental Perspectives. Task . Investigation of Alterna- 

tives for Selected Aerosol Propellants and Related 

Applications of Chlorofluorocarbons. 

PB-273 202/2G! 78-01 13B PC AOS/MF A01 
MILNE-THOMSON, L.M. 
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AD-121 393/3GI 78-16 13M PC A02/MF A01 

Unsteady Free Boundary Flows Through Two- 

Dimensional Nozzles 

AD-157 656/0GI 78-16 20D PC A03/MF A01 

Water Waves, Some Aspects of the Nonlinear 

Theory 

AD-156 814/6GI 78-16 8C PC A02/MF A01 


MILNER, BRIAN R. 


Computer Technique for Calculations of Potential 
Distribution in Multidielectric Media. 


AD-A048 057/4G1 78-06 9A PC AQ4/MF A01 


Power Line Transient Suppressors. 
PAT-APPL-965 323/GI 78-24 9A PC A02/MF A0O1 


MILNER, E. J. 


An Automated Procedure for Calculating System 
Matrices from Perturbation Data Generated by an 
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N78-15729/4GI 78-10 9B PC A03/MF A01 


MILNER, JEAN 


Inequality of the Services Received by Individuals: A 
Suggested Index and an Illustrative Application. 
HRP-0016649/6GI 78-06 6E Not Available NTIS 


MILNER, W. T. 


Sulfur Hexafluoride Transfer and Storage System of 
the Holifield Heavy lon Research Facility: Some 
Thermodynamic Properties. 
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MILONNI, P. W. 
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PB-282 195/7GI 78-19 7D Not available NTIS 


MILORA, S. L. 


Effects of Fueling Profiles on Plasma Transport. 
CONF-771129-5 78-12 18A PC A02/MF A01 


Effects of Fueling Profiles on Plasma Transport. 
ORNL/TM-6026 78-21 18A PC A04/MF A01 


Solid Hydrogen Pellet Injection into the Ormak 
Tokamak. 
ORNL/TM-5897 78-07 18A PC A03/MF A01 


Thermodynamic Representations of Ammonia and 
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ORNL/TM-5847 78-02 7D PC A06 


MILOVSOROFF, P. 
Development Program for an lonizer--Precipitator 


Fine Particle Dust Collection System as Applied to 
Coal-Fired Utility Steam Generators. Volume |. Final 


Report. 
EPRI-FP-291(V.1) 78-14 13B PC A03/MF A01 


Development Program for an lonizer-Precipitator 
Fine Particle Dust Collection System as Applied to 
Coal-Fired Utility Steam Generators. Volume |. Final 
Report. 
EPRI-FP-291(V.1)(10-76) 

78-01 7A PC A03/MF A01 
Development Program for an lonizer-Precipitator 
Fine Particle Dust Collection System as Applied to 
Coal-Fired Utility Steam Generators. Volume Ii. 
Finai Report. 
EPRI-FP-291(V.2) 78-01 7A PC A16/MF A01 
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MILSTEIN, J. B. 
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MILSTEIN, L. B. 
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Technology. 

AD-A050 659/2G! 78-11 17B PC A02/MF A01 
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External Radiation Survey and Dose Predictions for 
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BNL-50797 78-23 6R PC A03/MF A01 
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Energy Utilization in Vermont Agriculture. Part 1. 
PB-277 953/6GI 78-13 2B PC AOS/MF A01 
MILTON, A. F. 
Comparison of the 3-5 Micrometer and 8-12 
Micrometer Regions for Advanced Thermal Imaging 
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AD-A049 448/4GI 78-09 17E PC A03/MF A01 
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78-07 20F PC A02/MF A01 
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PAT-APPL-868 361/GI 
78-15 20F PC A0Q2/MF A01 
Parabolic Optical Waveguide Horns and Design 
Thereof. 
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78-12 20F PC A02/MF AO1 
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78-14 20F PC A02/MF A01 
Tapered Velocity Electro-Optical Waveguide Switch. 
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78-24 20F PC A0Q2/MF A01 

MILTON, D. W. 

Balloon measurements of x-rays in the auroral 
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MILTON, H. J. 
Reprint: Metrication - A Concrete Opportunity. 
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Precedent. Proceedings of Joint Conference Held in 
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PB-277 676/3GI 78-12 13M PC AOS/MF A01 
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PB-285 534/4GI 78-25 13M PC A09/MF A01 
MILTON, J. E. 
Penetrator Impact Studies of Soil/Concrete. 
AD-A050 603/0GI 78-11 19A PC A12/MF A01 
MILWAY, WILLIAM B. 
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AD-A053 960/1GI 


MIMIN, R. V. 


Absorption of Thermal Radiation by Layers of Con- 

densed Gases. 

LA-tr-77-59 
MIMMO, H.R. 
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MIMNO, H.R. 
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AD-143 492/7GI 78-13 148 PC A03/MF A01 


Research in  Electromagnet 
Microwave Electronics 
AD-204 285/1GI 


MIMS, ROBERT B. 
Physician House Calls: A Complement to Hospital- 


Based Medical Care. 
HRP-0016979/7GI 
MIMURA, F. 
Aerodynamic Investigation of an Air-Cooled Axial- 
Flow Turbine. Part 2: Rotor Blade Tip-Clearance Ef- 
fects on Overall Turbine Performance and Internal 
Gas Flow Conditions: Experimental Results and 
Prediction Methods. 
N78-11061/6GI 
MIMURA, M. 
Damping of Radial Oscillation of a Toroidal Pinch 
Plasma. 
N78-14902/8GI 78-09 201 PC A03/MF A01 


Leaching of Radioactive Nuclides from Cement- 
Solidified Radioactive Waste in Saline (Part 2). 
NP-21420 78-07 18G PC A03/MF A01 


MIMUARA, Y. 


Study on Freon Gas Plasma Etching. 

SAND-77-6023 78-13 13H PC A02/MF A01 
MIN, J. H. 
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PB-278 535/0GI 78-13 181 PC A06/MF AO1 


Comparison of Coal Beneficiation Methods. 
IS-ICP-50 78-25 8! PC A02/MF A01 


MINA, R. T. 
Hydrogen Liquefaction Due to Helium Evaporation. 
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Liquefaction of Free Flowing Hydrogen. 
EFI-152(75) 78-01 
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MINAHAN, DANIEL J. 
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PB-274 111/4GI 78-03 13F PC A0Q3/MF A0O1 
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Assay of the Dpnh Dehydrogenase of the Respirato- 
ry Chain in Particulate and Soluble Preparations 
AD-249 152/0GI 78-11 6A PC AO2/MF A0O1 
tsolation and Properties of the Opnh 


Dehydrogenase of the Respiratory Chain from Heart 
Mitochondria 


78-16 108 PC A03/MF A01 


78-12 7D PC A02/MF A01 


Radiation and 


78-13 9C PC A03/MF A01 


78-02 6E Not Available NTIS 
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7D MF AQ1 
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MINAKAWA, N. 


New Neutron-Shielding Material SBR Admixed with 
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JAERI-M-7016 


MINAMI, K. 
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Code for Neutron and gamma-Ray Transport Caicu- 
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JAERI-M-6954 78-17 18K MF A01 


GAMLEG-JR: A Production Code of Multi-Group 
Cross Sections and Energy Absorption Coefficients 
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JAERI-M-6936 78-17 18F MF AO1 


Proposed High-Power Microwave Source Using a 
Superconducting Cavity as an Energy Storage. 
N78-16436/5GI 78-11 9E PC A03/MF A01 
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Group Constants, Energy Deposition Coefficients 
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JAERI-M-6935 78-17 18F MF AO1 
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Preliminary Sampling and Analytical Procedures for 
Evaluating the Disposal of Dredged Materials, 
PB-285 607/8GI 78-25 70 PC A08/MF A01 


MINARD, P. 


Reprint: Effect of Immunization on Migration of 
‘Schistosoma mansoni’ through Lungs. 
AD-A057 528/2GI 78-23 6E PC A02/MF A01 


Reprint: Immunization of Mice with Cobalt-60 Ir- 
radiated ‘Schistosoma mansoni’ Cercariae. 
AD-A054 682/0G! 78-17 6& PC AOQ2/MF A01 


MINARD, PATRICIA 


Reprint: Proteolytic, Antigenic and Immunogenic 
Properties of ‘Schistosoma mansoni’ Cercarial 
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Electrofluid Dynamic (EFD) Wind Driven Generator. 
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Use of Waste Heat from Thermal Electric Power 
Plants and Nuclear Power Plants to Heat Green- 
houses. 

ORNL-tr-4483 


MINASYAN, R. G. 


Water Supply for Thermal and Atomic Electrical 
Power Stations and Water Conservation. 
ORNL-tr-4519 78-14 13B PC A03/MF A01 


MINATI, K. F. 


Evolution of a Cryogenic Enclosure for a Supercon- 
ducting Power Transmission Cable. 
BNL-22702 78-05 9A PC A02/MF A01 


The Power Transmission Project. Progress Report 

in 1973. Part Il. Cryogenic and Mechanical En- 

gineering. 

PB-273 036/4GI 78-01 
MINC, HENRYK 


Reprint: The Invariance of Elementary Symmetric 
Functions. 
AD-A045 785/3GI 78-01 12A PC A02/MF AO1 


Reprint: Linear Transformations on Matrices: Rank 
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AD-A045 391/0GI 78-01 12A PC A02/MF A01 


MINCER, JACOB 
On-the-Job Training: Costs, Returns, and Some Im- 


plications. 
HRP-0017191/8GI 78-09 5! Not Available NTIS 


Unemployment Effects of Minimum Wages. 
PB-283 302/8GI 78-22 5i PC A03/MF A01 


MINCEY, J. F. 


In-Core Nuclear Heating Rates Easily Measured with 
Proven Calorimetric Instruments. 
CONF-770611-20 78-05 18! PC A02/MF A01 


Instruments for Measurement of In-Core Nuclear 

Heating Rates. 

CONF-770611-3 78-03 181 
MINCH, JANET 

Access to Recreation: A Report on the National 

Hearing on Fiecreation for Handicapped Persons, 
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pliance Board. 

PB-282 518/0GI 
MINCKLER, REX D. 


Soviet Defense Manpower. 
AD-A046 816/5GI 78-03 
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78-20 SK PC A04/MF A01 


15C PC A09/MF A01 


MINGER, W. K. 


Determination of Relative Biological Efficacy (RBE) 
and Oxygen Enhancement Ratio (OER) for the En- 
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Vicia Faba Roots and Drosophila Embryos as 
Biological Model Systems. 

LA-tr-77-75 78-14 6R PC AO2/MF AO1 


MINDEL, IL N. 


DONA EMP Awareness Course Notes. Third Edition. 
AD-A058 367/4G! 78-25 18C PC A12/MF A01 


MINDEN, C. V. 


Burnout Experiments with 6 X 6, 8 X 8 and 7 X 7 
Rod Bundie Test Sections Using Freon as Model 
Fluid. 


GKSS-76/E/44 78-02 18J MF A01 


MINDERHOUD, P. 


Failure and Fatigue of Carbon Fibre-Epoxy Com- 
posites. 


N78-26179/9GI 78-21 110 PC AQ4/MF A01 


MINDLIN, HAROLD 


Metals and Ceramics Information Center. 
AD-A058 217/1GI 78-24 11F PC A04/MF A01 


MINDLIN, R. D. 


Thickness-twist vibrations of an infinite, monoclinic, 
crystal plate. In terim rept. no. 1. 
AD-470 929/1GI 78-14 9A PC A02/MF A01 


MINEAR, ROGER A. 


Development of a Regionalized Mathematical Model 
for Predicting Changes in Streamflow Quantity and 
Quality as a Function of Land Use, Soil Type and 
Rainfall Characteristics. 

AD-A053 070/9G! 78-15 8H PC AO6/MF A01 


MINECK, R. E. 


Aerodynamic Characteristics of a Counter-Rotating, 
Coaxial, Hingeless Rotor Helicopter Model with 
Auxiliary Propulsion. 

N78-27084/0GI 78-23 1A PC AO05/MF AO1 


Effect of Rotor Wake on Aerodynamic Charac- 
teristics of a 1/6 Scale Model of the Rotor Systems 
Research Aircraft. 

N77-32083/6G! 78-02 1A PC A06/MF AO1 


An Improved Computational Procedure for Deter- 
mining Helicopter Rotor Blade Natural Modes. 
N78-31792/2GI 78-26 1C PC AO5/MF A01 


MINEHART, R. C. 


Experiments on the Nuclear Interactions of Pions 
and Electrons. Progress Report, December 1, 1976-- 
November 30, 1977. 


ORO-4043-37 78-16 20H PC A06/MF A01 


MINER, F. J. 


Chemistry Research and Development. Research 
and Development Semiannual Progress Report, 
January--June 1977. 


RFP-2680-A 78-13 7D PC A06/MF A01 


MINER, J. H. 


Radiography Potential for Oil-Filled Pipe-Type 
Cable Inspections. 


BNWL-SA-5665 78-01 9A PC A03/MF AQ1 


MINER, J. R. 


Development of Mainshaft High Speed Cylindrical 
Roller Bearings for Gas Turbine Engines. 
AD-A052 351/4GI 78-14 21E PC A06/MF A01 


MINER, J. RONALD 


Control of Odors from Anaerobic Lagoons Treating 
Food Processing Wastewaters. 
PB-285 680/5G! 78-26 6H PC A04/MF A01 


MINER, REID A. 


Pilot Investigation of Secondary Sludge Dewatering 
Alternatives. 


PB-280 982/0GI 78-17 13B PC A07/MF A01 


MINER, W. F. 


Reprint: Comparative Single/Dose Treatment of 
Hookworm and Roundworm infections with 
Levamisole, Pyrantel and Bephenium. 

AD-A045 686/3G! 78-01 60 PC A02/MF A01 


MINERBO, G. N. 


Maximum Entropy Eddington Factors. 
LA-6882-MS 78-05 18F PC A02/MF A01 


MINERVINA, Z. V. 


Determination of Relative Probabilities of the Ksub( 
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3)Sup(+ ) And Ksub(E3)Sup(+ ) Decays Using a 
Magnetic Spectrometer with Streamer Chambers. 

ITEF-28 78-22 20H MF AO1 


MINETTE, WILLIAM P. 


Feasibility Study for a Physician's Assistant Pro- 
gram. Occupational Education Research Project. 
HRP-0024849/2G! 78-16 5! Not Available NTIS 


MINGER, W. K. 


Freight Car Demand Information and Forecasting 
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Freight Car Demand Information and Forecasting 
Research Project. Phase Il. 
PB-277 339/8GI 78-11 


MINGO, JOHN J. 


Public Regulation of Financial Services--Costs and 
Benefits to Consumers: Phase | Interim Report, 
Volume |, 

PB-276 186/4GI 78-07 5A PC A08/MF A01 


Public Regulation of Financial Services--Costs and 
Benefits to Consumers: Phase 1 Interim Report, 
Volume 2, 

PB-276 187/2GI 
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PB-275 235/0GI 78-06 13B PC A06/MF A01 
MINGS, W. J. 
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Boron Concentration Evolution in the Temporary 
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MINIER, C. F. 
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MINK, JOHN F. 


Groundwater Analysis by Tritium Technique: A 
Preliminary Evaluation. 
PB-277 806/6GI 78-12 8H PC A03/MF A01 
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PB-281 794/8GI 
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Geothermal Potential of the West Boise Area. 
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HRP-0015297/5GI 
MINKE, CHARLES M. 
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14B PC A03/MF A01 
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13D Not available NTIS 
MINKEL, K. J. 


LLL In Situ Coal Gasification Program. Annual Re- 
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1977. 

UCRL.-50032-77 78-26 8! PC A03/MF A01 


LLL In Situ Coal Gasification Program. Quarterly 
Progress Report, April--June 1977. 
UCRL-50026-77-2 78-14 7A PC A03/MF A01 


LLL In Situ Coal Gasification Project. Quarterly 
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UCRL-50026-77-4 78-23 7D PC A03/MF A01 
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ANL-77-12 78-05 12A PC A12/MF A01 


MINKOWSKI, JAN M. 
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78-19 14B Not available NTIS 


MINNE, RONN NELS 
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AD-238 452/7GI 78-13 7C PC A04/MF A01 
MINNEHAN, ROBERT F. 
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Example Application for Program Evaluation in Ju- 
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SHR-0002139 78-17 5K PC AOS/MF A01 


Developing and Using a Work Plan for Aging. 


SHR-0001845 
MINNICK, G. 


Advanced Design Composite Aircraft. 
AD-B013 240/7GI 78-19 1C PC A17/MF A01 


78-16 SK PC A02/MF A01 


PA-976 


MINNICK, L. J. 


Development of Potential Uses for the Residue from 
Fluidized Bed Combustion Processes. 
FE-2549-12 78-21 13B PC A03/MF A01 


Development of Potential Uses for the Residue from 
Fluidized Bed Combustion Processes. Quarterly 
Technical Progress Report. 

FE-2549-6 78-09 13B PC A02/MF A01 


Development of Potential Uses for the Residue from 
Fluidized Bed Combustion Processes. Technical 
Progress Report for Month of January 1978. 

FE-2549-14 78-23 13C PC A02/MF A01 


Development of Potential Uses for the Residue from 
Fluidized Bed Combustion Processes. Technical 
Progress Report, July 1977. 
FE-2549-8 78-06 


MINNS, C. KENNETH 


Reprint: Percid Habitat: The River Analogy, 
PB-286 677/0GI 78-25 6C PC A02 
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ture of Solar Cells. Quarterly Progress Report No. 1. 
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haled by Rats and Mice during Gestation. 
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MINOR, JOHN T. 
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LA-7175-PR 78-23 81 PC A0Q2/MF A01 
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MORRIS, W. D. 
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MORRIS, W. F. 
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tion Project. 

UCRL-52295(Pt.1) 78-15 7D PC A13/MF A01 


Automation of the National Water Quality Laborato- 
ries, U.S. Geological Survey 2: Design Concepts for 
Achievement of Automation Objectives. 

UCRL-52295(Pt.2) 78-16 8H PC A03/MF A01 


Feasibility Study for Computerized Automation of 
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UCRL-52426 78-25 7D PC A03/MF A01 
MORRIS, WILLIAM 


Method of Evaluating and Improving Personal Medi- 
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PB-281 587/6GI 78-18 6E PC A12/MF A01 
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HRP-0012828/0Gi 78-04 6E Not Available NTIS 


MORRIS, WILLIAM DENTON 
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AD-A047 235/7GI 78-04 8C PC A03/MF A01 
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Turbulent-Fiow Separation 


Overexpanded Supersonic Nozzles. 
N78-30554/7GI 78-25 20C PC A03/MF A01 
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SHR-0001893 78-04 5K PC A13/MF A01 


MORRISH, ARTHUR R. 


Cyclic Scheduling. 
HRP-0019364/9G! 


MORRISON, A. 
Energy Requirement for the Production of Silicon 


Solar Arrays. 
N78-18519/6GI 78-13 10B PC A04/MF A01 
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78-07 1068 PC AC4/MF A01 


MORRISON, A. F. 


Blowdown Flow in the BWR BDHT Test Apparatus. 
GEAP-21656 78-13 181 PC A02/MF A01 
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64-Rod Bundle Core Spray Interaction (BD/ECC1A) 
Test Plan. 


GEAP-NUREG-21638 78-10 18! 
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HRP-0024322/0GI 78-17 5K Not Availahie NTIS 
MORRISON, C. B. 
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PC A03/MF A01 
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AD-A049 623/2GI 78-09 20E PC A02/MF A01 


Higher Order Terms in the Magnetic Interaction of 
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AD-A054 747/1GI 78-18 20L PC A03/MF A01 


The Madelung Energy for the Structure Y/2HfS5. 
AD-A052 429/8GI 78-14 70 PC A02/MF A01 


MORRISON, D. 


Asteroids: An Exploration Assessment. 
N78-29007/9Gi 78-23 3B PC A13/MF A01 


MORRISON, D.R. 
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AD-074 712/1GI 


MORRISON, E. L. JR. 
VHF Communications Usage by U.S. Railroads. 
PB-284 816/6GI 78-25 17B PC A12/MF A01 
MORRISON, F. A. JR. 


Stability of Flow from a Nuclear Cavity. Final Re- 
port. 
UCRL-13799 


MORRISON, FRED L. 


State and Federal Legal Regulation of Alien and 

Corporate Land Ownership and Farm Operation. 

PB-283 578/3GI 78-22 5D PC A06/MF A01 
MORRISON, G. K. 
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Depth Microprofiler. 
AD-A052 054/4GI 


MORRISON, G. W. 


Applications of Kalman Filtering to Nuclear Material 
Control. 
ORNL/NUREG/CSD-1 


78-20 12A PC A02/MF A01 


78-15 18C PC A03/MF A01 


78-13 8J PC A12/MF A01 
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Optimal State Estimation 
Safeguards Accounting. 
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MORRISON, GLENN 


Reprint: Analytical Diagnosis of Pesticide Poison- 
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Samples, 
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78-16 6T (Order as PB-280 085, MF A01) 


Reprint: DOT Concentrations in Blood, Brain, and 
CSF of Rats After DDT-induced Convulsions, 
PB-277 611/0GI 


78-12 6T (Order as PB-277 586, MF A01) 


Reprint: Penetration of the Blood-Brain-Cerebral 
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78-16 6T (Order as PB-279 718, MF A01) 


Reprint: Primates in Pesticide Research, 
PB-280 086/0GI 
78-17 6T 


MORRISON, H. G. 


Reprint: An Impact-Parameter Method for Heavy- 
Particle Collisions Involving One Electron |. Theory 
and Sample Results on H(+ ) -H and He(2+ ) -H 
Collisions. 

AD-A053 129/3GI 


MORRISON, H. WILLIAM 


Behavioral Correlates of Directly and 
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AD-046 311/7GI 78-21 5J PC A02/MF A01 


Factors in Attitude Change: Il. The Acquisition and 
Acceptance of Information 
AD-135 117/0GI 78-11 


MORRISON, HARRY 


Reprint: Structural Effects on the Nonradiative 
Decay of Alkyibenzenes. The Nature of the ‘alpha- 
Substitution Effect’. 
AD-A049 601/8GI 


MORRISON, J. 


Computer Science and Services Division Semian- 

nual Report of the CFF Coordinating Committee. 

LA-6967-MS 78-08 9B PC A03/MF A01 
MORRISON, J.A. 

The Slow Motion of a Disc Along the Axis of a 

Viscous, Rotating Liquid 

AD-091 636/1GI 78-16 20D PC A04/MF A01 

Small, Forced Oscillations at Low Frequencies in an 

ideal, Rotating Liquid 

AD-093 387/9G! 


MORRISON, J. D. 


High Efficiency Collision-induced Dissociation in an 
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18J PC AO6/MF A01 
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78-22 7D PC A02/MF A01 


MORRISON, J. P. 


Field Team Report on Coral Atoll Project at Raroia, 
Tuamotu Archipelago, 
AD-497 527/2GI 


MORRISON, JAMES 


Environmental Impact of Land Use on Water Quali- 
ty. Final Report on the Black Creek Project. Volume 
1. Summary. 

PB-278 187/0GI 


MORRISON, JAMES B. 


Environmental Impact of Land Use on Water Quali- 
ty. Final Report on the Black Creek Project. Volume 
2. Technical Report. 
PB-281 952/2GI 


MORRISON, JAMES E. 


Reprint: Hyperthermia Evoked by the Intracerebral 
Injection of Morphine Sulphate in the Rat: The Ef- 
fect of Restraint. 
AD-A056 132/4GI 


MORRISON, JOHN A. 


Principles of Jet Engine Operation, 
AD-A056 158/9G! 78-21 21E PC A07/MF A01 


MORRISON, JOHN E. JR. 


Furrow Opener and Apparatus for No-Tillage Trans- 
planters and Planters. 
PAT-APPL-844 418/Gi 78-20 2C PC A03/MF A01 


MORRISON, KATHERINE 


Help with Problem Patients: Mental Health Nurses 
as Consultants to Staff Nurses. 
HRP-0019049/6GI 78-12 6E Not Available NTIS 


MORRISON, LAVONNA P. 


Purchasing Practices in Small Hospitals. 
HRP-0024687/6G!I 78-26 6E Not Available NTIS 


MORRISON, NANCY D. 


Reprint: Photospheric Models of Solar Active Re- 
gions and the Network Based on the Mg Il h and k 
Line Wings. 

PB-284 727/5GI 


MORRISON, P. 


Earthquake Recordings on or Near Dams, 
PB-285 867/8GI 78-26 138 PC A07/MF A01 


MORRISON, PETER A. 


The Demographic Context of Educational Policy 
Planning. 
PB-283 059/4Gi 


MORRISON, PETER R. 


Comparative Physiology of Small Mammals 
AD-108 475/5GI 78-22 6C PC A02/MF A01 


MORRISON, R. B. 


Evaluation of the Oblique Detonation Wave Ramjet. 
N78-25354/9GI 78-20 21E PC A05/MF A01 


A New Simulation Facility for Atomic Explosions- 
Project FAX Phase Il-Definition and Design of Ex- 
perimental Facility. 
AD-A048 794/2GI 


MORRISON, R. D. 


Composite Thin Film Pilot Plant. 
AD-A057 939/1G! 78-24 11F PC AO5/MF AQ1 


MORRISON, R. L. 


Continuous Water Monitor for Oil-Shale Retort Ef- 
fluent. 


UCID-17682 78-14 21D PC A02/MF A01 
MORRISON, RICHARD B. 


On the Classification of Normal Detonation Waves 
AD-062 881/8G! 78-20 19D PC A02/MF A01 


MORRISON, ROBERT 


Oil Spill: Decisions for Debris Disposal. Volume ll. 
Literature Review and Case Study Reports. 
PB-272 953/1GI 78-01 13B PC A08/MF A01 


MORRISON, S. 


Automatic Bias Adjustment Circuit for a Successive 
Ranged Analog/Digital Converter. 
PAT-APPL-898 047/GI 78-21 9B PC A0Q2/MF A01 


MORRISON, S. R. 


Exploratory Development of Conductive Coating 
Materials. 
AD-A048 253/9G! 78-06 11C PC A04/MF A01 


Some Surface Effects on Germanium 
AD-018 046/3GI 78-21 20L PC A02/MF A01 
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Surface States Associated with Chemisorbed Spe- 


78-20 8F PC A02/MF A01 


78-12 


13B PC A06/MF A01 
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13B PC A13/MF A01 


78-21 60 PC A02/MF A01 


78-24 3B Not available NTIS 


78-20 5i PC AO3/MF A01 
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Reprint: Surface States on a Chromia Catalyst. 


78-20 20L PC A02/MF AQ1 
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MORRISON, STEVEN 


Digital Hysteresis Circuit. 
PAT-APPL-898 067/G! 78-24 9E PC A0Q2/MF A01 
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MORRISON, T. 
On the Unification of Geodetic Leveling Datums 
Using Satellite Altimetry. 
N78-24599/0GI 78-19 8E PC A03/MF A01 


MORRISON, THOMAS J. 
Ozonation of Make-Up Water for Salmonid Fish 


Rearing Facilities. 
PB-280 555/4GI 


MORRISON, W. F. 


Reprint: The Li(+ )-He Interaction potential. 
AD-A046 721/7GI 78-03 7D PC A02/MF A01 


MORRISON, WILLIAM 


Attitude ae, Project 
AD-156 959/9GI 


MORRISON, WILLIAM H. 
Factors in Resistance to Attitude Change-l. Per- 


sonality Factors 
AD-123 629/8GI 78-13 5J PC A03/MF AO1 


SDF Input-Output Routines for Fortran V. 
PB-283 455/4GI 78-22 9B PC A02/MF A01 


MORRISS, FRANK H. 


Determination of Newborn Special Care Bed 
Requirements by Application of Queuing Theory to 
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HRP-0025413/6GI 78-21 6E Not Available NTIS 


MORRISSEY, B. W. 


Reprint: The Adsorption and Conformation of 
Plasma Proteins-Physical Approach. 
PB-280 596/8GI 78-17 6L Not available NTIS 


MORRISSEY, D. J. 


New Experimental Insights into the Production of 
Superheavy Elements Using Heavy lon Reactions. 
LBL-7710 78-26 20H PC A03/MF A01 


Study of the Role of Complete Fusion in the Reac- 
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MORRISSEY, R. 


Reprint: Regulation of the Messenger RNA for Cal- 
cium Binding Protein by 1,25-Dihydroxycholecal- 
ciferol. 

AD-A057 893/0GI 


MORRISSEY, R. L. 


Effect of Vitamin D and Dietary Content of Calcium 
and Phosphorus on Protein Synthesis in Rat 
Duodenal Mucosa. 

AD-A054 887/5GI 78-18 6A PC A03/MF A01 
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cumulation, Calcium Transport and Calcium Bind- 
ing Protein in the Presence and Absence of 
Cycloheximide. 

AD-A051 084/2GI 


MORRISSEY, ROBERT L. 


Reprint: Calcium-Binding Protein: its Cellular Lo- 
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AD-A051 664/1GI 78-13 6A PC A02/MF A01 


Reprint: Relative Toxicity and Metabolic Effects of 
Cholecalciferol and 25-Hydroxycholecalcifero! in 
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AD-A057 030/9GI 


MORRISSON, BILL 


Study to Assess Impacts of Releasing Safety and Ef- 
fectiveness Data on the Pharmaceutical Industry's 
incentives to Invest in and Conduct Research and 
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PB-275 856/3GI 78-07 60 PC AO7/MF A01 
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Health Care Guidance -- Commercial Health In- 
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HRP-0023746/1GI 78-13 6E Not Available NTIS 


MORROW, D. G. 


Mechanical Properties of Directionally Solidified Al- 
-Si Eutectic. 
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MORROW, FELICIA 


Rural Enterprises: An Overview of the Role and 
Potential of Rural Enterprises to Contribute to the 
Employment and Income of the Rural Poor, 

PB-285 984/1GI 78-26 2B PC A02/MF AO1 


MORROW, GEORGE W. 


Quality Assessment in Hypertension: Analysis of 
Process and Outcome Methods. 
HRP-0016566/2GI 78-01 6E Not Available NTIS 


MORROW, J. 


Transportable 1000 pF Capacitance Standard. 
PB-281 357/4GI 78-18 14B Not available NTIS 


MORROW, JAMES S. 


Toward a More Normative Assessment of Maldis- 
tribution -- The Gini Index. 
HRP-0025814/5GI 78-25 6E Not Available NTIS 
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78-12 6P PC A02/MF A01 


78-22 6T PC A02/MF A01 


78-05 11F PC A03/MF A01 


MORROW, JOHN 


Automated UHF Frequency Assignment System for 
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AD-A047 847/9GI 78-06 17G PC AOS/MF A01 


MORROW, JOHN H. 


U.S. Health Manpower Policy: Will the Benefits Jus- 
tify the Costs. 
HRP-0015335/3G! 


MORROW, JOHN M. 


Third Order-Two Signal intermodulation Products 
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AD-A054 175/5GI 78-17 9C MF AO1 


Third Order-Two Signal intermodulation Products 
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intermodulation Products. 
AD-A054 176/3GI 


MORROW, L. H. 


Displacement Technique for Calibration for Special 
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RFP-2627 78-16 18J PC AQ2/MF A01 
MORROW, M.C. 

Strength of Conditioning and Intensity of the Condi- 

tioned Stimulus 

AD-251 748/0G! 
MORROW, R. 


The Drying of 

Power, 

PB-276 511/3G! 
MORROW, S. I. 

Superior Liquid Monopropellants 

AD-317 418/2GI 78-18 19A 


Superior Liquid Monopropellants 
AD-317 419/0GI 78-18 19A 


MORROW, SCOTT I. 
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Solution Systems: |. Crystal Synthesis. 
AD-A056 796/6GI 78-22 19A PC A03/MF A01 


Investigation of Propellant and Explosive Solid 
Solution Systems I! X-Ray Studies. 
AD-A055 981/5G! 78-20 19A PC A03/MF A01 


MORROW, THOMAS J. 
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MORROW, WARREN P. 


Energy Generator for Rotating Projectiles. 
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78-05 6E Not Available NTIS 
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78-09 11L PC A03/MF A01 
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78-10 19A Not available NTIS 


MORSCH, WILLIAM 


Use of Social Security Data for Analysis of Occupa- 
tional Disease. 
PB-284 655/8GI 


MORSE, D. H. 


Sputtering Measurements 
Microtopographer. 
SAND-78-8215 


MORSE, DAVID C. 


Rapid Construction for Hardening Above-Ground 
Facilities to Small Arms Fire. 
AD-A054 306/6GI 78-17 13M PC AO4/MF AO1 


Schedule 40 Polyvinyl! Chloride Pipe for Army 
Theater of Operations Construction. 
AD-A056 300/7G! 78-21 13K PC A02/MF A01 


MORSE, E. C. 


Reversed Field Decay Times. 
COO-2218-80 78-07 


MORSE, J. W. 


Literature Review of the Saturation State of Sea- 
water with Respect to Calcium Carbonate and its 
Possible Significance for Scale Formation on OTEC 
Heat Exchangers. 
PNL-2605 


MORSE, JOSEPH G. 


Photochemistry of Tetrafluorodiphosphine and 
Chemistry of Chelating Fluorophospine Ligands. 
AD-A048 429/5GI 78-07 7E PC A02/MF A01 


MORSE, KAREN W. 


Photochemistry of Tetrafluorodiphosphine and 
Chemistry of Chelating Filuorophospine Ligands. 
AD-A048 429/5GI 78-07 7E PC A02/MF A01 


MORSE, L. E. 


Radiological Environmental Assessment 
Recycle of LMFBR Advanced Fuels. 
CONF-771008-5 78-09 6F PC A02/MF A01 


MORSE, LEE 


A Study of the Impact of Inappropriate Ambulatory 
Orug Therapy on Hospitalization. 
PB-284 455/3G! 78-24 6E PC A05/MF A01 


78-25 6J PC A04/MF A01 


Using a Scanning 


78-18 70 PC A02/MF A01 
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78-21 8J PC A03/MF A01 
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MORSE, N. 
Computer Science and Services Division Semian- 
nual Report of the CFF Coordinating Committee. 
LA-6967-MS 78-08 9B PC A03/MF A01 
MORSE, PHILIP D. Il. 
Contributions of Membrane Components to in- 
tracellular Water Order. The Current Status. 
AD-A045 450/4G! 78-01 6C PC A03/MF A01 
MORSE, PHILIP M. 
Information Theory and Probability Distributions. 
(Part of Study: Innovative Resource Planning in 
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PB-284 272/2GI 78-24 5K PC A02/MF A01 
Real-Time, Time-Shared Computer Project 
AD-267 630/2GI 78-13 9B PC A02/MF A01 


Search Theory. (Part of Study: Innovative Resource 

Planning in Urban Public Safety Systems). 

PB-284 254/0GI 78-24 5K PC A0S/MF A01 
MORSE, RICHARD M. 

The Measurement of Transports and Currents in 

Small Tidal Streams by an Electromagnetic Method 

AD-208 078/6GI 78-23 8H PC A04/MF A01 
MORSE, STEPHEN A. 

Physiology and Metabolism of ‘Neisseria gonorr- 

hoeae’. 

AD-A046 319/0G! 


MORSE, WALLACE W. 


Biological and Fisheries Data on Scup, ‘Stenotomus 
chrysops’ (Linnaeus), 
PB-283 908/2G! 78-21 6C PC A03/MF A01 


Fishes and Associated Environmental Data Col- 

lected in New York Bight, June 1974-June 1975. 

PB-281 458/0GI 78-16 6C PC A04/MF A01 
MORSI, M. 


Literature Study on the Examination of the Useful 

Limits and the Reliability of High Temperature 

Strain Gauges in Strain Control. Final Report. 

ORNL-tr-4524 78-26 14B PC A06/MF A01 
MORT, K. W. 


An Aerodynamic investigation of Two 1.83-Meter- 
Diameter Fan Systems Designed to Drive a Sub- 
sonic Wind Tunnel. 
N77-32077/8GI 


MORTELA, F. 


Qualification Test for Safety and Arming Device 
MSFC PN 10A00465 TMC/S Pn 816780 for Space 
Shuttle Solid Rocket Booster, Volume 2. 

N78-31161/0Gi 78-26 21H PC A15/MF A01 


MORTELMANS, K. 


Excision Repair in Mammalian Cells and the Cur- 
rent Status of Xeroderma Pigmentosum. 
CONF-770551-1 78-05 6R PC A02/MF A01 


MORTENSEN, G. A. 


Portability Studies of Modular Data Base Managers. 
Interim Reports. 
EPRI-NP-762 


MORTENSEN, J. D. 


Vena Cava Ring Tests of Biomaterials in Dogs. 
PB-277 697/9G! 78-12 6L PC A05S/MF A01 
MORTENSEN, J. J. 


Proceedings of the Second NATO-CCMS iInforma- 
tion Meeting on Dry Hot Rock Geothermal Energy. 
LA-7021-C 78-14 8! PC A05S/MF A01 


MORTENSEN, L. 
Absorber Management Using Burnable Poisons. 
RISO-341 78-18 181 MF AO1 
MORTENSEN, W. K. 
2-mm Microwave Interferometer. 
UCRL-52245 78-01 18A PC A02/MF A01 


Microcomputer-Based Pellet Trajectory Guidance 

System for the Baseball ll-T Experiment. 

UCRL-79685 78-12 18A PC A02/MF AO1 
MORTIMER, EDWARD A. 

Medicine -- Meritorious or Meretricious. 

HRP-0026090/1G! 78-26 6E Not Available NTIS 
MORTIN, SEELYE 

Annual Report Number 9. 

AD-A048 €17/5GI 78-07 8L PC A03/MF AO1 
MORTON, A. H. 

Spectroscopic Observation of 


Plasma at Disruptive Instability. 
PGPP-77-2 78-26 201 


MORTON, A. S. 


Study of Automobile Market Dynamics. Volume |: 
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PB-272 924/2GI 78-01 5C PC A06/MF A01 
Study of Automobile Market Dynamics. Volume II. 
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MORTON, BETSY 


Role of a Librarian in an HSA. 
HRP-0019084/3G! 78-10 6E PC A02/MF A01 


MORTON, G. A. 


Development of Photoconductive Materials Which 
Are Sensitive to Long Wavelength Infrared Radia- 


tion. 
AD-067 585/0GI 78-20 20F PC A02/MF AO1 


Progress Rept. For April 1954 (Development of 
Photoconductive Materials Which Are Sensitive to 
Long Wavelength Infrared Radiation) 

AD-067 582/7GI 78-20 20F PC A02/MF A01 


Progress Rept. For December 1954 (Development of 
Photoconductive Materials Which Are Sensitive to 
Long Wavelength Infrared Radiation) 

AD-067 589/2Gi 78-20 20F PC A02/MF A01 


Progress Rept. For February 1954 (Development of 
Photoconductive Materials Which Are Sensitive to 
Long Wavelength Infrared Radiation) 

AD-067 510/8GI 78-20 20F PC A02/MF AO1 
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AD-067 587/6GI 78-20 20F PC A02/MF A01 
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Progress Rept. For June 1954 (Development of 
Photoconductive Materials Which Are Sensitive to 
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Analysis of Layered Materials with the ion 
Microprobe. 
PB-284 629/3GI 78-23 14B Not available NTIS 


Evaluation of X-Ray Fluorescence Analysis for the 
Determination of Arsenic, Vanadium, Cadmium, 
Lead and Mercury in Various Matrices. 

PB-285 452/9GI 78-25 7D PC A04/MF A01 


FRAME C: A Compact Procedure for Quantitative 
Energy-Dispersive Electron Probe X-ray Analysis. 
PB-282 902/6GI 78-21 14B Not available NTIS 


Monte Carlo Electron Trajectory Simulation - An Aid 
for Particle Analysis. 
PB-285 052/7GI 78-25 14B Not available NTIS 


A Monte Carlo Procedure Employing Single and 
Multiple Scattering. 
PB-282 907/5GI 78-21 7D Not available NTIS 


Observations on the Sequential Simplex Method 
and Its Application to Peak Fitting in Energy-Disper- 
sive X-Ray Spectrometry. 

PB-285 051/9GI 78-25 7D Not available NTIS 


Progress and Testing of a Monte Carlo Program for 
Electron Probe Analysis. 
PB-284 630/1GI 78-23 14B Not available NTIS 


Progress in Quantitation of Single-Particle Analysis 
with the Electron Probe. 
PB-285 025/3GI 78-25 7D Not available NTIS 


MYKYTA, L. J. 


Caring for Relatives of Stroke Patients. 
HRP-0019590/9GI 78-06 6E Not Available NTIS 


MYKYTOW, W. J. 


Technical Evaluation Report of the Specialists’ 


Meeting on Unsteady Airloads in Separated and 
Transonic Flow. 
AD-A055 210/9G! 


78-23 13B PC A14/MF AQ01 


20H PC A18 


13B PC A05/MF A01 


78-18 1A PC AOS/MF A01 


Technical Evaluation Report of the Specialists’ 
Meeting on Unsteady Airloads in Separated and 
Transonic Flow. 


N78-26115/3GI 78-21 1A PC AOS/MF A01 


MYLES, M. M. 


Effectiveness of Audible Warning Devices on Emer- 
gency Vehicles. 
PB-274 567/7GI 


78-04 13F PC A07/MF A01 


MYLES, W. S. 


An Aerobic Points Nomogram for Running. 
AD-A046 538/5GI 78-03 6P PC A02/MF A01 


Current Levels of Physical Fitness in the Canadian 
Forces. 
AD-A046 389/3GI 78-03 6N PC A02/MF A01 


An Evaluation of Fitness Training for Recruits in the 
Canadian Forces. 


AD-A055 404/8G! 78-20 6N PC A02/MF A01 


MYLREA, KENNETH C. 


Communications / Telemetry Planning Guide for 
Emergency Medical Services. 
HRP-0018327/7GI 78-04 6E PC A0OS/MF A01 


MYMRIKOV, V. V. 


Pulse Power Supply System for Superconducting 
Magnets. 


NIEFA-B-0255 78-10 9A MF A01 


MYNATT, F. R. 


December 1977 Monthly Highlights for Office of 
Nuclear Regulatory Research Programs at Oak 
Ridge National Laboratory. 
ORNL/NUREG/TM-182 

78-16 181 PC A03/MF A01 


February 1978 Monthly Highlights for Office of 
Nuclear Regulatory Research Programs at Oak 
Ridge National Laboratory. 
ORNL/NUREG/TM-197 

78-17 181 PC A03/MF A01 


January 1978 Monthly Highlights for Office of 
Nuclear Regulatory Research Programs at Oak 
Ridge National Laboratory. 

ORNL/NUREG/TM-189 


78-17 181 PC A03/MF A01 


November 1977 Monthly Highlights for Office of 
Nuclear Regulatory Research Programs at Oak 
Ridge National Laboratory. 

ORNL/NUREG/TM-172 


78-14 181 PC A03/MF A01 


Oct 1977 Monthly Highlights for Office of Nuclear 
Regulatory Research Programs at Oak Ridge Na- 
tional Laboratory. 
ORNL/NUREG/TM-162 

78-12 181 PC A03/MF A01 


Shielding Methods Development in the United 
States. 


CONF-770401-28 78-08 18F PC AQ2/MF A01 


Summary of the ORNL Shield Design Supporting 
Analysis for the FFTF. 
CONF-770401-29 


78-08 18F PC A02/MF A01 


MYNDERSE, JON S. 


Reprint: Variations in the Halogenated Monoterpene 
Metabolites of ‘Plocamium cartilagineum' and ‘P. 
violaceum’, 


PB-279 760/3GI 78-14 6A PC A02 


MYRICK, D. H. 


Increased Tax Base and Increased Costs of Public 
Services Resulting Directly from Economic Develop- 
ment. A Case Study Involving Big Sky of Montana, 
Inc. 


PB-277 510/4G! 78-11 5C PC A03/MF A01 


MYRICK, DANA 


Impact of Large Recreational Developments upon 
Semi-Primitive Environments. Progress Report. 
Volume |. Integrated Report, Revised Edition, 

PB-278 529/3GI 78-13 13B PC A09/MF A01 


Overview of the Montana State University-National 
Science Foundation Gallatin Canyon Study, 
PB-280 655/2G! 78-17 138 PC A04/MF A01 


An Overview of the MSU-NSF Gallatin Canyon 
Study, 
PB-278 781/0GI 


78-13 13B PC AQS/MF A01 


MYRICK, DANA H. 


Indicators Useful for Analysing Business Impacts of 
Economic Development: A Case Study Involving Big 
Sky of Montana, Inc. (MSU-NSF Gallatin Canyon 
Study), 


PB-279 221/6GI 78-14 SC PC A03/MF A01 


MYRON, H. W. 


Electronically Driven Phonon Anomalies and Phase 
Transformations. 


AD-A055 746/2GI 78-20 20. PC A02/MF A01 


MYRTLE, ROBERT CHARLES 


Health Plan Implementation § -- 
Aspects of Social Change. 
HRP-0016486/3GI 78-11 


Transactional 


6E Not Available NTIS 


NACHMAN, A. 


MYULLER, N. 


Phases Formed in the Interdiffusion Zone of the Ni- 
Sb System (Iissledovanie Reaktsionnoi Diffuzii V 
Smesi Poroshkov Nikelya | Syur'mi)--Translation. 

PB-285 235-T/GI 78-25 11F PC A02/MF A01 


NAAB, RICHARD M. 
Victor G. Kulikov, Marshal of the Soviet Union: A 


Dimming Red Star. 
AD-A048 185/3G! 


NAAWER, C. J. 


Installation in Dakar of a Pump Powered by Solar 

Cell Panels. Mise en Place a Dakar d'Une Pompe 

Alimentee Par des Panneux de Cellules Solaires. 

N77-32589/2G! 78-02 10A PC A03 
NAAMAN, A. E. 


Ferrocement in Bending, Part Il: Fatigue Analysis. 
PB-272 835/0GI 78-02 13C PC A08/MF AO1 


NAAMAN, ANTOINE E. 


Complete Stress-Strain Curve of Concrete and its 
Effect on Ductility of Reinforced Concrete Mem- 


bers. 

PB-272 836/8G! 78-02 
NAASEH-SHAHRY, HOSEIN 

Optimal Scheduling of a Multiprocessor-Mul- 


tiproduct Plant Based on Received Orders. 
PB-275 890/2GI 78-10 13H PC A06/MF A01 


NABAVI, R. P. 
Scaling and the Inclusive Semileptonic Decays of 


Charmed Particles. 
IPNO-TH-77-09 78-08 20H MF AO1 


Semileptonic Decays of Charmed Particles. 
IPNO-TH-77-08 78-08 20H MF A01 


NABB, DALE P. 


Reprint: Determination of Cholinesterase by an Au- 
tomated pH Stat Method, 
PB-275 921/5GI 

78-07 6A (Order as PB-275 918, MF A01) 


Reprint: Rate of Skin Absorption of Parathion and 
Paraoxon, 
PB-278 090/6GI 

78-13 6T (Order as PB-278 081, MF A01) 


NABEL, E. 


Evaluation of Flaw indications by Ultrasonic Pulse 
Amplitude and Phase Spectroscopy. 
ORNL-tr-4355 78-05 148 PC A02/MF A01 


NABER, SARAH 


Creative Approaches to Nurse-Midwifery Education. 
V. Computerized Nurse-Midwitery Management: Its 
Usefulness as a Learning - Teaching Tool. 

HRP-0018262/6G! 78-12 5i Not Available NTIS 


NABETA, KEIKO 


Project to Develop Model Criteria Standards for 
Care of End-Stage Renal Disease Patients. 
HRP-0018299/8G! 78-14 6E PC A07/MF A01 


NABIELEK, H. 


Silver Release from Coated Particle Fuel. 
Juel-1407 78-10 18J MF A01 


NABLO, SAM V. 


Atomic particle irradiation techniques. 
AD-365 434/0G! 78-13 18H PC A04/MF A01 


NACE, D. 


A Portable L-Band Voice Transceiver for Satellite 
Communication. 
N78-24403/5G! 


NACE, DONALD M. 


Palladium Hydride |. The Thermodynamic Properties 
of Pd2H Between 273 and 345 K 
AD-123 367/5GI 78-22 201 PC A02/MF A01 


Palladium Hydride li, the Entropy of Pd2H at 0 K 
AD-123 368/3G! 78-22 20L PC A02/MF A01 


Palladium Hydride Ill. Thermodynamic Study of 
Pd2D from 15 to 303 K Evidence for the 
TETRAHEDRAG6 PdH4 Structure in Palladium 
Hydride 

AD-123 369/1GI 


NACE, EDGAR P. 


Reprint: An Application of Stepwise Discriminant 
Analysis to the Characterization of Military Heroin 
Dependents, Illicit Drug Users, and Psychiatric Pa- 
tients. 

AD-A046 332/3G! 78-03 6E PC A02/MF A01 


NACHLAS, JOEL ANTHONY 


Regional Planning of Critical Emergency Medical 
Care. 
HRP-0016521/7G! 


NACHMAN, A. 


The Propagation of a Crack by a Rigid Wedge in an 
Infinite Power Law Viscoelastic Body. 
AD-A054 116/9G! 78-17 20K PC A03/MF A01 


78-06 15G PC A0S/MF A01 


13C PC A13/MF A01 


78-19 17B PC A03/MF A01 


78-22 20. PC A02/MF AO1 


78-08 6E Not Available NTIS 


PA-1015 





NACHMAN, GIGI A. 
Reprint: A Simplified Method for Analysis of DOT 
and DDE in Blood for Epidemiologic Purposes, 
PB-276 309/2GI 
78-09 6A (Order as PB-276 303, MF A01) 


NACHMIAS, S. 


An Adaptive Learning Control System for Aircraft. 
N78-25966/0GI 78-20 1C PC A10/MF A01 


NACHT, MICHAEL 


Nuclear Energy and Nuclear Weapons, 

PB-282 962/0GI 78-20 5D PC A03/MF A01 
NACHTIGALL, A. J. 

Cyclic Stress-Strain Curve Determination for D6AC 


Steel by Three Methods. 
N78-13183/6Gi 78-08 11F PC A02/MF A01 


Strainrange Partitioning Behavior of the Nickel- 
Base Superalloys, Rene’ 80 and in 100. 
N78-21267/7GI 78-16 11F PC A02/MF A01 


NACHTRIEB, JOHN 
A Course on - and Evaluation of - The Activated Pa- 


tient Concept. 
PB-280 276/7GI 78-16 5i PC AO9/MF A01 


A Course on - and Evaluation of - The Activated Pa- 
tient Concept: Executive Summary. 
PB-280 277/5GI 78-16 6E PC A02/MF A01 


NACK, H. 


Fluidized-Bed Combustion: Industrial Application 
Demonstration Projects. Monthly Progress Report, 
October 1977. 


FE-2472-19 78-12 218 PC A02/MF A01 


Fluidized-Bed Combustion: Industrial Application 
Demonstration Projects. Quarterly Technical 
Progress Report, April 1--June 30, 1977. 

FE-2472-15 78-08 21B PC A02/MF A01 


Fluidized-Bed Combustion: Industrial Application 
Demonstration Projects. Quarterly Technical 
Progress Report, January 1--March 31, 1977. 
FE-2472-12 78-07 218 PC A02/MF A01 
Fluidized-Bed Combustion: Industrial Application 
Demonstration Projects. Quarterly Technical 
Progress Report, July 1--September 30, 1977. 
FE-2472-18 78-15 218 PC A02/MF A01 
Fluidized-Bed Combustion-Industrial Application 
Demonstration Projects. Quarterly Technical 
Progress Report, October 1--December 31, 1977. 
FE-2472-21 78-22 21B PC A02/MF A01 


NAD, YU. 
Multiplicity of Secondary Particles Produced in 40 


Gev/C pi exp - Meson Interactions with Several 
Nucleons of C Nucleus. 


JINR-R-10324 78-13 20H MF A0O1 
NADAL, P. 

Cyclonic Separation of Urate Dust. 

JEN-359 78-06 13B MF A01 
NADEZHDIN, V. S. 

Angular Dependence of Cross-Sections of the ( Pi 


exp + , 2P) Reaction on Lithium Nuclei at (85+ -4) 
Mev. 


JINR-R1-9623 78-08 20H MF A01 
NADILE, R. M. 


Reprint: SPIRE - Spectral Infrared Experiment. 
AD-A050 736/8GI 78-11 4A PC AOQ2/MF AO1 


SPIRE-Spectral Infrared Rocket Experiment 
(Preliminary Results). 
AD-A058 504/2GI 78-25 4A PC A02/MF AO1 


NADKARNI, D. M. 
Annual Report of the Nuclear Physics Division (For) 


the Period Ending December 1975. 
BARC-878 78-10 20H MF A01 


NADKARNI, M. N. 


Exchange of Th, U and Pu on Macroporous lon 
Exchange Resins. 
BARC-899 78-13 70 MF A01 


NADLER, DAVID A. 


A Study of the Effects of Changes in Control 
Systems and Control Processes on Work Units. 
PB-279 222/4GI 78-14 Si PC A03/MF A01 


NAEEM, M. 


Analysis of Uranium Concentrates by Atomic-Ab- 
sorption Spectrometry. 
JEN-391 78-23 7D PC A02/MF AO1 


NAEGELI, D. W. 


Basic Research on Mist Flammability--Phase |, Ex- 
perimental Facility Development. 
AD-A046 345/5GI 78-03 21B PC A04/MF A01 


Effects of High Availability Fuels on Combustor Pro- 
erties. 


AD-A054 229/0GI 78-17 21E PC A06/MF A01 


PA-1016 


NAEHLE, R. 


SEAP: A Spacelab Experimental Propulsion Plat- 
form for Transporting Spacelab Payloads. First 
Study Results. 

N78-23138/8GI 78-18 22B PC AOS/MF A01 


SEAP: A Spacelab Experiments Propulsive Platform 
for the Transport of Spacelab Payloads. First Study 
Results SEAP - Eine Spacelab-Experimenten-An- 
triebsplattform fuer den Transport von Spacelab 
Nutzmassen. Erste Studienergebnisse. 

N78-18109/6GI 78-13 22A PC AO5/MF A01 


NAES, L. G. 
Spraylon Fluorocarbon Encapsulation for Silicon 


Solar Cell Arrays, Phase 3. 
N78-30656/0GI 78-25 10B PC A03/MF A01 


NAESER, C. W. 


Rb--Sr, K--Ar, and Fission-Track Geochronological 

Studies of Samples from LASL Drill Holes GT-1, GT- 

2, and EE-1. 

LA-6829-MS 78-01 8! PC A03/MF A01 
NAEVERT, U. 

On a Graphical Package for Nonlinear Partial Dif- 

ferential Equation Problems. 

N78-15810/2GI 78-10 12A PC A02/MF A01 
NAFF, GEORGE B. 

Reprint: Activation of Protein Mediators of Inflam- 

mation and Evidence for Endotoxemia in Borrelia 

Recurrentis Infection. 

AD-A054 685/3G! 78-17 6E PC A02/MF A01 


NAFTALIN, ARTHUR 
Panel Report on the National Science Foundation 
Intergovernmental Program, 
PB-283 020/6GI 78-20 5A PC A04/MF A01 


NAFTEL, GARY 


Preliminary Investigations of Shark Predation on the 

Hawaiian Monk Seal at Pearl and Hermes Reef and 

French Frigate Shoals. 

PB-285 626/8GI 78-24 6C PC A03/MF A01 
NAFZIGER, J. CALVIN 

Community Care -- Costs and Benefits for a 

Chronic Patient. 

HRP-0023747/9GI 78-15 6E Not Available NTIS 
NAFZIGER, JAMES A. R. 

Reprint: The Porpoise-Tuna Controversy: Manage- 

ment of Marine Resources after ‘Committee for Hu- 

mane Legislation, Inc. V. Richardson’. 

PB-275 204/6GI 78-05 5D PC A04 
NAFZIGER, RALPH H. 

Synthetic Fiuorspar for Conditioning Electric Fur- 

nace Slags. 

PATENT-4 053 302 78-15 8! Not available NTIS 
NAGAI, MICHIO 

Dozoku: A Preliminary Study of the Japanese 

“Extended Family" Group and Its Social and 

Economic Functions (Based on the Researches of 

K. Ariga) 

AD-035 670/9GI 78-21 SK PC AOS/MF A01 
NAGAI, N. 

Equivalent Circuit Representation of Coupled Mul- 

tiwire Line and Its Application. 

N77-33403/5GI 78-04 9E PC A06/MF A01 
NAGAI, S. 


Fast Breeder Reactor Fuel Pin Performance Code 
‘PIPER’. 
PNCT-841-76-16 78-02 18J MF A01 


NAGAKUARA, T. 


Leaching of Radioactive Nuclides from Cement- 

Solidified Radioactive Waste in Saline (Part 2). 

NP-21420 78-07 18G PC A03/MF A01 
NAGALINGAM, S. J. S. 


Nuclear Pumping of a Neutral Carbon Laser. 
COO-2007-94 78-22 20E PC A02/MF A01 


Nuclear Pumping of a Neutral Carbon Laser. 
COO-2007-95 78-22 20E PC A0Q2/MF A01 


Progress in Nuclear Pumped Lasers. 

COO-2007-93 78-23 20E PC A02/MF A01 
NAGAMI, M. 

Diagnostics of a Scrape-off Layer Plasma. 

JAERI-M-6971 78-16 18A MF A0O1 

Intensity Calibration of a Vacuum Monochromator 

in a Wavelength Region of 1000-2000A and Spec- 

troscopic Measurement in DIVA. 

JAERI-M-7217 78-23 201 PC AQ2/MF A01 


NAGAMIYA, S. 


Proton and Pion Spectra at Large Angles in 
Relativistic Heavy-lon Collisions. 

LBL-670 78-16 20H PC A03/MF A01 
NAGANO, N. 


Fluorometric Determination of Trace Amount of 
Aluminum in Natural Water by Lumogallion Method; 
Masking of Ferric tron with 0-Phenanthroline. 


ORNL-tr-4658 78-26 7B PC A02/MF A01 
NAGANO, S. 


Circuit for Automatic Load Sharing in Parallel Con- 
verter Modules. 
PAT-APPL-833 637/GI 78-02 9C PC A0Q2/MF A01 
Improved Base Drive for Paralleled inverter 
Systems. 
PAT-APPL-SN-878 541/Gi 

78-17 9E PC A02/MF A01 
Module Failure Isolation Circuit for Paralleled Inver- 
ters. 
PAT-APPL-SN-876 431/GI 

78-17 9E PC A0Q2/MF A01 


Overload Protection System for Power Inverter. 
PATENT-4 052 659 78-04 9E Not available NTIS 


Redundant Operation of Counter Modules. 
PAT-APPL-SN-893 903/GI 
78-17 9E PC A02/MF A01 


NAGANO, T. 
Spatial Frequency Responses of the Human Visual 


System. 
N78-23735/1GI 78-18 SE PC A06/MF A01 
NAGAOKA, Y. 


Evaluation of the JMTR Thermal Neutron Flux 
Variation During Operation. Analysis by Three- 
Dimensional Calculation. 

JAERI-M-6661 78-01 18K Not available NTIS 


Nuclear Calculation of the JMTR Core, (2). Revision 
of the Neutron Flux Calculation Method. 
JAERI-M-6736 78-18 18K MF AO1 


NAGARAJ, H. S. 


Ferrographic Analysis of Wear Particles from Slid- 
ing Elastohydrodynamic Experiments. 
N78-22377/3GI 78-17 20K PC A03/MF A01 


NAGARAJAN, V. 


Elevated Temperature Corrosion Behavior of Iron- 
Base Ternary Alloys That Develop Cr sub 2 O sub 3 
and/or Al sub 2 O sub 3 Barrier Scales. 

LBL-7331 78-25 11F PC A03/MF A01 


NAGASHIMA, T. 


Linearized Supersonic Unsteady Flow in Cascades. 
N78-30065/4GI 78-25 21E PC A03/MF AO1 


Numerical Studies of Lower Hybrid Wave Propaga- 
tion in JFT-2. 
JAERI-M-6902 78-16 18A MF A01 


NAGASU, H. 
Preliminary Trajectory Analysis for the Lowest-Fly- 
ing Earth Satellite, DAS. ‘ 
N78-19177/2GI 78-14 22C PC A03/MF AO1 


NAGATA, KATSUYA 


NOx Abatement for Stationary Sources in Japan. 
PB-276 948/7GI 78-09 13B PC A08/MF A01 


NAGATA, MINORU 


Negative impedance circuit with internal bias sup- 
plies and good linearity. 
AD-467 046/9GI 78-14 9E PC A02/MF A01 


NAGATA, P. K. 


Fracture Mechanics Evaluation of LOFT Lower 
Plenum Injection Nozzle. 
LTR-114-82 78-18 181 PC A03/MF A01 


Fracture Mechanics Evaluation of Some LOFT 
Blowdown System and Primary Coolant Coldleg 
Welds. 


LTR-112-119 78-25 181 PC A04/MF A01 
NAGEL, A. L. 


Studies of Advanced Transport Aircraft. 
N78-25047/9GI 78-20 1C PC A03/MF AO1 


NAGEL, BARBARA 


Remote Cardiac Monitoring for intensive Coronary 
Care. 
HRP-0018424/2GI 78-04 6E PC A04 


NAGEL, D. 


Atmospheric Diffusion Parameters in the Environ- 
ment of the Karlsruhe Nuclear Research Center. 
KFK-2499 78-26 4A PC A02/MF A01 


NAGEL, G. 


Catalogue of Questions Concerning the Documen- 
tation of Quality Assurance During the Production 
and the Operation of Reactor Pressure Vessels. 

IRS-W-23 78-04 18J Not available NTIS 


Influencing Parameters in Neutron Irradiation of 
Materials for Reactor Pressure Vessels. 
AED-Conf-76-556 -003 78-04 18J MF A01 


NAGEL, H. 
Analytical Study of Momentum and Heat Transfer 
on Turbulent Forced Convection in Rectangular 


Channels with Allowance for Secondary Effects. 
TUBIK-52 78-26 20D PC A09/MF AO1 





NAGEL, LESTER EMIL 
System Survey with a View Toward Utilizing a Back- 
End Data Base Processor. 
AD-A058 513/3G! 78-25 5! 


NAGEL, M. Z. 
GCFR Fuel Cycle Information for the ORNL Non- 


proliferation Study. 
GA-A-14753 78-22 


NAGEL, P. M. 
Modeling of a Latent Fault Detector in a Digital 


System. 
N78-31794/8GI 


NAGEL, R. J. 


Vacuum System for the Tandem Mirror Experiment. 
UCRL-79750 78-11 18A PC A02/MF A01 


NAGEL, S. R. 
Reprint: Correiations in Binary Liquid and Glassy 
Metals. 
AD-A058 071/2GI 78-24 11F PC AO2/MF A01 


Reprint: Influence of Electronic Structure on Glass- 
Forming Ability of Alloys. 
AD-A049 728/9GI 78-09 11F PC A02/MF A01 


Reprint: Photoemission Study of Nb-Ni Glasses. 
AD-A049 727/1GI 78-09 11F PC AQ2/MF A01 


NAGEL, THERESA 


Remote Cardiac Monitoring for Intensive Coronary 
Care. 
HRP-0018424/2GI 


NAGELBERG, ALAN 


High Energy-Density Electrodes for Alkali-Metal 
Battery Systems. 
AD-A050 342/5GI 


NAGER, U.F. 


Research on Vinylic Filler Lubricants and Greases 
AD-112 311/6GI 78-09 11H PC AQ2/MF A01 


Research on Vinylic Filler Lubricants and Greases 
AD-121 748/8GI 78-10 11H PC A02/MF A01 


NAGER, URS F. 


Glycerol Pectate as a Blood Plasma Extender 
AD-053 930/4GI 78-14 60 PC A02/MF A01 


Glycerol Pectate as a Blood Plasma Replacement 
AD-030 251/3GI 78-16 60 PC A02/MF A01 


Glycerol pectate as a blood plasma replacement. 
AD-471 183/4GI 77-20 60 PC A02/MF A01 


Glycerol pectate as a blood plasma replacement. 
AD-471 184/2GI 77-20 60 PC A02/MF A01 


Glycerol pectate as a blood plasma replacement. 
AD-471 185/9GI 77-20 60 PC A02/MF A01 


Plant colloids for evaluation as plasma extenders. 
AD-471 135/4GI 77-20 60 PC A02/MF A01 


Plant Colloids for Evaluation as Plasma Extenders 
and for Complexing with Protein Sparing Sub- 
stances 

AD-005 826/3GI 78-16 60 PC A02/MF A01 


Plant Colloids for Evaluation as Plasma Extenders 
and for Complexing with Protein Sparing Sub- 
stances 

AD-009 869/9GI 78-14 60 PC A02/MF A01 


Plant colloids for evaluation as plasma extenders 
and for complexing with protein sparing sub- 
stances. 

AD-471 131/3GI 77-20 60 PC A02/MF A0O1 


Plant colloids for evaluation as plasma extenders 
and for complexing with protein sparing sub- 
stances. 

AD-471 132/1GI 77-20 60 PC A02/MF A01 


Plant colloids for evaluation as plasma extenders 
and for complexing with protein sparing sub- 
stances. 

AD-471 133/9GI 77-20 60 PC A02/MF A01 


Plant colloids for evaluation as plasma extenders 
and for complexing with protein sparing sub- 
stances. 

AD-471 134/7GI 78-18 6L PC A02/MF A01 


Plant colloids for evaluation as plasma extenders 
and for complexing with protein sparing sub- 
stances. 

AD-471 136/2GI 77-20 60 PC A02/MF A01 


Plant colloids for evaluation as plasma extenders 


and for complexing with protein sparing sub- 
stances. 


AD-471 137/0GI 77-20 60 PC A02/MF A01 


Plant colloids for evaluation as plasma extenders 
and for complexing with protein sparing sub- 
stances. 

AD-471 138/8GI 77-20 60 PC A02/MF AO1 


Plant colloids for evaluation as plasma extenders 
and for complexing with protein sparing sub- 


stances. 
AD-471 139/6GI 


PC A06/MF A01 


18J PC A08/MF A01 


78-26 9B PC A03/MF A01 


78-04 6E PC A04 


78-10 10C PC A03/MF A01 


77-20 60 PC A02/MF A01 


Plant colloids for evaluation as plasma extenders 
and for complexing with protein sparing sub- 
stances. 

AD-471 140/4GI 77-20 60 PC A02/MF AO1 


Plant colloids for evaluation as plasma extenders 
and for complexing with protein-sparing sub- 
stances. 

AD-471 141/2GI 77-20 60 PC A02/MF AO1 


Plant colloids for evaluation as plasma extenders 
and for complexing with protein sparing sub- 
stances. 


AD-471 142/0GI 77-20 60 PC A02/MF A01 


NAGHDI, P. M.. 


On the Hardening Response in Small Deformation 
of Metals. 
AD-A051 498/4GI 78-12 11F PC AQ3/MF A01 


On the Infinite Elastic Perfectly Plastic Wedge 
under Uniform Surface Tractions 
AD-161 937/8GI 78-11 20K PC A02/MF A01 


On the Onset of Breakup in inviscid and Viscous 
Jets. 
AD-A058 689/1GI 78-25 20D PC A03/MF A01 


On the Theory of Thin Elastic Shells 
AD-052 122/9G! 78-01 20K PC A02/MF A01 


On the Theory of Thin Elastic Shells 
AD-064 145/6GI 78-02 20K PC A02/MF A01 


On the Vibration of Elastic Bodies Having Time-De- 
pendent Boundary Conditions 
AD-064 144/9GI 78-02 20K PC A02/MF A01 


On Thermodynamics and the Nature of the Second 
Law for Mixtures of Interacting Continua. 
AD-A055 102/8GI 78-18 70 PC A03/MF A01 


Propagation of Elastic Waves in Cylindrical Shells, 
Including the Effects of Transverse Shear and Rota- 
tory Inertia 

AD-071 947/6GI 78-02 20K PC A02/MF A01 


Shell Theory from the Standpoint of Finite Elastici- 


ty. 
AD-A047 095/5GI 78-04 20K PC A02/MF A01 


Stresses and Displacements in an Elastic-Plastic 
Wedge 


AD-094 217/7GI 78-02 20K PC A02/MF A01 


NAGHIDI, P.M. 


Propagation of Non-Axially Symmetric Waves in 
Elastic Cylindrical Shells 


AD-135 757/3GI 78-11 20K PC A02/MF A01 


NAGI, SAAD Z. 


Aging and the Organization of Services. 
PB-282 603/0GI 78-20 5K PC A06/MF A01 


Americans View Their Mental Health: A Decade and 
a Half Later. 
PB-282 490/2GI 78-20 5J PC A03/MF A01 


Applicants and Bureaucracies: Presentation of 
Claims and Mediation in Human Services. 
PB-282 605/5GI 78-20 5K PC A04/MF A01 


Childhood Disability: A Social Epidemiology. 
PB-282 601/4GI 78-20 6E PC A03/MF A01 


Disability, Health Status and Utilization of Health 
Services. 


PB-282 602/2GI 78-20 6E PC A04/MF A01 


Epidemiology of Disability Among Adults in the 
United States. 
HRP-0016389/9GI 78-04 6E Not Available NTIS 


An Epidemiology of Disability Among Adults in the 
United States. 
PB-282 697/2GI 78-20 5K PC A03/MF A01 


Variability of Productivity of State-Federal Reha- 
bilitation Agencies. 


PB-282 463/9GI 78-20 SK PC A04/MF A01 


NAGIB, H. M. 


Analysis of Temperature Compensating Circuits for 
Hot-Wires and Hot-Films. 
AD-A050 080/1GI 78-10 200 PC A03/MF A01 


On Temperature and Yaw Dependence of Hot- 
Wires. 

AD-A055 937/7GI 78-20 148 PC A12/MF A01 
Vorticity Measurements Using Calibrated Vane-Vor- 


ticity Indicators and Comparison with X-Wire Data, 
AD-A048 451/9GI 78-07 20D PC A02/MF A01 


NAGIB, HASSAN M. 


Control and Suppression of Swirling and Secondary 
Flows in Confined Streams. 


AD-A049 193/6GI 78-08 1A PC A02/MF A01 


NAGIB, M. 


Neutron Diffraction Equipment at the Research 
Reactor Geesthacht FRG-1. 


GKSS-76/E/54 78-01 14B MF A01 


NAGIEC, M. 


Reprint: Factors Influencing Year-Class Strength of 
Percids: A Summary and a Model of Temperature 
Effects. 


PB-276 242/5GI 78-09 6C PC A02/MF A01 


NAGY, STEPHEN F. 


NAGIEC, MARIA 

Reprint: Biology of the Percids. 

PB-277 157/4GI 78-11 6C PC A02/MF A01 
NAGIN, PAUL A. 


Segmentation Using Spatial Context and Feature 
Space Cluster Labels. 
AD-A056 634/9G! 78-21 


NAGLE, J. S. 


Catalog and Preliminary Description of Luna 24 

Samples Presented to the USA. 

N78-25024/8G! 78-19 3B PC AO5S/MF A01 
NAGLE, ROLAND E. 

Application of an Array Processor in Satellite Image 

Processing. 

AD-A056 664/6G! 


NAGLE, W. J. 


Multi-Cell Battery Protection System. 
PATENT-4 061 955 
78-09 10C Not available NTIS 


9B PC A04/MF A01 


78-22 9B PC A0Q2/MF A01 


NAGORCKA, B. N. 


Further Evidence for Resonance Anomalies in the 
exp 12C + exp 16 O System. 
ANU-P-673 

NAGORSKAYA, I. A. 


Final-State Interaction in D - Nn Reaction in the 
(1236) - Resonance Region. 
EFI-132(75) 


NAGOURNEY, W. 


Reprint: Level-Crossing Study of the Hyperfine 
Structure of Lithium. 
AD-A054 714/1GI 


NAGPAL, VIJAY 


Computer-Aided Design and Manufacturing for Ex- 
trusion of Aluminum, Titanium and Stee! Structural 
Parts. Phase Il. Application to Practical Extrusions. 
Volume |. Description of CAD/CAM Systems for Ex- 
trusion of Structural Shapes. 

AD-A056 965/7G! 78-22 13H PC A06/MF A01 


Computer-Aided Design and Manufacturing for Ex- 
trusion of Aluminum, Titanium and Steel Structural 
Parts. Phase Il. Application to Practical Extrusions. 
Volume Il. User's Manual for ALEXTR System of 
Computer Programs for Design and Manufacture of 
Flat-Face Dies for Aluminum Extrusion. 

AD-A056 966/5G! 78-22 13H PC A10/MF A01 


NAGPAL, VINOD K. 


Probabilistic Factors in Random Fatigue. 
AD-A055 626/6G! 78-20 20K PC A02/MF A01 


Time Series Determination of Transfer Functions in 
Random Fatigue. 
AD-A055 656/3G! 


NAGY, E. 


Inverse of the Pomeranchuk Theorem. 

KFKI-77-20 78-16 20H MF A01 
NAGY, ERNEST A. 

Crisis Decision Setting and Response: The Hungari- 


an Revolution, 
AD-A054 351/2G! 


NAGY, F. JR. 


Uplink Coverage Measurements in the Los Angeles 
Area for Passive BCAS. 
AD-A048 288/5G! 


NAGY, FERENC JR. 


Uplink ATCRBS Environment Measurements Along 


the Boston-Washington Corridor. Volume 1. The RF 
Environment. 
AD-A058 654/5G! 


NAGY, K. V. 


The Low-Temperature Handling of Navy Distillate 
Fuels. Phase |. Studies of Wax Formation on Cool- 


78-20 20H MF AO1 


78-09 20H MF A0O1 


78-17 70 PC A02/MF A01 


78-20 20K PC A03/MF A01 


78-17 15G PC A03/MF A01 


78-07 10 PC A03/MF A01 


78-25 17G PC A03/MF A01 


ing. 
AD-893 467/1GI 
NAGY, STEPHEN F. 


Assessment of Industrial Hazardous Waste Prac- 
tices, Rubber and Plastics Industry. Appendices. 


78-16 21D PC A03/MF A01 


PB-282 073/6GI 78-18 111 PC A03/MF A01 


Assessment of Industrial Hazardous Waste Prac- 
tices, Rubber and Plastics Industry. Executive Sum- 


mary. 
PB-282 070/2GI 78-18 111 PC AQ4/MF A01 


Assessment of Industrial Hazardous Waste Prac- 
tices, Rubber and Plastics Industry. Plastic Materi- 
als and Synthetics Industry. 

PB-282 071/0GI 78-18 111 PC A10/MF AO1 


Assessment of industrial Hazardous Waste Prac- 
tices, Rubber and Plastics Industry. Rubber 
Products Industry. 
PB-282 072/8GI 


78-18 111 PC A11/MF AO1 


PA-1017 





NAHABEDIAN, K.V. 


Electrophilic Displacement Reactions Involving Or- 
ganoboron Compounds, Some Preliminary Observa- 
tions on the Acid Catalyzed Hydrolysis of 
Areneboronic Acids 
AD-121 099/6GI 


NAHAS, JOSEPH A. 


Expanding Stabilizing Fin Cup. 
PAT-APPL-855 633/Gi 
78-14 


78-16 7D PC A02/MF A01 


19G PC A02/MF A01 
NAHAS, KHALED H. 


Preference Modeling of Utility Surfaces. 

AD-A050 134/6G! 78-10 12B PC A09/MF A01 
NAHEMOW, LUCILLE 

impact of Age Integration on the Well-Being of El- 

derly Tenants in Public Housing. 

HRP-0025719/6Gi 78-26 5K Not Available NTIS 
NAHI, N. E. 

Computational Solutions to a Non-Uniform Time- 


Delay Linear System. 
AD-A051 060/2G! 78-12 12A PC A02/MF A01 


Information Processing for Oil and Gas Exploration. 
Volume 4. Recursive Derivation of Reflection Coeffi- 
cients from Noisy Seismic Data. 

AD-A051 089/1GI 78-12 81 PC A0Q3/MF A01 
Reprint: Optimal Linear Recursive Estimation with 
Uncertain System Parameters. 

AD-A045 808/3GI 78-01 12A PC A02/MF A01 
Recursive Derivation of Reflection Coefficients from 
Noisy Seismic Data, 

AD-A051 180/8GI 78-12 8K PC A02/MF A01 
State Space Models of Lossless Layered Media. 
AD-A051 216/0GI 78-12 12A PC A02/MF A01 
Synthetic Seismograms using the State Space Ap- 
proach. 

AD-A051 059/4GI 


NAHM, A. H. 
Rolling Element Fatigue Testing of Gear Materials. 
N78-31427/5GI 78-26 131 PC AO6/MF A01 
NAHMAN, NORRIS S. 
Applications of the Homomorphic Transformation to 
Time Domain Measurement Problems, 
PB-285 206/9GI 78-25 9D PC A10/MF A01 
Picosecond-Domain Waveform Measurements. 
PB-285 340/6GI 78-26 14B Not available NTIS 
NAHNHAUER, R. 
Correlations of Neutral and Charged Pions and rho 


Production in the Correlated Jet Model. 
PHE-75-10 78-08 20H MF AO1 


NAIDU, J. R. 

1976 Environmental Monitoring Report. 

BNL-22627 78-07 13B PC AOS/MF A01 
NAIERMAN, NAOMI 


A National Profile of Catastrophic Iliness. 
PB-278 783/6GI 78-13 6E PC A13/MF A01 


NAIK, A. D0. 


Progress Report of the Radiation Technology and 
industrial Applications Section, Isotope Group ‘or 
the Period Ending August 1977. 

BARC-958 78-26 18B PC A04/MF A01 

NAIL, J. B. 

Testing and Evaluation of MHD Materials and Sub- 
structures. Annual Technical Progress Report, July 
1976--June 1977. 
FE-2246-4 


NAIMAN, ALARIC 


A Cobalt-Catalyzed One-Step Synthesis of Annu- 
lated Pyridines and Novel Products. 
PAT-APPL-886 119/G!I 78-24 7C PC A02/MF AO1 


NAIMAN, C. S. 


Energy Transfer in a Rare Earth Doped Activator- 
Activator System. 
AD-A047 468/4GI 


NAIMAN, I. 


Possibilities for Drag Reduction by Boundary Layer 
Centrol. 
N78-20062/3GI 


NAIMER, J. 


High Visibility Air Sea Rescue Panel. 
PAT-APPL-861 389/GI 
78-20 6G PC A02/MF A01 


78-12 8K PC AG3/MF A01 


78-23 108 PC A07/MF A01 


78-05 20E MF A01 


78-15 1A PC A03/MF A01 


NAINIGER, J. J. 


Performance Potential of Combined Cycles in- 
tegrated with Low-Btu Gasifiers for Future Electric 
Utility Applications 

N78-23557/9GI 78-18 21D PC A03/MF A01 


Potential Benefits of a Ceramic Thermal Barrier 
Coating on Large Power Generation Gas Turbines. 
ERDA/NASA-5022/77/1 


78-07 11C PC A04/MF A01 


PA-1018 


NAIR, A. G. C. 


Setting Up of a Facility for the Recovery and 
Storage of Californium-252 from a Capsule. 
BARC-905 78-26 188 PC A02/MF A01 


NAIR, P. MADHAVAN 


The Acid Hydrolysis of Ethyl Dichloroacetate in 
Acetone-Water Solvent 
AD-024 715/5GI 


78-21 7D PC A02/MF A01 


NAIR, RAVINDRA 


An Algebra for the Realization of Switching Func- 
tions Using a Certain Type of MOS Package. 
AD-A047 352/0GI 78-05 9E PC A03/MF A0i 


NAIR, S. 


On Two- and Three-Dimensional Results for Rota- 
tionally Symmetric Deformations of Circular Cylin- 
drical Shells. 


AD-A051 627/8GI 78-12 20K PC AQ3/MF A01 


NAIRN, I. A. 


Vulcanian Eruption Mechanisms. 
N78-24708/7GI 78-19 8K PC A03/MF A01 


NAITOH, P. 


Reprint: Electrophysiological Sleep Survey. 
AD-A058 210/6GI 78-24 6P PC A02/MF A01 


Reprint: Exercise and Sleep Loss: Effects on 
Recovery Sleep. 
AD-A047 700/0GI 78-05 6S PC A02/MF A01 


Reprint: Hail Sleep: Goodbye REM and Slow Wave. 
AD-A047 701/8GI 78-05 6S PC A02/MF A01 


Reprint: Performance and Mood, During and After 
Gradual Sleep Reduction. 
AD-A053 752/2GI 78-16 SJ PC A02/MF A01 


Reprint: Sleep Ouring and After Gradual Sleep 
Reduction. 


AD-A053 751/4GI 78-16 5J PC AQ2/MF A01 


Reprint: Variations in Sleep Schedules. 
AD-A048 381/8GI 78-07 SJ PC A02/MF A91 


NAITOH, PAUL 


Reprint: The Rapid Eye Movement Cycle is a Sleep- 
Dependent Rhythm. 
AD-A045 579/0G! 78-01 6P PC A02/MF A01 


Reprints: Automatic Classification of Multivariate 
EEGs Using an Amount of Information Measure and 
the Eigenvalues of Parametric Time Series Model 
Features. 

AD-A053 755/5GI 


Sleep and Noise. 
AD-A052 343/1GI 


78-16 6P PC AQ2/MF A01 


78-14 6S PC A02/MF A01 


NAKACH, R. 


Some Contributions to the Study of Nonlinear 
Dispersive Wave Phenomena in Plasmas. 
N78-23942/3GI 78-18 201 PC AOS/MF A01 


NAKADA, M.P. 


A Study of Neutral V Particles 
AD-014 708/2GI 78-18 20H PC A02/MF A01 


NAKADOMARI, H. 


Reprint: On the Importance of Bulk Activity Mea- 
surements for Organic Electrosorption Studies. 
AD-A052 010/6Gi 78-13 70 PC A02/MF A01 


NAKADOMARI, HISAMITSU 


Reprint: Computer-Controlied 
Capacitance Measurements. 
AD-A052 011/4GI 78-13 148 PC AQ2/MF A0i 


Reprint: Electrosorption of 2-Butano!l at the Mercu- 
ry-Solution Interface. 1. Thermodynamic Treatment. 
AD-A052 009/8G! 78-13 70 PC A02/MF A01 


Reprint: Electrosorption of 2-Butanol at the Mercu- 
ty-Svlution Interface 2. Theory of Noncongruent 
Electrosorption. 

AD-A052 218/5Gi 


Differential 


78-14 70 PC A02/MF A01 


NAKAGAKI, MASAYUKI 


Effect of Light Scattering Upon the Refractive Index 
of Dispersed Colloidal Spheres 
AD-116 663/6G! 78-16 7D PC A02/MF A01 


Theorectical Investigations on the Light Scattering 
of Colloidal Spheres. V. Forward Scattering 
AD-202 254/9GI 78-16 70 PC A02/MF AO1 


Theoretical Investigations on the Light Scattering of 
Colloidal Spheres. Vi. Backward Scatterin 
AD-202 253/1GI 78-16 7D PC AQ2/MF A01 


Theoretical investigations on the Light Scattering of 
Colloidal Spheres. Vil. Dissymmetry in Unpolarized 
and Polarized Light. 
AD-215 896/2GI 


78-18 7D PC A02/MF AO1 


NAKAGAKU, MASAYUKU 


Theoretical Investigations on the Light Scattering of 
Colloidal Spheres. Vill. The Angular Location of In- 
tensity Maxima and Minima in the Radiation Dia- 
gram of Colloidal Spheres 

AD-2i9 587/3GI 78-17 7D PC AQ3/MF A01 


NAKAGAWA, G. 


Potentiometric Titration with EDTA Using Metallic 
Bismuth Indicator Electrode. 
ANL-Trans-1123 


NAKAGAWA, M. 


Ciper: A Two- and Three-Dimensional Perturbation 
Code Based on Diffusion Theory. 
JAERI-M-6722 78-01 18K Not available NTIS 


NAKAGAWA, MASAYUKI 


ESELEM 4: A Code for Calculating Fine Neutron 
Spectrum and Multi-Group Cross Sections in Plate 
Lattice. 

JAERI-1245 78-01 


NAKAGAWA, SUSUMU 


Attractant for Male Mediterranean Fruit Fly. 
PAT-APPL-875 049/GI 78-14 6F PC A02/MF A01 


NAKAGAWA, T. 


Evaluation of Neutron Nuclear Data for exp 243 Am. 
JAERI-M-7174 78-23 20H PC A04/MF A01 


Evaluation of Neutron Nuclear Data for exp 244 Cm. 
JAERI-M-7175 78-26 20H PC A03/MF A01 


Neutron Nuclear Data of exp 235 U, exp 238 U, exp 
239 Pu, exp 240 Pu and exp 241 Pu Adopted in 
Jendi-1. Preliminary Results. 
JAERI-M-6996 


NAKAGAWA, Y. 


Reprint: EUV Emission, Filament Activation and 
Magnetic Fields in a Slow-Rise Flare. 
AD-A050 111/4GI 78-10 3B PC AQ2/MF A01 


NAKAGAWA, YASUO 


A Note on the Use of Local MIN and MAX Opera- 
tions in Digital Picture Processing. 
AD-A049 589/5G! 78-09 9B PC A02/MF A01 


NAKAHARA, J. H. 


Cross Linking and Degradation Mechanisms in 
Model Sealant Candidates. 
N77-31313/8GI 78-01 11A PC A03/MF A01 


Determination of Fluorocarbon Ether Autoxidative 
Degradation Mechanism. 
AD-A057 785/8G! 78-24 11H PC A04/MF A01 


Reprint: Phospha-s-Triazines. ll. Mass Spectra of 
Mono(Diarylphospha)-s-Triazines. 
AD-A055 963/3G! 78-20 7D PC A02/MF A01 


Synthesis of Perfluoroalkylene Aromatic Diamines. 
N78-31235/2GI 78-26 7C PC A04/MF AO1 


NAKAHARA, R. H. 


LED X-Y Matrix Display. 
AD-B006 658/9G! 78-11 


NAKAHARA, Y. 


Monte Carlo Analysis of the Neutral Particle Trans- 
port in Torus Plasma. 
JAERI-M-6777 


NAKAI, MITSURU 


Reprint: On Hadamard's Problem for Higher Dimen- 
sions. 
AD-A046 717/5GI 78-03 12A PC A02/MF A01 


Reprint: A Strict Inclusion Related to Biharmonic 
Green's Functions of Clamped and Simply Sup- 
ported Bodies. 

AD-A050 511/5G! 78-11 


NAKAI, S. 


Thermonuclear Fusion Plasma by Lasers Coupling 
and Implosion. 
AED-Conf-76-506-018 78-01 


NAKAJIMA, H. 


Operation Report on the Low Temperature Fis- 
siochemical Loop (LTFL), 6. Operations During the 
Period of April 1975 to March 1976. 

JAERI-M-6507 78-01 18! 


NAKAJIMA, K. 


Demonstration of an Instrumental Technique in the 
Measurement of Solution Weight in the Accounta- 
bility Vessels of a Fuel Reprocessing Plant. Final 
Report for the Period 15 November 1973 - 30 
November 1976. 
IAEA-R-1399-F 


NAKAJIMA, T. 


Reprint: Kinin System Responses in Sepsis after 
Trauma in Man. 
AD-A049 674/5GI 


NAKAMOTO, K. 


Operation Manual for Sodium-Measuring Equip- 
ment Test Loop. 
PNC-N-952-76-04 
NAKAMURA, AKIRA 
Nondeterministic Bottom-up Pyramid Acceptors. 
AD-A050 466/2G! 78-10 9B PC A02/MF A01 


Some Decision Problems for BTA's. 
AD-A050 387/0G! 78-10 12B PC A02/MF A01 


78-18 7D MF AO1 


18K Not available NTIS 


78-14 20H MF A01 


10 PC A06/MF A01 


78-03 18A MF A01 


20K PC A02/MF A01 


18A MF AO1 


MF AO1 


78-06 


18J MF A01 


78-09 6A PC A02/MF A01 


78-18 181 MF A0O1 





NAKAMURA, ALEX I. 
Conversion from Film to Magnetic Cassette Record- 
ing for the Geodyne 102 Current Meter. 
AD-A056 962/4GI 78-22 14C PC A02/MF A01 
Conversion from Film to Magnetic Cassette Record- 


ing for the Geodyne 102 Current Meter. 
PS-283 349/9GI 78-19 8C PC A02/MF A01 


NAKAMURA, CHARLES Y. 


Conformity and Problem Solving, 
AD-490 049/4GI 78-20 5J PC A02/MF A01 


NAKAMURA, H. 


Design of the Movable Limiters for JT-60. 
JAERI-M-6572 78-03 18A MF A01 


Deuteron Breakup by Low-Energy alpha -Particles. 
TLU-51/76 78-09 20H MF A01 


Heat Analysis of the Magnetic Limiter Plate for JT- 
60 


JAERI-M-7013 78-16 18A MF A01 


Present Status and Problems on Technology 
Development of High Level Waste Management 
Being in Progress at Radioisotope Center, JAERI. 

JAERI-M-7138 78-26 18G PC A03/MF A01 


Safety and Interlock System of Kyoto University 
Critical Assembly. 
KURRI-TR-150 78-23 181 PC A03/MF A0O1 


Separation of Radioisotopes from Fuel 
Reprocessing Waste. 
JAERI-M-6958 78-19 18G MF AO1 


NAKAMURA, K. 


Phase Diagram of Fe--Cr--Co Permanent Magnet 
System. 
LBL-6216 78-05 11F PC A02/MF A01 


NAKAMURA, MASAHISA 


The Japanese Regional Wastewater Treatment 
Systems. 
PB-277 531/0GI 78-11 138 PC A03/MF A01 


Mathematical Methods for Use in Planning Regional 
Wastewater Treatment Systems. 
PB-276 660/8GI 78-09 138 PC A09/MF A01 


NAKAMURA, SANDRA 


An Annotated Bibliography: Social and Economic 
Factors Associated with Electric Power Generation 
1978. 

PB-281 397/0GI 78-18 10B PC E12/MF E12 


NAKAMURA, T. 


Chemical Durability of Glasses Suitable for the 
Storage of High Level Radioactive Wastes. |. On the 
Mechanism of Dissolution of the Glasses of Borax- 
Alumina-Silica System in Water. 

ORNL-tr-4626 78-25 18G PC A02/MF A01 


Data Compilation of Single Pion Photoproduction 
Below 2 Gev. 
INS-TH-109 78-14 20H Not available NTIS 


Pi N Inelastic Reaction index, 1976. 
KEK-76-5 78-04 20H MF A01 


Pi N Reaction Index, 2. 
KEK-75-7 78-04 20H MF A01 


Records of Radiation Exposure Control, 4. 
INS-TS-12 78-03 18F MF A01 


NAKAMURA, Y. 


Density Distributions of Impurities and Related 
Energy Losses in Tokamak Plasmas. 
JAERI-M-6606 78-04 20! MF AQ1 


Dielectronic Recombination of Carbon, Oxygen and 
tron in Low-Density and High-Temperature Plasmas. 
JAERI-M-7019 78-16 201 MF A01 


Graphic Display and the Programming. 
JAERI-M-6619 78-06 9B MF A01 


Graphic Programming by the Simplified GSP. 
JAERI-M-6711 78-01 9B MF A01 


Graphic Programming in COBOL. 
JAERI-M-6885 78-17 9B MF A01 


GSMOOT: Universal Subroutine for Smoothing Ex- 
perimental Data in Graphic Display. 
JAERI-M-6673 78-01 9B MF AO1 


Spectroscopic Investigations of the Vacuum Ultra- 

Violet Emission in a Normal-incidence Region trom 

JFT-2 Tokamak Discharge. Bsub(T) = 9 Kgauss 

and Isub(P) = 76 Kamp. 

JAERI-M-6761 78-03 201 MF A0O1 
NAKANISHI, S. 

Diagnostic Evaluations of a Beam-Shielded 8-cm 

Mercury lon Thruster. 

N78-21207/3G! 78-16 21C PC A02/MF A01 
NAKANO, GREGORY S. 


Cutting Apparatus and Vertical Drive Mechanism 
Therefor. 
PAT-APPL-861 911/GI 

78-22 13K PC A03/MF A01 


NAKANO, K. 


Data Pool Handling Program ‘QOPEN’ And Struc- 
ture of a Computer Code System ‘DOYC’. 
JAERI-M-6980 78-17 1*8K MF AO01 


improvement of the MEDUSA Code for One-Dimen- 
sional Laser Fusion Analysis (MEDUSA-P) and Sen- 
sitivity Analysis of the Energy Gain. 

JAERI-M-6643 78-01 18A MF A01 


NAKANO, M. 
Method for Estimating Multiple-Rod Worth by Sin- 
gle-Rod Experiment. 
JAERI-M-6504 78-01 18J MF AO1 


NAKASE, Y. 
Radiation Resistance of Insulating Polymer Materi- 


als. 
JAERI-M-6751 78-01 9A MF A01 
NAKASHIMA, R. 


JNDC Nuclear Structure Data File - NOFILE. 
JAERI-M-6846 78-17 20H MF A01 


NAKASONE, LINDA LULI 


Towards a Definition of Death, 
PB-274 139/5GI 78-04 6E& PC A09/MF A01 


NAKASUTI, T. 
Operation Manual for Sodium-Measuring Equip- 


ment Test Loop. 
PNC-N-952-76-04 78-18 181 MF A01 


NAKATA, MASARU 
Vapor Pressures of Inorganic Substances: Zirconi- 


um Dioxide 
AD-018 364/0GI 78-21 7D PC A02/MF A01 


NAKAYA, P. S. 


A Retrieval System for Meteorological Data Um 
Sistema de Recuperacao de Dapos Meteorologicos. 
N78-30990/3GI 78-25 5B PC A07/MF A01 


NAKAZAWA, M. 


Helium-3 Proportional Counter Technique for Esti- 
mating Fast and Intermediate Neutrons. 
UTNL-R-0038 78-23 18D PC AO5/MF A01 


NALEPKA, R. F. 


Evaluation of Signature Extension Algorithms, 
E78-10021 78-05 2C PC A0S/MF A01 


NALEPKA, RICHARD F. 


An Evaluation of the Signature Extension Approach 
to Large Area Crop inventories Utilizing Space 
image Data. 

E78-10016 78-05 2C PC A06/MF A01 


Investigation of Techniques for Inventory Forested 
Regions. Volume 1. Reflectance Modeling and Em- 
pirical Multispectral Analysis of Forest Canopy 
Components. 

E78-10046 78-07 2F PC A0S/MF A01 


Investigation of Techniques for iInventorying 
Forested Regions. Volume 2. Forestry Information 
System Requirements and Joint Use of Remotely 
Sensed and Ancillary Data. 

E78-10047 78-06 2F PC A07/MF A01 


Investigations of Spectral Separability of Small 
Grains, Early Season Wheat Detection, and Mul- 
ticrop Inventory Planning. 

E78-10015 78-06 2C PC A05S/MF A01 


Wheat Productivity Estimates Using LANDSAT Data. 
E78-10009 78-02 2C PC A02/MF A01 


NALL, LARRY E. 
Large-Scale Operations Management Test of Use of 
the White Amur for Control of Problem Aquatic 
Plants. Report 1. Baseline Studies. Volume |. The 
Aquatic Macrophytes of Lake Conway, Florida. 
AD-A057 345/1GI 78-23 6C PC A07/MF A01 
NALL, V. C. 
Computer Program to Generate Pearson, Spear- 
man, and Kendall Correlations. 
K/UR-8 78-13 98 PC A04/MF AO1 
User's Manual for the Hierarchial Cluster Analysis 
Code DENDRO. 
ORNL/CSD/TM-20 78-08 9B PC A05/MF A01 


NALOS, E.J. 


The Design of High-Power Traveling-Wave Tubes 
AD-104 882/6GI 78-22 9A PC A02/MF A01 


NAMATAME, K. 

Digital Computer Subroutine STEAM for JSME 

Steam Table. 

JAERI-M-6967 78-17 70 MF AO1 
NAMBA, C. 

Modulated Langmuir Waves and Nonlinear Landau 

Damping. 

N78-18935/4GI 78-13 201 PC A03/MF A01 
NAMEKATA, TSUKASA 


Morton Grove Lead Study: An Investigation of the 
Contribution of Airborne Lead from Automobile Ex- 
haust to Blood Lead Levels in Suburban Children. 

PB-280 717/0GI 78-17 6F PC AQ4/MF A01 


NANIS, L. 


NAMENSON, A. I. 


Energy Levels in exp 155 SM. 
CONF-770968-9 78-15 20H PC A02/MF AO1 


NAMER, I. 


Catalyzed Combustion in a Flat Plate Boundary 
Layer. |. Experimental Measurements and Com- 
parison with Numerical Calculations. 

-6841 78-09 21B PC A04/MF A01 


Interaction of a Plane Flame Front with the Wake of 
a Cylinder. 
CONF-771015-13 78-14 218 PC A03/MF A01 


NAMIE, GEORGE R. 
Collection of Sulfur Gases with Chemically-Treated 


Filters, 
PB-280 984/6GI 78-17 13K PC A03/MF A01 


NAMIZAKI, HIRAFUMI 
Reprint: p-n Junction Detector Directly integrated 


with (Ga(1-x)Al(x)) as LOC-DBR Laser. 
AD-A058 066/2G! 78-24 20E PC A02/MF A01 


NAMIZAKI, HIROFUMI 
Reprint: Large-Optical-Cavity GaAs-(GaAl)As Injec- 
tion Laser with Low-Loss Distributed Bragg Reflec- 


tors. 
AD-A049 718/0Gi 78-09 20E PC A02/MF A01 


NAMKUNG, W. 


Electron Cyclotron Heating in Tokamaks. 
ORNL/TM-6052 78-13 201 PC A03/MF A01 


Program Plan for Electron Cyclotron Heating Ex- 
periments on the ISX Tokamak. 
ORNL/TM-6011 78-12 201 PC A03/MF A01 


NAMSRAI, KH. 


Vector Fields and Nonlocality. 
JINR-R2-9498 78-08 20H MF A0O1 


NAMSRAI, YU. 


Interactive Editing Program Using Display. 
JINR-11-9616 78-17 98 MF AO1 


NAMTVEDT, THOMAS B. 


Investigations of Cook Inlet Sockeye Salmon. 
PB-285 561/7GI 78-24 6C PC A08/MF A01 


NANASYAN, A. S. 


Calibration of Track Chamber Film Handling Projec- 
tor “LUSIK-2”". 
EFI-121(75) 78-20 18D MF A01 


Link of M-222 Computer with the System for the 
Acquisition and Preliminary Processing of Experi- 
mental Data. 

EFI-105(75) 78-17 9B MF A01 


NANBU, T. 


Chemical Durability of Glasses Suitable for the 
Storage of High Level Radioactive Wastes. |. On the 
Mechanism of Dissolution of the Glasses of Borax- 
Alumina-Silica System in Water. 

ORNL-tr-4626 78-25 18G PC A02/MF A01 


NANDA, VED 


Interference Analysis between TRSB Microwave 
Landing System and Adjacent C-Band Radars. 
AD-A049 882/4G! 78-09 1& PC A04/MF A01 


NANDI, S. 


Dileptons, Trileptons and the V-A Structure of Weak 
Charged Currents. 
BONN-HE-77-9 78-23 20H PC A02/MF AO1 


Multimuon Production in Deep inelastic mu - 
Nucleus Scattering. 
BONN-HE-76-24 78-22 20H MF A01 


Neutrino Data, Exotic Quarks and Higher Groups. 
BONN-HE-77-8 78-22 20H MF A01 


Quark-Antiquark Annihilation and Small Psub(T) In- 
clusive Spectra. 
BONN-HE-77-16 78-22 20H MF A01 


Scaling Laws for the Okubo-Zweig-lizuka Violating 
Decays and Productions and the Interpretation of 
UPSILON and UPSILON'’. 

BONN-HE-77-27 78-22 20H MF A01 


NANIS, L. 


Novel Duplex Vapor-Electrochemical Method for 
Silicon Solar Cells. 
N78-24634/5GI 78-19 10B PC A03/MF A01 


Novel Duplex Vapor-Electrochemical Method for 
Silicon Solar Cells. Quarterly Progress Report No. 4, 
November 1, 1976--January 31, 1977. 
ERDA/JPL/95447 1-77/1 

78-03 108 PC A02/MF AO1 


Novel Duplex Vapor-Electrochemical Method for 
Silicon Solar Cells. Quarterly Progress Report No. 5, 
February 1, 1977--April 30, 1977. 
ERDA/JPL/95447 1-77/2 

78-08 108 PC A03/MF A01 


Novel Duplex Vapor-Electrochemical Method for 
Silicon Solar Cells. Quarterly Progress Report No. 6, 
May 1, 1977--July 31, 1977. 

ERDA/JPL/95447 1-77/3 


PA-1019 





78-14 10B PC A03/MF A01 


Novel Duplex Vapor-Electrochemical Method for 
Silicon Solar Cells. Quarterly Progress Report No. 7, 
August 1, 1977--October 31, 1977. 

DOE/JPL/954471-4 78-21 10B PC A0Q3/MF A01 


Novel Duplex Vapor--Electrochemical Method for 
Silicon Solar Cells. Quarterly Progress Report No. 8, 
November 1, 1977--January 31. 1978. 

DOE/JPL/954471-1 78-26 j0B PC A0Q2/MF A01 


NANIS, LEONARD 


Lithium Sulfury! Chloride Battery. 
AD-A045 953/7GI 78-02 10C PC A02/MF A01 


Measurement of Cupric and Zincate lon Diffusivities 
Using the Capillary Method. 
AD-A052 807/5G! 


NANJYO, T. 


Transportation-Related Characteristics of lodine 
Gas in Earth Samples. 
ORNL-tr-4546 


NANKIVELL, P. G. 


A General Purpose Output Program for Use in 
Simulation, 
AD-A047 5S30/1GI 


NANNELLI, PIERO L. 
Aromatic Phosphinic Acids Containing Sulfone 
Linkage. 

PATENT-4 082 793 78-22 111 


NANNI, L. F. 


Reprint: Measurement Evaluation. 
PB-280 811/1GI 78-17 12A Not available NTIS 


NANTT, D. 


An Evaluation of the Need for and Desired Location 
of Additional Meteorological Stations in 
Southwestern North Dakota. 

PB-275 643/5GI 78-06 4B PC AOS/MF A01 


NAOUMIDIS, A. 


Microprobe Studies on Oxide Kernels of High Bur- 
nup with Added Carbide. 
ORNL-tr-4525 78-13 18) MF A01 


Phase Investigations of the U-Nb-C and U-Ce-C 
Systems. 


Juei-1432 78-20 18J MF A01 


Silicon carbide as a Protective Coat on Grafitic 
Materials for the HTR. Mechanism and Kinetic of 
Corrosion - Preparation of SiC-Coatings. 

Juel-1422 78-22 18J MF AO1 


Silicon Carbide Corrosion in HTGR Fuel Particles. 
Juel-1382 78-10 18J MF AO1 


NAP, J. L. 


Practical Use of Transitional Rules for Forecasting 
the Monthly Mean Temperature at de Bilt Praktisch 
Gebruik van Overgangsregels Ten Behoeve van de 
Verwachting van de Maandgemiddelde Temperatuur 
Te de Bilt. 

N78-18648/3GI 


NAPADENSKY, H. S. 


Accidental Vapor Phase Explosions on Transporta- 
tion Routes Near Nuclear Plants. 
ANL-K-77-3776-1 78-15 18F PC A04/MF A01 


NAPADENSKY, HYLA S. 


TNT Equivalency of Nitroglycerine. 
AD-A046 921/3GI 78-04 19A PC AO6/MF A01 


NAPIER, E. D. 


HOWGOZIT: A Model for Naval Aviation Training. 
AD-A046 631/8GI 78-03 5i PC A04/MF AQ1 


NAPIER, J. C. 


Development of a Ceramic Tube Heat Exchanger 
with Relaxing Joint. Monthly Technical Progress 
Report, August 1--September 1, 1977. 

FE-2556-08 78-07 13A PC A02/MF AO1 


Development of a Ceramic Tube Heat Exchanger 
with Relaxing Joint. Monthly Technical Progress 
Report, February 1--March 1, 1978. 

FE-2556-14 78-17 13A PC A02/MF A01 


Development of a Ceramic Tube Heat Exchanger 
with Relaxing Joint. Monthly Technical Progress 
Report, January 1--February 1, 1978. 

FE-2556-13 78-17 13A PC A03/MF A01 


Development of a Ceramic Tube Heat Exchanger 
with Relaxing Joint. Monthly Technical Progress 
Report, July 1--August 1, 1977. 

FE-2556-07 78-06 13A PC A03/MF A01 


Cevelopment of a Ceramic Tube Heat Exchanger 
with Relaxing Joint. Monthly Technical Progress 
Report, May 1--June 1, 1977. 

FE-2556-05 78-07 13A PC A02/MF A01 


Development of a Ceramic Tube Heat Exchanger 
with Relaxing Joint. Monthly Technical Progress 
Report, November 1--December 1, 1977. 

FE-2556-11 78-14 13A PC A03/MF A01 


78-14 7D MF AO1 


78-14 


18G PC A02/MF A01 


78-05 9B PC A03/MF A01 


Not available NTIS 


78-13 4B PC A02/MF A01 


PA-1020 


Development of a Ceramic Tube Heat Exchanger 
with Relaxing Joint. Quarterly Technical Progress 
Report, April--July 1, 1977. 

FE-2556-06 78-10 13A PC A03/MF A01 


Development of a Ceramic Tube Heat Exchanger 
with Relaxing Joint. Quarterly Technical Progress 
Report, January--April 1, 1977. 

FE-2556-03 78-14 13A PC A02/MF A01 


Development of a Ceramic Tube Heat Exchanger 
with Relaxing Joint. Quarterly Technical Progress 
Report, July--October 1, 1977. 


FE-2556-09 78-16 13A PC A04/MF AO1 


NAPIER, J. M. 


Biological Treatment of Concentrated Nitrate Waste. 
Y/DA-6967 78-02 18G PC A02/MF A01 


NAPOLEON, J. J. 


Hyperabrupt Varactor Voltage-Controlled Oscilla- 
tors. 


AD-A047 522/8GI 78-05 9A PC A0S/MF A01 


NAPOLITANO, L. G. 


Application of 
Mechanics. 
AD. A046 604/5GI 


Functional Analysis in Fluid- 


78-03 20D PC A03/MF A01 


NAPOLITANO, M. 


Off Design Performance of Supercharged Two 
Stroke Diesel Engines. 
N78-31437/4GI 


78-26 13J PC A02/MF A01 


NAPPI, A. 


An Introduction to the Problem of Dynamic Struc- 
tural Damping. 
N78-17074/3GI 


78-12 1A PC A02/MF AOG1 


NAPPI, ALFONSO 


An Introduction to the Problem of Dynamic Struc- 
tural Damping, 
AD-A050 279/9G! 


78-10 1C PC A03/MF A01 


NAPPI, NATALE S. 


Properties of Combined Beam and Plate for Hiah- 
Strength Steels and Titanium. 
AD-A048 989/8GI 78-08 11F PC A17/MF A01 


Structural Synthesis Design Program. 


AD-A048 162/2GI 78-06 13J MF A01 


NAPPO, C. J. JR. 


RETADD: A Regional Trajectory And Diffusion- 
Deposition Model. 


ORNL/TM-5859 78-25 48 PC A06/MF A01 


NARAGHI, M. 


Construction of a High beta Plasma Source. 
N77-32912/6GI 78-02 201 PC A02/MF A01 


Investigations of Radiation Damage in Steel Sam- 
ples Using the Small Angle Scattering of Neutrons. 
AED-Conf-76-556-014 

78-02 11F Not available NTIS 


Measurement of Radiation-induced Embrittlement 
on Steel Samples by Neutron Small Angle Scatter- 


ing. 
GKSS-77/E/24 
NARAIN, R. 

Physics Aspects of Reactor Safety. 


78-14 18J MF AO1 


INIS-mf-3481 78-02 18! Not available NTIS 


NARAIN, RAJENDRA 


PossibI6000ysics Modifications to Cirus Reactor 
Core for improved Reactor Utilization. 
INIS-mf-3492 78-02 18K Not available NTIS 


Start-Up Accident Evaluation for R-5 Reactor. 
INIS-mf-3484 78-02 181 MF AO1 


NARASIMHA, M. J. 


OFT Algorithms - Analysis and implementation. 
AD-A058 049/8GI 78-24 12A PC A04/MF A01 


NARASIMHAN, S. V. 


Fission Product Release Behaviour after Reactor 
Shutdown: Experience at Tarapur Atomic Power 
Station. 

BARC-884 


78-19 18G MF A01 


NARASIMHAN, T. N. 


Numerical Model for Land Subsidence in Shallow 
Groundwater Systems. 


LBL-4461 78-02 8H PC A02/MF A01 


Preliminary Report on Reservoir Tests at East Mesa 
Geothermal Site, California. 
TID-28011 78-14 81 MF A01 


Recent Developments in Modeling Groundwater 
Systems. 
LBL-5209 78-01 8H Not available NTIS 


Recent Results from Tests on the Republic 
Geothermal Wells, East Mesa, California. 
LBL-7017 78-19 8! PC A02/MF A01 


Reservoir Evaluation Tests on RRGE 1 and RAGE 2, 
Raft River Geothermal Project, Idaho. 
LBL-5958 78-01 8! PC A04 


Results of Reservoir Evaluation Tests, 1976 East 
Mesa Geothermal Field, California. 
LBL-6369 78-09 8! 


NARASIMHAN, V. A. 


The Virgin River Basin Study: A Regional Approach 
to Multiobjective Planning for Water and Related 
Resources, 

PB-273 647/8GI 


NARATH, A. 
Nuclear Spin Relaxation in Au exp 51 V: Spin 
Dynamics of a Kondo Alloy. 
SAND-77-1803C 78-12 20L PC A02/MF A01 
NARAYAN, J. 
A< 100> Dislocation Loops in MgO. 
CONF-770821-1 78-06 208 PC A02/MF A01 
Laser Annealed Boron implanted Silicon Solar 
Cells. 
CONF-770922-2 78-08 10B PC A02/MF A01 


Solar Cells from ion-implanted, Laser-Annealed Sil- 


PC A02/MF AQ1 


78-02 138 PC A08/MF A01 


icon. 

CONF-771051-1 78-08 108 PC A02/MF A01 

Thermal Breakdown in MgO Single Crystals at High 

Temperatures. 

CONF-770411-3 78-13 118 PC AQ2/MF A01 

Transmission Electron Microscope Studies of Laser 

and Thermally Annealed lon Implanted Silicon. 

CONF-780571-5 78-25 20L PC A02/MF A01 
NARAYAN, S. SHANKAR 

DFT Algorithms - Analysis and implementation. 

AD-A058 049/8G! 78-24 12A PC A04/MF A01 
NARAYAN, S. Y. 


Epitaxial Growth of Semi-insulating GaAs. 
AD-A055 936/9G! 78-20 20L PC A03/MF A01 


NARAYANAN, A. S. 


Economic Analysis of Erosion and Sedimentation, 
Seven Mile Creek Southwest Branch Watershed. 
PB-274 687/3GI 78-05 2B PC A03/MF A01 


NARAYANAN, G. H. 


The Structural Characteristics of Radiation Damage 
Produced by High Energy (2.7 MeV) lon implanta- 
tion in GaAs. 

AD-A051 988/4G! 


NARAYANAN, M. A. B. 


On the Period of the Coherent Structure in Bounda- 
ty Layers at Large Reynolds Numbers. 
N78-21407/9G! 78-16 20D PC A02/MF A01 


NARAYANAN, RANGESAN 
Cost Minimization for Coal Conversion Pollution 


Control: A Mixed Integer Programming Model. 
PB-280 173/6GI 78-16 7A PC A0S/MF A01 


NARAYANASWAM I, R. 


An Optimality Criterion for Sizing Members of 
Heated Structures with Temperature Constraints. 
N78-10511/1GI 78-05 20M PC A03/MF A01 


NARCISI, ROCCO SANDY 

The Radioactivity of Sb125 and Te125m 

AD-217 161/9GI 78-11 18H PC A07/MF A01 
NARCISO, S. J. 


Charging of Flexible Solar Array Substrates in 
Kilovolt Electron Beams. 
N78-21199/2GI 78-16 


NARDI, E. 
Energy Deposition by Fast lons in Pellet Fusion Tar- 


gets. 
WIS-PH-77/28 78-23 18A PC A0Q2/MF AO1 


Energy Deposition by Relativistic Electrons in High 
Temperature Targets. 
WIS-PH-77/47 78-23 18A PC A02/MF A01 


Self Magnetic Field Effects on Energy Deposition by 
Intense Relativistic Electron Beams. 
WIS-PH-77/31 78-23 18A PC A02/MF A01 


NARDI, JOHN C. 


New Low Temperature, High Energy Density Battery 
Systems. 
AD-A058 121/5GI 


NARDO, S. V. 


Ablation of hollow cylinders. 
AD-468 933/7GI 77-20 


NARDONE, JOHN 


Plastic Data Formats for a Computerized Material 
Property Data System. 
AD-A047 972/5GI 


NARENDAA, K.S. 
integral Transforms for a Class of Time Varying 
Linear Systems 
AD-247 120/9GI 78-13 12A PC A02/MF AO1 
On the Construction of Lyapunov Functions for 


Nonlinear Systems 
AD-243 781/2GI 


78-13 20L PC A03/MF A01 


10B PC A03/MF A01 


78-24 10C PC A02/MF A01 


168 PC A03/MF A01 


78-06 111 PC E03/MF E03 


78-13 12A PC A02/MF A01 





Pole-Zero Configurations and Transient Response 
of Linear Systems 
AD-234 470/3GI 78-10 9E& PC A03/MF A01 


Synthesis of Linear Feedback Systems Using the 
Complementary Root Locus 
AD-231 944/0GI 78-13 9C PC A03/MF A01 


NARENDRA, KUMPATI S. 


Direct and Indirect Adaptive Control, 
AD-A058 235/3GI 78-24 12A PC A03/MF A0O1 


Stability of class of discrete time systems with a 
single feedback nonlinearity. 
AD-473 590/8GI 78-14 12A PC A03/MF A01 


The Stability of Second Order Quadratic Differential 
Equations, 
AD-A049 771/9GI 78-09 12A PC A03/MF AO1 


Stable Adaptive Controller Design Direct Control, 
AD-A053 314/1GI 78-15 12A PC A03/MF A01 


NARENDRA, P. M. 


Prototype Automatic Target Screener. 
AD-A050 684/0GI 78-11 17E PC AO7/MF A01 


NARETTO, C. J. 


Analysis of Inadvertent Opening of Primary Motor/ 
Generator Set Generator Field Breakers. 
LTR-1142-17 78-17 18M PC A02/MF AO1 


Probability of Inadvertent Opening of a LOFT Blow- 
down by-Pass Valve. 
LTR-112-128 


NARIAI, H. 


Propagators for a Scalar Field in Some Bianchi- 
Type | Universe. 
RRK-76-7 78-02 3B Not available NTIS 


Quantized Scalar Field in Some Bianchi-Type | 
Universe. 
RRK-77-2 


NARIAI, HIDEKAZU 


Quantized Scalar Field in Some Bianchi-Type | 
Universe, 2. DeWitt's Two Vacuum States Con- 
nected Causally. 
RRK-77-5 


NARIN, FRANCIS 


Eleven Year Trends in Publication Rates for U.S. 
Academic Institutions. 
PB-285 572/4GI 


NARINYAN, V. T. 


Possibility of Simultaneous Extraction of Particles 
Along Several Beam Lines at the Yerevan 
Synchrotron. 

EFI-176(22)-(76) 


NARITA, HIDEO 


ESELEM 4: A Code for Calculating Fine Neutron 
Spectrum and Multi-Group Cross Sections in Plate 
Lattice. 

JAERI-1245 78-01 


NARITA, R. E. 


instream Flow and the Reproductive Efficiency of 
Sockeye Salmon, 
PB-286 071/6GI 


NARJES, L. 


Physical Quantities, Their Role and Treatment in 
Gas Flow Measurement Techniques. 
PTB-Me-18 78-23 20D PC A02/MF A01 


NARKIS, N. 


Combination of Physio-Chemical and Biological 
Processes for Wastewater Treatment and Reuse. 
Biological Treatment with Nitrification Following 
Chemical Flocculation-Clarification of Raw Waste- 
Water. 

N78-26022/1GI 78-20 13B PC A02/MF A01 


Use of Ozone in Water Renovation. Part 1: Removal 
of Organic Matter from Effluents by Lime Treat- 
ment, Ozonation and Biologically Extended Carbon 
Adsorption. 

N78-26025/4GI 


NARUD, J.A. 


Analysis and Design of a Transistor Univibrator In- 
cluding Inherent Nonlinearities 
AD-230 861/7GI 78-13 9E PC A06/MF AO1 


Phase Plane Investigation of a Servomechanism 

with Backlash Between Motor and Load 

AD-236 171/5GI 78-09 9C PC A10/MF A01 

Two New Pulse-Dividing Circuits 

AD-141 638/7GI 78-13 9E PC A02/MF A01 
NARUD, JAN A. 

The Secondary Emission Pulse Circuit, Its Analysis 


and Application 
AD-131 984/7GI 


NARUKAWA, S. 


Lithium lon Conductive Electrolyte Composition. 
SAND-77-6009 78-04 10C PC A02/MF A01 


78-22 181 PC A02/MF A01 


78-23 3B PC A02/MF A01 


78-23 20H PC A02/MF AO1 


78-26 5B PC AOS/MF A01 


78-20 20G MF A01 


18K Not available NTIS 


78-26 6C PC A07/MF A01 


78-20 13B PC A02/MF A01 


78-13 9E PC A04/MF A01 


NARUSE, Y. 


Static Characteristics of the Gaseous Diffusion 
Cascade with Process Gas Loss from. Compressor 
Shaft Seal. |. ideal and Quasi-ideal Cascades. 

JAERI-M-6455 78-04 18J MF A01 


Static Characteristics of the Gaseous Diffusion 
Cascades Consisting of Two-Compartment Dif- 
fusers. 


JAERI-M-6501 78-04 18) MF A01 


NARVA, MARSHALL A. 


Development of a Systematic Methodology for the 
Application of Judgmental Data to the Assessment 
of Training Device Concepts, 


AD-A056 470/8GI 78-21 5I PC A02/MF A01 


NASBY, R. D. 


Development of High-Efficiency P exp + -N-N exp 
+ Back-Surface-Field Silicon Solar Cells. 
SAND-78-1156C 78-26 10B PC A02/MF A01 


Structural Effects in Chemically Sprayed CdS/Cu/ 
sub X/S Photovoltaic Cells. 


SAND-76-0737 78-03 10B PC A03/MF A01 


NASCI, RICHARD A. 


Raster to Lineal Conversion Analysis. 
AD-A050 196/5GI 78-10 98 PC A03/MF A01 


NASCIMENTO, J. C. 


Fiber Bundle Geometry and Space-Time Structure. 
PUC-TN-13/77 78-21 20H MF AO1 


NASCIMENTO, O. R. 


EPR Of Cu exp + 2 :Mb Single Crystal. Conforma- 
tional Changes. 
PUC-TN-24/76 


78-21 7D MF AO1 


NASH, CLINTON B. 


Reprint: The Effect of the Combination of Quinidine 
and Propranolol upon Atrial and Ventricular Auto- 
maticity in Dogs. 

AD-A051 635/1GI 78-12 60 PC A02/MF A01 


Evaluation of Pulmonary and Cardiovascular Effects 
of New Antimalarial and other Antiparasitic Com- 
pounds. 


AD-A046 318/2GI 78-03 60 PC AQ4/MF A01 


NASH, D. B. 


Annual Report, University of Rochester Biomedical 
and Environmental Research Project: Brief Descrip- 
tion of Research Papers Accepted for Publication 
During 1976. 


UR-3490-1189 78-07 6C PC A06/MF A01 


NASH, EOWARD M. 


First Wind-Tunnel Tests of the Shark with Ex- 
trapolations to Full Scale 


AD-066 786/5GI 78-14 19H PC A06/MF A01 


NASH, EDWARD wW. 


Reprint: Potentiation of Phosphorus !nsecticides by 
Phenothiazine Derivatives: Possible Hazard, with 
Report of a Fatal Case, 
PB-280 569/5GI 

78-17 6T (Order as PB-280 565, MF A01) 


NASH, G. 


Appraisal of Subcooled Boiling and Slip Ratio from 
Measurements Made in Lingen BWR. 
AEEW-R-1128 78-26 18! PC A0Q3/MF A01 


Short Channel MOS for CCD Readout Circuit. 
AD-A045 669/9GI 78-01 9E PC A04/MF AO1 


NASH, GEOFFREY S. 


Reprint: Excretion of DNA by Purified Human 
Lymphocyte Subpopulations. 
AD-A048 534/2GI 78-07 6P PC A02/MF AO1 


Reprint: Leukemic Reticuloendotheliosis: ‘Hairy Cell 
Leukemia,’ Structural Features of the Abnormal Cell 
in a Patient with Profound Leukocytosis. 

AD-A045 683/0GI 78-01 6E PC A02/MF A01 


Reprint: Prearmed Effector Cells and the Target 
Cell Specificity of Lectin Induced Cellular Cytotox- 
icity. 

AD-A045 571/7GI 


78-01 6P PC A02/MF A01 


NASH, H.C. 


Single Crystal Elastic Constants of Lithium 
AD-205 944/2GI 78-11 11F PC A02/MF A01 


NASH, HARRY C. 


Single-Crystal Elastic Constants of Lithium 
AD-221 236/3GI 78-11 11F PC A02/MF AO1 


NASH, J. F. 


Continuation of the Compendium of Applications 
Technology Satellite and Communications 
Technology Satellite User Experiments 1967-1977, 
Volume 1. 

N78-31141/2GI 78-26 22A PC A10/MF A01 


Continuation of the Compendium of Applications 
Technology Satellite and Communications 
Technology Satellite User Experiments 1967-1977, 
Volume 2. 


N78-31142/0GI 78-26 22A PC A20/MF A01 


NASSE, GEORGE NICHOLAS 


NASH, J. M. 
Application of Solar Energy to Air Conditioning 


Systems. 
N78-17483/6GI 


NASH, JOAN 


Quality Assurance Audits Equal Pandora's Box. 
HRP-0023983/0GI 78-12 6E Not Available NTIS 


NASH, JOHN 


An Automated Procedure for Computing the Three- 

Dimensional Transonic Flow Over Wing-Body Com- 

binations, Including Viscous Effects. Volume Ill. An 

Implicit Method for the Calculation of Three-Dimen- 

sional Boundary Layers on Finite, Thick Wings. 

AD-A055 263/8G! 78-18 1C PC A05/MF A01 
NASH, JOHN F. 


Verification of a Three-Dimensional Turbulent 
Boundary-Layer Calculation Method. 
AD-A055 606/8G! 78-20 20D PC A04/MF A01 


NASH, K. L. 
Kinetic Study of Am(Ill) And DCTA. 
ORO-1797-79 78-22 7D PC AO2/MF A01 
NASH, KENT D. 
Insurance Regulations Affecting Prepaid Dental 
Care Plans -- A State-by-State Analysis. 
HRP-0900345/0G! 78-24 6E PC A10/MF A01 
NASH, M. 


Wake Characteristics of a Tower for the DOE--NASA 
MOD-1 Wind Turbine. 
DOE/NASA/1028-78/17 

78-23 10B PC A05/MF A01 
Wake Characteristics of a Tower for the DOE-NASA 


MOD-1 Wind Turbine. 
N78-23558/7GI 


NASH, PETER G. 


Labor-Management Issues in the Health Care Field. 
HRP-0017598/4GI_ 78-14 5A Not Available NTIS 


NASH, R. W. 


Preconcentration of Native Copper Ore by Elec- 
tronic Sorting. 
PB-285 204/4GI 


NASH, ROBERT T. 


Formulating Public Policy to Improve Productivity 
Through Technological Innovation, 
PB-285 777/9GI 78-26 SA PC A03/MF A01 


NASH, WILLIAM A. 


Response of an Empty Cylindrical Ground Sup- 
ported Liquid Storage Tank to Base Excitation. 
PB-274 471/2GI 78-04 13D PC A06/MF A01 


NASHBURN, WILLIAM H. 


Sea Grant at Virginia Tech - 1974. 
PB-276 598/CGI 78-07 5i PC A02/MF A01 


NASHNER, R. 


Displacements and Stresses About an Arbitrarily 
Loaded Spheroidal Inclusion. 
LA-7035-MS 78-23 20L PC A03/MF A01 


NASLAIN, R. 


Prospectives of Boron Fiber Composites Prospec- 
tives sur les Com posites a Base de Fibres de Bore. 
N78-22169/4GI 78-17 110 PC AQ2/MF A01 


The Prospects for Composites Based on Boron 
Fibers. 
N78-27185/5GI 


NASON, FRANCES 


Soft Services -- A Major, Cost-Effective Component 
of Primary Medical Care. 
HRP-0023546/5GI 78-17 6E Not Available NTIS 


NASON, SCOTT 


Alternative Scenarios for Federal Transportation 
Policy. Volume ill. An integrated Policy Model for 
the Transportation Industries. 
PB-275 403/4GI 78-06 


NASON, WILLIAM E. 


Cerebral Activation and the Placement of Visual 
Displays. 
AD-A046 478/4G! 


NASONOVA, V. A. 


Clinical Significance of Acid Phosphatase and 
Cathepsin Assay in the Urine of Patients with 
Systemic Lupus Erythematosus. 

UCRL-Trans-11285 78-10 6E PC A0Q2/MF AO1 


NASRALLAH, N. F. 


Non-Leptonic K Decay Rate in Terms of Spectral 
Function Integrals. 
IC-76-86 

NASSE, GEORGE NICHOLAS 
The Italo-Albanian Villages of Southern Italy, 
AD-441 628/5GI 78-01 SK PC AOS/MF A01 


78-12 13A PC A05S/MF A01 


78-18 10A PC A05/MF A01 


78-25 81 PC A02/MF A0O1 


78-23 11D PC A02/MF A01 


13B PC A10/MF A01 


78-03 5H PC A03/MF A01 


78-22 20H MF A01 


PA-1021 





NASSER, ESSAM 
Impulse Streamer 
Figure Studies, 
AD-434 257/2GI 78-14 20C PC A02/MF A01 


The lonization Potential Wave Occurring at Spark 
Breakdown (Die lonisierenden Potentialwellen Beim 
Funkendurchschiag), 

AD-423 142/9GI 78-14 201 


NASSER, S. 
Systems Approach to Mental Health Care in a HMO 


Model. 
HRP-0023370/0G! 


NASSIFF, S. J. 


Excitation Functions and isomeric Ratios for the 
tsomeric Pair Sup(106M)Ag and Sup(106G)Ag in the 
exp 107 Ag (D,T) Reaction. 
CNEA-422 


NASTROM, G. D. 


An Analysis of the First Two Years of GASP Data. 
N78-13669/4GI 78-08 4A PC A02/MF A01 
Guidelines for Flight Planning during Periods of 
High Ozone Occurrence. 

AD-A050 988/5G! 78-11 4A PC A08/MF A01 
Variability of Ozone Near the Tropopause from 
GASP Data. 
N78-23648/6G! 


NATANZON, G. A. 


New Aspects in the Symmetiy Theory of Polyatomic 
Molecules. 
LA-tr-77-32 


NATARAJA, MYSORE 


in Situ Stress Measurements, Park River Projeci, 
Hartford, Connecticut. 
AD-A048 049/1GI 


NATARAJAN , RAJ T. 


Reprint: The Scattering of Light from Thin Polymer 


Films: Multiple Scattering. ll. Effect of Depolariza- 
tion. 


AD-A046 130/1G! 
NATAUPSKY, MARK 
Report on the 1975 Officers’ OER Opinion Survey. 

AD-A049 705/7GI 78-09 5J PC A03/MF AO1 
NATELSON, BENJAMIN D. 


Reprint: Cortisol Secretion and Clearance in the 
Rhesus Monkey. 
AD-A045 682/2GI 


NATELSON, DELLE 
Productivity of Florida Springs 
AD-052 729/1GI 78-17 6F PC A03/MF A01 
NATESAN, K. 
Corrosion Behavior of Type 310 Stainless Steel in 
Coal-Gasification Environments. 
CONF-771010-6 78-12 7A PC A02/MF A0O1 
Effect of Sodium Environment on the Creep-Rup- 
ture and Low-Cycle Fatigue Behavior of Austenitic 


Stainless Steels. 
CONF-771052-3 


NATH, JOHN H. 


High Reynolds Number Oscillating Flow by Cylin- 
ders, 
PB-275 208/7GI 


NATH, P. 


Finite Element Analysis of a Large Diameter Buried 
Steel Pipeline. 
PB-280 134/8GI 


NATH, Y. 

Nonlinear Structural Response to Sonic Booms. 

N78-24576/8GI 78-19 20A PC A03/MF A01 
NATHAN, B. D. 

Advanced Archival Memory. 

AD-A058 198/3G! 78-24 9B PC A08/MF AO1 
NATHAN, DAVID G. 


Studies in Sickle Cell Disease, Pathophysiology of 
Sickling and Host Resistance to Infections. 
PB-273 583/5GI 78-03 6E PC A02/MF A01 


NATHAN, MARSHALL I. 


The effect of pressure on the energy levels of impu- 
rities in semiconductors; (1) arsenic, indium and 
aluminum in silicon; (2) gold in silicon and (3) gold 
in germanium. 

AD-296 531/7GI 78-14 20L PC A0Q3/MF A01 


High Pressure Effects in Semiconductors. Interband 
Scattering in Germanium 
AD-206 925/0G! 78-11 


NATHAN, R. 


Medical Ultrasonic Tomographic System. 
N78-12659/6GI 78-07 6B PC A04/MF AQ1 


Branching from Lichtenberg 


PC A02/MF A01 


78-21 6E Not Available NTIS 


78-08 20H MF A01 


78-18 4A PC A03/MF A01 


78-02 7D PC A03/MF A01 


78-06 8G PC A04/MF A01 


78-02 7D PC A02/MF A01 


78-01 6A PC A02/MF A01 


78-18 183 PC A03/MF A01 


78-05 


13J PC A02 


78-16 13B PC A03/MF A01 


20L PC A04/MF A01 


PA-1022 


NATHAN, R. A. 


Systems Study of Fuels from Sugarcane, Sweet 
Sorghum, and Sugar Beets. Volume |. Comprehen- 
sive Evaluation. Task 77, Final Report. 

BMI-1957(V.1) 78-07 21D PC A08/MF A01 


Systems Study of Fuels from Sugarcane, Sweet 
Sorghum, and Sugar Beets. Volume II. Agricultural 
Considerations. Task 77, Final Report. 

BMI-1957(V.2) 78-10 2C PC A12/MF A01 


Systems Study of Fuels from Sugarcane, Sweet 
Sorghum, and Sugar Beets. Volume Ill. Conversion 


to Fuels and Chemical Feedstocks. Task 77. Final 
Report. 
BMI-1957(V.3) 


NATHANS, M. W. 


Availability of Sediment-Adsorbed Selected Pesti- 
cides to Benthos with Particular Emphasis on 
Deposit-Feeding Infauna. 

AD-A055 506/0G! 78-20 


NATHANS, R. 


Assessment of Energy Research, Development, and 
Demonstration Priorities for New York State. interim 
Report. Volume i. 

BNL-50735(V.1) 78-19 10A PC A10/MF A01 


Energy Information and Analytic System for New 
York State. 


BNL-22677 78-15 10A MF A01 


Energy Needs, Uses, and Resources in Developing 
Countries. 


BNL-50784 78-26 10A PC A08/MF A01 


Energy Planning and Management in Developing 
Countries: Thoughts Concerning a Conceptual 
Framework. 

BNL-23340 78-15 10A PC A0Q3/MF A01 


Land Use and Energy Utilization. Final Report. 
BNL-50635 78-05 10A PC A03/MF A01 


Planner's Energy Workbook: A Manual for Explor- 
ing Relationships Between Land Use and Energy 
Utilization. 

BNL-50633 78-09 


NATHANSON, CONSTANCE A. 

iliness and the Feminine Role--A Theoretical 
Review. 

HRP-0019132/0G!I 78-09 6E Not Available NTIS 


Mothers’ Health Beliefs and Children's Clinic Visits 
-- A Prospective Study. 
HRP-0025373/2GI 78-25 5J Not Available NTIS 
NATHENSON, GERALD 

Reprint: Dermal Absorption of Hexachlorophane in 
Infants, 
PB-279 746/2GI 

78-15 6T (Order as PB-279 739, MF A01) 


NATIELLO, THOMAS A. 


An Evaluation of the Impact of Communications 
Technology and improved Medical Prciocol on 
Health Care Delivery in Penal Institutions. Volume 1. 
Executive Summary, 
PB-274 439/9GI 


NATION, ARTHUR W.C. 


Cross Modulation 

plifiers 

AD-052 900/8G! 
NATION, J. A. 


Proceedings of the International Topical Con- 
ference on High Power Electron and lon Beam 
Research and Technology (2nd), October 3-5, 1977. 
Volume |. 

AD-A057 218/0GI 78-22 20G PC A22/MF A01 
Proceedings of the International Topical Con- 
ference on High Power Electron and lon Beam 
Research and Technology (2nd), October 3-5, 1977. 
Volume Il. 
AD-A057 219/8G! 


NATOCHIN, Y. V. 


Water-Salt Exchange During Bedrest of Varying Du- 

ration. 

N78-15683/3GI 
NATOWITZ, J. B. 


Angular Momentum Effects in Nuclear Reactions. 
Progress Report, August 1, 1976--July 31, 1976. 
ORO-3924-29 78-08 20H PC A04/MF A01 


NAUDASCHER, E. 
Acoustic Leakage Detection in Pipelines. 
ANL-Trans-1131 78-26 13K PC A03/MF A01 
NAUDET, R. 
Dosimetry of Prehistorical Reactors. 
LA-tr-78-15 78-14 8l 
NAUDTS, J. 


Reprint: Nature of the Phase Transition in KCN at 
168 K 


PB-281 976/1GI 


78-07 21D PC A09/MF A01 


13B PC A05/MF A01 


10A PC A07/MF A01 


78-05 6E PC A03/MF A01 


in Traveling-Wave Tube Am- 


78-21 9A PC A03/MF A01 


78-22 20G PC A19/MF A01 


78-10 6S PC A03/MF A01 


PC A02/MF A01 


78-19 70 Not available NTIS 


NAUENBERG, U. 


Search for Tachyonomonopoles in Cosmic Rays. 
COO-2114-24 78-05 20H PC A02/MF A01 


NAUGHTON, J.M. 


Research on the Exploration of Methods to Produce 
Chlorates and Perchlorates by Means Other Than 
Electrolytic 

AD-016 814/6GI 78-14 7B PC A03/MF A01 


Research on the Exploration of Methods to Produce 
Chlorates and Perchlorates by Means Other Than 
Electrolytic 

AD-017 221/3GI 78-14 7B PC A02/MF A01 


Research on the Exploration of Methods to Produce 
Chlorates and Perchlorates by Means Other Than 
Electrolytic. Part Il. Analytical 

AD-017 222/1GI 78-14 7B PC A02/MF A01 


NAUGHTON, JOHN J. 


Effects of Chemicals on a Schooling Fish, Kuhlia 
Sandvicensis 
AD-025 054/8GI 78-18 8A PC A02/MF A0O1 


Relation of Chemical Structure to Irritant Respon- 
ses in Marine Fish 
AD-025 053/0G! 


NAUGLE, DENNIS F. 


Air Quality impact of Aircraft at 10 USAF Bases. 
AD-A045 464/5G! 78-01 13B PC A02/MF A01 


Photographic Measurements of USAF Aircraft 
Piume Rise. 
AD-A054 004/7G! 


NAUGLE, F. V. 


High-Temperature Piping Design Technology. Quar- 
terly Technical Progress Report, April--June 1977. 
Al-ERDA-13206 78-07 181 PC A02/MF A01 


High-Temperature Piping Design Technology. Quar- 
terly Technical Progress Report, July--September 
1977. 

Al-DOE-13214 


NAUGLE, JOHN E. 


High Energy Phenomena in Nuclear Emulsions 

AD-066 416/9GI 78-20 20H PC AO5/MF A01 
NAUKKARINEN, K. 

X-Ray Topographic Experiments with Si, Ge, alpha- 

S, HMT and PtCo Crystals and with Integrated Cir- 


cuits Using Synchrotron Radiation.. 
N78-17319/2GI 78-12 20L PC A02/MF A01 


NAULIN, F. 


Strong Polarization of the Residual Nucleus in a 
Heavy-lon Induced Transfer Reaction. 
IPNO-PhN-77-09 78-14 20H MF A01 


NAULIN, FRANCOIS 


Development of an Identification System for Study- 
ing Light Exotic Nuclei by Two-Body Nuclear Reac- 
tions. 

IPNO-TH-76-07 


NAUMANN, CLAS M. 


Studies on the Systematics and Phylogeny of 
Holarctic Sesiidae (Insecta, Lepidoptera)--Transla- 


78-18 8A PC A02/MF A01 


78-16 1C PC A03/MF AQ1 


78-16 181 PC A03/MF A01 


78-01 18D MF AQ1 


tion. 

PB-279 519-T/GI 
NAUMANN, E. C. 

Large Space Systems Technology, Volume 1. 


78-15 6C PC A10/MF A01 


N78-26155/9GI 78-21 22A PC A24/MF A01 


Large Space Systems Technology, Volume 2. 

N78-26156/7GI 78-21 22A PC A24/MF A01 
NAUMANN, K. 

Systems-Optimized Operation for Voltage and Idle 


Power. 
DOE-tr-79 


NAUMANN, R. A. 


Some Recent Results on mu exp - Transfer in 
Systems with Bound Hydrogen. 
LA-UR-77-1266 78-07 7E PC A02/MF A01 


NAUMANN, R. J. 


Descriptions of Experiments Selected for the Space 
Transportation System (STS) Materials Processing 
in Space Program. 

N78-25103/0GI 78-20 22A PC A03/MF A01 
Preliminary Assessment of the Vacuum Environ- 


ment in the Wake of Large Space Vehicles. 
N77-31222/1GI 78-01 22A PC A03/MF A01 


NAUMOV, A. P. 


Characteristics of Photo-Activation of Light Ele- 
me.its. 


INDC(CCP)-104/LN 78-26 7E PC AQ2/MF A01 
NAURIGHT, LYNDA PARKS 


Faculty Development Procedures and Practices in 
Programs of Professional Nursing Education. 
HRP-0016869/0G! 78-11 5l Not Available NTIS 


78-17 13B PC A02/MF A01 





NAUS, D. J. 


Monitoring of Prestressed Concrete Pressure Ves- 
sels. 1. An Overview of Concrete Embedment Strain 
Instrumentation and Calibration Test Results for 
Selected Concrete Embedment Strain Meters. 

ORNL/TM-6191/V1 78-25 18J PC AO6/MF A01 


NAVA, D. F. 


The Reaction Cl + H2CO Yields HCL + HCO: 
Decreased Sensitivity of Stratospheric Ozone to 
Chlorine Perturbations. 
N78-24711/1GI 


NAVACH, R. 


Peripheral Anti Pn Production and Decay Angular 
Distributions in the Reaction pi exp - p implies (Anti 
Pn)p at 12 GeV/C Incident Momentum. 

BONN-HE-77-14 78-23 20H PC A02/MF A01 


NAVARRE, CAROLYN E. 


A Computerized Special Collections inventory 

System at the Wayne State University Libraries, 

ED-140 859 78-14 5B Not available NTIS 
NAVARRO, A. M. 

Description of alpha-beta Tracking Filter 


Minimal Maximum Transient Error Response. 
N78-26364/7GI 78-21 171 PC AQ3/MF AO1 


NAVARRO, JOSEPH J. 


Cost Reduction in University Information Systems: 
The Opportunities and the Pitfalls, 
ED-146 947 78-23 5B Not available NTIS 


NAVARRO, R. 


Catalog of Seismic Records Obtained in Support of 
the Erda/Nevada Operations Office, October 1963-- 
June 1976. 


USGS-474-183 78-07 18C PC A07/MF AO1 


Seismicity Near the Idaho National Engineering 


Laboratory Site from November 1, 1975 to June 30, 
1976. 
TID-27806 


NAVARRO, VICENTE 


Health and the Corporate Society. 
HRP-0013487/4GI 78-01 6E Not Available NTIS 


Political and Economic Determinants of Health and 
Health Care in Rural America. 
HRP-0015244/7Gi 78-05 6E Not Available NTIS 


NAVICKIS, LEO L. 


Removal of Heavy Metals from Industrial Waste- 
waters Using Insoluble Starch Xanthate. 
PB-283 792/0GI 78-23 138 PC A06/MF A01 


NAVON, I. M. 


Algorithms for Solving Scalar and Block-Cyclic 
Tridiagonal Systems of Linear Algebraic Equations. 
N78-24821/8GI 78-19 12A PC A03/MF A01 


Application of a New Partly-implicit Time-Differenc- 
ing Scheme for Solving the Shallow-Water Equa- 
tions. 


N78-30550/5GI 78-25 12A PC A03/MF A01 


Application of Fourth-Order Accurate Differences to 
a Three-Parameter Baroclinic Model of the At- 
mosphere, Part 2. 
N78-24707/9GI 


NAVRATIL, J. D. 


Chemical Research at Rocky Flats. 

RFP-2774 78-20 18G PC A03/MF A01 
Computerized Mathematical Model for the Anion 
Exchange Processing of Plutonium(IV). 

RFP-2572 78-02 70 PC AQ3/MF A01 


78-19 4A PC A02/MF A01 


with 


78-10 8K PC AQ2/MF A01 


78-19 48 PC A03/MF A01 


Evaluation of Anion Exchange Resins for Pre-Analy- 
sis Separation of Actinides. 


RFP-2682 78-06 7D PC A02/MF A01 


Evaluation of Anion Exchange Resins for 
Processing Plutonium--Neptunium Residues. 
RFP-2657 78-12 18J PC A02/MF A01 
Evaluation of Extraction Chromatography for Amer- 
icium Recovery. 

RFP-2625 78-15 18G PC A0Q2/MF A01 


Secondary Recovery of Plutonium and Americium 
from Process Waste Streams by Solvent Extraction. 
RFP-2708 78-19 18G PC A02/MF A01 
Tributy! Phosphate impregnated Sorbent for Plu- 
tonium--Uranium Separation. 

RFP-2770 78-23 18J PC A02/MF A01 


Waste Management Analysis for the Nuclear Fuel 


Cycle: Parts | and Il. Progress Report for Period 
Ending March 31, 1977. 
RFP-2667 78-08 


NAWROCKE, PAUL 


Medicaid Performance Standards Feasibility Study. 

PB-281 829/2GI 78-19 6E PC A09/MF A01 
NAWROCKI, MICHAEL 

Methods to Control Fine-Grained Sediments Resuit- 

ing from Construction Activity, 

PB-279 092/1GI 78-14 13B PC A05S/MF A01 


18G PC A02/MF A01 


NAWROT, J. R. 
Problem Sites: Lands Affected by Underground 


Mining for Coal in Illinois. 
PB-281 729/4GI 78-18 8! 


NAY, JOE N. 


Program Management and the Federal Evaluator. 
HRP-0017006/8GI 78-05 5K Not Available NTIS 


NAY, MARSHALL W. JR. 
A Survey of Considerations for Solar Energy Facility 


Applications. 
AD-A049 490/6G! 


NAYAK, B.C. 
A Sensitivity Analysis of Rigid Pavement Overlay 


Design Procedure. 
PB-283 385/3GI 


NAYAR, P.S. 


Reprint: Thallium Selenide Infrared Detector. 
AD-A053 158/2GI 78-15 17E PC A02/MF A01 


NAYBOUR, R. D. 
The Influence of Water on the Electric Strength of 


an Ethylene-Propylene Monomer Insulation. 
N78-13356/8GI 78-08 9A PC A02/MF A01 


An Investigation of Compression Methods Used to 
Make Connections to Stranded and Solid Alumini- 
um Conductors, 


PB-277 678/9GI 78-12 9A PC A03/MF A01 


A Short Duration Test Method for Mechanical Con- 
nectors to be Used on Aluminum Conductors, 
PB-276 273/0GI 78-10 9A PC A04/MF A01 
A Short Duration Type Test for Overhead Compres- 
sion Connectors, 

PB-277 679/7GI 78-12 9A PC A04/MF A01 


The Termination of Aluminium Conductors on 


Copper Bus Bars - An Investigation of Large Dis- 
similar Metal Junctions, 


PB-277 529/4GI 78-12 9C PC A03/MF A01 
NAYFEH, A. H. 

Adiabatic Following in Two-Photon Transition. 

CONF-770645-1 78-03 7D PC A02/MF A01 

Three Dimensional Steady and Unsteady Asymmet- 


ric Flow past Wings of Arbitrary Planforms. 
N77-33102/3GI 78-04 1A PC A03/MF A01 


NAYFEH, ALI H. 
Secondary Instability in Boundary-Layer Flows, 
AD-A058 804/6G! 78-25 20D PC A03/MF A01 
NAYFEH, M. H. 
Adiabatic Following in Two-Photon Transition. 
CONF-770645-1 78-03 7D PC A02/MF A01 


Selective Single Atom Detection in a 10 exp 19 

Atom Background. 

CONF-770713-1 
NAYLOR, D. 


The Generalized Simple Wave 
AD-037 784/6GI 78-21 


NAYLOA, M. 


Generation and Simulation of Metallic Particulate 
Air Pollutants by Electric Arc Spraying. 
PB-273 357/4GI 78-02 14B PC A15/MF A01 


NAYLOR, T. 


Energy Use in the Kilning, Drying, and Heat Curing 
industries. Report No. 11. 
NP-21760 78-20 


NAZARENKO, T. A. 
Spectral Isotopic Analysis of Hydrogen in Zirconium 


and Its Alloys. 
NIAR-P-246 


NAZARETH, L. 

Davidon's Optimally Conditioned Algorithms for Un- 
constrained Optimization. 
ANL-AMD-TM-283(Rev.) 

78-03 12B PC A02/MF A01 
ORVOCR: A Fortran Implementation of Davidon's 
Optimally Conditioned Method. 
ANL-AMD-TM-306 78-08 98 PC A03/MF A01 


Evaluation of Unconstrained Optimization Routines. 
CONF-761126-2 78-05 12B PC A02/MF A01 
Hybrid Least Squares Method. 
ANL-AMD-TM-254(Rev.) 

78-05 12A PC A02/MF A01 
MINKIT: An Optimization System. 
ANL-AMD-TM-305 78-05 98 PC A03/MF A01 


OCOPTR: A Derivative Free Fortran Implementation 
of Davidon's Optimally Conditioned Method. 
ANL-AMD-TM-303 78-08 9B PC A04/MF A01 
Relationship Between the BFGS and Conjugate 
Gradient Algorithms. 
ANL-AMD-TM-282(Rev.) 
78-03 


PC A24/MF A01 


78-09 13A PC A04/MF A01 


78-22 13C PC A08/MF A01 


78-03 7D PC A02/MF A01 


200 PC A05/MF A01 


10A PC A03/MF A01 


78-18 11F MF A01 


12B PC A02/MF A01 


NEAL, G. W. 


NAZARETH, R. A. M.S. 
Effect of inertia Parameters on Static Fission Path. 
CBPF-A0029/76 78-21 20H MF A01 
NAZAROV, A. I. 
Latest Research and Advances in the Treatment of 
Low- and Intermediate-Level Radioactive Wastes in 
Bulgaria, Hungary, the USSR and Czechoslovakia. 
ORNL -tr-4417 78-09 18G PC A03/MF A01 
NAZAROVA, M. R. 
High Temperature Microscopy-Methods of in- 
vestigating Metallic Thread-Like Crystals (Metody 
Issledovaniya Metallicheskikh Nitevidniky Kristal- 


lov)--Translation. 
PB-280 769-T/GI 


NAZARYAN, A. E. 


Hypercharge Exchange Reactions in Quasieikonal 

Model. 

EFI-185(31)-876) 
NAZARYAN, A. EH. 


Two-Body Hypercharge - Exchange Reactions in 
the Theory of Complex Momenta. Review. 
EFI-186(32)-876) 78-10 20H MF A01 


NAZET, C. 


Plasma Focus. 
N78-12839/4GI 


NAZZAL, A. 
The Synthesis of Substituted Nickel Dithiene Com- 
plexes with intense Electronic Transitions in the In- 


frared Region. 
AD-A054 675/4G! 


NOUAGUBA, JOHN C. 


Minorities in Medical Education -- Increasing the 
Applicant Pool. 
HRP-0024458/2GI 


NDUBIZU, C. C. 


Effects of ignition Sources and Fire Retardants on 
Material Ignition. 
PB-281 451/5GI 


NE’EMAN, Y. 


Researcn Program in Elementary Particle Theory. 

Progress Report, 1976--1977. 

ORO-3992-305 78-07 20H PC A06/MF A01 

Weak Interaction: Past Answers, Present Questions. 

COO-2220-99 78-26 20H PC A02/MF A01 
NEAD, M. W. 

A Parameter Estimation Subroutine Package. 

N78-25790/4GI 78-20 98 PC A07/MF A0O1 
NEAG, Z. I. 


Calculation of Non-Stationary Processes in Electri- 

cal Power Supply Networks with Vectors. 

NP-23041 78-17 9C PC A09/MF A01 
NEAL, B. F. 

Concrete Creep Study. 

PB-274 028/0GI 78-03 13C PC A02/MF A01 


Faulting of Portland Cement Concrete Pavements. 
PB-282 610/5GI 78-20 13B PC A04/MF A01 


Faulting of Portland Cement Concrete Pavements. 

PB-282 792/1GI 78-20 138 PC A04/MF A01 

Performance of PCC Pavements in California. 

PB-282 484/5GI 78-19 138 PC A03/MF A01 
NEAL, D. H. 

Fluid Bed Direct Denitration Process for Plutonium 


Nitrate to Oxide Conversion. 
RFP-2600 78-01 


NEAL, D. M. 


Comparison of Three Health Status Indicators. 
HRP-0017200/7Gi_ 78-05 6E Not Available NTIS 


NEAL, D. R. 
The Effect of the Transport Property Models on the 


Shuttle Boundary Layer. 

N78-27165/7GI 78-23 22B PC A06/MF AO1 
NEAL, DONALD M. 

Proof Test Procedures for 


Radomes, 
AD-A056 436/9G! 


NEAL, E. 


Revision of Simulation Model of Automobile Colli- 
sions Computer Program: Investigation of New In- 
tegration Algorithm. 
PB-280 753/5GI 


NEAL, EDDIE 


Determination of Strouhal Characteristics and 
Power Spectrum for Elastically Restrained H-Shape 
Sections. 

PB-284 784/6GI 


NEAL, G. W. 


Colloidal Properties of Sodium Carboxylates. 
CONF-780305-16 78-21 7D PC A02/MF A01 


78-17 11F PC A02/MF A01 


78-10 20H MF A01 


78-07 201 PC AQ6/MF A01 


78-17 70 PC A02/MF AO1 


78-26 5K Not Available NTIS 


78-18 11E PC A11/MF A01 


18J PC A02/MF A01 


Ceramic Missile 


78-21 160 PC A02/MF A01 


78-17 


13L PC AO7/MF A01 


78-25 13B PC A0S/MF AO1 


PA-1023 





NEAL, H. A. 


New Developments in High Energy Physics. 
CO0-2009-130 78-15 20H PC A03/MF A01 


Preliminary Measurements of Proton Polarization in 
High Energy Inclusive Processes. 

COO-2009-129 78-08 20H PC A02/MF A01 
Technical Progress Report of the Indiana University 
High Energy Physics Group, December 1, 1976-- 
November 30, 1977. 
COO-2009-132 


NEAL, J. A. 


Rocket Launcher, Mark 19 MOD 0, Proof Firing Test 
of Production Model 
AD-021 026/0GI 


NEAL, R. W. 


Oxygenation of Dredged Material by Direct Injection 
of Oxygen and Air During Open-Water Pipeline 
Disposal. 

AD-A046 482/6GI 


NEAL, ROBERT A. 


Reprint: An Examination of the Metabolism of 
Thiamin by Rat Liver Alcohol Dehydrogenase. 
AD-A050 955/4GI 78-11 6A PC A02/MF A01 


NEAL, T. 


Determination of the Grueneisen gamma for Beryili- 
um at 1.2 to 1.9 Times Standard Density. 
LA-UR-77-1292 78-04 11F PC A02/MF A01 


NEAL, VICTOR T. 


Reprint: Oceanographic Measurements 
Winter Sea Ice in McMurdo Sound, 
PB-285 366/1GI 78-25 8L Not available NTIS 


NEALE, DOUGLAS H. 


Experiments Related to External 
Propulsion. 
AD-AC47 623/4GI 


NEALE, K. W. 


Reprint: influence of Strain-Rate Sensitivity on 
Necking Under Uniaxial Tension. 
AD-A053 143/4GI 78-15 11F PC A02/MF A0O1 


NEALE, MICHAEL R. 


Avionics Evaluation Program: Multiple Missions and 
Antiaircraft Artillery Simulation. 
AD-A046 696/1GI 78-03 


NEALE, P. T. 
Problems in Designing a High-Speed Linear Data 


78-08 20H PC A02/MF A01 


78-16 19G PC A02/MF A01 


78-03 13B PC A10/MF A01 


under 


Burning for 


78-05 218 PC A02/MF A01 


1C PC A08/MF A01 


Bus for a Multimicroprocessor System. 


N78-18817/4GI 
NEALE, ROBERT S. 

High Energy Elastomeric Polymers. 

AD-A055 232/3GI 78-18 19A PC A02/MF A01 
NEALEY, S. M. 

Nuclear Power and the Public: Analysis of Collected 


Survey Research. 
PNL-2430 


78-13 9B PC A03/MF A01 


78-15 18E PC A12/MF A01 


Public Values Associated with Nuclear Waste 
Disposal. 
BNWL-1997 


NEALL, G. M. 


Design Optimization in Underground Coal Systems. 
Interim Report, January--March 1977. 
FE-1231-8 78-09 8! PC AQ4/MF A01 


Design Optimization in Underground Coal Systems: 
Section 1. Structural Parameters of Coal Measure 
Rocks. Section 2. Longwall Mining System Strata 
Simulator. Section 3. Design Criteria for Un- 
derground Roof-Truss Support Systems. Interim Re- 
port, April--June 1977. 
FE-1231-9 


NEANDER, ALLEN 
Force-Displacement Controller Knob. 
PATENT-4 050 265 

78-05 


NEAS, BARBARA R. 


Radiobiological Aspects of High Altitude Flight: 
Relative Biological Effectiveness of Fast Neutrons in 
Suppressing Immune Capacity to an infective 
Agent, 

AD-A053 204/4GI 


NEATE, J. 


Acquisition Logistics Handbook for Deputy Program 
Managers for Logistics, 
AD-A051 983/5GI 


NEBAUER, E. 


Preprocesses of Thermal Breakdown. |. In- 
homogeneous Current-Density Distribution at High 
Electrical Powers in CdS Single Crystals. 

BNWL-tr-242 78-02 20L Not available NTIS 


NEBEKER, DELBERT M. 


The Effects of Feedback and an implied Standard 
on Work Performance. 
AD-A045 430/6GI 78-01 


78-16 18G PC A09/MF A01 


78-14 8! PC A04/MF A01 


14B Not available NTIS 


78-15 6R PC A02/MF A01 


78-13 15€ MF AO1 


5J PC A02/MF A01 


PA-1024 


Performance Contingent Reward System: A Field 
Study of Effects on Worker Productivity. 
AD-A055 796/7GI 78-20 5i PC A04/MF A01 


A Performance-Contingent Reward System That 
Uses Economic Incentives: Preliminary Cost-Effec- 
tiveness Analysis. 

AD-A050 830/9G! 78-11 5J PC A04/MF A01 


Predictions of Key Entry Performance Using the 
Reconceptualized Expectancy Model. 
AD-A050 583/4G! 78-11 51 PC A03/MF A01 


NEBELUNG, A. 


Emission of X-Ray Continua by Bombardment of 
Thick Al, Si and Ti Targets with Protons and exp 14 
N Ions. 
ZfK-326 


78-19 18F MF AO1 


NEBEN, E. W. 


Economic Studies of Coal Gasification: Combined 
Cycle Systems for Electric Power Generation. Final 
Report. 


EPRI-AF-642 78-17 7A PC A20/MF AO1 
Economics of Current and Advanced Gasification 


Processes for Fuel Gas Production. Final Report. 
EPRI-AF-244 78-01 7A PC A12/MF A01 


NEBERGALL, W.H. 


The Chemistry of Partially Substituted Silanes 
AD-075 676/7GI 78-16 7D PC AQ2/MF A01 


NEBERGALL, WILLIAM H. 


Reactions of Silanes 


AD-137 596/3GI 78-16 7B PC AOS/MF A01 


NEBGEN, J. W. 


Evaluation of Sulfate-Bearing Waste Material from 
Fluidized Bed Combustion of Coals for Soil Sta- 
bilization. 

PB-278 031/0GI 


78-12 13B PC A04/MF A01 


NEBGEN, JOHN W. 


Thermal Stability and Aging Studies on Selected NF 
Compounds. 
AD-390 886/0GI 78-14 211 PC A03/MF A01 


Use of Waste Sulfate for Remedial Treatment of 
Soils. Volume |. Discussion of Results. 
PB-278 140/9GI 78-12 13B PC A10/MF A01 


NEBOLSINE, P. E. 


Advanced Reentry Aeromechanics. 
AD-A052 744/0GI 78-14 168 PC A03/MF A01 


NECESSARY, KENNETH J. 


Mexico's Border Industrialization Program in Per- 
spective. 
AD-A051 243/4GI 


78-12 13H PC AQ4/MF A0O1 


NECHAEV, YU. S. 


Method of Studying Point Defects of a Crystal Lat- 
tice Metody Izucheniya Tochechnykh Defektov 
Kristallicheskoi Reshetki)--Translation. 

PB-280 929-T/GI 78-17 11F PC A03/MF AO1 


NEEDHAM, CHARLES E. 


Development of an Artificial Viscosity Function. 
AD-A048 778/5GI 78-07 18C MF A01 


NEEDHAM, JAMES F. 


Engine/Airframe/Drive Train 
Documentation. 
AD-A056 956/6G! 


Dynamic Interface 


78-22 1C PC A04/MF A01 


NEEDHAM, P. B. JR. 


Reprint: Attenuation Lengths of Low-Energy Elec- 
trons in Solids Derived from the Yield of Proton- 
Excited Auger Electrons: Beryllium and Aluminum. 

PB-274 506/5GI 78-04 20L Not available NTIS 


NEEDHAM, ROBERT N. 


A Comparison of Plant Succession and Bird Utiliza- 
tion on Diked and Undiked Dredged Material 
Islands in North Carolina Estuaries. 

AD-A056 000/3GI 78-21 6F PC AQ9/MF A01 


NEEDLEMAN, A. 


Combined Macroscopic and Microscopic Approach 
to the Fracture of Metals. Technical Progress Re- 
port, July 1976--June 1977. 

COO-3084-53 78-07 11F PC A02/MF A01 


Limits to Ductility Set by Plastic Flow Localization. 
COO-3084/57 78-19 11F PC AQ4/MF A01 


NEEF, W. S. 


Field Reversed Mirror Reactor. 

UCRL-80074 78-13 18A PC A02/MF A01 
Mechanical Structure of the Mirror Hybrid Reactor 
Power Plant. 

UCRL-79638 78-13 18A PC A02/MF A01 
Mirror Hybrid (Fusion--Fission) Reactor. 
UCRL-80076 78-14 18A PC A02/MF A01 
Reference Mirror Hybrid Fusion-Fission Reactor 
Design. 

UCRL-79093 78-01 18A Not available NTIS 


Remote Servicing Features of Two New Mirror Fu- 
sion Reactors. 


UCRL-79420(Rev.1) 
NEEF, W. S. JR. 

Mechanical Design Aspects of a Tandem Mirror Fu- 

sion Reactor. 

UCRL-79434 78-01 18A Not available NTIS 

Remote Servicing Features of Two New Mirror Fu- 


sion Reactors. 
UCRL-79420 


NEELY, JAMES R. 
Health Care Financing: A Public Dilemma. 
HRP-0018637/9GI 78-06 6E Not Available NTIS 
NEENAN, JOHN P. 


Facile Synthesis of 
Phosphosulfate (PAPS). 
PAT-APPL-840 783/GI 78-13 7C PC A02/MF A01 


NEEPER, D. A. 
Solar Energy Research at LASL. Progress Report, 


July 1, 1976--September 30, 1977. 
LA-7115-PR 78-21 13A PC A06/MF A01 


NEER, MICHAEL E. 
The Ignition, Combustion, and Radiant Intensity of 
Spherical Clouds of Hydrogen. 
AD-A047 979/0GI 78-06 21B PC A03/MF A01 


NEERGORD, K. 


Shell Energy of Rapidly Rotating Nuclei. General 

Formulation. 

JINR-R4-9194 
NEES, M. 


The BIOSIS Data Base: Evaluation of Its Indexes 
and the STRATBLDR, CHEMFILE, STAIRS and DI- 
ALOG Systems for On-Line Searching. 

N77-33869/7GI 78-04 9B PC A04/MF A01 


NEESE, JANE W. 


Development and Evaluation of a Hexokinase/Glu- 
cose-6-Phosphate Dehydrogenase Procedure for 
Use as a National Glucose Reference Method, 

PB-284 908/1G! 78-25 7D PC A08/MF A01 


NEESE, WILLIAM E. 


Design of an Apparatus for Testing the Flammability 
of Fuel Sprays. 
AD-A054 511/1GI 


NEETHLING, J. D. 


ICCG Method for the Iterative Solution of Large 
Sparse Linear Systems. 
PER-19 


NEFED’EV, O. K. 


Study on the Decay of the exp 121 BA, exp 119 BA, 

exp 116 CS Delayed Proton Emitters. 

JINR-R6-8962 78-08 20H MF A0O1 
NEFED’EVA, L. S. 


DEPOT System for the Creation of a Translator from 
the COC Language. 
JINR-10-9764 


NEFEDOV, V. V. 


Energy Dependence of Neutron Interaction Cross- 
Section with exp 207 PB Nucleus in the Energy 
Range from 16 to 18 Mev. 
JINR-R-3-9047 


NEFF, COLE D. 


Financial Control by Time Absorption Analysis--A 
Tool for Profit Control, 
PB-282 708/7GI 


NEFF, DIANE 
Aspirin Substitutes. 
PB-282 666/7GI 78-20 6T PC A14/MF A01 


Over-the-Counter (OTC) Antihistamines. 
PB-280 476/3GI 78-16 60 PC A11/MF A01 


Small Fiber Inhalation. 
PB-280 474/8G! 


Strong Sensitizers. 
PB-280 475/5GI 
NEFF, G. R. 


Radioisotope Hermetic Test Precision. 

PB-275 141/0GI 78-06 14B Not available NTIS 
NEFF, J. 

Research on Single Liquid Propellants 

AD-303 213/3GI 78-16 211 PC A02/MF A01 

Research on Single Liquid Propellants 

AD-314 669/3GI 78-18 211 PC A0Q2/MF A01 
NEFF, J. A. 

Reprint: A Feature Selection Approach in Evalua- 


tion of Parameter Changes on the Human Operator 
Under Thermal Stress. 


AD-A055 149/9G! 78-18 6S PC A0Q2/MF A01 


Synthesis of Energetic Oxidizers. 
AD-388 595/1GI 78-14 7B PC A04/MF A01 


78-15 18A PC A02/MF A01 


78-15 18A PC A02/MF A01 


3'-Phosphaodenosine 5'- 


78-08 20H MF AO1 


78-17 21D PC A03/MF AO1 


78-17 12A MF AO1 


78-10 9B MF A01 


78-09 20H MF AO1 


78-20 SA PC A07/MF A01 


78-16 6T PC A08/MF A01 


78-16 6T PC A10/MF A01 





NEFF, J. M. 


The Effects of Copper (Il) on Molting and Growth of 
Juvenile Lesser Blue Crabs ‘Callinectes similis’ Wil- 


liams, 
PB-281 430/9GI 78-18 6T Not available NTIS 


Effects of Polychlorinated Biphenyls, 
Polychlorinated Naphthalenes, and Phthalate Esters 
on Larval Development of the Mud Crab 
‘Rhithropanopeus harrisii’, 

PB-283 323/4GI 78-22 6F Not available NTIS 


Interactive Effects of Temperature, Salinity Shock 
and Chronic Exposure to No. 2 Fuel Oil on Survival, 
Development Rate and Respiration of the Hor- 
seshoe Crab, Limus polyphemus. 

PB-281 473/9GI 78-18 13B Not available NTIS 


NEFF, JERRY M. 


Reprint: The Effects of the Water-Soluble Fractions 
of No. 2 Fuel Oil on the Early Development of the 
Estuarine Fish, ‘Fundulus grandis’ Baird and Girard, 
PB-281 426/7GI 78-18 13B Not available NTIS 


NEFF, MARTIN 


A Comparison of Androgens for the Treatment of 
Anemia in Chronic Hemodialysis Patients. 
PB-284 609/5GI 78-24 60 PC A04/MF A01 


NEFF, STUART E. 


Assessment of the Water Quality in the Salt River 
Prior to Its impoundment in Anderson and Spencer 
Counties, Kentucky. 
PB-275 221/0GI 


NEFF, THOMAS A. 


Conservation and Open Space Plan. 
PB-275 934/8GI 78-06 


NEFF, W.D. 


Ablation of Termporal Cortex and Discrimination of 
Auditory Patterns 
AD-150 755/7GI 


NEFF, WILLIAM D. 


Auditory Discrimination after Ablation of Tempora 
and Insular Cortex in Cat 
AD-150 756/5GI 78-24 6P PC A02/MF A01 


Auditory Thresholds of the Cat 
AD-104 907/1GI 78-22 6P PC A02/MF A01 


Behavioral Studies of Auditory Discrimination 
AD-150 757/3GI 78-24 6P PC A02/MF A01 


Currents of the Auditory Cortex in the Cat 
AD-102 172/4G! 78-22 6P PC A02/MF A01 


Hearing Losses after Apical Lesions in the Cochlea 
AD-009 197/5GI 78-18 6E PC A02/MF A01 


NEFFE, J. R. JR. 


Reprint: Cell-Mediated Lymphocytotoxic Response 
to Orthotopic Tooth Allografts by RhL-A-Matched 
Rhesus Monkeys. 
AD-A048 546/6GI 


NEGAS, T. 


Crystal Chemistry and Oxidation-Reduction of 
Phases in Rare Earth Tantalate-Niobate Systems. 
PB-284 595/6GI 78-24 7D Not available NTIS 


Reprint: Crystal Chemistry of Cerium Titanates, 
Tantalates and Niobates. 
PB-278 404/9GI 78-11 7D Not available NTIS 


Development of a Potential Electrode Material for 
MHD: Yttrium Orthoferrite. 
PB-280 439/1GI 78-17 118 Not available NTIS 


Development, Testing, and Evaluation of MHD- 
Materials. Quarterly Report, April--June 1977. 
FE/6010-2 78-15 10B PC AOS 


Development, Testing, and Evaluation of MHD- 
Materials. Quarterly Report, July--September 1977. 
FE/6010-9 78-14 108 PC AOS/MF A01 


Reprint: Oxidation-Reduction Reactions of CeM04+ 
x (M= Ta or Nb) Phases. 
PB-278 407/2GI 78-11 7D Not available NTIS 


Phase Relationships and Crystal Chemistry of Com- 
pounds Containing Cerium Oxide. 
PB-285 026/1GI 78-25 7D Not available NTIS 


Rare Earth Ceramics for MHD-Power Generators. 

PB-285 223/4GI 78-25 10B Not available NTIS 

Reprint: The System K20-Ai203-SiO2. Part 1. 

Phases on the KAISiO4-KAIO2 join. 

PB-278 421/3GI 78-12 20B Not available NTIS 
NEGELE, J. W. 


Nuclear Matter Theory. 
COO-3069-534 78-06 20H PC A02/MF A01 


NEGENDANK, WILLIAM G. 


lon Exchange in Normal and Leukemic Human 
Lymphocytes: Description by the Association-Induc- 


tion Hypothesis and Experimental Testing of its Pre- 
dictions. 
AD-A048 904/7GI 


78-06 13B PC A07/MF A01 


13B PC E05 


78-24 6P PC A02/MF A01 


78-07 6E PC A02/MF A01 


78-08 6C PC A02/MF A01 


NEGISHI, TAKASHI 


Loanable Funds Versus Liquidity Preference Theo- 
ries of Interest 
AD-216 743/5GI 


NEGAI, A. J. 


Satellite Observations of the Onset and Growth of 
Severe Local Storms. 
N78-26700/2GI 


NEHEMKIS, ALEXIS 


Drug Abuse Instrument Handbook -- Selected Items 

for Psychological Drug Research. 

HRP-0025902/8GI 78-22 6E PC A15/MF A01 
NEHLSEN, W.R. 

Evaluation of Sanitoi Type 8 Waste-Disposal 

System in Polar Camp Use 

AD-246 001/2GI 78-01 


NEHNEVAJSA, JIRI 
University-Urban interface Program. 


Goals: Some Thoughts on Health Issues. 
HRP-0013915/4GI_ 78-07 6E Not Available NTIS 


NEHRING, RICHARD 


Coal Development and Government Regulation in 
the Northern Great Plains: A Preliminary Report. 
PB-285 918/9GI 78-26 10A PC A10/MF A01 


NEIDERT, R. E. 
Investigation of Wideband Dual Mode Antennas Em- 


ploying a Symmetrical Feed Network. 
AD-A051 298/8GI 78-12 9E PC A02/MF A01 


NEIDHAROT, G.L. 


On the Transmission of a Concentrated Load into 

the Interior of an Elastic Body 

AD-083 018/2GI 78-20 20K PC A04/MF A01 
NEIDHART, B. 

Investigation of the Volatilization of Recoil Fioducts 

from lonic Crystals. 

AED-Cont-76-360-023 


NEIDIG, DONALD F. JR. 


Reprint: Microwave Burst Spectra and Solar Flare 
Magnetic Fields. 
AD-A050 127/0GI 


NEIDIG, RICHARD D. 
Assessor Team Balancing. 
PB-274 571/9GI 78-04 51 PC A02/MF A01 


A Job Analysis Technique for Determining Job 
Tasks and Performance Skills. 
PB-274 008/2GI 78-03 5J PC A03/MF A01 


NEIDIGH, R. V. 


Hot-lon Distribution Function in ORMAK, the Oak 
Ridge Tokamak. 
ORNL/TM-6198 78-18 


NEIDINGER, JOSEPH W. 


A Hydrodynamic Study of the Chines-Dry Planing 
Body 
AD-045 328/2GI 


NEIDLE, AMOS 


Chemical Stability and Metabolic Utilization of 

Asparagine Peptides 

AD-094 897/6GI 
NEIERS, J. 


Global Crop Production Forecasting: An Analysis of 

the Data System Problems and Their Solutions. 

N78-30637/0GI 78-25 2D PC A0S/MF AO1 
NEIFERT, R. D. 

SOCKITTOME: An 

Code. 

UCID-17733 


NEIGHBORS, P. K. 
Mode Ii Stress Intensity Factors in Edge Cracked 
Plates Subjected to Asymmetrical Transient Thermal 
Stresses. 
SAND-76-8508 
NEIGHBOURS, JOHN R. 
The Elastic Constants of Copper Alloys 
AD-035 970/3G! 78-21 11F PC A02/MF A01 
NEIHOF, R. A. 
Biodeterioration of Membrane Separators for Use in 
an Oil Pollution Prevention System. 
AD-A050 121/3GI 78-10 13B PC A04/MF A01 
NEIL, DOUGLAS E. 
Skill Deterioration and Its Management. 
AD-A053 839/7GI 78-16 51 PC AOS/MF AO1 
NEIL, GEORGE 
Software Acquisition 
Reviews and Audits. 
AD-A052 567/5GI 78-14 9B PC AOS/MF A01 
Software Acquisition Management Guidebook: Soft- 
ware Quality Assurance. 
AD-A047 318/1GI 78-04 9B PC A0S/MF A01 


78-23 5C PC A02/MF AO1 
78-21 


4B PC AOS/MF A01 


15E PC A02/MF A0O1 


Pittsburgh 


78-01 20L MF AO1 


78-10 38 PC A02/MF A01 


18A PC A03/MF A01 


78-21 


20D PC A04/MF A01 


78-22 6A PC A02/MF A01 


Interactive Data Processing 


78-17 9B PC A04/MF A01 


78-02 11F PC A03/MF A01 


Management Guidebook: 


NEISZ, D. E. 


NEIL, ROBERT DALE 
A State-of-the-Art Assessment of Air Data Sensors 
for Naval Aircraft. 
AD-A046 500/5GI 


NEIL, V. K. 


Emmittance and Transport of Intense Hollow Elec- 
tron Beams. 
UCID-17670 78-13 18A PC A02/MF A01 


Proton Accumulator Ring Injection Studies. 
LA-UR-77-1291 78-10 20G PC A02/MF A01 


Quadrupole Vs Solenoidal Focusing to Suppress 
the Image Displacement Instability in Linear Induc- 
tion Electron Accelerators. 

UCID-17838 78-26 20G PC A02/MF A01 


NEILL, A. H. JR. 


The Traction Generating Potential of Snow Tires vs. 
Regular Tread Tires on ice, Snow, Wet, and Dry 
Surfaces. 
PB-278 920/4GI 
NEILL, W. TRAMMELL 
Individual Differences in Attentional Flexibility. 
AD-A055 927/8G! 78-20 5J PC A02/MF A01 
NEILSEN, F. 
Draft Environmental Impact Statement on the 
Federal Energy Administration's Proposed Action to 
Allocate Naphtha for SNG Production by the Indi- 
ana Gas Company. 
DES-77-1 
NEILSEN, L. CARLISLE 
Definition of the Linear Region of X-Ray induced 
Cable Response. 
AD-A052 609/5G! 
NEILSEN, O. 
GaAs FET Driver Amplifier. 
N78-28362/9GI 78-23 9E PC A06/MF A01 
NEILSON, D. 
CAIN Software System. 
UCID-17671 
NEILSON, G.F. 
Photoconductance of F-Centres and Their Ag- 
gregates 
AD-077 575/9GI 


NEILSON, G. H. 


Neutral Beam Injection Experiments at ORNL: Fuel- 

ing Aspects. 

CONF-771129-4 
NEILSON, H. B. 

Pretreatment of Coal During Transport. 

PATENT-4 018654 78-13 8! Not available NTIS 
NEILSON, HAROLD C. 


A Neuropsychological Basis for Drug Substitution. 
AD-A046 059/2G! 78-02 60 PC A03/MF A01 


NEILSON, JAMES A. 

Lake Tahoe Vegetation |: A Symposium, 

PB-284 992/5GI 78-25 2F PC A04/MF A01 
NEILSON, R. M. JR. 


Immobilization of Tritiated Aqueous Waste in 
Polymer impregnated Concrete. 
BNL-22900 78-01 18G PC A02/MF A01 


Properties of Radioactive Wastes and Waste Con- 


tainers. Quarterly Progress Report, July--September 
1976. 


BNL-NUREG-50617 78-01 18G PC A03/MF A01 
Solidification of Liquid Concentrate and Solid 
Waste Generated as by-Products of the Liquid Rad- 


waste Treatment Systems in Light-Water Reactors. 
BNL-NUREG-22839 78-01 18G PC A03/MF A01 


NEIMARK, L. A. 


Postirradiation Examinations of the BG-9 Element. 
ANL-8067 78-03 18J PC A04/MF A01 


NEINER, G. H. 


Mechanical Characteristics of Stability-Bleed Valves 
for a Supersonic Inlet. 
N78-13063/0G! 


NEISS, J. 


Ground as a Heat Source. 
AED-Conf-77-053 -002 


78-03 1C PC A09/MF A01 


78-13 138 PC AQ3/MF A01 


78-23 13B PC A16/MF A01 


78-14 9A PC A02/MF A01 


78-13 9B PC A03/MF A01 


78-20 20F PC A02/MF A01 


78-12 18A PC A02/MF AO01 


78-08 21E PC A03/MF A01 


78-09 13A PC A03/MF AO1 


NEISS, J. A. 


Mission Analysis of Photovoltaic Solar Energy Con- 
version. Volume IV. Supplementary Studies. 
SAN-1101/PA8-1/4 78-23 10B PC AO7/MF AO1 
NEISZ, D. E. 

Development and Evaluation of die and Container 
Materials. First Quarterly Progress Report, October 
1--December 31, 1977. Silicon Sheet Task, Low 
Cost Silicon Solar Array Project. 

DOE/JPL/954876-1 78-23 10B PC A03/MF A01 


PA-1025 





NEITZEL, C. J. 
Development of a Computer Program for Store Air- 


loads Prediction Technique. 
AD-B018 949/8GI 78-13 


NEITZEL, D. A. 


impingement Studies at the 100-N Reactor Water 
Intake. 
BNWL-2401 


NEITZEL, G. P. 


A Computer Program to Calculate the Physical Pro- 
perties of a System of Coaxial Bodies of Revolution. 
AD-904 378/7GI 78-14 9B PC A03/MF A01 


NEITZEL, R. 


Qcsee Task 2: Engine and Installation Preliminary 
Design. 
N78-23089/3G! 


NEITZEL, R. E. 
Energy Efficient Engine: Preliminary Design and In- 
tegration Studies. 
N78-31108/1GI 78-26 21E PC A18/MF A01 
NEJEZCHLEB, ALLEN L. 
Evaluation of Coherent FSK Performance in At- 


mospheric Radio Noise. 
AD-A055 237/2GI 78-18 


NEKORYAKOV, V. E. 


Investigation of the Turbulent Flows of Two-Phase 
Media. 
N78-21408/7GI 


NEKRASOV, F. M. 


Possibilities of Heating Plasmas with the Aid of 
Helical RF Fields with Frequencies Less Than the 
lon Cyclotron Frequency. 

LA-tr-77-41 78-01 20! 


NEKRASOV, K. G. 


Investigation of the pi exp + Implies E exp + Up- 
silonsub(E)Esup(+ )Esup(-) Decay. 

JINR-R-1-9559 78-04 20H MF A01 
Spectrometer ARES. A Project. 
JINR-R-13-9542 7-20 


NELONER, KENNETH H. 


Reprint: Acrodermatitis Enteropathica. 
AD-A050 980/2GI 78-11 6E PC A02/MF A01 


NELKA, JOHN J. 


Experimental Unsteady and Time Average Loads on 
the Blades of the Cp Propelier on a Model of the 
00-963 Class Destroyer for Simulated Modes of 
Operation. 

AD-A048 385/9G! 


NELL, J. H. 


Physical-Chemical 
fluents. 
N78-26019/7GI 
NELMS, i. A. 
Safety Analysis Report for Packaging: The ORNL 
Loop Transport Cask. 
ORNL/ENG/TM-11 


NELMS, L. W. 


Large Coil Test Facility Conceptual Design Report. 
ORNL/TM-6032 78-16 18A PC A07/MF A01 


NELP, W. B. 


Total Body Calcium Analysis Using the Ca-12(N, 
alpha) AR-37 Reaction. 
N78-22696/6GI 78-17 6P PC A03/MF AO1 


NELSEN, JOHN THEODORE 


Political Parties in Transition: The German Army Bill 
of 1892-1893. 
AD-A057 683/5GI 


NELSO, 


Optimization of MLS Receivers for Multipath En- 
vironments. 
N78-11264/6GI 


NELSON, A. 


A Nonlinear Goal-Arc Network Extension of the 
Multi-Level Coherence Model for EEO. 
AD-A055 154/9GI 78-18 5! PC AQ3/MF A01 


NELSON, A. CARL 


Preliminary Evaluation of Sulfur Variability in Low- 
Sulfur Coals from Selected Mines. 
PB-275 000/8GI 78-05 21D PC A08/MF AO1 


NELSON, ALFRED B. 


A Three-Dimensional Model for Estuaries and 
Coastal Seas: Volume 5, Turbulent Energy Program, 
PB-285 965/0G! 78-26 13B PC A0S/MF A01 


NELSON, ANNE 


Crimes Against the Elderly in Public Housing: Pol- 
~ | Alternatives, 
PB-277 748/0GI 


1A PC A11/MF A01 


78-07 


13B PC A03/MF A01 


78-18 21F PC A15/MF A01 


17B PC A03/MF A01 


78-16 200 PC A11/MF A01 


PC AO02/MF Av1 


18D MF A0O1 


78-07 13J PC A14/MF A01 


Reclamation of Laundry Ef- 


78-20 13B PC A02/MF A01 


78-09 18F PC A10/MF A01 


78-23 5D PC A07/MF A01 


78-06 17B PC A11/MF A01 


78-12 SK PC A03/MF A01 


PA-1026 


NELSON, ARNE 
Medical X-Ray Visits and Examinations During 
Pregnancy, United States, 1963, 
PB-281 668/4G! 78-18 6E PC A03/MF A01 


Prevalence of Chronic Conditions and impairments 
Among Residents of Nursing and Personal Care 
Homes, United States, May-June 1964, 

PB-281 646/0GI 78-18 6E PC A03/MF A01 


NELSON, ARTHUR A. 
Cost of Comprehensive Pharmaceutical Services in 
a 45-Bed Rural Hospital. 
HRP-0019799/6GI 78-10 60 Not Available NTIS 


NELSON, ARTHUR R. 


Multiplexing and Filtering of Optical Signals. 
AD-A047 224/1GI 78-04 20F PC AOQS/MF A01 


NELSON, B. D. 


Light Experimental Supercruise Conceptual Design. 
AD-B022 011/1GI 78-19 1C PC A14/MF A01 


NELSON, B. E. 


Design of a Three-Meter, 7.5-Tesia Superconduct- 
ng Segment Test Facility. 
CONF-771029-109 78-12 18A PC A02/MF A01 


Pulse Coil Concepts for the LCP Facility. 
CONF-771029-92 78-14 18A PC A02/MF AQ01 


Structural Analysis of the Large Coil Segment Test. 
CONF-771029-62 78-12 18A PC A02/MF A01 


NELSON, BARBARA J. 


Applicants and Bureaucracies: Presentation of 
Claims and Mediation in Human Services. 
PB-282 605/5G! 78-20 5K PC A04/MF A01 


NELSON, BONITA L. 


Hazard Evaluation and Technical Assistance Report 
No. TA 76-101, American Color and Chemical, Lock 
Haven, Pennsylvania, 
PB-278 841/2GI 


NELSON, BONNIE 


Health Hazard Evaluation Determination Report 
Number 77-4-402, A and S Tribal Industries, Poplar, 
Montana, 

PB-273 707/0GI 


NELSON, C. S. 


Synthesis of Thermally Stable High Density and 
High Energy Plasticizers. 
AD-516 837/2GI 78-19 211 


NELSON, C. T. 


LMFBR Safety Program. Quarterly Technical 
Progress Report, April--June 1977. 
Al-ERDA-13205 78-07 18! 


NELSON, CARL 


Linking Health Needs and Facility Location -- THE 
HUPM's Challenge. 
HRP-9023293/4Gi_ 78-16 6E Not Available NTIS 


Quality Assurance Handbook for Air Pollution Mea- 
surement Systems. Volume Il. Ambient Air Specific 
Methods, 

PB-273 518/1GI 


NELSON, CARL W. 


Administrator's Role in Quality Assessment and 
Control. 
HRP-0016972/2GI 


78-14 6J PC A02/MF A01 


78-03 6J PC A02/MF A01 


PC A04/MF A01 


PC A02/MF A01 


78-02 


13B PC A13/MF A01 


78-11 6E Not Available NTIS 


Predicted Effects of Transient Burning on Gun 
Flamespreading. 
AD-A054 639/0G! 


78-17 19A PC A03/MF A01 


NELSON, CAROL A. 


Strategy for Clinical Advancement. 
HRP-0023588/7GI 78-22 5! Not Available NTIS 


NELSON, CHARLES R. 


Design Characteristics of Near Surface Rock For- 
mations. 
PB-277 708/4GI 78-12 138 PC A03/MF A01 


Hydraulic Transportation and Solids Separation of 


Excavated Materials in Tunnels. 
PB-273 274/1GI 78-02 13B PC A14/MF A0O1 


NELSON, CLYDE 


Labeling and Recording Orders for Intravenous 
Solutions -- The Concept of Total Amounts of In- 
gredients. 

HRP-0024119/0GI 


NELSON, CRAIG S. 


Wind Stress and Wind Stress Curl Over the Califor- 
nia Current. 
PB-273 610/6GI 


NELSON, D. 


Semi-Autonomous Controller for Data Acquisition, 
the Brilliant ADC. 
SLAC-PUB-2032 


NELSON, D. A. 


Caring for Relatives of Stroke Patients. 
HRP-0019590/9GI 78-06 6E Not Available NTIS 


78-16 60 Not Available NTIS 


78-02 8C PC A0S/MF A01 


78-17 20G PC A02/MF A01 


Use of Dredged Material Islands by Colonial 
Seabirds and Wading Birds in Texas. 
AD-A056 785/9G! 78-22 13B PC A14/MF A01 


NELSON, D. B. 
Finite beta Toroidal Plasmas. 
ORNL/TM-6273 78-21 18A PC AQ4/MF A01 


Macroscopic Stability and beta Limits in the Elmo 
Bumpy Torus. 
ORNL/TM-5967 


NELSON, D.E. 


pattern recognition and echo amplitude pattern- 
sfrom 3 submarine model targets for underwater 
target classification. 

AD-329 651/4GI 78-16 17A PC A06/MF A01 


Underwater Target Classification 
AD-315 225/3GI 78-18 17A PC A0S/MF A01 
NELSON, D. J. 


Chemically Induced Dynamic Electron Polarization: 
Examples of S-T/sub + 1/ Polarization. 
CONF-7705101-1 78-13 7D PC A02/MF A01 


High Power Laser Coupling. 

AD-A046 947/8G! 78-04 20E PC A09/MF A01 
NELSON, D. W. 

Reprint: Conserving Energy with Nitrification Inhibi- 

tors (Energy in Agriculture), 

PB-277 199/6GI 78-11 2A PC AQ2/MF A01 


Phosphorus Dynamics in Soils Irrigated with Mu- 

nicipal Wastewater. 

PB-279 609/2GI 
NELSON, DANIEL W. 


A Lead Emission Factor for Reentrained Dust from 

a Paved Roadway. 

PB-282 570/1GI 
NELSON, DAVID ALAN 


An Adaptive Finite-Difference Method for Solving 
the Sturm-Liouville Problem. 
AD-A058 413/6GI 78-25 


NELSON, DAVID M. 


Reprint: Near-Surface Silica Dissolution in the Up- 

welling Region Off Northwest Africa, 

PB-276 546/9GI 78-08 8A _ Not available NTIS 
NELSON, DONALD R. 


Reprint: Diel Behavior of the Blue Shark, ‘Prionace 
glauca’, near Santa Catalina Island, California. 
AD-A048 714/0GI 78-07 8A PC A02/MF A01 


Reprint: A Telemetric Study of the Behavior of Free- 
Swimming Pacific Angel Sharks, ‘Squatina califor- 
nica’. 

AD-A058 290/8Gi 


NELSON, DOUGLAS A. 


Buckling of Axially Compressed Stringer Stiffened 
Cylindrical Shelis with and without Cutouts. 
AD-A048 967/4GI 78-08 20K PC A08/MF A01 


NELSON, E. C. 


Functional Programming. 
AD-A052 997/4G1 78-15 9B PC AQ6/MF AO1 


NELSON, E. DON 


Comparison of Four Toxicology Resources in 
Respect to Rates of Retrieval and Time Required. 
HRP-0024709/8G!I 78-20 6E Not Available NTIS 


NELSON, EDWARD O. 


Regional Air Pollution Study. Fugitive Dust Survey 
and Inventory. 
PB-279 706/6GI 


NELSON, ELDRED C. 


The beta -Spectrometer Design Investigation, Parts | 
and Il 
AD-201 058/5GI 


NELSON, EUGENE C. 


Patients’ Acceptance of Physician's Assistants. 
HRP-0013506/1GI 78-01 6E Not Available NTIS 


NELSON, FORREST 


Military Applications of Nuclear Resonance Filters 
AD-010 192/3GI 78-14 148 PC A0Q2/MF A01 


Military Applications of Nuclear Resonance Filters 
AD-055 112/7GI 78-14 148 PC A11/MF A01 
NELSON, G.H. 


Effect of Weber Number on the Ventilation of Verti- 
cal Semi-Submerged Cylindric Rods of Circular 
Cross-Section 

AD-111 224/2GI 


NELSON, G. O. 

Glove Permeation by Organic Solvents. 

UCID-17758 78-23 6Q PC A02/MF A01 
NELSON, G. R. 

An Analytic Review of Personnel Models in the De- 


partment of Defense. 
AD-A045 829/9G! 


78-14 201 PC A03/MF A01 


78-15 2C PC A04/MF A01 


78-20 7D PC A04/MF A01 


12A PC A09/MF A01 


78-24 6B PC A02/MF A01 


78-15 13B PC A10/MF AO1 


78-24 18D PC A03/MF A01 


78-16 20D PC A02/MF A01 


78-01 5! PC A06/MF A01 





NELSON, H. G. 
Phase Relations in the Fe-Ni-Cr-S System and the 
Sulfidation of an Austenitic Stainless Steel. 
N78-17147/7GI 78-12 11F PC A04/MF A001 


Some Studies on a Solid State Sulfur Probe for 
Coal Gasification Systems 
N77-31605/7GI 78-01 7D PC A02/MF A01 


Stability of Chromium (lll) Sulfate in Atmospheres 
Containing Oxygen and Sulfur. 
N78-28173/0GI 78-23 7D PC A02/MF A01 


NELSON, HANNAH 


Meeting the Data Needs of a Neighborhood Health 
Center. 
HRP-0013059/1GI 


NELSON, HAROLD E. 


Directions to Improve Application of Systems Ap- 
proach to Fire Protection Requirements for 
Buildings. 

PB-276 004/9GI 78-08 13M PC A03/MF A01 


Directions to Improve Application of Systems Ap- 
proach to Fire Protection Requirements for 
Buildings. 
PB-283 831/6GI 
NELSON, I. 


Development of Interference Response Spectra for 
Lifelines Seismic Analysis. 
PB-275 215/2GI 78-06 


NELSON, I. C. 

A Further Appraisal of Dosimetry Related to Urani- 

um Mining Health Hazards, 

PB-274 189/0GI 78-04 6J PC A06/MF A01 

Plutonium in Human Lung in the Hanford Environs. 

BNWL-SA-5855 78-04 6R PC A02/MF AO1 
NELSON, IVAN 

Seismic Analysis of Pipelines with 

Response Spectra. 

PB-285 726/6GI 
NELSON, J. C. JR. 

Mobilization of Mercury by Aquatic Microorganisms, 

PB-276 456/1GI 78-08 6F PC A02 
NELSON, J. H. 

New Generation Strategic Submarine Study. 

AD-A047 059/1GI 78-04 13J PC A14/MF A01 
NELSON, J. R. 

Life-Cycle Analysis of Aircraft Turbine Engines. 

AD-A050 349/0GI 78-10 21E PC A06/MF A01 
NELSON, JAMES D. 

Reclamation of Polluted Farm Ponds. 

PB-277 807/4GI 78-11 13B PC A04/MF A01 
NELSON, JAMES R. 


Foreign Regulatory Experiments: Implications for 
U.S. An Analysis and Evaluation of Foreign Trans- 
portation Regulatory Experience. 

PB-280 711/3GI 78-17 138 PC A24/MF A01 


NELSON, JOHN F. 


Odontogenic Fibromyxoma: Report of a Case, 
AD-A051 998/3GI 78-13 6E PC A02/MF A01 


NELSON, JOHN O. 


Beneficial Disposal of Water Purification Plant 
Sludges in Wastewater Treatment. 
PB-285 230/9GI 78-25 13B PC A03/MF AO1 


NELSON, JON P. 


Investment in the Iron and Steel Industry of the 
United States, Phase Ill. Final Report and Forecasts 
for 1976-1985. 

PB-274 400/1GI 


NELSON, KERRY 


Methods and Results of an Every-Child Program for 
the Early identification of Developmental Deficits. 
HRP-0013922/0GI 78-07 6E Not Available NTIS 


NELSON, KURT H. 
Deposition of Salts from Sea Water by Frigid Con- 


centration 
AD-030 051/7GI 


NELSON, L. S. 


Aerosols Generated by exp 239 Pu and exp 233 U 
Droplets Burning in Air. 
SAND-78-0133C 78-25 18G PC A02/MF A01 


Molten LWR Core Material Interactions with Water 
and with Concrete. 


SAND-77-1216C 78-05 181 PC AQ2/MF A01 


Steam Explosion Triggering Experiments with Ox- 
idized Corium-E Simulants. 
SAND-77-1106C 78-08 181 PC A02/MF A01 


Steam Explosion Triggering Phenomena: Stainiess 
Steel and Corium-E Simulants Studied with a 
Floodable Arc Melting Apparatus. 

SAND-77-0998 78-25 181 PC A08/MF A01 


Thermal Interaction of Molten LWR Core Materials 
with Water. 


78-01 6E PC A03/MF A01 


78-23 13M Not available NTIS 


13K PC A03/MF A01 


Interference 


78-26 13B PC A04/MF A01 


78-04 SC PC A10/MF A01 


78-21 70 PC A03/MF A01 


SAND-77-0170C 
NELSON, LOUIS 


Fins of the Future - FFG-7, 
AD-A058 646/1GI 78-25 


NELSON, M. A. 


Fiber-Optic Time Domain Reflectometer. 
LA-UR-78-824 78-21 20F PC A02/MF AO1 


NELSON, MARK R. 


Personal Attributes Authentication Techniques. 
AD-A047 645/7GI 78-05 6D PC A15/MF A01 


NELSON, MARTIN E. 


Dimensional Analysis of Ocean Thermal Energy 
Conversion Heat Exchangers. 
AD-A054 985/7G! 78-18 


NELSON, MICHAEL B. 


The Role of Iron Sulfides in Controlling Trace Heavy 
Metals in Anaerobic Sediments: Oxidative Dissolu- 
tion of Ferrous Monosulfides and the Behavior of 
Associated Trace Metals. 

AD-A049 712/3GI 78-09 


NELSON, N. J. 


Thin Films of Gallium Arsenide on Low-Cost Sub- 
strates. Quarterly Project Report No. 1, October-- 
December 1976. 

SAN/1288-1 78-06 10B PC A02/MF A01 


Thin Films of Gallium Arsenide on Low-Cost Sub- 
strates. Quarterly Project Report No. 2, January-- 
March 1977. 

SAN/1288-2 78-06 10B PC A02/MF A01 


Thin Films of Gallium Arsenide on Low-Cost Sub- 
strates. Quarterly Project Report No. 3, April--June 
1977. 

SAN/1288-3 78-09 10B PC A02/MF A01 


User/Programmer Guide for UCMDS56: Positive 
Natural/AGS Units Setting. 
SAND-77-1440 78-13 9B PC A02/MF A01 


User/Programmer Guide for UCMD 88: Store User 
Dictionary. 
SAND-77-1798 


NELSON, NORTON 
NSF Workshop Panel to Select Organic Compounds 


Hazardous to the Environment. 
PB-278 996/4GI 78-13 138 


NELSON, P. A. 


Advanced Fuel Cell Development Progress Report, 
April--June 1977. 
ANL-77-56 78-07 10B PC A02/MF A01 


Advanced Fuel Cell Development. Progress Report 
for January--March 1977. 
ANL-77-29 78-05 10C PC A03/MF A01 


Advanced Fuel Cell Development. Progress Report, 
July--September 1977. 
ANL-77-79 78-16 108 PC A03/MF A01 


Advanced Fuel Cell Development. Progress Report, 
October--December 1977. 
ANL-78-16 78-23 10B PC A03/MF A01 


High-Performance Batteries for Stationary Energy 
Storage and Electric-Vehicle Propulsion. Progress 
Report, January--March 1977. 

ANL-77-35 78-06 10C PC A0S/MF A01 


High-Performance Batteries for Stationary Energy 
Storage and Electric-Vehicle Propulsion. Progress 
Report, October--December 1976. 

ANL-77-17 78-06 10C PC AQ4/MF A01 


Method of Preparing Porous, Active Material for 
Use in Electrodes of Secondary Electrochemical 
Cells. 

PATENT-4 048 715 


78-13 18F PC A0Q2/MF A01 


13J PC A04/MF A01 


10B PC A03/MF A01 


13B PC A18/MF A01 


78-16 9B PC A02/MF A01 


PC AOS/MF A01 


78-17 10C Not available NTIS 


NELSON, P. M. 


Classifying Road Vehicles for the Prediction of 
Road Traffic Noise. 
PB-280 864/0G! 


NELSON, PAUL E. 


Current Economic Research on Food Stamp Use. 
PB-285 883/5GI 78-26 6H PC AQ2/MF A0O1 


NELSON, R. 


Evaluating the Environmental Consequences of 
Groundwater Contamination: Management Summa- 
ry and Technical Papers. 

BCSR-6 78-02 


NELSON, R. E. 


Fixed and Base Station Antennas. 

PB-277 319/0GI 78-12 9E Not available NTIS 
NELSON, R. G. 

A Hardware Implementation of the ATCRBS Reply 

Processor Used in DABS. 

AD-A047 622/6GI 78-05 17G PC A04/MF A01 

Selection of a Melting Furnace for Consolidation of 


Nuclear Fuel Hulls. 
BNWL-1968 


78-16 138 PC A03/MF A01 


13B PC A08/MF A0O1 


78-13 18G PC A04/MF A01 


NELSON, V. A. 


NELSON, R. J. 


Reprint: Pressure Study of the External Quantum 
Efficiency of N-Doped GaAs (1-x)P(x) Light-Emitting 
Diodes. 

AD-A045 732/5G! 


NELSON, R. L. 


Superconducting Magnet Development. 
Annual Report, July 1975--September 1976. 
UCRL-50031-76 78-18 18A PC AQ4/MF A01 


NELSON, R. R. 


LCC/DTC Tasks Conducted for MX Weapon System 
Program. 
AD-A050 588/3G! 


NELSON, R. W. 


Calculated and Observed Nonisothermal Multiphase 
in Flow in Vertical Columns. 
ARH-SA-278 78-04 8H PC A02/MF A01 


Nuclear Waste Disposal in Space. 
N78-23571/0GI 78-18 18G PC A06/MF A01 


NELSON, RAYMOND A. 


Cluster Theory of the Saturated Vapor Pressure of 
Helium Isotope Mixtures 
AD-022 547/4GI 78-21 7D PC A02/MF AO1 


The Vapor Pressure of He3 - He4 Mixtures 
AD-010 796/1GI 78-18 20M PC A02/MF A0O1 


NELSON, RICHARD A. 


Reprint: A Comparison of Methods for Estimating 
Human Body Composition. 
AD-A049 240/5G! 78-08 6N PC A02/MF A01 


Nutritional Evaluation of a BAS/a la Carte Food 
Service System, Loring AFB, Maine, 
AD-A050 836/6G! 78-11 6H PC A03/MF A01 


Reprint: Protein Metabolism During Intensive Physi- 
cal Training in the Young Adult. 
AD-A050 950/5G! 78-11 6A PC A02/MF A01 


Reprint: Relationship of Anthropometric Measure- 
ments to Body Fat as Determined by Densitometry 
Potassium-40, and Body Water. 

AD-A051 663/3G! 78-13 6C PC A02/MF A01 


NELSON, RICHARD B. 
Dynamic Interactions and Optimal Design of PRT 


Vehicles on Elevated Guideways. 
PB-275 235/0GI 78-06 13B PC A06/MF A01 


NELSON, RICHARD D. 


Potential Troughs for Charge Transfer Devices. 
PAT-APPL-840 334/GI 78-04 9A PC A02/MF A01 


NELSON, RICHARD H. 


Wideband Holographic Digital 
Reproduction. 
AD-A048 464/2G! 


NELSON, RICHARD T. 


Reprint: Therapeutic Treatment for Epibiotic Foul- 
ing on Dungeness Crab (‘Cancer magister') Larvae 
Reared in the Laboratory, 
PB-274 658/4GI 


NELSON, ROBERT C. 


The Influence of Aerodynamic Interference on High 
Angle of Attack Wind Tunnel Testing. 
AD-A056 045/8G! 78-21 1A PC A03/MF AO1 


NELSON, ROGER A. 


The Standards Completion Program, Draft Techni- 
cal Standards Analysis and Decision Logics. 
PB-282 989/3GI 78-21 6J PC A07/MF A01 


NELSON, S. H. 


Commercial Feasibility of Thermal 
Buildings for Utility Load Leveling. 
CONF-770403-14 78-02 13A PC A02/MF A01 


NELSON, T. A. 


Evaluation of Methods for Seismic Analysis of 
Nuclear Fuel Reprocessing and Fabrication Facili- 
ties. 

UCRL-52159 78-22 18) PC A06/MF A01 


Seismic Analysis of the Nuclear Fuel 
Reprocessing Plant at West Valley, N.Y. 
UCRL-52266 78-17 18J PC AQ4/MF A01 


Seismic Analysis of the Nuclear Fuel Service 
Reprocessing Plant at West Valley, New York: 
Documentation. 
UCID-17453 


NELSON, T. D. 


Behavioral Effects of Microwave Irradiation on 

Squirrel Monkey (‘Saimiri Sciureus') Performance of 

a Repeated Acquisition Task. 

AD-A055 953/4G! 78-20 6R PC AO2/MF AO1 
NELSON, V. A. 

Amchitka Radiobiological Program Progress Re- 


port, January 1976--December 1976. 
NVO-269-31 78-04 6F PC A04/MF A01 


Radiological Survey of Plants, Animals, and Soil at 
Christmas Island and Seven Atolls in the Marshall 
Islands. Progress Report for 1974--1975. 


78-01 20L PC A02/MF A01 


Program 


78-11 16D PC AQ2/MF A01 


Recording and 


78-07 14C PC A03/MF A01 


78-04 8A PC A02 


Storage in 


Service 


78-07 18) PC A17/MF A01 


PA-1027 





NVO-269-32 
NELSON, W. 
X-Ray Absorption Fine Structure with Polarized X- 


78-09 6F PC A0S/MF A01 


Rays 
AD-026 991/0GI 
NELSON, W. G. 


Life Science Payloads Planning Study. 

N78-11157/2GI 78-06 22A PC A04/Mi A01 
NELSON, W. R. 

Similarities among the Radiation Fields at Different 

Types of High Energy Accelerators. 

SLAC-PUB-1805 78-16 20G PC A02/MF A0O1 
NELSON, WAYNE 

Habitat and Population improvement Measures Ac- 

companying Water Resource Development Projects, 

PB-279 402/2GI 78-15 13B PC A03/MF A01 


instream Flow Strategies for North Dakota. 
PB-285 982/5GI 78-26 5D PC A06/MF A01 


Unobligated and Unutilized Reservoir Storage at 
Federally Controlled Dams, 
PB-275 916/5GI 78-07 


NELSON, WILLIAM 
Cost-Benefit Analysis of Fluoridation in Houston, 


Texas. 
HRP-0023763/6Gi 


NELSON, WILLIAM B. 
Application of Economic Analysis to Evaluation of 
Alcoholism Rehabilitation Programs. 
HRP-0024819/5Gi 78-26 6E Not Available NTIS 
NELSON, WILLIAM D. 
Modeling of Integrated Circuit Components for 


Transient Radiation Response Prediction. 
AD-853 832/4GI 78-10 9E PC A07/MF A01 


NELSON, WILLIAM H. 
Instructor Ratings of Students Involved 


cidents: Spins and Stalls 
AD-076 070/2GI 78-20 18 PC A02/MF A01 


The Prediction of Aircraft Accidents by Instructors: 
Preliminary Findings 

AD-076 068/6G! 78-20 1B PC A02/MF A01 
Time to Complete Naval Air Training: Implications 
for Training 
AD-049 248/8G! 


NELSON, WILLIAM R. 


Closed Process Water Loop in NSSC Corrugating 
Medium Manufacture. 
PB-278 357/9GI 78-12 11L PC AOS/MF AO1 


Reservoir Ecosystems and Western Coal Develop- 

ment in the Upper Missouri River. 

PB-283 417/4GI 78-22 13B PC AOS/MF A0O1 
NEMANICH, R. J. 

Optical Probes of the Lattice Dynamics of Graphite. 

COO-2126-38 78-15 20L PC AQ2/MF A01 
NEMASHKALO, A. A. 


Investigation of Giant Multipole Resonances in 
Nuclei. 
KFTI-76-16 


NEMAT-NASSER, S. 


Reprint: On Harmonic Waves in Layered Com- 
posites. 
AD-A058 294/0GI 


NEMEC, J. 


Measurement of Radiation-Induced Heating of 
Uranium in Fuel Assemblies in the A-1 Reactor 
under Operation. Program of in-Core Measure- 
ments. Part 4. 
ZJE-147 


NEMEC, J. JR. 


An Inventory of Energy Research, 
PB-284 439/7GI 78-24 10A PC A19/MF A01 


NEMENOV, L. L. 


Intensity Oscillations in Relativistic Positronium 
BEAMS and Their Application for Verification of a 
Special Theory of Relativity. 
JINR-R1-9145 


NEMETH, Z. N. 


Experimental Evaluation of Foil-Supported 
Resilient-Pac Gas-Lubricated Thrust Bearing. 
N77-31502/6GI 78-01 131 PC A02/MF A01 


NEMETS, O. F. 


Neutron Flux Production in the exp 2 H(D,N) exp 3 
He Reaction at the Cyclotron. 
KIYI-76-28 


NEMIROVSKII, P. E. 


Structure of Input States. 
|AE-2359 


NEMOTO, M. 


Bibliographic Survey of Bearings for Nuclear Reac- 
tors. 


78-21 20B PC A02/MF A01 


13B PC A04/MF A01 


78-17 6E Not Available NTIS 


in Ac- 


78-21 15€ PC A02/MF A01 


78-09 20H MF A01 


78-24 11D PC A02/MF A01 


78-06 18J Not available NTIS 


78-08 7E MF A01 


78-10 20G MF A01 


78-08 20H MF A01 


PA-1028 


JAERI-M-7015 
NEMOTO, R. 


Reprint: The Diffusion of Sulfur-35 in NiO. 

AD-A057 868/2GI 78-24 7B PC A02/MF A01 
NEMOV, V. V. 

Magnetic Field of Helical Current-Carrying Conduc- 


tors on a Torus with an Arbitrary Pitch of Winding. 
KFTI-76-5 78-22 18A MF A01 


Rotational Transformation for Traps with 2- and 3- 
Cut Helical Windings. 
KFTI-75-23 


NEMZEK, THOMAS L. 
Photooxidation and 


Polypropylene. 
AD-A045 600/4GI 


NENADOVIC, T. 


Simultaneous Study of Sputtering and Secondary 
lon Emission of Binary Fe-Based Alloys. 
IBK-1400 78-04 11F MF A01 


NENNER, VICTORIA CORICH 
Primary Nursing. 
HRP-0019057/9GI 


NENTWICH, D. 


German--Spanish Collaboration in 
Peaceful Use of Nuclear Energy. 
ORNL-tr-4512 78-14 18E PC A02/MF A01 


NER, SANIA 


Triage Abilities of Nurse Practitioner vs Pediatrician. 
HRP-0016562/1GI_ 78-02 6E Not Available NTIS 


NEREM, ROBERT M. 


Cardiovascu'ar, Renal and Respiratory Effects of 
High Intensity, Intermediate Duration, Low Frequen- 
cy Vibration. 

AD-A050 158/5GI 


NERNST, G. H. 


Phase Diagram and Thermodynamic Behavior of the 
Systems Pd/H sub 2 and Pd/D sub 2 at Normal 
Temperatures: H-d separation Effect. 

ORNL-tr-4197 78-12 7D PC A03/MF A01 


NERO, A. V. 


Health and Safety impacts of Nuclear, Geothermal, 
and Fossil-Fuel Electric Generation in California. 
Volume 9. Methodologies for Review of the Health 
and Safety Aspects of Proposed Nuclear, Geother- 
mal, and Fossil-Fuel Sites and Facilities. 

LBL-5923 78-01 10B PC A08/MF A01 


Health Effects and Related Standards for Fossil- 
Fuel and Geothermal Power Plants. Volume 6 of 
Health and Safety Impacts of Nuclear, Geothermal, 
and Fossil-Fuel Electric Generation in California. 

LBL-5287 78-13 6F MF AO1 


NERSESOV, I. L. 
Kinematics and Dynamics of Seismic Waves at 


Distances Up to 3500 Km from Epicenter. 
UCRL-Trans-11313 78-14 8K PC A03/MF A01 


NES, W. V. 


Methods and Results of Boundary Layer Measure- 
ments on a Glider. 
N78-24085/0GI 


NESBET, R. K. 


Reprint: Atomic Polarizabilities for Ground and 
Excited States of C, N, and O. 
AD-A048 827/0GI 78-08 7D PC A02/MF A01 


Reprint: Calculations of Oscillator Strengths and 
Excitation Energies for Valence-Shell States of Mg 
and Ca. 

AD-A048 828/8GI 


78-20 181 MF A01 


78-23 18A PC A02/MF A01 


Accelerated Testing of 


78-01 111 PC A04/MF A01 


78-13 6E Not Available NTIS 


the Area of 


78-10 6S PC A03/MF A01 


78-19 1A PC A02/MF A0O1 


78-08 70 PC A02/MF A01 


Reprint: Correlation Effects in Electron Scattering 
and Attachment by Open-Shell Atoms. 


AD-A048 829/6GI 78-08 70 PC A02/MF A01 


Reprint: Experimental Observations of the Negative 
Atomic Nitrogen lon. 
AD-A048 826/2GI 


NESBIT, MARK 


Home Care for the Dying Child. 
HRP-0024278/4GI 78-17 6E Not Available NTIS 


NESBITT, DALE M. 


Large-Scale Energy 
Methodological Analysis. 
PB-285 642/5GI 78-26 


NESBITT, MICHAEL 


Friendship, Love, and Values 
AD-218 668/2GI 78-11 


NESENBERGS, M. 


Access Area Switching and Signaling: Concepts, Is- 
sues, and Alternatives, 
PB-283 464/6GI 


NESHEIM, J. A. 


Digital Axis-Crossing Interval and Amplitude Mea- 
surement System (DACIM Il). 


78-08 7D PC A02/MF A01 


Planning Models: A 


10A PC A15/MF A01 


5J PC A10/MF A01 


78-22 17B PC A07/MF A01 


AD-A051 555/1GI 
NESLER, T. P. 


Water Quality Guidelines for Acid Mine Drainage 
and Strip Mine Areas in lowa. 
IS-ICP-56 78-17 8 


NESS, N. F. 


An Extension of the Dual Magnetometer Method for 
Use on a Dual Spinning Spacecraft. 
N77-32457/2GI 78-02 22B PC A02/MF A01 


Magnetic Fields and Flows Between 1 AU and 0.3 
AU During the Primary Mission of Helios 1. 
N78-17964/5GI 78-12 3B PC A03/MF A01 


NESSEL, JOHN 


Energetics and Systems Modeling: A Framework 
Study for Energy Evaluation of Alternative Trans- 
portation Modes. 
AD-A053 690/4G! 


NESSIM, SHARON 


Efficiency and Cost of Primary Care by Nurses and 
Physician Assistants. 
HRP-0024396/4G! 


NESSLER, G. L. 


An Experimental Evaluation of Techniques for Mea- 
suring the Dynamic Compliance of Railroad Track. 
PB-285 559/1GI 78-26 13F PC AO07/MF A01 


NESTANDE, BRUCE 


A Model Penal Code for the State of California. A 
Study and Recommendation by the Staff of the As- 
sembly Committee on Criminal Justice, 1975-1976, 

PB-274 523/0G! 78-04 5D PC A05/MF A01 


NESTEL, GILBERT 


Counting Youth: A Comparison of Youth Labor 
Force Statistics in the Current Population Survey 
and the National Longitudinal Surveys. 

PB-285 625/0GI 78-26 51 PC A03/MF A01 


NESTER, K. 


Atmospheric Diffusion Parameters in the Environ- 
ment of the Karlsruhe Nuclear Research Center. 
KFK-2499 78-26 4A PC A02/MF A01 


NESTERENKO, V. S. 


Logic Device for the Three-Dimensional Analysis of 
the (N, 2N) Nuclear Reaction. 
FEI-542 


NESTEROV, B. V. 


Apparatus Subtraction of Compton Distribution in a 
High Resolution Gamma Spectrometer. 
FEI-488 78-01 18D MF A01 


NESTEROV, V. G. 


Macroscopic Spectrometer for Study of Fission 
Neutron Spectra. 
FEI-578 


NESTLE, W. R. 


Formulation of Hazard Evaluation 
Pyrotechnic Processes. 
AD-B004 209/3G! 78-14 1SA PC A04/MF A01 


Investigation of Methods for Detection and Control 
of Pyrotechnic Dust Fires and Explosions. 
AD-B020 480/0G! 78-19 19D PC A03/MF A01 


NESTLER, F.H. MAX 
The Formaldehyde Problem _ in 
Products--An Annotated Bibliography. 
AD-A046 077/4GI 78-02 11L PC A04/MF A01 

NESTOR, C. W. JR. 
Comparison of Experimental and Theoretical Bind- 
ing and Transition Energies in the Actinide Region. 
CONF-770579-2 78-06 20H PC A02/MF A01 
X-Ray Fluorescence Cross Sections for K and L X 
Rays of the Elements. 
ORNL-5399 

NESTOR, MARTIN J. R. 
The Environment of South Korea and Adjacent Sea 


Areas, 
AD-A055 162/2GI 


NETHAWAY, D. R. 


Neutron Spectra from 30-Mev Deuterons on a Thick 
Beryllium Target. 
UCRL-79557 


NETHERCOTT, R. B. 


The Development of Drawing Textures in Copper, 
AD-A049 209/0GI 78-08 11F PC A03/MF A01 
Development of Microstructure and its Relationship 


to the Mechanical Properties of Drawn Copper. 
AD-A056 038/3G! 78-21 11F PC A03/MF A01 


NETHERTON, R. 


Apparatus for Simultaneously Measuring Electrical 
Conductivity and Oxygen Fugacity. 
UCRL-52394 78-20 14B PC A02/MF A01 


Experimental Investigation of the Permeability of 
Kayenta and St. Peter Sandstones to Hypersaline 


78-12 17A PC A02/MF A01 


PC A0S/MF A01 


78-16 10A PC A0S/MF A01 


78-20 6E Not Available NTIS 


78-20 18D MF A01 


78-17 180 MF A01 


Indices for 


Wood-Based 


78-26 7D PC A08/MF A01 


78-18 4B PC A12/MF A01 


78-01 20H PC A02/MF A01 





Brine in the Temperature Interval 70 to 90 exp 0 C 
at 10.3sMPa Confining Pressure. 
UCRL-52382 78-21 8! PC A03/MF A01 


Predicting the Rate by Which Suspended Solids 
Plug Geothermal Injection Wells. 
UCRL-80529 78-23 81 PC A02/MF A01 


Viscosity of Brines from the Salton Sea Geothermal 
Field, Imperial Valley, California. 
UCRL-52344 78-17 81 PC A02/MF A01 


NETTEL, STEPHEN J. 
Image of the Fermi Surface in Spin Wave Spectra of 


Rare Earth Metals 
AD-254 580/4GI 78-13 20L PC A02/MF A01 


Interaction of a Polarizable Potassium Chloride 
Crystal with a Valence-Band Hole 
AD-235 468/6GI 78-10 20L PC A03/MF A01 


NETTER, F. 
Trends Towards Higher Flexibility and Accuracy in 
the Use of the Saclay’s High Duty Cycle 600MeV 
Electron Linac. 
CEA-CONF-3847 78-17 20G MF A01 
NETTESHEIM, DANIEL D. 
Topographical Intelligence and the American Civil 
War. 
AD-A057 970/6GI 78-24 15D PC A06/MF A01 


NETTESHEIM, P. 


In Vivo--in Vitro Studies of the Evolution of Epitheli- 
al Neoplasia. 
CONF-770130-1 78-05 6E PC A03/MF A01 


Organ Culture-Cell Culture System for Studying 
Multistage Carcinogenesis in Respiratory Epitheli- 


um. 
CONF-770342-2 78-04 6E PC A03/MF A01 


Studies with a New Experimental Model in Respira- 

tory Carcinogenesis. 

CONF-771147-1 78-14 6T MF A011 
NETTLES, V. F. 

Diseases of White-Tailed Deer. Chapter 5. Neopla- 

sia. 

CONF-770832-1 78-08 6C PC A02/MF A01 
NETZER, DAVID W. 


An Investigation of the Combustion Behavior of 
Solid Fuel Ramjets. 
AD-A048 411/3GI 78-07 21E PC A03/MF A01 


Sensitivity of AQAM Predictions for Naval Air 
Operations to Meteorological and Dispersion Model 
Parameters, 

AD-A056 296/7GI 78-21 4B PC A04/MF A01 


A Sub-Scale Turbojet Test Cell for Design Evalua- 
tions and Analytical Model Validation. 
AD-A049 862/6GI 78-09 14B PC A03/MF A01 


A Validation of Mathematical Models for Turbojet 
Test Cells. 
AD-A055 991/4GI 78-20 21E PC A04/MF A01 


NETZORG, GREGORY BERTMAN 
Sound Transmission from a Tapered Fluid Layer 
into a Fast Bottom. 
AD-A050 021/5GI 78-10 20A PC A0Q3/MF A01 
NEUBAUER, M. J. 


Ground-Based and in-Flight Simulator Studies of 
Low-Speed Handling Characteristics of Two Super- 
sonic Cruise Transport Concepts. 

N78-27111/1GI 78-23 1C PC A06/MF A01 


NEUBER, H. 


Mechanical Behaviour of Frozen Soils under Triaxi- 
al Compression--Translation. 
N78-71946/5GI 78-19 8M PC A04/MF A01 


NEUBERG, C. 


The Basis of the Carbamate Reaction 
AD-098 080/5GI! 78-21 7D PC A02/MF A01 


Precipitability of Small Quantities of Cell Con- 
stituents and Metabolites as Insoluble Radioactive 
Compounds 

AD-023 639/8GI 78-16 6R PC A02/MF AO1 


NEUBERG, CARL 


Preparation and Analytical Data of Pure D(-)3- 

Phosphoglyceric Acid 

AD-022 555/7GI 78-16 7C PC AO2/MF A01 

Solubilization of Insoluble Matter in Nature. Il. The 

Part Played by Salts of Organic and Inorganic Acids 

Occurring in Nature 

AD-014 278/6GI 78-16 6F PC A03/MF A01 
NEUBERT, STEPHEN F. 


Working Manual of Simple Program Evaluation 
Techniques for Community Mental Health Centers. 
SHR-0001889 78-04 5K PC A18/MF A01 


NEUBERT, V. H. 


Shock Analysis of Tubular Viscoplastic Beams. 
AD-A053 185/5GI 78-15 13M PC A06/MF A01 


NEUBERT, WILLIAM W. 
Selected Topics in Statistical Meteorology. 


AD-A050 035/5GI 78-10 4B PC A08/MF A01 
NEUBURG, H. J. 


Girdier-Sulfide Process Physical Properties. 

AECL-5702 78-22 7D MF AO1 
NEUDECK, G. 

Bibliography of Breakdown Effects in Semiconduc- 


tors. 
AD-A051 347/3GI 78-12 20L PC A04/MF A01 


NEUDECK, G. W. 


The Anomalous Voltage Response of the P(+ )N- 

N(+ ) Device and its Effects on Second Breakdown. 

AD-A053 539/3GI 78-16 9A PC A11/MF AO1 
NEUDECKER, J. W. 

Magnetic Induction Technique for Mapping Vertical 

Conductive Fractures: Status Report. 

LA-7049-SR 78-14 81 PC A02/MF A01 
NEUDER, STANLEY M. 

Electromagnetic Fields in Biological Media. Part |: 

Dosimetry-A Primer on Bioelectromagnetics. 

PB-285 793/6GI 78-26 6R PC A03/MF A01 
NEUER, G. 

Thermal Conductivity of Plasma-Sprayed Molyb- 

denum. 

IKE-S-204 78-09 11F MF AO1 
NEUFELD, HAROLD A. 

Protein Sparing Therapy during Pneumococcal 

Sepsis in Rhesus Monkeys. 

AD-A054 621/8GI 78-17 6E PC A03/MF A01 


Relation of Fever to Energy Expenditure. 
AD-A056 559/8GI 78-21 6S PC A03/MF A01 


NEUFELD, M. LYNNE 
Market Input/Output Studies. Task |. Vinylidene 
Chloride. 
PB-273 205/5GI 78-01 7A PC A09/MF A01 
NEUFELD, P. 
Liquid-Vapor Isotope Fractionation Factors in 


Argon--Krypton Binary Mixtures. 
COO0-3498-31 78-07 7D PC A03/MF A01 


NEUFELD, R. D. 


Bio-Oxidation of Aqueous Cyanogens Typical of 
Synthane Gasifier by-Product Water. Progress Re- 
port, September 1, 1977--November 30, 1977. 

COO/4502-1 78-16 13B PC A02/MF A01 


Preliminary Evaluation of the Biological Oxidation 
of Thiocyanates. Progress Report, November 30, 
1977--February 28, 1978. 

COO-4502-2 78-25 13B PC A02/MF A01 


Treatability Studies of Condensate Water from 
Synthane Coal Gasification. 
PERC/RAI-77/13 78-14 21D PC A03/MF AO1 


NEUFER, JOHN 
Analysis of the Content of Advanced Avionics Main- 


tenance Jobs. 
AD-A047 708/3GI 78-05 5! PC A11/MF A01 


NEUFFER, D. B. 
Calculation of Parity Violating Effects in the 6 exp 2 
p/sub 1/2/-7 exp 2 p/sub 1/2/ Forbidden M1 
Transition in Thallium. 
LBL-6237 78-05 20H PC AOS/MF A0O1 
NEUGARTEN, BERNICE L. 
Extending the Human Life Span: Social Policy and 
Social Ethics, 
PB-273 845/8GI 78-03 5K PC A04/MF A01 
NEUGEBAUER, CONSTANTINE A. 


Approaches to Custom Large Scale Integration. 
AD-908 892/3GI 78-16 9E PC A08/MF A01 


NEUGEBAUER, G. 
One-Millimeter Brightness Temperatures of the 
Planets. 
N78-16956/2GI 78-11 3B PC A02/MF A01 
NEUGEBAUER, M. 
The Energetic Particle Environment of the Solar 
Probe Mission: As Estimated by the Participants of 
the Solar Probe Environment Workshop. 
N78-32032/2GI 78-26 3B PC A04/MF A01 
NEUHAEUSER, H. G. 
Design and Calibration of 5-Point Conical Pressure 


Probes for Measuring in Supersonic Flow. 
N78-18015/5GI 78-13 14B PC A0Q3/MF A01 


Design and Calibration of 5-Point Conical Pressure 
Probes for Measuring in Supersonic Flow. 
N78-24531/3GI 78-19 14B PC A04/MF A01 


NEUHAUS, G. 


Load Distribution Optimization at Power Plants. 
Analysis and Presentation of the Production 
Planning Problem and Proposition of a Method of 
Solution. 

NP-23098 78-21 10B PC A11/MF AO1 


NEUHAUSER, C. 
Debug User's Guide (Version E). 


NEUMANN, G. 


SU-326-P-39-23 78-06 9B PC A0Q2/MF AQ1 


EMMY Based Pdp-11/20 Emulation. Technical Note 
No. 110. 
SU-326-P.39-20 78-02 9B PC A03/MF A01 


EMMY System Processor: Principles of Operation. 
SU-326-P-39-24 78-06 98 PC A04/MF A01 


NEUHAUSER, C. J. 
Stanford Emulation Laboratory. Technical Report 


No. 118. 
SU-326-P.39-11 78-06 9B PC A04/MF A01 


NEUHAUSER, DUNCAN 


Health Services in the United States. Revised and 
Enlarged Edition Number One. 
HRP-0023318/9G!I 78-13 6E Not Available NTIS 


MEU -- Measuring Efficient Utilization of Hospital 
Services. 
HRP-0023292/6GI 78-15 6E Not Available NTIS 


Providing Specialized, Coordinated Human Services 
to Communities: The Organizational Problem and a 
Potential Solution. 

SHR-0000467 78-17 5K PC A03/MF A01 


NEUHAUSER, K. S. 


Recent Developments in the Sandia Laboratories’ 
Sewage Sludge Irradiation Program. 
SAND-77-1411 78-14 2C PC AC4/MF A01 


NEUHOFF, CARL F. 


Outreach Clinic Experiment Extends Care with 
Paramedics. 
HRP-0019282/3G! 78-11 6E Not Available NTIS 


NEULIEB, ROBERT L. 


Estimating Times to Early Failures Using Finite Data 
to Estimate the Weibull Scale Parameter. 
AD-A050 263/3G! 78-10 14D PC A02/MF A01 


Including Fleet Usage Variability in Reliability 
Analyses for Both Safety and Economic Limit. 
AD-A047 714/1GI 78-05 1C PC A02/MF A01 


NEULS, A. S. 


Controlled-Air Incineration Studies at the Los 
Alamos Scientific Laboratory. 
LA-UR-78-1065 78-23 18G PC A02/MF A01 


NEUMAIER, F. 


Annual Report 1975. 
GSF-R-132 78-18 8H MF A01 


NEUMAN, C. P. 


Dynamic Models of Falling Film Evaporators for 
Ocean Thermal Energy Conversion Plants. 
COO0/2641-3 78-16 10B PC A04/MF A01 


Heat Transfer Research and Power Cycle Transient 
Modeling. 
COO/2641-4 78-10 108 PC A06/MF AO1 


Steady-State Evaporator Models of Solar Sea Power 
Plants. Part |. 
COO/2895-5 78-01 10B PC A03/MF A01 


NEUMAN, CHARLES P. 


Stability of class of discrete time systems with a 
single feedback nonlinearity. 
AD-473 590/8GI 78-14 12A PC A03/MF A01 


NEUMANN, A. B. F. 
Operation of Commercia: Boiling Water Reactors. 
AED-Conf-76-660-050 78-01 181 MF AG1 
NEUMANN, CHARLES J. 


Atlantic Tropical Cyclone Tracks by 5-, 10-, 15-, and 
30-Day Periods. 
PB-284 009/8G! 78-23 4B PC A04/MF A01 


Statistical Guidance on the Prediction of Eastern 
North Pacific Tropical Cyclone Motion. Part 2. 
PB-273 155/2GI 78-01 4B PC A02/MF A01 


NEUMANN, D. 

Reprint: Variational Calculation of Dynamic 

Polarizabilities. 

AD-A058 161/1GI 78-24 7D PC A02/MF AO1 
NEUMANN, DAVID 

Reprint: lon-Pair States of 02. 

AD-A045 811/7GI 78-01 7D PC A02/MF A01 
NEUMANN, EDWARD S. 


Determination of Ambulance Locations Which 
Minimize Response Time in the Huntington Ur- 
banized Area. 

HRP-0018208/9G! 78-06 6E PC A06/MF A0O1 


Feasibility of Developing Low-Cost Measures of De- 
mand for Public Transportation in Rural Areas. 
PB-273 519/9GI 78-02 13B PC A09/MF A01 


NEUMANN, G. 


The Influence of the Environment on the 
Elastoplastic Properties of Adhesives in Metal 
Bonded Joints. 

N78-31251/9GI 78-26 11A PC AO5/MF A01 


PA-1029 





NEUMANN, H. 
Investigation of Diffraction Dissociation in Single 
Pion Production Reactions in Nucleon-Nucleon Col- 
lisions at 12 GeV/C. 
BONN-HE-75-1 
NEUMANN, K. 
Construction of a Low Noise Microwave Transistor 
Amplifier for the Elra Receiving Channel Aufbau 
Rauscharmer Mikrowellen-Transistorverstaerker 
fuer die Elra-Empfangskanaele. 
N78-28364/5GI 78-23 9E PC A03/MF A01 


Warm and Cold Forming of Boron Fiber Reinforced 
Aluminum Warm- und Kaltverfc:mung von Borfaser- 
verstaerktem Aluminium. 

N78-17161/8GI 78-12 


NEUMANN, L. 


Feasibility Study of Shared-Ride Auto Transit. 
PB-276 539/4GI 78-08 13B PC A12/MF A01 


NEUMANN, L. A. 


implementation and Administration of Air Quality 
Transportation Controls: An Analysis of the Denver, 
Colorado Area. 
PB-286 353/8GI 


NEUMEIER, L. A. 

Factors Affecting Fabricability of 
Copper. 

PB-277 926/2GI 78-13 11F PC A04/MF A0O1 
NEUMEISTER, K. 

Hypoxic Hypoxia as a Means of 


Radiosensibility. 
SAAS-217 


NEUPERT, W. M. 


Reprint: EUV Emission, Filament Activation and 
Magnetic Fields in a Slow-Rise Flare. 

AD-AOSO 111/4GI 78-10 3B PC A02/MF A01 
Observations of Solar Active Regions and Solar 
Flares by OSO-7. 
N78-16977/8GI 78-11 


NEURATH, HANS 


The Activation of Chymotrypsinogen and Tryp- 
sinogen as Viewed by Enzymatic End-Group Analy- 
sis 

AD-029 558/4G! 78-21 6A PC A02/MF A01 
Enzymatic Degration and Mofification of Proteolytic 
Enzymes 

AD-211 201/9GI 78-23 6A PC A02/MF A01 


Identification and Sequence of Amino-Acid 
Residues around the Thiol of the Active Site of Car- 
boxypeptidase 4, 

AD-443 984/0GI 78-14 6A PC AO2/MF A01 


Peptides Combined with 14C-Diisopropy! Phosphor- 
y! Following Degradation of 14C-Dip-Trypsin with a- 
Chymotrypsin 

AD-108 011/8GI 78-22 7D PC A02/MF A01 


The Rapid Activation of Chymotrypsinogen 
AD-059 816/9GI 78-21 6A PC A0Q2/MF A01 


The Reaction of Dfp with Trypsin 
AD-106 188/6GI 78-22 7D PC A02/MF A01 


The Terminal Groups of the Soy Bean Trypsin In- 

hibitor 

AD-059 818/5GI 78-21 
NEURAUTER, T. W. 


Baseline Monitoring Studies, Mississippi, Alabama, 
Florida, Outer Continental Shelf, 1975-1976. Volume 
V. Geophysical investigations for Biolithologic 
Mapping of the MAFLA-OCS Lease Area. 

PB-282 806/9GI 78-19 8G PC A12/MF A01 


NEUREUTHER, A. R. 


Reprint: Line-Profile Resist Development Simulation 
Techniques. 
AD-A052 932/1GI 


NEUSSER, P. 
Studies for a Comparison of the Maximum Possible 
Consequences of Accidents in a Reprocessing Plant 


and a Nuclear Power Station. 
IRS-290 


NEUSTADTER, H. E. 


DOE/NASA MOD-0A Wind Turbine Performance. 
N78-26553/5GI 78-21 10A PC A02/MF A01 


NEUSTAETTER, THOMAS M. 


Direct and Overhead Interlibrary Lending Costs of 

the Pacific Southwest Regional Medical Library Ser- 

vice, 1 June 1976-31 May 1977, 

ED-145 813 78-10 58 Not available NTIS 
NEUTRA, RAYMOND 


Pitfall in Sampling Medical Visits. 

HRP-0025143/9GI 78-26 6E Not Available NTIS 
NEUTS, MARCEL F. 

An Algorithmic Solution to the GI/M/C Queue with 


Group Arrivals. 
AD-A055 396/6GI 78-20 


78-23 20H PC A02/MF A01 


11D PC AOS/MF A01 


78-26 13B PC A99/MF A01 


Electrowon 


Modifying 
78-10 6R MF AO1 


3B PC A03/MF A01 


6A PC A02/MF A01 


78-15 9E PC A02/MF A01 


78-10 18J MF AO1 


12B PC A02/MF A01 


PA-1030 


Reprint: Algorithms for the Waiting Time Distribu- 
tions under Various Queue Disciplines in the M/G/1 
Queue with Service Time Distributions of Phase 
Type. 

AD-A052 762/2GI 78-14 12B PC A02/MF AO1 


Further Results on the M/M/I Queue with Randomly 
Varying Rates. 
AD-A056 025/0GI 78-21 12B PC A02/MF A01 


Further Results on the M/M/1 Queue with Ran- 
domily Varying Rates. 
AD-A054 884/2GI 78-18 12B PC A02/MF A01 


Reprint: The M/G/1 Queue with Several Types of 
Customers and Change-Over Times. 
AD-A055 241/4GI 78-18 12B PC A03/MF A01 


The M/M/1 Queue with Randomly Varying Arrival 
and Service Rates. 
AD-A045 943/8GI 78-02 12B PC A02/MF A01 


Reprint: Moment Formulas for the Markov Renewal 
Branching Process. 
AD-A045 776/2GI 78-01 12B PC A02/MF AO1 


Numerical Methods for a Class of Markov Chains 
Arising in Queueing Theory. 
AD-A055 946/8G! 78-20 12A PC A06/MF A01 


The Second Moments of the Absorption Times in 
the Markov Renewal Branching Process. 
AD-A0Q45 942/0GI 78-02 12B PC A02/MF A01 


Some _ Explicit Formulas and Computational 


Methods for Infinite Server Queues with Phase Type 
Arrivals. 


AD-A054 882/6GI 78-18 12B PC A04/MF A01 


A Versatile Markovian Point Process. 
AD-A056 051/6GI 78-21 12A PC A03/MF A01 


NEUWIRTH, ELIZABETH 


Clinical Research and the Noninstitutional Elderly -- 
A Model for Subject Recruitment. 
HRP-0024364/2Gi 78-15 5J Not Available NTIS 


NEUWORTH, M. B. 


Coal Conversion and Utilization. 1976 Technical Re- 
port. 
E 


RDA-77-86 78-12 7A PC A11/MF A01 


NEVAI, PAUL G. 


Asymptotic Formula for the 
Orthogonal Polynomials. 
AD-A046 394/3GI 78-03 12A PC A02/MF A01 


Derivatives of 


NEVE, R. A. 


Chemical Investigations of 
Poisoning in Alaska, 
PB-286 777/8GI 78-26 6T PC A04/MF A01 


Reprint: Phytoplankton Densities and Growth of 
‘Mytilus edulis’ in an Alaskan Artificial Upwelling 
System, 

PB-286 668/9GI 


Paralytic Shellfish 


78-25 8A PC A02 


NEVE, RICHARD 


Some Aspects of the Carrying Capacity of Prince 
William Sound, Alaska for Hatchery Released Pink 
and Chum Saimon Fry, 


PB-286 186/2GI 78-25 6C PC A06/MF A01 


NEVEL, D. E. 


ice Forces on Vertical Piles, 


AD-A051 770/6GI 78-13 13M PC A02/MF A01 


NEVEL, DONALD E. 


Bearing Capacity of River Ice for Vehicles, 
AD-A055 244/8GI 78-18 8L PC A02/MF A01 


NEVEN, L. 


9.6-Micron Band of Telluric Ozone and Its Rota- 
tional Analysis 


AD-109 844/1GI 78-02 7D PC A02/MF A01 


NEVILL, W.A. 


Studies Relating to the Free Radical Chlorination of 
Cyclobutanecarboxylic Acids 


AD-035 012/4GI 78-21 7C PC A04/MF A01 


NEVILLE, J. R. 


Reprint: Theoretical Analysis of Altitude Tolerance 
and Hemoglobin Function. 
AD-A057 099/4GI 78-22 6S PC A02/MF A01 


NEVILLE, J. RYAN 


Reprint: Altered Haem-Haem Interaction and Tis- 
sue-Oxygen Supply: A Theoretical Analysis. 
AD-A057 017/6Gi 78-22 6A PC A02/MF AO1 


Reprint: Hemoglobin Oxygen Affinity Measurement 
Using Biotonometry. 


AD-A049 659/6GI 78-09 6A PC A0Q2/MF AO1 


NEVINS, J. 


Exploratory Research in Industrial Modular As- 
sembly. 


PB-285 592/2GI 78-26 13H PC A08/MF A01 


NEVINS, J. L. 


Potential Abatement Production and Marketing of 
Byproduct Sulfuric Acid in the U.S. 


PB-284 200/3G! 78-23 7A PC A12/MF A01 


NEVINS, JUDITH 


Deep Ocean Mining Environmental Study (DOMES). 
Revised Final Report no. 28. Distribution and Com- 
position of the Suspended Particulate Matter in the 
Waters of the DOMES Region. 

PB-283 199/8GI 78-19 8J PC A04/MF A01 


NEVINS, R. G. 


Effect of Energy Conservation Guidelines on Com- 
fort, Acceptability, and Health. Final Report. 
HCP/M51891-01 78-21 10A MF A01 


NEVISSI, A. 


Aquatic Disposal Field Investigations Duwamish 
Waterway Disposal Site Puget Sound, Washington. 
Appendix D. Chemical and Physical Analyses of 
Water and Sediment in Relation to Disposal of 
Dredged Material in Elliott Bay. Volume Il. Sep- 
tember-December 1976. 

AD-A058 001/9GI 78-24 


NEVIUS, D. R. 
Economic Assessment of the Utilization of Lead- 
Acid Batteries in Electric Utility Systems. Final Re- 
port. 
COO-4025-1 78-21 10C PC A10/MF A01 


Economic Assessment of the Utilization of Lead- 
Acid Batteries in Electric Utility Systems. Final Re- 


13B MF AO1 


port. 
HCP/T2857-1 
NEVIUS, S. E. 


Reprint: A Stochastic Version of Weak Majorization 
with Applications. 
AD-A058 317/9GI 


NEVYJEL, A. 


Programs for Database Management of an INIS-SDI- 
System. 
SGAE-2463 78-01 


NEW, A. E. 


Reprint: A Surveillance of Human Influenza Virus in 
Swine in Southern Taiwan. 
AD-A053 276/2GI 78-15 6M PC AQ2/MF A0O1 


NEW, MARY 


Neighborhood Health Center as a Mental Health 
Diagnostic Service. 
HRP-0014790/0GI 78-01 


NEW, PAUL F. 


Relative Efficacy of Radionuclide Imaging and Com- 

puted Tomography of the Brain. 

HRP-0017707/1GI_ 78-07 6E Not Available NTIS 
NEW, PETER K. 

Neighborhood Health Center Program -- It's Growth 

and Problems -- An Introduction. 

HRP-0025764/2GI 78-23 6E Not Available NTIS 
NEWALL, JOSEPH 

Computerized (Axial) Tomography in the Serial 

Study of Cerebral Tumors Treated by Radiation: A 

Preliminary Report. 

HRP-0017107/4GI 78-04 6E Not Available NTIS 
NEWARK, THEODORE E. 


The United States Navy and an International Seabed 

Regime, 

AD-A053 994/0GI 
NEWBERGER, B.S. 

Collective lon Acceleration. 

LA-7148-PR 78-18 20G PC A13/MF A01 

Computer-Generated Interferograms to Characterize 

Microballoons. 

LA-6864-MS 78-05 18A PC A03/MF A01 

Relativistic Electron Beam Cyclotron Wave Growth 

in Helical Slow Wave Structures. 

LA-UR-77-2205 78-10 20G PC A02/MF A01 
NEWBERY, D0. M.G. 

Overview of the Economic Theory of Uncertainty 

and Its Implications for Energy Supply. 

EPRI-EA-586 78-19 5C PC AOS/MF A01 


NEWBILL, DEBORAH 


Evaluation of Several Methods of Establishing Plant 
Cover by Seeding on the Roadside. 
PB-278 275/3GI 78-12 13B PC A0O3/MF A01 


NEWBOLD, J. DENIS 


Evaluation of Streamside Bufferstrips for Protecting 

Aquatic Organisms, 

PB-273 605/6GI 
NEWBRUN, ERNEST 


Changes in Microhardness of Enamel Following 
Treatment with Lactate Buffer 
AD-221 229/8GI 78-16 6E PC A02/MF A01 


NEWBURGH, RONALD G. 


Basic Investigations of the RADAM Effect. 
AD-A058 099/3G1 78-24 171 PC A02/MF AO1 


NEWBURY, D. E. 


Analysis of 
Microprobe. 


78-16 13B PC A10/MF A01 


78-24 12A PC A0Q2/MF A01 


98 MF AO1 


6E Not Available NTIS 


78-16 5D PC A04/MF A01 


78-03 6F PC A04/MF A01 


Layered Materials with the lon 





PB-284 629/3GI 78-23 14B Not available NTIS 


Monte Carlo Electron Trajectory Simulation - An Aid 
for Particle Analysis. 
PB-285 052/7GI 78-25 14B Not available NTIS 


A Monte Carlo Procedure Employing Single and 
Multiple Scattering. 
PB-282 907/5GI 78-21 7D Not available NTiS 


Progress and Testing of a Monte Carlo Program for 
Electron Probe Analysis. 
PB-284 630/1GI 78-23 148 Not available NTIS 


Progress in Quantitation of Single-Particle Analysis 

with the Electron Probe. 

PB-285 025/3G! 78-25 7D Not available NTIS 
NEWBURY, DALE E. 


On the Accuracy of Quantitative Analysis in Secon- 
dary lon Mass Spectrometry - Round Robin Results, 
PB-285 022/0GI 78-25 7D Not available NTIS 


Quantitative Analysis by Secondary lon Mass Spec- 
trometry. 

PB-282 910/9GI 78-21 118 Not available NTIS 
Quantitative Analysis of Glasses by Secondary lon 
Mass Spectrometry. 

PB-282 909/1GI 78-21 11B Not available NTIS 


Secondary lon Mass Spectrometry for Particle Anal- 


ysis. 
PB-285 024/6GI 78-25 7D Not available NTIS 


Secondary lon Mass Spectrometry for Particulate 
Analysis. 
PB-284 624/4GI 78-24 7D Not available NTIS 


The Utility of Specimen Current Imaging in the SEM 
(Scanning Electron Microscope). 
PB-282 908/3GI 78-21 148 Not available NTIS 


NEWBURY, R. S. 
Half-Life of 239 Pu as Determined by Pulse-Count- 


ing Mass Spectrometry. 

UCRL-78978 78-19 20H PC A02/MF A01 
NEWBY, B. J. 

Laboratory Flowsheet Development for ICPP WM- 

183 Waste. 

ICP-1124 78-13 18G PC A03/MF A01 
NEWBY, JOHN H. JR. 

Reprint: Small Group Dynamics and Drug Abuse in 

an Army Setting: A Case Study. 

AD-A046 994/0GI 78-04 5J PC A02/MF A01 
NEWBY, NORWYN 


Reprint: Sources of Error in Measuring 
Cerebrospinal Fluid Formation by Ventriculocister- 
nal Perfusion. 

AD-A054 382/7GI 78-17 6P PC A02/MF AO1 


NEWBY, R. A. 


Disposal of Solid Residue from Fiuidized-Bed Com- 
bustion: Engineering and Laboratory Studies. 
PB-283 082/6GI 78-21 13B PC A10/MF A01 


Regeneration of Calcium-Based SO2 Sorbents for 
Fluidized-Bed Combustion: Engineering Evaluation. 
PB-281 317/8GI 78-18 7A PC A07/MF A01 


NEWBY, RICHARD A. 


Alternatives to Calcium-based SO2 Sorbents for 
Fluidized-Bed Combustion: Conceptual Evaluation. 
PB-278 332/2GI 78-13 7A PC AO7/MF AO1 


NEWCHURCH, E. J. 


Investigation of the Utility of Gulf Coast Salt Domes 

for the Storage or Disposal of Radioactive Wastes. 

Y/OWl/SUB-4112/37 78-22 18G PC A22/MF A01 
NEWCOMB, JAMES E. 

Design and Evaluation of Visibility Sensor/Runway 

Visual Range Computer Interface Circuitry. 

AD-A051 175/8GI 78-12 18 PC A03/MF A01 


NEWCOMB, MELVA DERRICK 


Physiology of the Wood-Rotting Basidiomycetes. |. 
Growth and Nutrition in Submerged Culture in 
Synthetic Media 

AD-076 984/4GI 78-16 6C PC A03/MF A01 


NEWCOMB, ROBERT D. 


Fort McHenry National Monument and Historic 
Shrine, Maryland: Historical and Architectural Data. 
PB-275 735/9GI 78-07 5D PC A12/MF A01 


NEWCOMB, T.M. 


Interpersonal Perception among Group Members 
AD-119 548/6GI 78-16 5J PC A02/MF A01 


NEWCOME, MARSHALL M. 


Liquid-Vapor Equilibria in Filuorocarbon Systems 

AD-121 656/3GI 78-22 7D PC A02/MF A01 
NEWCOMER, JOSEPH M. 

A Comparison of Programming Languages for Soft- 

ware Engineering. 

AD-A053 562/5GI 78-16 9B PC AOS/MF A01 


NEWCOMER, ROBERT J. 
Evaluating Information and Referral Services for the 
Homebound Elderly. A Comparison of Telephone 
and Peer Contact Systems. 
SHR-0001704 78-04 5K PC A07/MF AO1 
NEWELL, A. 
L-STAR: An Interactive, Symbolic Implementation 
System. 
AD-A050 119/7GI 78-10 9B MF A01 
ZOG: A Man-Machine Communication Philosophy. 
AD-A046 857/9GI 78-03 17B PC A04/MF A01 


ZOG: A Man-Machine Communication Philosophy, 
AD-A049 512/7GI 78-09 9B PC A04/MF A01 


NEWELL, ALLEN 


Notes for a Model of Human Performance in ZOG. 

AD-A046 858/7G! 78-03 5H PC A03/MF A01 
NEWELL, ALLEN C. 

Advantages and Disadvantages of Planar, Circular 

Cylindrical, and Spherical Scanning and Description 

of the NBS Antenna Scanning Facilities, 

PB-274 358/1GI 78-04 9E Not available NTIS 

Results of Spherical Near-Field Measurements on 

Narrow-Beam Antennas. 

PB-274 364/9GI 78-04 9E Not available NTIS 
NEWELL, D. J. 

Nurses and Nursing in Primary Medical Care in En- 

gland. 

HRP-0023049/0G! 78-18 51 Not Available NTIS 
NEWELL, G.F. 

Vibration Spectrum and Heat Capacity of a Chain 

Polymer Crystal 

AD-093 068/5G! 78-16 7D PC A03/MF A01 


NEWELL, GORDON F. 


Specific Heat of Lamellar Crystals 

AD-055 385/9G! 78-14 20L PC A03/MF A01 
Vibration Spectrum of Graphite and Boron Nitride |. 
The Two Dimensional Spectrum 

AD-063 426/1GI 78-14 7D PC A03/MF A01 
Vibration Spectrum of Graphite and Boron Nitride - 
il. The Three Dimensional Spectrum 

AD-108 874/9GI 78-16 7D PC A03/MF A01 


NEWELL, GORDON wW. 
Teratology and Acute Toxicology of Selected 
Chemical Pesticides Administered by Inhalation, 
PB-277 077/4GI 78-10 6T PC A04/MF A01 
NEWELL, KENNETH W. 


Health Care Development as an Agent of Change. 
HRP-0016278/4Gi 78-04 6E Not Available NTIS 


NEWELL, NORMAN D. 


Depositional Fabric in Permian Reef Limestones 
AD-102 569/1GI 78-22 8G PC A02/MF A01 
Field Team Report on Coral Atoll Project at Raroia, 
Tuamotu Archipelago, 

AD-497 527/2GI 78-20 8F PC A02/MF A01 


NEWELL, P. B. 


Performance of Large Xenon Flashtubes for Nd: 

Glass Disc Lasers: Phase 2. Technical Report No. 

B-4436. 

UCRL-13648-2 78-14 20E PC A04/MF A01 

Performance of Large Xenon Flashtubes for Nd: 

Glass Disc Lasers. Technical Report No. B-4420. 

UCRL-13648-1 78-14 20E Not available NTIS 
NEWELL, R. E. 

A Catalog of Low-Frequency Oscillations of the 

Earth's Magnetic Field as Observed at SMS-1 dur- 

ing November 1974-March 1975. 

PB-286 773/7GI 78-26 4A PC AOQ2/MF A01 

Global Transport Processes and Interactions with 

Trace Constituents. Annual Progress Report, 1 July 

1976--30 September 1977. 

COO-2195-29 78-05 8J PC A02/MF A01 
NEWELL, W. J. 

Steady-State Frequency Response from Transient 

Data. 

N78-11445/1GI 78-06 20K PC A06/MF A01 
NEWELL, WILLIAM E. 

Large Signal p-N Junction Rectification 

AD-203 190/4GI 78-18 9A PC A03/MF A01 
NEWFELL, A. T. 


Railroads and the Environment: Estimation of Fuel 
Consumption in Rail Transportation. Volume Ii. 
Freight Service Measurements. 

PB-273 277/4GI 78-01 13B PC A03/MF A01 


NEWFIELD, S. E. 

Injection Moldable Ceramics. 

LA-6960 78-21 11B PC AQ2/MF AO1 
NEWHALL, B. K. 


Reprint: Effect of a Random Ocean Current on 
Acoustic Transmission in an lsospeed Channel. 
AD-A049 359/3GI 78-08 20A PC A02/MF A01 


NEWMAN, ALAN S. 


NEWHEISER, JAMES R. 
Stochastic Model for Health Care Resource 
Planning. 
HRP-0015341/1GI 78-05 6E Not Available NTIS 


NEWHOUSE, JOSEPH P. 


Erosion of the Medical Marketplace. 
HRP-0024092/9Gi 78-14 GE Not Available NTIS 


Measurement of Expenditures for Outpatient Physi- 
cian and Dental Services: Methodological Findings 
from the Health Insurance Study. 

HRP-0015306/4GI 78-05 6E Not Available NTIS 


National Health Insurance. 
HRP-0024093/7Gi 78-14 6E Not Available NTIS 


NEWHOUSE, PAUL 
Procedures for Analyzing Interference Caused by 


Spread-Spectrum Signals. 
AD-A056 911/1GI 78-22 9C PC A09/MF A01 


NEWIRTH, D. M. 


Fabrication and Test of Digital Output Interface 

Devices for Gas Turbine Electronic Controls. 

N78-27129/3GI 78-23 21E PC A04/MF A01 
NEWITT, J. 


Issues Relative to the Development and Commer- 
cialization of a Coal-Derived Synthetic Liquids In- 
dustry. Management Issues. Volume Ill-2. Analysis 
of Localized Social Impacts of Coa! Liquefaction 
Plants. Final Report, January 1975--December 1976. 
FE-1752-17 78-03 7A PC A03/MF A01 


NEWKIRK, G. 
The Energetic Particle Environment of the Solar 
Probe Mission: As Estimated by the Participants of 
the Solar Probe Environment Workshop. 
N78-32032/2GI 78-26 3B PC A04/MF AO1 


NEWKIRK, GORDON JR. 


The Airgiow of Venus 

AD-213 150/6GI 78-23 3B PC A02/MF A01 
NEWKIRK, H. D. 

Historical, Physical, and Chemical Limnology of 

Twin Lakes, Colorado, 

PB-283 848/0GI 78-23 8H PC A06/MF A01 
NEWKIRK, H. W. 


Coal Technology Applications: A Literature Review 
of Converting Steam Boilers to Coal Firing. 
UCID-17514 78-01 13A PC A03/MF A01 
Solar Technology Applications: A Literature Review 
of Solar Thermal Powered Irrigation Systems. 
UCID-17510 78-08 2C PC A02/MF A01 
Solar Technology Applications: A Survey of Solar 
Powered Irrigation Systems. 

UCID-17510(Rev.1) 78-23 2C PC A03/MF AO1 


Solar Technology Applications: A Survey of the 
Energy Requirements for Irrigation Pumping. 
UCID-17781 78-23 10A PC A02/MF AO1 
Systematic Approach to the Evolution of High Per- 
formance Electric Vehicles. 

UCRL-79155 78-07 13F PC A03/MF A01 


Utilization of Flywheels for the Evolution of High- 
Performance Electric Vehicles. 
UCRL-52346 78-14 13F PC A02/MF A01 


NEWKIRK, L. L. 
Assessment of Processes Related to Plasma Irregu- 


larities. 

AD-A056 250/4G! 78-21 4A PC A04/MF A01 
NEWKIRK, L. R. 

Method for Preparing High Transition Temperature 


Nb sub 3 Ge Superconductors. 
PATENT-4 054 686 


78-18 20 Not available NTIS 

NEWKIRK, R. W. 

Skylab: A Chronology. 

N78-25115/4GI 78-20 22A PC A21/MF A01 
NEWLIN, JOE 

Conference Proceedings - A Critical Economic 

Balance: Water - Land - Energy - People - Held at 

Colorado State University, Pingree Park Campus on 

June 6-7, 1977. 

PB-274 089/2G! 78-03 13B PC A06/MF A01 
NEWLON, ROGER L. 


Compressible Fluid Recoil System. 
PATENT-4 038 905 


78-19 19F Not available NTIS 
NEWLON, THOMAS A. 
Comparison of Macroinvertebrate Samplers and the 
Relationship of Environmental Factors to Biomass 
and Diversity Variability in a Small Watershed. 
PB-282 448/0GI 78-19 6F PC A03/MF A01 


NEWMAN, ALAN S. 


Alternate Methods for Describing Physician Ser- 
vices Performed and Billed: Phase II. 
PB-280 210/6GI 78-16 6E PC A06/MF A01 


PA-1031 





NEWMAN, B. A. 
A High Pressure X-Ray Study of Poly(Vinylidene 
Fluoride), Phase Il. 
AD-A047 085/6Gi 

NEWMAN, B. G. 

The Application of Suction to a Two-Dimensional 
Laminar Separation Bubble 
AD-228 532/8GI 78-16 20D PC A04/MF A01 

NEWMAN, BILLY PAT 
Archeological Testing in the Red Deer Creek 
Watershed in Gray, Roberts and Hemphill Counties, 
Texas. 

PB-284 954/5GI 


NEWMAN, D. F. 


Evaluation of Temperature Coefficients of Reactivity 
for exp 233 U--Thorium Fueled Htgr Lattices. Final 
Report. 


EPRI-NP-222 78-05 18J PC A07/MF A01 


Implications of Plutonium Utilization Strategies on 
the Transition from a LWR Economy to a Breeder 
Economy. 

BNWL-SA-6017 


NEWMAN, D. J. 
Periodic interpolating Splines and Their Limits. 
AD-A046 378/6GI 78-03 12A PC A02/MF A01 
NEWMAN, D. S. 
Reprint: Inelastic Collisions in the He(+ ) + H2 


System at Low-keV Energies. 
AD-A046 722/5GI 78-03 7D PC A02/MF A01 


NEWMAN, E. H. 


Analysis of Thin-Wire Antennas in the Presence of a 
Dielectric and/or Ferrite Inhomogeneity. 
AD-A049 455/9GI 78-09 9E PC A03/MF A01 


The Circumferential Variation of the Axial Com- 


ponent of the Current in Closely Spaced Thin-Wire 
Antennas. 


AD-A049 456/7GI 78-09 9E PC A03/MF A01 
Electromagnetic Modeling of Composite Wire and 
Surface Geometries. 

AD-A049 664/6GI 78-09 20N PC A02/MF AO1 
Near Fields of a Vector Electric Line Source Near 
the Edge of a Wedge. 
AD-A057 403/8G! 


NEWMAN, EDWARD H. 


The Effects of the Human Body on the Patterns of 
the Manpack Transceiver Antenna. 
AD-A049 665/3GI 78-09 9E PC A02/MF A01 


NEWMAN, EVELYN S. 


Crimes Against the Elderly in Public Housing: Pol- 
icy Alternatives, 
PB-277 748/0GI 


NEWMAN, EZRA 


Lagrangians Linear in the “Velocities” 

AD-141 383/0GI 78-22 20J PC A02/MF AQO1 
NEWMAN, F. M. 

Definition of Aviation Turbine Fuel Contamination 

under Simulated Combat Conditions. 

AD-A047 223/3GI 78-04 21D PC A07/MF A01 


NEWMAN, FRED C. 


Oceanic Internal Waves from Ship, Aircraft, and 
Spacecraft: A Report on the New York-to-Bermuda 
Remote Sensing Experiment, 

AD-A057 372/5GI 78-23 8C PC A08/MF A01 


NEWMAN, GEORGE EDWARD 
An Analysis of Optimal Tracking Rate Filters in Sup- 
port of the Supplemental Fire Contro! Test. 
AD-A056 394/0GI 78-21 19E PC AOS/MF A01 
NEWMAN, J. B. 
CYGRO-4 Fuel Rod Analysis Computer Program 


(LWBR/AWBA Development Program). 
WAPD-TM-1300 78-01 


NEWMAN, J.C. JR. 


Recent Developments in Analysis of Crack Propaga- 
tion and Fracture of Practical Materials. 
N78-30606/5GI 78-25 20K PC A02/MF A01 
Stress-intensity Factors for Corner Cracks at the 
Edge of a Hole. 
N78-26491/8GI 78-21 
NEWMAN, J. NICHOLAS 
Reprint: The Motions of a Floating Slender Torus. 
AD-A055 453/5GI 78-20 13J PC A02/MF A01 
Wave Radiation from Slender Bodies. 
AD-A054 894/1GI 78-18 
NEWMAN, JAN 
Giving and Getting Surgery in Utah -- An Urban- 
Rural Comparison. 
HRP-0025426/8G! 


NEWMAN, JOHN B. 


78-04 7D PC A02/MF A01 


78-25 5F PC A09/MF A01 


78-03 18J PC A02/MF A01 


78-23 20C PC A02/MF A01 


78-12 5K PC A03/MF A0O1 


18J MF AO1 


20K PC A03/MF A01 


13J MF A01 


78-23 6E Not Available NTIS 


Geometric instabilities in isotropic plastic solids 
under increasing uniaxial compression. 


PA-1032 


AD-470 159/5GI 
NEWMAN, JULIA P. 


Man, Medicine, and Work. (Historic Events in Occu- 
pational Medicine), 
PB-274 240/1GI 
NEWMAN, K. L. 

Engineering and Economic Feasibility of Utilizing 
Geothermal Heat from the Heber Reservoir for In- 
dustrial Processing Purposes at Valley Nitrogen 
Producers Inc., El Centro Agricultural Chemical 
Plant. Final Report. 

SAN-1323-3 78-21 8! PC AO9/MF A0O1 


NEWMAN, L. 


Determination of Atmospheric Gaseous and Particu- 
late Sulfur Compounds. 
BNL-23103 78-05 
Plume Characteristics. 
BNL-22525 78-02 7D PC A02/MF A01 
Processes Limiting the Oxidation of Sulfur Dioxide 
in Stack Plumes. Il. 
BNL-24023 


NEWMAN, M. 
Complex Eigenvalue Extraction in NASTRAN by the 


Tridiagonal Reduction (FEER) Method. 
N78-11420/4GI 78-06 20K PC A03/MF A01 


Reprint: A Note on an Equation Related to the Pell 

Equation. 

PB-281 985/2GI 
NEWMAN, M. J. 

Gfun3d User Guide. 

RL-76-029/A 
NEWMAN, MARGARET A. 

Source Book of Nursing Research. 

HRP-0026324/4GI 78-24 6E Not Available NTIS 
NEWMAN, MARY-ANNE 

Patient Is a Person -- Towards Humanistic Health 

Care Delivery by Paramedical Personnel. 

HRP-0022529/1GI 78-16 5! Not Available NTIS 
NEWMAN, MELVIN H. 

Measurements of the Unilateral Residual Volume 

AD-115 600/9GI 78-13 6P PC A02/MF AO1 
NEWMAN, MELVIN S. 


Alkaline Hydrolysis of Acetates of Highly Branched 
Alcohols 

AD-021 147/4GI 78-21 7D PC A02/MF A01 
Steric Factors in Organic Chemistry 

AD-043 632/9GI 78-21 7C PC A02/MF A01 
The Synthesis of Branched Primary and Secondary 
Alkyl Acetates 
AD-119 514/8GI 


NEWMAN, P. A. 


Numerical Design of Streamlined Tunnel Walls for a 
Two-Dimensional Transonic Test. 
N78-23105/7GI 78-18 14B PC A02/MF A01 


NEWMAN, R. K. 


Studies of Hydrodynamic Ram Induced by High 
Velocity Spherical Fragment Simulators. 
AD-A055 003/8G! 78-18 19D PC A08/MF A01 


NEWMAN, R. N. 


Burning and Smoke Release Rates of Sodium Pool 
Fires. 
CEGB-RD/B/N-3853 78-04 181 MF AO1 


Corrosion of Steels in Molten Sodium Hydroxide. 
CEGB-RD/B/N-3830 78-02 11F MF AO1 


NEWMAN, ROGER 


Infrared Spectra of Cyanuric Acid and Deutero 

Cyanuric Acid 

AD-010 735/9GI 78-18 70 PC A02/MF A01 

A Microilluminator for the Study of the Infrared 

Spectra of Small Samples at Low Temperatures 

AD-010 732/6GI 78-18 7D PC AO2/MF A01 

Polarized Infrared Spectrum of Sodium Formate 

AD-010 736/7GI 78-18 7D PC A02/MF A01 

Polarized Infrared Spectrum of Sodium Nitrite 

AD-010 733/4GI 78-18 7D PC A02/MF A01 
NEWMAN, SLATER E. 

Isolation effects during paired-associate training. 

AD-473 429/9Gi 78-20 5J PC A02/MF AO1 
NEWMAN, W. G. 

Preliminary Report on the Development of RF Aux- 

iliary Heating Systems for TEPR-1. 

PPPL-1410 78-18 18A PC A09/MF A01 
NEWMAN, W. I. 

Limb-Darkening and the Structure of the Jovian At- 


mosphere. 
N78-29006/1GI 


NEWMARK, N.M. 


Analysis and Design of Structures Subjected to 
Dynamic Loading 


78-14 20K PC AOS/MF A01 


78-04 6J PC A04/MF A01 


13B PC A06/MF A01 


78-25 7D PC A03/MF A01 


78-19 12A Not available NTIS 


78-04 20G MF A01 


78-22 7C PC A02/MF A01 


78-23 3B PC A0Q3/MF A01 


AD-010 318/4GI 78-18 13M PC A02/MF A01 


Bounds and Convergence of Relaxation and Itera- 
tion Procedures 
AD-009 946/5GI 78-18 20K PC A02/MF A01 


Comparison of Numerical Methods for Analyzing 
the Dynamic Response of Structures 
AD-004 106/1GI 78-18 13M PC AO5/MF A01 


Development of Criteria for Seismic Review of 
Selected Nuclear Power Plants. 
PB-282 817/6GI 78-21 18E PC A04/MF A01 


Fatigue Tests in Axial Compression 
AD-001 727/7GI 78-18 11F PC A02/MF AO1 


Influence of Ductility on the Response of Simple 
Structures to Earthquake Motions. 
AD-499 567/6GI 78-20 13M PC AO5/MF A01 


An Investigation of the Load-Deformation Charac- 
teristics of Reinforced Concrete BEAMS Up to the 
Point of Failure 

AD-001 778/0GI 78-18 13M PC A04/MF A01 


Numerical Analysis of Earthquake Response of a 
Tall Building 
AD-086 664/0GI 78-22 13M PC A02/MF A01 


A Numerical Method for the Solution of Plate Buck- 
ling Problems 
AD-009 947/3GI 78-18 20K PC A02/MF A01 


Seismic Shears and Overturning Moments in 
Buildings. 
PB-275 678/1GI 78-07 13M PC A07/MF A01 


A Simple Approximation for the Fundamental 
Frequencies of Two-Span and Three-Span Con- 
tinous BEAMS 

AD-029 637/6GI 78-21 20K PC A02/MF A01 


A Statistical Estimate of Relative Distribution of Ex- 
treme Shear in a Tall Building Subjected to Ran- 
dom Earthquake Shocks 

AD-086 662/4GI 78-22 13M PC A02/MF A01 


Tables of Deflection and Moment Coefficients for 
the Steady-State Vibration of Uniform Bars 
AD-034 354/1GI 78-21 20K PC A04/MF A01 


Three Papers on Numerical Methods of Stress Anal- 
ysis 


AD-009 945/7GI 78-18 20K PC A03/MF A01 


NEWMARK, NATHAN M. 


The Effect of Dynamic Loads on Offshore Struc- 
tures 
AD-202 930/4GI 78-13 13M PC A03/MF A01 


A Method of Computation for Structural Dynamics 
AD-229 612/7GI 78-11 20K PC A03/MF A01 


Numerical Integration for One-Dimensional Stress 
Waves 


AD-204 444/4GI 78-13 18C PC A07/MF A01 


NEWNAM, B. E. 


Damage Resistance of AR-Coated Germanium Sur- 
faces for Nanosecond CO sub 2 Laser Pulses. 
LA-UR-77-2530 78-14 20F PC A02/MF A01 


Damage Resistance of Coated Optics for Pulsed CO 
sub 2 Lasers. 
LA-UR-78-931 78-25 20F PC A02/MF A01 
Use of Non-Quarter-Wave Designs to Increase the 
Damage Resistance of Reflectors at 532 and 1064 
Nanometers. 


LA-UR-77-2529 78-10 20F PC A02/MF A01 


NEWNHAM, J. 


Applied Research Programme on Lubrication of 
Titanium Bolts. 

N77-32323/6GI 78-02 11F PC A06/MF A01 
Applied Research Programme on Lubrication of 


Titanium Bolts. Report on IVD Aluminium. 
N78-20322/1GI 78-15 11C PC A03/MF A01 


NEWNHAM, R. E. 


Ceramic Piezoelectric Transducers. 
AD-A046 010/5GI 78-02 9A PC AOS/MF A01 


Ceramic Piezoelectric Transducers. 
AD-A056 287/6GI 78-21 9A PC A08/MF A01 


Reprint: Optical Second Harmonic Signals from 
Clay Minerals. 


AD-A056 669/5GI 78-22 7D PC A02/MF A01 


NEWNHAM, ROBERT E. 


A Refinement of the Dickite Structure and Some 
Remarks on Polymorphism in Kaolin Minerals 
AD-236 323/2GI 78-09 8G PC A03/MF A01 


NEWPORT, BOB D. 


Salt Water Intrusion in the United States. 
PB-272 897/0GI 78-01 13B PC A03/MF A01 


NEWPORT, JOHN 


Review of Health Services in Correctional Facilities 
in the United States. 


HRP-0024469/9GI 78-25 6E Not Available NTIS 





NEWSOM, B. D. 


Cv 990 Interface Test and Procedure Analysis of the 
Monkey Restraint, Support Equipment, and 
Telemetry Electronics Proposed for Spacelab. 

N78-27736/5GI 78-23 6B PC AOS/MF AO1 


NEWSOM, C. R. 
Nd Scattering at 180 exp 0 for Neutron Energies 
from 200 to 800 Mev. 
LA-UR-77-1938 
NEWSOM, DONALD W. 


Establishment of Ground Covers for Non-Mowable 
and Locked-in Areas on Louisiana interstate 
Highways. 
PB-275 954/6GI 
NEWSOM, J. R. 


Some Programming Techniques for Increasing Pro- 
gram Versatility and Efficiency on CDC Equipment. 
N78-28832/1GI 78-23 9B PC A0S/MF A01 


NEWSOM, M. M. 


Drilling Technology Research Program. 
SAND-77-1160C 78-07 13B PC A02/MF A01 


Geothermal Well Technology: Drilling and Comple- 
tions Program Plan. 
SAND-77-1630 78-26 8l 


Well Drilling Apparatus and Method. 
PATENT-4 030 557 
78-09 


NEWSOM, ROBERT S. 


A Simulated Patient-Physician Encounter Using a 
Talking Computer. 
HRP-0025425/0G! 78-23 6E Not Available NTIS 


NEWSOM, ROSEMARIE 


Phipps Bend Nuclear Energy Project. Community 
Impact Assessment. 
PB-274 370/6GI 78-04 


NEWSOME, LARRY DON 


Fatigue Crack Propagation Analysis of Aircraft 
Structures. 
AD-A053 835/5GI 


NEWTON, A. A. 


Reversal of the Toroidal Magnetic Field in Pinches. 
CLM-R-165 78-16 18A MF A01 


NEWTON, C. E. 


Performance Tests of the Orgdp Radiation Detec- 
tion Instruments. 
Y/OD-215 


NEWTON, C. L. 


Engine Performance Improvement for the 378-foot 
High Endurance Cutter. 
AD-A057 311/3GI 78-23 13J PC A07/MF AQ01 


Field Tests of In-Service Modifications to Improve 
Performance of an Icebreaker Main Diesel Engine. 
AD-A046 241/6GI 78-02 21G MF A01 


U.S. Coast Guard Pollution Abatement Program: 
Icebreaker Smoke Reduction. 
AD-A048 431/1GI 78-07 


NEWTON, CHESTER W. 


Estimates of Vertical Motions and Meridional Heat 
Exchange in Gulf-Stream Eddies, and a Comparison 
with Atmospheric Disturbances 
AD-251 143/4GI 78-01 


NEWTON, G. J. 


Mineral Characterization of Fluidized-Bed Com- 
bustion Aerosol Ash--Montana Rosebud sub-Bitu- 
minous Coal. 

MERC/TPR-78/1 


NEWTON, H. JOSEPH 


The Information Matrices of the Parameters of Mul- 
tiple Mixed Times Series. 
AD-A056 338/7GI 78-21 


NEWTON, J. H. 


Reprint: Absorption Spectra of Molybdenum Oxide 
Molecules and Molybdenum Atoms in Neon and 
Argon Matrices at Four Degrees K. 

AD-A047 446/0GI 78-05 7D PC A02/MF A01 


NEWTON, J. O. 


Average Moment of Inertia of Collective Bands in 
the Yrast Region at Very High Spin. 
ANU-P-688 78-20 20H MF A01 


Further Evidence for Resonance Anomalies in the 
exp 12C + exp 16 O System. 

ANU-P-673 78-20 20H MF A01 
Yrast Cascades in exp 174 exp 175 W and exp 161 
Yb and a Possible Dipole Component. 

ANU-P-687 78-20 20H MF A0O1 


NEWTON, MILTON B. JR. 


Louisiana Parish Boundaries Through Lakes, Bays, 
and Sounds. 
PB-279 620/9GI 


78-07 20H PC A02/MF A01 


78-07 13B PC A03/MF A01 


PC A04/MF A01 


19A Not available NTIS 


13B PC A04/MF A01 


78-16 1C PC A03/MF A01 


78-16 180 PC A02/MF A01 


13J PC A06/MF A01 


8C PC A03/MF A01 


78-21 70 PC AQ2/MF A01 


12A PC A02/MF A01 


78-14 8F PC A07/MF A01 


NEWTON, R. 


The Influence of Learning Strategy and Per- 
formance Strategy upon Engineering Design. 
AD-A050 301/1GI 78-10 5J PC A02/MF A01 


NEWTON, RICHARD WAYNE 
Microwave Remote Sensing and Its Application to 


Soil Moisture Detection, 
E78-10069 78-10 8M PC A23/MF A01 


NEWTON, ROBERT E. 


Driver Visibility Quality: An Electro-Optical Meter for 

In-Vehicle Measurement of Modulation Transfer 

(MTF). 

PB-281 894/6GI 
NEXSEN, W. E. JR. 


Multi-Channel Neutral Analyzer-System. 
UCID-17584 78-15 20! PC A03/MF A01 


NEY, E.P. 


Eclipse Polarimeter 
AD-244 587/2GI 78-21 14B PC A02/MF A01 


The Flux and Energy Spectrum of Cosmic Ray 
Alpha-Particles During Solar Maximum 
AD-208 421/8GI 78-18 3B PC A03/MF A01 


The Lithium, Beryllium and Boron in the Primary 
Cosmic Radiation 
AD-208 370/7GI 


NEY, EDWARD P. 


Final Rept. For Period Ending 31 December 1955 
AD-106 983/0GI 78-22 20H PC A02/MF A01 


NEY, J. F. 


Surveillance and Containment Instrumentation In- 
ternational Safeguards. 
SAND-77-0980C 78-04 


NEY, R. J. 


Quartz Crystal Fabrication Facility. 
AD-A053 582/3G! 78-16 13H PC A03/MF A0O1 


Quartz Crystal Fabrication Facility. First Semiannual 
Report, October 1976--March 1977. 
GEPP-309 78-21 20L PC A04/MF A01 


NEYMAN, J. 


On the Problem of Estimating the Number of 
Schools of Fish. 
AD-496 214/8GI 


NEYMAN, JERZY 


Reprint: A Statistician’'s View of Weather Modifica- 
tion Technology (A Review). 
AD-A051 439/8GI 78-12 48 PC A02/MF A01 


NEYNABER, R. H. 


Reprint: Chemi-lonization in Collisions of Metasta- 
ble Argon with Sodium. 
AD-A051 596/5GI 78-12 7D PC A02/MF A01 


Reprint: Chemi-lonization in Collisions of Metasta- 
ble Helium with Metastable Neon. 
AD-A050 712/9GI 78-11 70 PC A02/MF A01 


Measurements of Selected Charge 
Processes at Low Energies. 
AD-A054 360/3GI 78-17 4A PC A02/MF A01 


NEYNABER, ROY H. 


Low Energy Atomic Collisions. 
AD-A050 456/3G! 78-10 7D PC A02/MF A01 


NEZ, GEORGE 


A Regional Land Use Survey Based on Remote 
Sensing and Other Data: A Report of a LANDSAT 
and Computer Mapping Project, Volume 2. 

E78-10071 78-10 8B PC A06/MF A01 


A Regional Land Use Survey Based on Remote 
Sensing and Other Data: A Report of a LANDSAT 
and Computer Mapping Project, Volume 3. 

E78-10072 78-10 8B PC A99/MF A01 


A Regional Land Use Survey Based on Remote 

Sensing and Other Data: A Report on a LANDSAT 

and Computer Mapping Project. 

E78-10070 78-10 8B PC A02/MF A01 
NEZHDANOVA, S. A. 

System of Channels for the Primary and Secondary 

Particle BEAMS in the Jinr Synchrotron. 

JINR-9-9303 78-06 20G MF A01 
NG-A-QUI, N. T. 

Noncontact Nondestructive Determination of Pave- 


ment Deflection under Moving Loads. 
AD-A047 161/5GI 78-04 13B PC A15/MF A01 


NG, B. SUNG-HUNG 
The Modeling of an Asymmetric Turbulent Near 
Wake Using the Interaction Hypothesis, 
N78-11001/2GI 78-11 1A PC A03/MF A01 
NG, HERBERT T. S. 


Use of Concrete Demolition Waste as Aggregates in 
Areas That Have Suffered Destruction. A Feasibility 
Study. 

PB-275 888/6GI 


78-18 5E PC A08/MF A01 


78-18 20H PC A03/MF A01 


18J PC A02/MF A01 


78-20 6C PC A02/MF A01 


Transfer 


78-08 13C PC A08/MF A01 


NGUYEN, K. 


NG, J. 
Assessment of Aquatic Vegetation with Satellite- 
Derived Data. 
PB-275 768/0GI 


NG, JAMES 


Assessment and Significance of Sediment-As- 
sociated Oil and Grease in Aquatic Environments. 
AD-A050 044/7G! 78-10 13B PC A08/MF A01 


Photocurrent Suppression and Interface State 
Recombination in MIS-Schottky Barriers, 
AD-A.050 938/0G! 78-11 20L PC A02/MF A01 


NG, KENG C. 


Precooked Potato Products. 
PAT-APPL-853 717/GI 78-12 6H PC A0Q2/MF A01 


NG, L. S. 
Inductive Power Coupling for an Electric Highway 


System. 
LBL-7262 


NG, QUOCK 
Catalytic Reactions Promoted by Homogeneous 


Catalysts Attached to Polystyrene Matrices. 
AD-A050 766/5G! 78-11 7D PC A04/MF A01 


NG, T. S. 


Reprint: Scrub Typhus: A Common Cause of Illness 
in Indigenous Populations. 
AD-A045 555/0G! 78-01 


NG, WING-CHIN 


Finite Field Equation for Asymptotically Free phi 
exp 4 Theory. 
BONN-HE-77-26 


NG, Y. C. 


Methodology for Assessing Dose Commitment to in- 
dividuals and to the Population from Ingestion of 
Terrestrial Foods Contaminated by Emissions from 
a Nuclear Fuel Reprocessing Plant at the Savannah 
River Plant. 

UCID-17743 78-22 6R PC A04/MF A01 


Transfer Coefficients for the Prediction of the Dose 
io Man Via the Forage-Cow-Milk Pathway from 
Radionuclides Released to the Biosphere. 

UCRL-51939 78-13 6F PC A07/MF AO1 


NGO, C. 


Mass Exchange and Angular Distribution in a 
Dynamical Treatment of Heavy lon Collisions. 
IPNO-RC-77-01 78-08 20H MF A01 


NGO, FRANK @Q. H. 


Matrix ENDOR Studies of the Orientation of Amine 
Molecules Around Trapped Electrons in Gamma-ir- 
radiated Amine Glasses, 

AD-A055 398/2G! 78-20 7D PC A02/MF A01 


NGUEN FUK, 
Binary-Decimal Reversible Counter in the CAMAC 
Standard. 
JINR-10-8960 78-26 148 PC A02/MF A01 


CAMAC Countroller for the Multipurpose Driver with 
the ES-1010 Computer. 
JINR-10-8971 


NGUEN MIN’-KAO, 


Hydrogen Streamer Chamber with Localizing Ad- 
mixtures. 
JINR-R-13-9713 78-23 


NGUEN, PRALONG LA-OR 


Reprint: Prophylactic and Therapeutic Use of Tetra- 
cycline during an Epizootic of Ehrlichiosis among 
Military Dogs. 

AD-A054 821/4G! 


NGUEN V’ET ZUNG, 


CAMAC Countroller for the Multipurpose Driver with 
the ES-1010 Computer. 
JINR-10-8971 78-23 9B PC A02/MF A01 


IKR-10 Interface Device for Switching on to Pro- 
gramming Channel of the ES 1010 Computer. 
JINR-10-9019 78-20 9B MF A01 


NGUYEN-BA, HIEN 


Reprint: Design, Fabrication, and Evaluation of 
BARITT Devices for Doppler System Applications. 
AD-A051 016/4GI 78-11 9A PC AO2/MF AO1 


Reprint: Effects of Doping Profile on the Per- 
formance of BARITT Devices. 
AD-A051 019/8G! 78-11 


NGUYEN, HUONG 


Water Factory 21: Reclaimed Water, Volatile Or- 

ganics, Virus, and Treatment Performance. 

PB-285 053/5GI 78-25 138 PC AOS/MF A01 
NGUYEN, K. 

Acute Cardiovascular Effects of Cyclocytidine (NSC 

No. 145668) Following Continuous Intravenous Infu- 


sion to Anesthetized Beaglehounds. 
PB-274 092/6GI 78-04 6T PC A04/MF A01 


78-08 8H PC A02/MF A01 


78-17 13F PC A02/MF AO1 


6E PC A02/MF A01 


78-23 20H PC A03/MF A01 


78-23 9B PC A02/MF A01 


18D PC A02/MF A01 


78-18 60 PC A02/MF A01 


9A PC A02/MF AO1 


PA-1033 





Acute Cardiovascular Effects of Guanazole (NSC 
Number 1895) Following Continuous Intravenous In- 
fusion to Anesthetized Beaglehounds. 

PB-275 172/5GI 78-08 6T PC A04/MF A01 


Acute Cardiovascular Effects of Pentamethyl- 
melamine (NSC-No. 118742) Following Continuous 
intravenous Infusion to Anesthetized Beaglehounds. 
PB-274 260/9GI 78-04 6T PC A04/MF A01 


NGUYEN, L. T. 


Ground-Based and in-Flight Simulator Studies of 

Low-Speed Handling Characteristics of Two Super- 

sonic Cruise Transport Concepts. 

N78-27111/1GI 78-23 1C PC A06/MF A01 
NGUYEN, P. K. 

Dynamics of Spinning Spacecraft with Tubular Ap- 

pendages Including Large Amplitude Deflections. 

N78-27169/9GI 78-23 22B PC A08/MF A01 
NGUYEN VAN GIAI, 

Lambda -Escape Width of Excited Hypernuclear 

States. 

IPNO-TH-77-06 78-08 20H MF A01 

Particle-Hole Calculation of the Isobaric Analog and 

lsovector Monopole Resonances. 

IPNO-TH-77-36 78-22 20H MF A01 


Seif-Consistent Methods in Nuclear Theory. 
IPNO-TH-77-40 78-22 20H MF AO1 


NI, LOUISA Y. 


Hepatitis Survey Study. 
PB-273 421/8GI 


NIAMIR, BAHRAM 
Attribute Partitioning in a Self-Adaptive Relational 


Database System. 
AD-A053 292/9G! 


NIBLACK, C. W. 


Resampling Study. 
E78-10014 


NIBLETT, G. B. F. 


An Approximate Calculation of Equilibrium Condi- 
tions Behind Shock Waves in the Noble Gases, 
AD-491 009/7GI 78-20 7D PC A02/MF A01 


NICARICO, T. J. 


AGT Guideway and Station Technology. Volume 2: 
Weather Protection Review. 
PB-281 632/0GI 78-18 


NICASTRO, J. R. 


Overview of the M.A.I.T. Analysis System (Machine 
Analysis of the Interna! Threat). 
UCRL-81005 78-25 18J PC A02/MF A01 


NICHEL, C. 


Risks for Cancer Induction by Pion Radiation in the 
Peak- and Plateau Region. 
LA-tr-77-77A 78-15 6R PC AQ2/MF A01 


NICHELSON, DAVID E. 


The Detection of 
lsotachophoresis, 
AD-A046 233/3GI 


NICHOL, 9. G. 


Observations of a Quasi-Periodic Instability in a 
Linear Prediction Analysis of Voiced Speech. 
AD-A054 875/0GI 78-18 17B PC A02/MF AQ1 


Processing Spectrograms as Digital Pictures to 
Separate Competing Line Signatures. 
AD-A047 065/8G! 78-04 9B PC A02/MF A01 


NICHOL, T. J. 


Reprint: The Relationship between Austenite 
Strength and the Transformation to Martensite in 
Fe-10 pct Ni-0.6 pct C Alloys. 
AD-A051 268/1GI 78-12 


NICHOLANCO, SUSAN 


Analysis of a Decision Framework 
Food Systems 
HRP-0016644/7GI 


NICHOLAS, D. J. 


Implosion and Compression of Gas Filled Microbal- 
loons. Paper No. IV.9 
RL-77-122-B 


NICHOLAS, M. G. 


Wetting of Cladding Materials and Other Metals and 
Alloys by Sodium. 
AERE-R-7406(Rev.) 


NICHOLAS, R. M. 


Significance of Frost Action and Surface Soil 
Characteristics to Wind Erosion at Rocky Flats, 
Colorado. Third Progress Report, October 1, 1976-- 
June 30, 1977. 
COO-2517-3 


NICHOLAS, THEODORE 


The Charpy impact Test as a Method for Evaluating 
Impact Resistance of Composite Materials. 
AD-A057 967/2GI 78-24 110 PC A03/MF A01 


78-03 6E PC A03/MF A01 


78-15 9B PC A08/MF A01 


78-05 9B PC A08/MF A01 


13F PC A0Q7/MF A0O1 


Immune Complexes by 


78-02 6M PC A02/MF A01 


11F PC A02/MF AO1 
for Prepared 
78-03 6E Not Available NTIS 
78-23 


18A PC A04/MF A01 


78-01 11F PC A0Q3/MF AO1 


78-05 8M PC A04/MF A01 


PA-1034 


NICHOLAS, W. 
Model Results of the Effects of Internal Waves on 


Acoustic Propagation. 
AD-A057 333/7GI 


NICHOLAS, W. C. 


Measurement of Work Metabolism. Use of Car- 
diorespiratory Parameters for Estimating Metabolic 
Heat Production in Hot Environments, 

PB-274 230/2GI 78-04 6S PC A03/MF A0O1 


NICHOLES, GARRELL E. 


Snowmobiling in Wyoming: A Study of Private and 

Commercial Use Trends, 1975, 

PB-279 906/2G! 78-16 13B PC A06/MF A01 
NICHOLLS, D. 

Two Methods for Estimating the Crew Costs of Bus 


Services, 
PB-284 509/7GI 


NICHOLLS, DAVID B. 


Microcircuit Device Reliability. Digital Failure Rate 

Data, 

AD-A058 393/0GI 
NICHOLLS, H. A. 

Optimisation of the Activated Sludge Process for 

the Biological Removal of Phosphorous. 

N78-25992/6Gi 78-20 13B PC A02/MF A01 
NICHOLLS, J. A. 


Fundamental Aspects of Unconfined Explosions. 
AD-913 443/8GI 78-13 19A PC A08/MF A01 


NICHOLLS, MARION E. 


Nursing Standards and Nursing Process. 
HRP-0016113/3G! 78-03 6E Not Available NTIS 


NICHOLS, B. D. 


Nonlinear Hydrodynamic Forces on Floating Bodies. 
LA-UR-77-437 78-12 13J PC A02/MF A01 


NICHOLS, C. E. 


National Uranium Resource Evaluation Program. 
Regional Geochemical Model for Groundwater As- 
sociated with Uranium Mineralization in Northwest 
Texas. 
K/UR-9 


NICHOLS, D. B. 


High Power Laser Coupling. 
AD-A046 947/8GI 78-04 20E PC A09/MF A01 


NICHOLS, D. E. 


Evaluation of Intermediate-BTU Coal Gasification 
Systems for Retrofitting Power Plants. Final Report. 
EPRI-AF-531 78-08 7A PC A07/MF AO1 


NICHOLS, F. A. 


In-Pile intragranular Densification of Oxide Fuels 
(AWBA Development Program). 
WAPD-TM-1293 78-15 18J PC A02/MF A01 


NICHOLS, G. 


Particulate Control Highlights: Research on Electro- 
static Precipitator Technology. 
PB-276 643/4GI 78-09 13B PC A02/MF A01 


NICHOLS, GRADY B. 


Evaluation of Electrostatic Precipitator During SRC 
Combustion Tests. 
PB-285 864/5GI 78-26 13B PC A04/MF A01 


Preliminary Design and Initial Testing of a Mobile 
Electrostatic Precipitator. 
PB-283 941/3GI 78-23 13B PC AQ3/MF A01 


Rapping Reentrainment in a Near Full Scale Pilot 


Electrostatic Precipitator. 
PB-284 452/0GI 78-24 


NICHOLS, HAROLD G. 


Aicohol-Related Admissions to a General Hospital. 
HRP-0024362/6GIi 78-15 6E Not Available NTIS 


NICHOLS, I. L. 
Design Requirements for Uranium lon Exchange 
from Acidic Solutions in a Fluidized System. 
BM-RI-8282 78-21 8! PC A03/MF A01 
Design Requirements for Uranium lon Exchange 
from Acidic Solutions in a Fluidized System. 
PB-281 081/0GI 78-18 8! PC A0Q3/MF A01 


78-23 17A PC AO5/MF A01 


78-24 13B PC A04/MF A01 


78-25 9E Not available NTIS 


78-13 81 PC A02/MF A01 


13B PC A0Q2/MF A01 


Design Requirements for Uranium lon Exchange 


from Ammonium Bicarbonate Solutions 
Fluidized System. 
PB-279 696/9GI 


NICHOLS, J.H. 


Wind Tunnel Investigation of Forces and Moments 
on Four Configurations of the Saturn Vehicle at 
Transonic Speeds 
AD-319 466/9GI 


NICHOLS, J. O. 


Six Phase Rectifier Digital Computer Simulation. 
WFPS-TME-009 78-09 18A PC A04/MF A01 


in a 


78-15 8! PC A03/MF A01 


78-14 22B PC A03/MF A01 


NICHOLS, J. T. 


Airborne Elemental lodine Loading Capacities of 
Metal Zeolites and a Method for Recycling Silver 
Zeolite. 

ICP-1119 


NICHOLS, JOHN P. 
Economic and Production Aspects of the Gulf of 


Mexico Shrimp Fishery, 
PB-286 017/9GI 


NICHOLS, K. H. 
Reprint: GaAs Waveguide Detectors for 1.06 
Micrometers. 
AD-A053 082/4GI 
NICHOLS, KIRBY H. 


Reprint: impurity Gradients Caused by Surface 

States and Substrate Doping in Epitaxial GaAs. 

AD-A052 202/9G! 78-13 20L PC A02/MF A01 
NICHOLS, L. L. 


Test of the Performance of Personne! Dosimeters. 
BNWL-2159 78-02 18D PC A03/MF AO1 


NICHOLS, LARRY D. 
Reactive Tapes for Automatic Environmental 
Analyses. Personnel Vapor Monitoring Badges for 
Industrial Workers. 
PB-280 622/2GI 
NICHOLS, LEWIS G. 
Morphological Effects of Hurricane Audrey on the 
Louisiana Coast 
AD-161 780/2GI 78-24 4B PC A04/MF A01 
Occurence and Development of Mudflats Along the 
Western Louisiana Coast 
AD-013 490/8GI 78-18 8G PC A03/MF A01 
NICHOLS, M. C. 
Direct Contact Heat Exchange for Latent Heat-of- 
Fusion Energy Storage Systems. 
SAND-77-8665 78-16 7D PC A03/MF A01 
NICHOLS, MAYNARD 
Modeling Sediment Movement in the Turbidity Max- 
imum of an Estuary, 
PB-285 989/0GI 
NICHOLS, R.H. 


an experimental acoustic circular display. 
AD-329 803/1GI 78-16 17A PC A04/MF AO1 


NICHOLS, R. L. 


Owens-lilinois Liquid Solar Collector Materials As- 
sessment. 
N78-21597/7GI 


NICHOLS, ROBERT L. 
Bedrock Geology of Marguerite Bay Area, Palmer 
Peninsula, Antarctica 
AD-079 017/0GI 78-16 8G PC A04/MF A01 
Geomorphology of Marguerite Bay, Palmer Penin- 


sula, Antarctica 
AD-024 808/8G! 


NICHOLS, ROBERT S. 


Factors Influencing Perceptions of the US/USSR 
Military Balance. 
AD-A055 866/8G! 


NICHOLS, SHARON R. 


Predicting Powered Support Equipment and As- 
sociated Maintenance Manpower Requirements. 
AD-A048 876/7GI 78-08 Si MF A01 


NICHOLS, TROY R. 
Quantitative Determination of Aromatics in Paint 
Thinners. 

AD-A045 954/5GI 78-02 11K PC A02/MF A01 
Quantitative Determination of Monoethanolamine 
and Glycol Ethers in Carbon-Removing Com- 
pounds. 

AD-A054 563/2G! 


NICHOLSON, B. H. 


Determination of Complexable Metals by Chelomet- 

ric Titration. 

ARH-ST-138 
NICHOLSON, D. R. 

Nonlinear Landau Damping in Mirror Plasmas. 

SAI-78-529-LJ 78-21 201 PC A03/MF A01 
NICHOLSON, E. W. S. 

Production Economics for Hydrogen, Ammonia, and 

Methanol During the 1980--2000 Period. 

BNL-50663 78-15 7A PC A09/MF A01 


NICHOLSON, F. J. 


Attitudes of a Sample of Cyclists to Using Single- 
Track Roads, 


PB-279 130/9GI 78-14 13B PC A03/MF A01 
NICHOLSON, HERBERT HENRY JOSEPH 


Program Management in Less-than-Major Conven- 
tional Air-Launched Weapons Projects. 
AD-A052 107/0GI 78-13 15€ PC A03/MF AO1 


78-06 


18G PC A03/MF A01 


78-25 6C PC A02 


78-15 17E PC A02/MF A01 


78-17 148 PC A03/MF AO1 


78-26 138 PC A0S/MF A01 


78-16 10A PC A03/MF A01 


78-16 8G PC A08/MF A01 


78-20 5D PC A02/MF A01 


78-17 7D PC AO02/MF A01 


78-18 18G PC A02/MF A01 





NICHOLSON, J. 
Adaptability of Airline-Type Avionics Acquisition 
Processes to Advanced Landing System Procure- 
ment. 

AD-A051 876/1GI 


NICHOLSON, J. E. 
Cost-Benefit Comparison of Alternative Configura- 
tions for QF-48 Target System, 
AD-A051 891/0GI 78-13 1C PC AOS/MF AQ1 


Definition of Requirements for Integrating User 
Equipment Set Z into Global Positioning System 
Phase | Test Aircraft. Volume |. Management Sum- 


78-13 17G PC A07/MF A01 


mary. 
AD-A051 811/8GI 78-13 17G PC AOS/MF AO1 


Definition of Requirements for Integrating User 
Equipment Set Z into Global Positioning System 
Phase | Test Aircraft. Volume Il. Test Aircraft In- 
tegration Requirements. 

AD-A051 812/6GI 78-13 17G PC A12/MF AO1 


Definition of Requirements for Integrating User 
Equipment Set Z into Global Positioning System 
Phase | Test Aircraft. Volume Ill. integration Module 
Definition. 

AD-A051 768/0GI 


NICHOLSON, JAMES A. 


A Basis for Numerical Modeling of Fluid Amplifiers. 
AD-A047 057/5GI 78-04 13G PC A08/MF AO1 


NICHOLSON, WILLIAM J. 
Chrysotile Asbestos in Air Samples Collected in 


Puerto Rico, 
PB-282 363/1GI 78-19 


NICHOLSON, WILLIAM R. 


Gulf Menhaden, ‘Brevoortia patronus’, Purse Seine 
Fishery: Catch, Fishing Activity, and Age and Size 
Composition, 1964-73. 
PB-282 150/2GI 


NICKEL, ELVIRA E. 


Reprint: Ultrastructural and Molecular Charac- 
teristics of Crayfish Photoreceptor Membranes. 
AD-A058 079/5GI 78-24 6C PC A02/MF A01 


NICKEL, H. 


1976 Scientific Progress Report. 
GERHTR-178 78-05 18J PC A0Q3/MF A01 


Fracture Toughness Testing of a Reactor Grade 
Graphite. 


GERHTR-166 78-05 118 PC AOS/MF A01 


Material Development for Gas-Cooled High Tem- 
perature Reactors for the Production of Nuclear 
Process Heat. 

Juel-1413 78-20 18J MF A01 


Measuring Variables and Errors of the Quantitative 
Image Analysis. Definition and Quantitative Descrip- 
tion. 

Juel-1411 78-19 18) MF A01 
Phase Investigations of the U-Nb-C and U-Ce-C 
Systems. 
Juel-1432 


Pyrocarbon Deposition 
Kinetic Model. 
Juel-1417 78-22 18J MF AO1 


Quantitative Model Conceptions of the Pyrolysis of 
Gaseous Hydrocarbons in Fluidized Beds. 
Juel-1348 78-01 18J MF A01 


Silicon carbide as a Protective Coat on Grafitic 
Materials for the HTR. Mechanism and Kinetic of 
Corrosion - Preparation of SiC-Coatings. 

Juel-1422 78-22 18J MF A01 


Study of Particle Movement in Conical Fluidized 
Beds Using the Tracer Method. 
GERHTR-165 78-03 18J PC A06/MF A01 


Study of the Structure of Pyrocarbon Coatings of 
Fuel Particles by Transmission Electron Microsco- 


78-13 17G PC A10/MF AO1 


13B PC AQ4/MF AO1 


78-17 6C PC A02/MF A01 


78-20 18J MF A01 


from the Gas-Phase. A 


py. 
Juel-1309 
Use of 


Local Determination of Impurities in Graphite Reac- 
tor Materials. 
Juel-1439 


NICKEL, JOHN P. 
Wheelwright - Weeksbury Area Health Needs Study. 


78-22 18J MF AO1 
Laser-Micro-Emission-Spectroscopy for 


78-23 18) PC A09/MF A01 


HRP-0018281/6GI 
NICKEL, KARL L. 


Bounds for the Set of Solutions of Functional-Dif- 
ferential Equations. 
AD-A046 379/4GI 78-03 12A PC A02/MF A01 


The Lemma of Max Mueller-Nagumo-Westphal for 
Strongly Coupled Systems of Parabolic Functional- 
Differential Equations. 
AD-A049 427/8GI 


NICKEL, R. W. 


Aircraft Structural Design Handbook for Lower Cost 
Maintenance and Repair. 
AD-B018 757/5GI 78-11 


78-05 6E PC A0S5/MF A01 


78-09 12A PC A02/MF A01 


1C PC A08/MF A01 


NICKEL, U. 


Numerical Problems in Resolving Near-Neighbor 
Targets Numerische Probleme bei der Aufloesung 
Eng Benachbarter Ziele. 

N78-18294/6GI 78-13 171 


NICKEL, WALLACE E. 


NOR Rapid Response System Support Service. 
PB-278 982/4GI 78-14 51 PC AO6/MF A01 


NICKELL, CHRISTENSE 
Preparation of Peroxide Concentrates from Autox- 


idized Fatty Acid Esters 
AD-046 150/9GI 


NICKELL, E. H. 
The Design, Construction and Maintenance of Naval 
Fixed Ocean Facilities. Volume 5. Fixed Ocean 


Facilities, Bottom Mounted Surface Structures, 
AD-A047 809/9G! 78-06 8C PC A06/MF A01 


NICKELL, R. E. 


Creep Buckling Analysis of Shells. 
SAND-77-0297C 78-03 18J PC A02/MF A01 


Creep Fatigue Damage under Multiaxial Conditions. 
SAND-77-0296c 78-07 18J PC A02/MF A01 


Leakage Effects on LMFBR Cell Liners. 
SAND-78-0742C 78-25 181 


Nondestructive Evaluation of 
Damage: An Interim Report. 
SAND-77-0076 78-03 


NICKELS, F. J. 


Ocean Food and Energy Farm Project. Subtask No. 
6: Systems Analysis. Volume 1. Overall Economic 
Analysis of the Base Line Design. Final Report. 
ERDA/USN/1027-76/1(V.1) 

78-07 2C PC A05/MF A01 


Ocean Food and Energy Farm Project. Subtask No. 
6: Systems Analysis. Volume 3. The Harveting 
Subsystem. Final Report. 
ERDA/USN/1027-76/1(V.3) 

78-07 2C PC A06/MF A01 


PC A03/MF A01 


78-21 7D PC A02/MF A01 


MF AO1 
Creep-Fatigue 


18J PC A03/MF A01 


NICKELS, L. E. 


Ormak Upgrade Ohmic Coil Generator Protection. 
ORNL/TM-6079 78-14 18A MF AO1 


NICKELSON, A. J. 


Communications High-Order Language Investiga- 
tion. Volume |. 
AD-A049 737/0GI 78-09 9B PC A11/MF A01 


Communications High-Order Language Investiga- 
tion. Volume Il. 
AD-A049 736/2GI 78-09 


NICKELSON, RANZELL Il. 


Proceedings of the Annual Tropical and Subtropical 
Fisheries Technological Conference of the Americas 
(2nd) Held in Biloxi, Mississippi on April 17-20, 
1977, 

PB-279 405/5GI 


NICKERSON, F. S. 


Reprint: Analysis of Suction Debris Vortices in the 
West Lafayette, Indiana, Tornado of 20 March 1976, 
PB-281 636/1GI 78-16 48 PC A02 


Reprint: An Observational Study of the West 
Lafayette, Indiana Tornado of 20 March 1976, 
PB-281 637/9GI 78-16 4B PC A02 


NICKERSON, G. R. 


Engineering and Programming Manual. Two-Dimer- 
sional Kinetic (TDK) Reference Computer Program, 
N77-79637/3GI 78-01 160 PC A15/MF A01 
NICKERSON, PAUL R. 
Reprint: DDT Residues in Starlings, 1974, 
PB-274 848/1GI 
78-05 138 
Reprint: 
1972, 
PB-274 849/9GI 
78-05 138 
NICKLEY, ALFRED P. 
Portrait of a Program - The DART-TYCOM 400 HZ 
Motor Generator Power Systems Improvement Pro- 
gram, 
AD-A055 315/6GI 
NICKLIN, DONALD S. 


An Analysis of Western North Pacific Tropical 
Cyclone Forecast Errors. 
AD-A056 586/1GI 78-21 


NICKOLA, P. W. 


Hanford 67-Series: A Volume of Atmospheric Field 
Diffusion Measurements. 
PNL-2433 


NICKS, LARRY J. 


Preparation and Use of High Surface Area Transi- 
tion Metal Catalysts. 
PATENT-4 071 473 78-16 7D Not available NTIS 


9B PC A19/MF A01 


78-13 6C PC A15/MF A01 


(Order as PB-274 846, MF A01) 


Organochlorine Residues in Starlings, 


(Order as PB-274 846, MF A01) 


78-20 10B PC A02/MF A01 


4B PC A03/MF AO1 


78-14 4A PC A20 


NIDA, PAUL M. 


NICKUM, J. D. 


Loran-C Digital Word Generator for Use with a KIM- 
1 Microprocessor System. 
N78-17032/1GI 78-12 


Loran-C Flight Test Software. 
N78-31069/5G! 78-26 17G PC A03/MF A01 


Stand-Alone Development System Using a KIM-1 
Microcomputer Module. 
N78-20100/1GI 78-15 


17G PC A02/MF A01 


17G PC A02/MF A01 


NICODEMI, F. 


Zeta-Function Regularization of the Quantum Fluc- 
tuations around the Yang-Mills Pseudoparticle. 
NBI-HE-77-26 78-19 20H MF AQ01 


NICODEMUS, F. E. 


Geometrical Considerations and Nomenclature for 
Reflectance. 


PB-273 439/0GI 78-02 20F PC A04/MF A01 


NICODEMUS, FRED E. 


Self-Study Manual on Optical Radiation Measure- 
ments: Part 1 - Concepts. Chapter 4. More on the 
Distribution of Optical Radiation with Respect to 
Position and Direction. Chapter 5. An Introduction 
to the Measurement Equation. 


PB-277 176/4GI 78-11 20F PC A06/MF A01 


NICODEMUS, L. A. 


Catalog of Available Protective Clothing. Supple- 
ment to Final Report: ‘Protective Clothing - Assess- 
ment of Need’. 


PB-276 344/9Gi 78-08 6Q PC A07/MF A01 


NICOL, J. A. C. 


Reprint: The Biological Effects of the Water-Soluble 
Fractions of a No. 2 Fuel Oi! on the Planktonic 
Shrimp, ‘Lucifer faxoni’, 

PB-283 319/2GI 78-22 6T Not available NTIS 


Toxicity of Water Soluble Fractions of Petroleum 
Oils on Larvae of Crabs, 
PB-279 103/6GI 78-15 


NICOL, J. A. COLIN 


Reprint: Effects of Water-Soluble Components of 
Petroleum Oils and Aromatic Hydrocarbons on Bar- 
nacle Larvae, 

PB-273 413/5GI 


NICOL, K. J. 
Land Use: Ongoing Developments in the North Cen- 


tral Region, 
PB-282 262/5GI 


NICOL, KENNETH J. 
The Impact of Water Rights and Legal Institutions 


on Land and Water Use in 2000, 
PB-282 290/6GI 78-19 138 PC A05/MF A01 


Models of Soil Loss, Land and Water Use, Spatial 
Agricultural Structure, and the Environment, 
PB-285 476/8G! 78-25 2B PC A12/MF A01 
U.S. Agricultural Production in Relation to Alterna- 
tive Water, Environmental, and Export Policies, 
PB-282 982/8GI 78-21 2B PC A09/MF A01 
NICOLAI, VAN O. 

Solid State Blue-Green Laser with High Efficiency 
Laser Pump. 
PATENT-4 054 852 

78-05 20E Not available NTIS 


136 Not available NTIS 


78-03 6T Not available NTIS 


78-19 138 PC A13/MF A01 


NICOLAIDES, JOHN D. 


Boattail Effects on the Dynamic Stability of the 
Three-Caliber Army-Navy Basic Spinner Projectile. 
AD-891 249/5GI 78-19 19A PC AOS/MF A01 


Flight Test Results of a Powered Parafoil System 
(AeroFlyer). 
AD-A056 569/7G! 


78-21 1C PC AOS/MF AQ1 


NICOLAS, A. 


Design and Development of a High-Power, 500 Kv 
Pulsed Line. 
SAND-77-6018 


78-10 10B PC A06/MF A01 


NICOLAYEFF, V. 


Tensile Tests of 2500-Kip Prestressing Tendons for 
the PCRV. 
GA-A-14768 


78-25 18! PC A03/MF A01 


NICOLET, MARC-A. 


Analysis of Semiconductor Structures by Nuclear 
and Electrical Techniques. 
AD-A058 772/5GI 78-25 20L PC A02/MF AO1 


NICOTRA, ANTHONY 


Measuring Submarine Approach Officer Per- 
formance on the 21A40 Trainer: Instrumentation 
and Preliminary Results. 
AD-A049 434/4G! 


78-09 5! PC A04/MF A01 


NIDA, PAUL M. 


An Analysis of Lettering Styles for an improved 
Raster-Type Data Display. 
AD-A058 767/5GI 78-25 9E PC A02/MF A01 


PA-1035 





NIDEL, RICHARD D. SR. 
The Continuous Crystallization of Aluminum Potas- 
sium Sulphate in an Agitated Vessel. 
AD-A052 627/7GI 78-14 20B PC A05/MF A01 


NIDICK, E. J. JR. 


Shock Initiation of Pbxn-5 and Pbx-9604. 
UCRL-52273 78-01 19A PC A02/MF A01 


NIEBAUER, JOHN J. 
Reprint: Epineurial and Perineurial Fascicular Nerve 
Repairs: A Critical Comparison. 
AD-A057 944/1GI 78-24 6E PC A02/MF A01 
NIEBERLEIN, VERNON A. 
Predicted Long-Term Storage Effects on the Model 


4841 Lance Accelerometer. 
AD-A052 584/0GI 78-14 


NIEBRUEGGE, D. A. 
Experiment Prediction for LOFT Nonnuclear Experi- 
ment L1-5. 
TREE-NUREG-1209 


NIECKAU, E. 


Conclusions Drawn from Reliability Analyses of 
Reactor Protection Systems. 
MRR-166 78-10 181 MF AO1 


Results of the Reliability Investigations for the 
Design Basis Accident ‘Rupture of a Cold Primary 
Coolant System’. 
MRR-168 


NIEDERGESAESS, R. 


Computer Program to Evaluate the Experimental 
Data in Instrumental Multielement Neutron Activa- 
tion Analysis. 
GKSS-76/E/49 


NIEDERJOHN, RUSSELL J. 


The Development of a Computer Speech 
Processing System and Its Use for the Study and 
Development of Processing Methods for Enhancing 
the intelligibility of Speech in Noise. 
AD-A047 240/7GI 78-04 


NIEDERSTADT, G. 


Technological and Experimental Investigations of 
Window Frames in FRP Winding Press Technology 
Technologische und Experimentelle Untersuchun- 
gen AM Fensterrahmen in Fk-Wi-kelpresstechnik. 

N78-18254/0GI 78-13 13M PC A03/MF A01 


NIEDRAUER, TERREN M. 


MESA New York Bight Project. Expanded Water 
Column Characterization Cruise (KWCC 12) NOAA 
Ship GEORGE B. KELEZ, April-May 1977, 

PB-283 861/3GI 78-20 8J PC A09/MF A01 


MESA New York Bight Project. Expanded Water 
Column Characterization Cruise (XWCC 13) NOAA 
Ship GEORGE B. KELEZ, May-June 1977. 

PB-284 525/3G! 78-22 8J PC A10/MF A01 


MESA New York Bight Project. Expanded Water 
Column Characterization Cruise (KWCC 14) NOAA 
Ship GEORGE B. KELEZ, June - July 1977. 

PB-285 695/3GI 78-24 8J PC A06/MF A01 


MESA New York Bight Project. Expanded Water 
Column Characterization Cruise (KXWCC 15), NOAA 
Ship GEORGE B. KELEZ, August 1977. 

PB-285 696/1G! 78-24 8J PC A09/MF A01 


MESA New York Bight Project. Expanded Water 
Column Characterization Cruise (KWCC 1%), NOAA 
Ship GEORGE B. KF! EZ, October 1977. 

PB-286 047/6GI 78-24 8J PC A07/MF A01 


NIEDZWECKI, J. M. 
Ventilation Requirements for Grinding, Buffing, and 


Polishing Operations, 
PB-277 332/3GI 


NIEDZWIECKI, A. 


Subjective Loudness of Sonic Boom: N-Wave and 
Minimized (‘Low-Boom’) Signatures. 
AD-A050 136/1GI 78-10 20A PC A02/MF A01 


NIEHAUS, BERNARD F. 


Cambered Jet-Flapped Airfoil Theory with Tables 
and Computer Programs for Application. 
AD-A048 528/4GI 78-07 9B PC A08/MF A01 


NIEHAUS, R. J. 
External Labor Market Analysis and EEO Goals 
Planning. 
AD-A055 367/7GI 78-20 51 PC A03/MF A01 


Manpower Goals Planning and Accountability. 
AD-A055 214/1GI 78-18 51 PC A03/MF AO1 


A Nonlinear Goal-Arc Network Extension of the 
Multi-Level Coherence Modei for EEO. 
AD-A055 154/SGI 78-18 51 PC A03/MF A01 


A Promotion Policy Model for Laboratory Workforce 
Planning. 
AD-A045 426/4G! 


16D PC A03/MF A01 


78-22 181 PC A07/MF A01 


78-18 181 MF A01 


78-03 7D MF A01 


17B MF AO1 


78-11 6J PC AO9/MF AQ01 


78-01 5! PC A03/MF A01 


Workforce Goals Planning for the Naval Laboratory 
System. 
AD-A045 427/2G! 


78-01 5! PC A03/MF AQ01 


PA-1036 


NIEHAUS, ROBERT 
Regional Development and Plan Evaluation: The 


Use of Input-Output Analysis. 
PB-280 951/5GI 78-17 


NIEHL, ELIZABETH W. 


Eye Movements Recorded During Convergence and 
Divergence 
AD-246 297/6GI 


NIELAND, W. 
Investigation into Aluminium Window Pane Masking 
Materials with Respect to Crazing. 
N78-11429/5GI 78-06 11F PC AQ2/MF A0O1 
Investigation into the Influence of Outdoor Weather- 
ing on the Mechanical Properties of Carbon Fibre 


Reinforced Thermosetting Epoxy Resin. 
N78-11249/7GI 78-06 11D PC A0Q2/MF A01 


NIELD, MARGARET 


Developing a Projected Nurse Staffing Program. 
HRP-0016654/6GI 78-09 6E Not Available NTIS 


NIELSEN, ARNOLD T. 


2,3,7,8-Tetraazaspiro (4.4)Nonane, 2,3,7,8- 
Tetraazaspiro-(4.4)Nona-2,7-diene and Derivatives. 
PATENT-4 066 833 

78-22 21D Not available NTIS 


13B PC A07/MF A01 


78-18 6P PC A06/MF A01 


NIELSEN, C. H. 


In-Situ Field-lon Microscope Study of the Recovery 
Behavior of Heavy Metal lon-Irradiated Tungsten, 
Tungsten (Rhenium) Alloys and Molybdenum. 

COO-3158-60 78-15 11F PC AOS/MF AO1 


NIELSEN, CARL E. JR. 


The Development of a Photomemory 
AD-248 905/2GI 78-01 9B PC A03/MF A01 


NIELSEN, D. J. 


A Computerized Command and Control System for 
the Los Angeles City Fire Department, 
AD-A054 750/5GI 78-18 13L PC A02/MF A01 


NIELSEN, DAN E. 


Fabrication of implantable Artificial Heart Devices 
and Components. 
PB-282 799/6GI 


NIELSEN, E. 


Oxygen Isotopes in Atmospheric Sulfates, Sulfur 
Dioxide, and Water Vapors Field Measurements, 
July 1975. 

PB-281 014/1GI 


NIELSEN, FAITH J. 


Biological Conversion of Cholestenone-4-C14 to an 
Unsaturated 3 B-OH Sterol 
AD-111 201/0GI 78-16 6A PC A02/MF A01 


NIELSEN, GERALD A. 


Impact of Large Recreational Developments upon 
Semi-Primitive Environments. Progress Report. 
Volume I. Integrated Report, Revised Edition, 

PB-278 529/3GI 78-13 13B PC AO0S/MF A01 


An Overview of the MSU-NSF Gallatin Canyon 
Study, 
PB-278 781/0GI 


NIELSEN, H. B. 


Hadron Production from a Boiling Quark Soup. 
NBI-HE-77-5 78-08 20H MF A01 


NIELSEN, H. H. 


RELAP4 Pre-Test Predictions for the LOFT 
Transient (Blowdown) ONB Tests in the Columbia 
University Test Loop. 
LTR-20-65 


NIELSEN, J. 


Archaeological Reconnaissance of a Proposed Site 
for the Waste Isolation Plant (WIPP). 
SAND-77-7024 78-14 


NIELSEN, J. K. 


Computer Aided Analysis of Microwave Electronic 
Circuits in the Frequency Domain (ESAMEC). 
N78-18341/5GI 78-13 9E PC A03/MF A01 


NIELSEN, J. M. 


Pacific Northwest Laboratory Annual Report for 
1976 to the ERDA Assistant Administrator for En- 
vironment and Safety. Part IV. Physical and 
Technological Programs. 

BNWL-2100(Pt.4) 78-23 6R PC AO06/MF AO1 


Pacific Northwest Laboratory Annual Report for 
1977 to the DOE Assistant Secretary for Environ- 
ment. Part 4. Physical Sciences. 

PNL-2500(Pt.4) 78-23 10A PC A05/MF A01 


NIELSEN, JACK N. 


A Preliminary Mehtod for Calculating the 
Aerodynamic Characteristics of Cruciform Missiles 
to High Angles of Attack Including Effects of Roll 
Angie and Control Deflections. 

AD-A054 349/6GI 78-17 160 PC A15/MF A01 


78-20 6L PC AOS/MF A01 


78-17 7D PC A03/MF A01 


78-13 13B PC AOQS/MF A0O1 


78-13 181 MF AO1 


18G MF A01 


NIELSEN, JOHN P. 


Evaluation of an impulse Testing Technique for 
Nondestructive Testing of Pavements. 
AD-A046 341/4G! 78-03 1& PC A03/MF A01 


NIELSEN, L. A. 


Production Test N-382: Subcritical Measurements in 
the Hanford N Reactor Fuel Storage Basin. 
UNI-350 78-17 181 PC A06/MF A01 


NIELSEN, L. CARLISLE 
Stored Charge Release in Cables in Low Fluence X- 
Ray Environments. 
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NIJIM, H. H. 
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Reactions of atomic oxygen with acetylene. (I) 
Kinetics and mechanisms. 
AD-464 329/2GI 78-14 7D PC A02/MF A01 
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NIAR-P-4(270) 78-20 181 MF AO1 


PA-1037 





NIKOLAEV, V. I. 
Program for Processing of Moessbauer Spectra. 
1AE-2541 78-20 20L MF A01 
NIKOLAEV, V. M. 


Kinetics of Transplutonium and Rare Earth Element 

Extraction in the System HDEHP-DEB-Carboxylic 

Acid-DTPA. 

NIAR-P-14(280) 78-14 7D MF AO1 
NIKOLAEVA, A. V. 

Concentration of Thorium and Rare Earths by 

Plants at Different Times During Vegetation. 
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PB-274 271/6GI 78-04 51 PC A10/MF A01 


NILSON, CAROLYN 


The Variables of Capacity Building: A Process 
Design Action Research Report, 


PA-1033 


ED-144 549 78-09 5B Not available NTIS 
NILSON, R. H. 


Cable Tray Fire Tests. 
SAND-77-1125C 78-06 181 PC A03/MF A01 


Flow Visualization in Heat-Generating Porous 


Media. 
SAND-76-0614 78-14 181 PC A0Q3/MF A01 


High-Speed Impact and Fire Test of a Spent Fuel 
Rail Cask System. 
SAND-78-0260C 78-26 18J PC A0Q2/MF A01 


NILSSEN, TERJE MEYER 


U. S. and Norwegian Military Officers’ Personality 
Traits, Attitudes, Values and Leadership Styles: A 
Cross-National Comparison. 

AD-A045 793/7GI 78-01 5J PC AOS/MF A01 


NILSSON, A. 


Annual Report 1976. 
INIS-mf-3945 78-19 5B MF A01 
NILSSON, B. 

A Method for Calculating the Sound Attenuation in 
a Silencer, Consisting of Finite Sections of Bulk 
Reacting Lining in a Cylindrical Duct with Mean 
Flow. 

78-26882/8GI 78-21 21G PC AOS/MF A01 


NILSSON, CARL S. 


The Effect of Weather On a Ship's Speed. 
AD-A056 220/7GI 78-21 13J PC A03/MF A01 


Measurement of Surface Currents Around an Eddy. 
AD-A056 221/5G! 78-21 8C PC A03/MF A01 
NILSSON, G. 

The Effect of Day-Time Vehicle Lighting on Road 
Accidents in Finland Effekt Paa Trafikolyckor AV 
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AD-045 732/5GI 


NODA, SHOJI 


Matrix ENDOR Studies of the Orientation of Amine 


Molecules Around Trapped Electrons in Gamma-tr- 
radiated Amine Glasses, 


AD-A055 398/2GI 78-20 7D PC A02/MF A01 
NODA, T. 


Experimental 
Processor. 
AD-A049 323/9GI 


NODDIN, G. A. 

Bulk Synthesis of Fluorochemicals. 

AD-353 167/0GI 78-13 7C PC A03/MF A01 
NODEN, DICK 

New York Recreational Boating Survey, 

PB-275 210/3GI 78-05 SK PC A05/MF A01 
NODVICK, JOHN S. 


On the Suppression of Coherent Radiation by Elec- 
trons in a Synchrotron 
AD-035 333/4GI 78-21 


78-18 7D PC A03/MF A01 


Development of a FLIR Sensor 


78-08 17E PC A10/MF AO1 


20G PC A02/MF A01 





NOE, MICHAEL F. 


Financial Expenditures for the Care of 
Cerebrovascular Disease Patients in an Urban 
Setting. 
HRP-0019135/3GI 78-09 6E Not Available NTIS 
NOEL, G. T. 


Hot Forming of Silicon Sheet, Silicon Sheet Growth 
Development for the Large Area Silicon Sheet Task 
of the Low Cost Silicon Solar Array Project. Quar- 


terly Report No. 3, September 24--December 24, 
1976 


ERDA/JPL/954506-77/1 78-01 10B PC A03 


Hot Forming of Silicon Sheet, Silicon Sheet Growth 
Development for the Large Area Silicon Sheet Task 
of the Low Cost Silicon Solar Array Project. Quar- 
terly Report No. 4, December 24, 1976--March 31, 
1977. 


ERDA/JPL/954506-77/2 
78-01 10B PC AQ2/MF A01 


Measurement Techniques and Instruments Suitable 
tor Life-Prediction Testing of Photovoltaic Arrays. 
N78-24621/2GI 78-19 10B PC A09/MF A01 
Measurement Techniques and Instruments Suitable 
for Life-Prediction Testing of Photovoltaic Arrays. 
Interim Report. 

DOE/JPL/954328-7 78-26 108 PC A09/MF A01 


NOELCKE, C. L. 


Effects of Cycling on Reliability of Electronic Tubes 

and Equipments. Volume 1. Overall Test Results, 

AD-A057 222/2GI 78-22 9A PC AOS/MF A01 

Effects of Cycling on Reliability of Electronic Tubes 

and Equipments. Volume 2. Results of Test by Type 

of Equipment, 

AD-A057 223/0GI 78-22 9A PC A10/MF A01 
NOELDEKE, G. 

Experimental Study of the Antineutron-Light 

Nucleus Annihilation at 1.4 Gev/C. 

DESY-77/28 78-13 20H MF AO1 
NOELKER, LINDA 

Aged Excluded from Home Health Care. An Interor- 


ganizational Solution. 
HRP-0024372/5GI 78-16 6E Not Available NTIS 


NOELKER, LINDA S. 


Home Aide Only Project -- Issues in the Supervision 

of Home Aide Service for the Elderly. 

HRP-0019308/6Gi 78-13 6E Not Available NTIS 
NOERSETT, S. P. 

Attainable Order of Rational Approximations to the 

Exponential Function with Only Real Poles. 

N78-15812/8GI 78-10 12A PC A02/MF A01 
NOETHEN, THOMAS H. 


Boattail Effects on the Dynamic Stability of the 

Three-Caliber Army-Navy Basic Spinner Projectile. 

AD-891 249/5GI 78-19 19A PC AOS/MF A01 
NOETHER, GOTTFRIED E. 


Confidence Intervals for the Ratio of Two Probabili- 
ties and Some Measures of Effectiveness 

AD-083 264/2GI 78-02 12A PC AO3MF A01 

NOETZEL, A. S. 

Analysis of Discrete-Time Queues for Random Out- 
put Processes and Network Solutions. 

BNL-22580 78-01 12B Not available NTIS 
Conditions for Product Form Network Solution 


Through the Analysis of Finite Queues with Over- 
flows. 


BNL-24181 78-25 12B PC A02/MF AO1 

Throughput in Locally Balanced Computer System 

Models. 

BNL-22531 78-01 9B PC A03/MF A01 

Throughput in Locally Balanced Computer System 

Models. 

BNL-22915 78-05 9B PC A02/MF A01 
NOGGLE, LARRY W. 

The Military Utility of Very Large Airplanes and Al- 

ternative Fuels, 

AD-A053 604/5GI 78-16 1C PC A03/MF A01 
NOGGLE, T.S. 

Crystal Perfection in Aluminum Single Crystals 

AD-043 390/4GI 78-21 20B PC A02/MF A01 
NOGGLE, THOMAS SHERMAN 

The Electron Microscopy of Aluminum Crystals 

Deformed at Various Temperatures 

AD-066 218/9GI 78-20 11F PC AO5/MF A01 


NOGINA, N. A. 


Investigations in the Field of Soil Genesis--Transla- 

tion. 

PB-284 847-T/GI 78-25 8M PC A19/MF A01 
NOGUCHI, THOMAS T. 

Neck Injury Assessment Protocol. 

PB-279 908/8GI 78-16 6E& PC A03/MF A01 


NOGUCHI, TOMOKI 
Transit’s Role in the Creation of the Polycentric 
City: An Initial Assessment. 
PB-275 043/8GI 78-05 13B PC Ai2/MF A01 


NOGUEIRA, J. N. 


Effect of gamma Radiation ( Exp 60 Co) on the Or- 

ganoleptic and Nutritive Properties of Common 

Beans (Phaseolus Vulgaris L., Cv. Mulatinho). 

CENA-BC-018 78-22 2D MF A01 
NOHEL, J. A. 

An Abstract Functional Differential Equation and a 

Related Nonlinear Volterra Equation. 

AD-A046 492/5GI 78-03 12A PC A02/MF A01 

A Forced Quasilinear Wave Equation with Dissipa- 

tion. 

AD-A049 426/0GI 78-09 12A PC A02/MF A0O1 
NOHL, C. 

Classical and Semi-Classical Solutions of the Yang- 

-Mills Theory. 

BNL-23772 78-18 20H PC AOS/MF A01 
NOLA, F. J. 

Power Factor Control System for AC Induction Mo- 

tors. 

PATENT-4 052 648 78-04 9C Not available NTIS 
NOLAN, ARLENE 

Economics of Dental Licensing. 

HRP-0900163/7GI 78-17 6& PC AOS/MF A0O1 
NOLAN, E. J. 

Biological Production of Organic Solvents from Cel- 


lulosic Wastes. Six-Month Progress Report, June 
1977. 


COO-4070-5 78-21 7D PC A02/MF A01 
NOLAN, GEORGE H. 
Status of the New Health Care Providers -- The 


Physician's Assistants. 
HRP-0019111/4Gi 78-08 6E Not Available NTIS 


NOLAN, J. E. 
Role and Progress of the Clinch River Breeder 


Reactor Plant. 
CONF-780440-1 78-25 181 PC A02/MF A01 


NOLAN, J. P. JR. 


High Altitude and High Speed Study 
AD-161 444/5GI 78-11 1C PC A03/MF A01 


NOLAN, JEAN 


Studies on the Pathogenicity of Streptococcus 

Pyogenes IV. The Relation Between the Capacity to 

Induce Fata! Respiratory Infections in Mice and 

Epidemic Respiratory Diseases in Man 

AD-141 165/1GI 78-13 6E PC A02/MF A01 
NOLAN, LAURENCE CONSTANCE 

Status of the New Health Care Providers -- The 

Physician's Assistants. 

HRP-0019111/4GI 78-08 6E Not Available NTIS 
NOLAN, MARY GILL 

Master Nurse Clinician for Intracperative Care. 

HRP-0016674/4G!I 78-10 6E Not Available NTIS 

Potentials in OR Nursing. 

HRP-0017773/3GI 78-07 6E Not Available NTIS 
NOLAN, R. J. 

Reprint: Cerebral and Blood Glucose in Central Ox- 

ygen Poisoning. 

AD-A056 679/4GI 78-22 6T PC A02/MF A01 
NOLAN, R. V. 

Mine-Detecting Canines. 

AD-A048 748/8GI 78-07 6C PC AOS/MF A01 
NOLAN, R. W. 

The DREO Fabric Wear and Design Course. 

AD-A047 431/2GI 78-05 11E PC A03/MF A01 
NOLAN, RICHARD W. 

Evaluation of British and Canadian Conductive 

Rubber Heating Elements for Handwear: Prelimina- 

ry Report. 

AD-A052 826/5GI 78-14 6Q PC A02/MF A01 


NOLAND, CHARLES wW. 


Supply Experiment of the Experimental Housing Al- 
lowance Program. Audit of the Baseline Survey of 
Residential Buildings in Site Il. 


PB-278 317/3GI 78-12 5K PC AQ6/MF A01 
NOLAND, WAYLAND E. 


Synthesis of Antimalarials by a New Route to 4- 

Quinolinols, 4-Quinazolinones, and 4-Cinnolinol 1- 

Oxides. 

AD-A054 407/2GI 78-17 60 PC A03/MF AO1 
NOLD, E. 


Investigations of Surfaces of Sodium Corroded 
Materials Using Auger Electron Spectroscopy and 
Secondary lon Mass Spectrometry. 

EURFNR-1399 78-13 18) PC A03/MF A01 


NOLLE, A.W. 


Investigations of Surfaces of Sodium Corroded 

Materials Using Auger Electron Spectroscopy and 

Secondary lon Mass Spectrometry. 

KFK-2273 78-03 11F MF AOt 
NOLDEKE, G. 


Dielectric Multilayer Mirrors for Fabry--Perot Inter- 
ferometers for the Spectral Range from 2,350 to 
20,000 a. 


LA-tr-77-62 78-14 20F PC A02/MF A01 
NOLE, A.W. 

Viscoelastic Behavior of Polyisobutylene under 

Pressure 

AD-201 295/3GI 78-23 7D PC A02/MF A01 


NOLEN, MURIEL S. 


Social Work Services in a Long-Term Care Facility. 
HRP-0025646/1GI_ 78-21 6E Not Available NTIS 


NOLES, G. T. 
Sandia Fossil Fuel Analytical Laboratory: 
Procedures Used in Coal Liquefaction Analyses. 
SAND-78-0088 78-23 21D PC A03/MF AO1 
NOLES, MARVIN A. 
Initial Review of Tax Dollars Spent for Health Care, 
1976. Georgia Health Service Area V. 
HRP-0019436/5G! 78-09 6E PC A04/MF A01 
NOLFI, JAMES 


Energy Utilization in Vermont Agriculture. Part ll. 
PB-277 954/4GI 78-13 2B PC A08/MF A01 


Energy Utilization in Vermont Agriculture. Part 1. 
PB-277 953/6GI 78-13 2B FC AOS/MF A01 


NOLFI, JAMES R. 
Land, Bread, and History: A Research Report on the 
Potential for Food Self-Sufficiency in Vermont, 
PB-277 196/2GI 78-10 2B PC A06/MF A01 
NOLFI, JIM 
Energy Utilization in Vermont Agriculture. A Sum- 


mary. 
PB-277 952/8GI 78-13 2B PC A02/MF A0O1 
NOLIBE, D. 


Grafts, in Athymic Mice, or Pulmonary Tissue of 
Rats Contaminated with Plutonium Oxide. 
BNWL-tr-262 78-09 6R PC A02/MF AO1 


Retention of inhaled Plutonium Oxide. Elimination 
Procedures by Pulmonary Lavage and Effect of the 
Alveolar Macrophage. 

CEA-R-4830 78-08 6R MF A01 

NOLL, KENNETH 

State-of-the-Art Study: Demilitarization of Conven- 
tional Munitions. 

PB-280 663/6G! 78-17 19A PC A07/MF A01 


NOLL, R. B. 


Aerodynamic Interference Effects on Tilting Propro- 
tor Aircraft. 


N78-13007/7GI 78-08 1A PC A07/MF A01 
NOLL, RICHARD B. 
Rotor Wake Effects on Hub/Pylon Flow. Volume |. 


Theoretical Formulation. 
AD-A055 921/1GI 78-20 1A PC A06/MF A01 


Rotor Wake Effects on Hub/Pylon Flow. Volume Il. 

Program SHAPES User's Manual. 

AD-A055 767/8G! 78-20 1C MF A01 
NOLL, S. 

Impact of the National Energy Plan on Solar 

Economics. 

LA-UR-77-2694 78-13 10A PC A03/MF AO1 

Impacts of the National Energy Programme on 

Solar Economics. 

LA-UR-78-131 78-18 10A PC A04/MF A01 

Prospects for Solar Energy: The Impact of the Na- 

tional Energy Plan. 

LA-7064-MS 78-16 10A PC A04/MF A01 
NOLL, WALTER 


On the Continuity of the Solid and Fluid States 
AD-088 861/0G! 78-22 20K PC AOS/MF AO1 


NOLLE, A.W. 


Automatic Frequency Control! for a Marginal-Oscil- 
lator Magnetic Absorption Spectrometer 
AD-140 157/9GI 78-23 14B PC A02/MF A01 


Behavior of Liquid-Crystal Compounds Near the 
tsotropic-Anisotropic Transition 
AD-100 555/2GI 78-22 7D PC A02/MF A01 


Frequency Dependence of Proton Spin Relaxation 
in Aqueous Solutions of Paramagnetic lons 
AD-137 882/7GI 78-23 7D PC A0Q2/MF A01 


Nuclear Magnetic Resonance and Ultrasonic-Wave 
Investigations of Relaxing Liquids, Liquid Crystal 
Compounds, and High Polymers 

AD-069 155/0GI 78-20 7D PC A02/MF A01 


Nuclear Magnetic Resonance Study of Liquid 
Crystal Transitions 


AD-125 011/7GI 78-22 7D PC AO02/MF A01 


PA-1041 





Nuclear Magnetic Resonance Study of Polyisobu- 
tylene CC14 Solutions 
AD-067 542/1GI 78-20 7D PC A02/MF A01 


Proton Magnetic Resonance in Polyisobutylene at 
Various Temperatures, Pressures and Frequencies 
AD-159 925/7GI 78-24 7D PC AQ2z/MF A01 


Velocity and Absorption of Ultrasonic Waves in 
Several Nonassociated Liquids under High Pressure 
AD-104 458/5Gi 78-22 70 PC A02/MF A01 


NOLLET, C. 


Pure Silicon Dioxide Drawn Fibers and Composite 

Materialsies Fibres de Silice Pure Etiree et les 

Materiaux Composites. 

N78-24299/7GI 78-19 11E PC A02/MF AQ1 
NOLPH, KARL D. 


Adherence of Blood Components to Artificial Kid- 
ney Membranes. (Anti-Nuclear Antibodies in 
Chronic Dialysis and Renal Transplantation). 

PB-273 987/8GI 78-03 6E PC A05/MF AO1 


Continuous Ambulatory Peritoneal Dialysis. 

PB-281 035/6G! 78-18 6E& PC A04/MF A01 
Effects of Intraperitoneal Vasodilators on Peritoneal 
Clearances. 

PB-285 423/0GI 78-25 60 PC A07/MF A01 


Physiological Transport Parameters in Patients in 

Peritoneal and Hemodialysis. 

PB-275 519/7GI 78-06 6P PC A12/MF A01 
NOLTHENIUS, H. J. 

Cross Section Library DOSCROS77 (in the SAND-II 

Format). 

ECN-25 78-21 6R MF A0O1 
NOMA, ELLIOT 

Constraining Nonmetric Multidimensional Scaling 

Configurations. 

AD-A045 800/0GI 78-01 SJ PC AQ4/MF A01 
NOMUARA, S. 

Development of the Zry-2 Pressure Tube for JMTR 

in-Pile Loops. 

JAERI-M-6856 78-17 18J MF AO1 
NOMUAA, T. 

Phase Investigations of the U-Nb-C and U-Ce-C 

Systems. 

Juel-1432 78-20 183 MF A01 

Potentiometric Titration with EDTA Using Metallic 

Bismuth Indicator Electrode. 

ANL-Trans-1123 78-18 70 MF A0O1 


NOMUAA, Y. 


Destruction of Magnetic Surfaces Near a Separatrix 

of a Stellarator Attributed to Perturbations of Mag- 

netic Fields. 

N78-14901/0GI 78-09 201 PC A03/MF A01 
NONGBRI, G. 

Solvent Refining of Indiana V Coal and North 

Dakota Lignite. Finai Report. 

EPRI-AF-666 78-17 7A PC A04/MF AO1 


Solvent Refining of West Kentucky 9-14 Coal. 

EPRI-AF-499 78-09 7A PC A09/MF A01 
NOON, THOMAS V. 

tmplementation of the Device Data Bank on the 

HDL IBM Computer. 

AD-A046 480/0GI 78-03 9B MF A01 


NOONAN, C. 


The BARBEY Report. An Investigation into Control- 
lable Pitch Propeller Failures from the Standpoint 
of Full-Scale Underway Propeller Measurements. 

AD-A047 851/1GI 78-06 13J PC A13/MF A01 


NOONAN, ROBERT E. 
A Comparison of the Axiomatic and Functional 


Models of Structured Programming. 
AD-A053 629/2GI 78-16 9B PC A03/MF A01 


NOONE, MICHAEL J. 


Methods of Fabricating Ceramic Materials. 
AD-A054 043/5GI 78-17 118 PC A07/MF A01 


NOONKESTER, V. R. 


Marine Fog Investigation at San Diego during CEW- 
COM-1976. Simultaneous Observations on Land at 
NOSC and by Aircraft, Ship, and Satellite during the 
Cooperative Experiment in West Coast Oceanog- 
raphy and Meteorology (Sep/Oct 76) Revealed Sig- 
nificant Relations between low-level vertical struc- 
ture, surface air flow sea surface temperature, and 
area of marine fog patches. 

AD-A052 311/8GI 78-14 4B PC AOS/MF A01 


NOORDHOFF, B. H. 
Fast Flux Test Facility Startup Plan. 
HEDL-SA-1216(Rev.) 78-15 181 PC A0Q3/MF AQ1 
NORBY, L. 


Reprint: Prostaglandins and Aspirin Therapy in 
Bartter's Syndrome. 


AD-A045 569/1GI 78-01 60 PC A02/MF A01 


PA-1042 


NORBY, RONALD B. 
Model for Nurse Staffing and Organizational Analy- 
sis. 
HRP-0025186/8GI 78-25 6E Not Available NTIS 


Nurse Staffing System Based Upon Assignment Dif- 
ficulty. 

HRP-0024879/9GI 78-18 6E Not Available NTIS 
Quality Assurance for Patient Care: Nursing Per- 


spectives. 
HRP-0019527/1GIi_ 78-13 6E Not Available NTIS 


NORCO, J. E. 


Evaluation of Emission Control Strategies for Sulfur 

Dioxide and Particulates in the Chicago 

ivietropolitan Air Quality Control Region. 

ANL-IIPP-2 78-16 4A MF A01 
NORCROSS, D. W. 


Reprint: Electron Momentum Transfer Cross Sec- 
tions for Polar Molecules. 
PB-275 130/3GI 78-06 7D Not available NTIS 


NORCROSS, W. R. 
Industrial Application of Fluidized-Bed Combustion: 


Phase |. Quarterly Report, April 1--June 30, 1977. 
FE-2473-12 78-14 21B PC A02/MF A01 


industrial Application of Fluidized-Bed Combustion: 
Phase |. Quarterly Report, January 1--March 31, 
1977. 


FE-2473-9 78-01 21B PC A02/MF A01 


Industrial Application of Fluidized-Bed Combustion: 
Phase |. Quarterly Report, July 1--September 30, 
1977. 


FE-2473-15 78-16 21B PC A02/MF A01 


industrial Application of Fluidized-Bed Combustion: 
Phase |. Quarterly Report, October 1--December 31, 
1976. 


FE-2473-6 78-02 21B PC A03/MF A01 
NORCUTT, RICHARD H. 
Gripping Strength Measurements of Children for 


Product Safety Design. 
PB-283 850/6GI 78-23 6P PC A13/MF A0O1 


Strength Characteristics of U.S. Children for 
Product Safety Design. 
PB-274 651/9GI 78-04 SE PC A15/MF A01 


NORDBLOM, THOMAS L. 
Potential for Agricultural Development on the 
Umatilla indian Reservation, Oregon. 
PB-274 945/5GI 78-05 2B PC A04/MF A01 
NORDE, H. 


investigations of Metal Contacts to Amorphous 
Evaporated Ge Films and Amorphous Sputtered Si 
Films. 

UPTEC-76-16-R 78-18 20L MF A01 


NORDEN, CARROLL R. 


American Smelt, ‘Osmerus mordax' and Associated 
Species Interrelationships in Lake Michigan. 

PB-280 197/5GI 78-16 6C PC A03/MF A01 

NORDENSTRENG, KAARLE 

Mass Media and Developing Nations: A Global Per- 
spective of the Present State of Mass Communica- 
tion and Its Research, 

ED-140 848 78-14 17B Not available NTIS 


NORDH, L. 


Linear Polarization and K Magnitudes of Selected 
Visual Double Stars. 
N78-29003/8GI 78-23 3B PC A02/MF A01 


NORDHAUSEN, M. 


Psychological Selection of Application for Flight 

Mechanic Training die Psychologische Auswahl von 

Bewerbern fuer die Ausbildung Zum Flugingenieur. 

N78-14783/2GI 78-09 51 PC A03/MF A01 
NORDIN, PAUL 


Oil Spill and Oil Pollution Reports. 

PB-276 691/3GI 78-09 13B PC A17/MF A01 
NORDLIE, PAUL G. 

Further Studies of Attitude Measurement by a Word 

Association Technique 

AD-003 308/4G! 78-18 5J PC A02/MF A01 
NORDLIE, PETER G. 

A Systematic Framework for Comparison of System 

Research Methods 

AD-229 923/8GI 78-01 SA PC A04/MF A01 
NORDLIN, E. F. 


The Effects of Coatings Applied to Contact Surfaces 
of High Strength Bolted Joints on Slip Behavior and 
Strength of Joints. 

PB-283 154/3GI 78-21 13& PC A04/MF A01 


Energy Absorbing Highway Barrier Material In- 
vestigations. 


PB-273 827/6GI 78-03 13C PC A07/MF A01 


Vehicular Crash Test of a Continuous Concrete 
Median Barrier Without a Footing. 
PB-280 128/0GI 78-16 13B PC A03/MF AO1 


NORDLING, C. 
Lifetime Measurements with the Beam-Laser 
Method. 
UUIP-952 78-18 7D MF A01 
NORDLUND, R. E. 
Advanced Optical Blade Tip Clearance Measure- 


ment System. 

N78-31106/5GI 78-26 21E PC AOS/MF A01 
NORDMARK, G. E. 

Exploratory Development for Design Data on Struc- 

tural Aluminum Alloys in Representative Aircraft En- 

vironments. 

AD-A052 809/1GI 78-14 11F PC A09/MF A01 


NORDSTEDT, R. A. 


Sugarcane Production Residues: Technologic and 
Economic Assessment of Methods for Conversion 
to Utilizable Encrgy Forms. 

PB-276 351/2GI 78-13 21D PC AOS/MF A01 


NORDSTROM, DAVID L. 


Health Planner's Guide to Using Periodical Litera- 

ture. 

HRP-0019152/8G! 78-10 6E PC A02/MF A01 
NORDSTROM, E. W. 


Turbine Engine Particulate Emission Characteriza- 

tion. 

AD-A057 370/9G! 78-23 21E PC AOS/MF A01 
NORDSTROM, R. J. 

Laser Atmospheric Absorption Studies. 

AD-A045 821/6GI 78-01 20E PC A05/MF A01 

Laser Atmospheric Absorption Studies. 

AD-A056 044/1GI 78-21 20F PC A07/MF A01 
NORDSTROM, T. V. 

Thermal Degradation and Termination Behavior of 

Thick Film Resistors. 

SAND-77-1904 78-21 9A PC A03/MF AO1 
NORDYKE, H. WILLIAM 


Manufacturer Survey Occupant-installable Smoke 
Detectors. 
PB-284 748/1GI 78-25 13M PC A09/MF A01 


NORDYKE, M. 

Summary of U.S. Pne Experience. 

UCID-17649 78-15 18C PC A02/MF A01 
NORDYKE, M. D. 


Bibliography of Published Material Related to the 
Soviet Pne Program. 
UCRL-52362 78-16 18C PC A04/MF A01 


NORED, D. L. 
Fuel Conservative Aircraft Engine Technology. 
N78-27127/7GI 78-23 21E PC AOQ3/MF A01 
NORELAND, T. 
Gyromagnetic Ratios of First 2 exp + States in exp 


126 exp 128 exp 130 exp 132 Xe. 

UUIP-950 78-13 20H MF AO1 
Method to Measure Depth Distributions of Im- 
planted lons. 

UUIP-951 78-18 11F MF AO1 


NOREM, J. 


Neutral Beam System for an ignition Tokamak. 
CONF-771029-177 78-15 18A PC A0Q2/MF A01 


Resistive Requirements for the Vacuum Wall of a 

Tokamak Fusion Reactor. 

CONF-771029-182 78-14 18A PC A02/MF A01 
NOREN, JAY 

Planning for Occupational Health Needs in a Health 

Service Area. 

PB-274 077/7GI 78-04 6J PC A12/MF A01 


NORGAARD, RICHARD B. 


An Economic Analysis of Alternative Outer Con- 

tinental Shelf Petroleum Leasing Policies. 

PB-285 823/1GI 78-26 10A PC AOS/MF AO1 
NORGREN, C. T. 

Reverse-Flow Combustor for Small Gas Turbines 

with Pressure-Atomizing Fuel Injectors. 

N78-27130/1GI 78-23 21E PC A03/MF A01 
NORLIN, L. -O. 

Gyromagnetic Ratios of First 2 exp + States in exp 

126 exp 128 exp 130 exp 132 Xe. 

UUIP-950 78-13 20H MF A01 

Oxygen Content Analysis of Metal Surfaces with 

Resonant alpha -Scattering. 

UUIP-907 78-13 70 MF AO1 

Velocity- and Z-Dependence of Transient Magnetic 

Fields in Ferromagnetic Gd. 

UUIP-964 78-13 20L MF A01 
NORLING, RICHARD A. 


Cost and Effectiveness Models for Hospital Pro- 


grams. 
HRP-0015679/4GI 78-01 6E Not Available NTIS 





NORMAN, ALISON 
Transport and the Elderly -- Problems and Possible 
Action. 
HRP-0024017/6GI 78-15 5K Not Available NTIS 


NORMAN, ANN E. 


Benefits of Direct Performance Tests. 
HRP-0023017/7G!I 78-15 6E Not Available NTIS 


NORMAN, DONALD A. 
Descriptions: A Basis for Memory Acquisition and 
Retrieval. 
AD-A047 834/7GI 78-06 5J PC A03/MF A01 


NORMAN, J. H. 


Engineering and Bench-Scale Studies on the 
General Atomic Sulfur-lodine Thermochemical 
Water-Splitting Cycle. 

GA-A-14916 78-26 7A PC A02/MF A01 


Thermochemical Water-Splitting Cycle, Bench Scale 
Investigations and Process Engineering. Annual Re- 
port, February--December 31, 1977. 

GA-A-14950 78-26 7A PC AOS/MF A01 

NORMAN, J. R. 

Motor Vehicle Accidents in Relation to Geometric 
and Traffic Features of Highway intersections. 
Volume |. Executive Summary 

PB-281 207/1GI 78-17 13F PC A03/MF A01 


Motor Vehicle Accidents in Relation to Geometric 
and Traffic Features of Highway intersections. 
Volume Il. Research Report. 

PB-281 208/9GI 78-17 13F PC A11/MF A01 
Motor Vehicle Accidents in Relation to Geometric 
and Traffic Features of Highway intersections. 
Volume lil. Appendices. 

PB-281 209/7GI 78-17 13F PC A06/MF A01 

NORMAN, O. GENE 


Bibliographies by Campus Mail. 

ED-148 339 78-25 58 Not available NTIS 
NORMAN, WARREN T. 

Stability Characteristics of the Semantic Differential 

AD-140 819/4GI 78-23 5J PC A02/MF AO1 
NORMAND, G. 

Technological Problems in the Application of Large 

Diameter Channelied Flux Intensifiers for Obtaining 

Images by Photon Counting Etude des Problemes 

Technologiques Lies a |'Emploi d'intensificateurs a 

Flux Canalise de Grand Diametre pour |'Obtention 

d'images Par Comptage de Photons. 

N77-32473/9GI 78-02 9A PC A05S/MF A01 
NORMENT, HILLYER G. 

Validation and Refinement of the DELFIC Cloud 

Rise Module. 

AD-A047 372/8GI 78-05 18C PC A04/MF A01 
NORQUEST, KENNETH S. 

A Quantitative Method for the Prediction of Rainfall 

Patterns 

AD-010 296/2GI 78-18 4B PC A02/MF A01 
NORRBLOM, EVA M. 

An Assessment of the Available Evidence on the 

Returns to Military Training. 

AD-A045 754/9GI 78-01 5i PC A03/MF A01 


NORRIS, CATHERINE M. 


Organizing for Independent Nursing Practice. 
HRP-0023431/0GI 78-20 6E Not Available NTIS 


NORRIS, CHARLES B. 


Compressive Buckling Curves for Simply Supported 

Sandwich Panels with Glass-Fabric-Laminate 

Facings and Honeycomb Cores 

AD-210 601/1GI 78-21 110 PC A02/MF A01 
NORRIS, D. M. JR. 

Computer Simulation of Plastic Deformation in the 

Charpy V-Notch Impact Test. 

UCRL-80868 78-22 11F PC A02/MF AO1 

Computer Simulation of the Charpy V-Notch 

Toughness Test. 

UCRL-79762 78-05 11F PC A02/MF AO1 

Ductile Crack Initiation in the Charpy V-Notch Test. 

UCRL-81034 78-25 11F PC A02/MF A01 

Fundamental Study of Crack Initiation and Propaga- 

tion. 

UCRL-80478 78-21 11F PC A03/MF A01 

Fundamental Study of Crack Initiation and Propaga- 


tion. Annual Progress Report, March 1976--March 
1977. 


UCRL-52296 78-07 18J PC A05S/MF A01 
NORRIS, FORREST H. 


Some Optical Studies of the Structure of High 
Polymers 


AD-113 492/3GI 78-13 70 PC A11/MF AO1 
NORRIS, FRANCES S. 


Guidelines for Defining and Disposing of Medical 
Waste. 


HRP-0024308/9Gi 78-15 13B Not Available NTIS 


NORRIS, HENRY J. 


Reprint: Malignant Germ Cell Tumors of the Ovary. 
AD-A046 321/6GI 78-03 6E PC A02/MF A01 


NORRIS, J. R. 

Structure and Function of Photo-Reaction Centre 

Chlorophyll. 

CONF-780237-1 78-21 6A PC A04/MF A01 
NORRIS, JASPER E. Ill. 

Small Signal UHF Integrated Circuits. 

AD-903 669/0GI 78-14 9E PC A04/MF A01 
NORRIS, KARL H. 

A Naturally Occurring Colorant for Food and 


Beverages. 
PAT-APPL-910 152/GI 78-22 6H PC A02/MF A01 


NORRIS, KENNETH S. 


The Behavior of Porpoises and Tuna in the Eastern 
Tropical Pacific Yellowfin Tuna Fishery - Prelimina- 
ry Studies. 


PB-283 970/2GI 78-23 6C PC A0S/MF A01 
Report on a Workshop on Problems Related to 


Humpback Whales (Megaptera novaeangliae) in 
Hawaii. 


PB-280 794/9GI 78-17 6C PC AOS/MF A01 
NORRIS, LILA 

SIGI: Field Test and Evaluation of a Computer- 
Based System of interactive Guidance and Informa- 
tion. Voiume |: Report. 

PB-275 069/3GI 78-06 5i PC A99/MF A01 
SIGI: Field Test and Evaluation of a Computer- 
Based System of Interactive Guidance and Informa- 
tion. Volume Il: Appendices. 

PB-275 070/1GI 78-06 5! PC A99/MF A01 


NORRIS, R. A. 
Assessment of Surface Geophysical Methods in 


Geothermal Exploration and Recommendations for 
Future Research. 


LBL-6815 78-26 81 PC A08/MF A01 
NORRIS, TERRY 

Excavations at the Lily Lake Site: 1974 Season. 

PB-281 144/6GI 78-18 SF PC AO7/MF A01 
NORRIS, THOMAS R. 

Development of Advanced Concepts for Noise 

Reduction in Tracked Vehicles. 

AD-A045 679/8G! 78-01 20A PC AOS/MF A01 
NORRIS, W. P. 

Relationship of Dose Rate and Total Dose to 


Responses of Continuously Irradiated Beagles. 

CONF-780306-7 78-23 6R PC A02/MF A01 
NORRIS, WILLIAM P. 

Mechanisms of Elimination Reactions. Vill. The 

Spontaneous Decomposition of Salts of beta-Halo 


Acids. |. Trans-M-Nitrocinnamic Acid Dibromide 
AD-010 487/7GI 78-18 7D PC A02/MF A01 


NORTH, A. FREDERICK 


Regional Planning of Hospital Facilities for Chil- 
dren. 

HRP-0019151/0GI 78-13 6E Not Available NTIS 
Screening in Child Care. 

HRP-0019649/3GI 78-09 6E Not Available NTIS 


NORTH, A. M. 


Electronic Energy Migration in Polymers. 

AED-Conf-77-024-001 78-14 7D PC A02/MF A01 
NORTH, B. E. 

Dichloromethane as an Antisickling Agent in Sickle 

Cell Hemoglobin. 

BNL-23378 78-13 60 PC A02/MF A01 


NORTH, D. O. 


Reprint: Experimental and Theoretical Study of the 
Spatial Variation of Junction Voltage and Current 
Distribution in Narrow Stripe Injection Lasers. 
AD-A054 775/2GI 78-18 20E PC A02/MF A01 
NORTH, DAVID 

Manpower and Immigration Policies in the United 
States. 

PB-284 216/9GI 78-23 Si PC A13/MF A01 


NORTH, E. R. 

Analysis of Strain Histories in Structures. 

AD-A053 191/3GI 78-15 148 PC A02/MF A01 
NORTH, G. G. 


Design and Test of a 40-Kv, 80-A, 10-Msec, Neutral- 
Beam Power Supply Series. 
UCRL-79673 78-12 18A PC A02/MF A01 


NORTH, GARY W. 


Trend Analysis of Vegetation in Louisiana's 

Atchafalaya River Basin. 

PB-272 764/2GI 78-01 2F PC A04/MF A01 
NORTH, J. F. 

The Influence of Strain Rate on the Mechanical Pro- 

perties of Human Skin and Subcutaneous Tissue. 

N78-22700/6GI 78-17 6S PC A02/MF A01 


NORTHROP, J. 


NORTH, ROBERT A. 


Aviator Selection 1919-1977. 
AD-A048 105/1GI 78-06 5i PC A04/MF A01 


NORTH, RONALD M. 


Financing and Cost Sharing Municipal Water 
Supply Systems. 
PB-276 662/4GI 78-09 5C PC A03/MF AO1 


NORTHAM, A. M. 


Precision Positional Data of General Aviation Air 
Traffic in Terminal Air Space. 
N78-25048/7G! 78-20 17G PC A02/MF A01 


NORTHCLIFFE, L. C. 


Study of the Neutron--Proton Interaction in the 300- 
-700 Mev Energy Region. Annual Progress Report, 
1976--1977. 

ORO-4449-22 78-08 20H PC A02/MF A01 


NORTHCUTT, K. J. 


Fission-Product Energy Release for Times Follow- 
ing Thermal-Neutron Fission of exp 235 U Between 
2 and 14000 Seconds. 

ORNL/NUREG-14 78-09 20H PC A11/MF A01 


Fission-Product Energy Release for Times Follow- 
ing Thermal-Neutron Fission of exp 239 Pu 
Between 2 and 14000 Seconds. 

ORNL/NUREG-34 78-22 20H PC A0S/MF AO1 


NORTHCUTT, W. G. JR. 


Evaluation of Sintered Iron for NEDS. Final Report 
on Purchase Order 92-7245. 
Y/DA-7330 78-05 11F PC A04/MF A01 


NORTHOVER, E. W. 


The Cerl Fluxprobe - a Portable, Direct Reading, 
Radiant Heat Flux Measuring Device. 
N78-28431/2GI 78-23 14B PC A02/MF A01 


Devices for the Determination of Heat Flux and 
Tube Metal Temperature in Highly Rated Boilers. 
N78-28430/4G! 78-23 148 PC A02/MF AO1 


NORTHROP, D. A. 


Instrumentation and Process Control! Development 
for in Situ Coal Gasification. Ninth Quarterly Report, 
December 1976--February 1977. 

SAND-77-0669 78-02 210 PC A0Q3/MF AO1 


Instrumentation and Process Control! Development 
for in Situ Coal Gasification. Tenth and Eleventh 
Quarters’ Report: March--August 1977. 

SAND-77-1821 78-14 21D PC AQ3/MF AO1 


instrumentation and Process Control Development 
for in Situ Coal Gasification. Twelfth Quarterly Re- 
port, September--November 1977. 

SAND-78-0253 78-26 7A PC A03/MF A01 


Instrumentation Development for in Situ Coal 
Gasification. 
SAND-78-0757C 78-26 7A PC A02/MF A01 


Instrumentation for in Situ Coal Gasification: An As- 
sessment of Techniques Evaluated on the Hanna Il 
Experiment. 

SAND-77-1072 78-09 148 PC AO5S/MF A01 


NORTHROP, GAYLORD 


Final Design and implementation Plan for Evaluat- 
ing the Effectiveness of FMVSS 122: Motorcycle 
Brake Systems. 

PB-283 096/6GI 78-22 13F PC A07/MF A01 


NORTHROP, GAYLORD M. 


Evaluation Methodologies for Nine Federal Motor 
Vehicle Safety Standards: FMVSS 105, 108, 122, 
202, 207, 213, 220, 221, 222. 

PB-283 034/7GI 78-21 13F PC A10/MF A01 


Final Design and implementation Pian for Evaiuat- 
ing the Effectiveness of FMVSS 105: Hydraulic 
Brake Systems in Passenger Cars. 

PB-283 039/6G! 78-21 13F PC A08/MF AO1 


Final Design and implementation Plan for Evaluat- 
ing the Effectiveness of FMVSS 108: Side Marker 
Lamps and High Intensity Headlamps (Only) 

PB-283 410/9GI 78-22 13F PC A07/MF A01 


Final Design and implementation Pian for Evaluat- 
ing the Effectiveness of FMVSS 202: The Effective- 
ness of Head Restraints and FMVSS 207: Seating 
Systems. 


PB-283 205/3GI 78-22 13F PC A08/MF AO1 


Final Design and implementation Plan for Evaluat- 
ing the Effectiveness of FMVSS 213: Child Seating 
Systems. 

PB-283 095/8GI 78-20 13F PC A07/MF A01 


Final Design and implementation Plan for Evaluat- 
ing the Effectiveness of FMVSS 220-School Bus 
Rollover Protection, FMVSS 221-School Bus Body 
Joint Strength, FMVSS 222-School Bus Seating and 
Crash Protection. 

PB-283 038/8G! 78-21 13F PC A04/MF A0O1 


NORTHROP, J. 


Seismic Refraction Profiles on the Continental Shelf 


South of Bellport Coast Guard Station, Long Island, 
New York 
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AD-075 918/3G! 
NORTHROP, JOHN 


The Bermuda-New England Seamount Arc 
AD-099 757/7GI 78-22 8J PC AQ2/MF A01 


NORTHROP, LOIS C. 
The Definition and Measurement of Numerical Abili- 


78-20 8G PC A02/MF A01 


ty. 

PB-274 575/0GI 78-04 5J PC A02/MF A0O1 
The Definition and Measurement of Reasoning. 
PB-273 149/5GI 78-01 5J PC A03/MF A01 
The Definition and Measurement of Verbal Com- 
prehension. 

PB-274 572/7GI 78-04 5! PC AO2/MF A01 
Documentation of the Constructs Used in Test 700 
(Federal Service Entrance Examination), 

PB-274 574/3GI 78-04 5J PC A02/MF AO1 


Experimental Item Types to Measure Judgment. 
PB-274 573/5GI 78-04 5J PC AQ2/MF A01 


NORTHROP, R. F. 


Low Cost/Optimized Performance Inlets. Volume 2. 

Phase Two. Production Methods Development. 

AD-B012 415/6GI 78-19 21E PC A04/MF AO1 
NORTHROP, T. G. 


Extensions of Guiding Center Motion to Higher 
Order. 


ORNL/TM-5952 78-07 201 PC A03/MF A01 


Theory of Flux Anisotropies in a Guiding Center 
Plasma. 
N78-21028/3GI 


NORTHROP, TOM 


Development of Management 
Coastal Dungeness Crab Fishery. 
PB-281 839/1GI 78-19 6C PC A03/MF A01 


NORTHRUP, C. J. M. 


Acoustic Emissions During Hydride Formation. 
SAND-77-0481C 78-05 11F PC A02/MF A01 


NORTHRUP, C. J. M. JR. 
Potential Fuel Production from Magma. 
SAND-77-0509 78-05 10A PC A03/MF A01 
NORTHWAY, STEVE J. 
Hydride Preconcentration for Inductively Coupled 


Plasma Optical Emission Spectrometry. 
AD-A047 552/5GI 78-05 7D PC A02/MF A01 


Procedural Innovations and Memory Effects with 
the Micro-Sampling Nebulizer Technique for 


78-15 4A PC A02/MF A01 


Information for 


Premixed Flame Analytical Atomic Spectrometry. 


AD-A047 553/3GI 
NORTON, C. 
Atmospheric Conditions at the High Energy Laser 
Systems Test Facility (HELSTF), White Sands Mis- 
sile Range (WSMR), New Mexico 24 March to 8 
April 1977. 
AD-A055 028/5GI 
NORTON, D. 


Exploration Criteria for Low Permeability Geother- 
mal Resources. Progress Report, June 1975--March, 
1977. 


COO-2763-1 
NORTON, D. J. 


The Momentum Transfer of incompressible Turbu- 
lent Separated Fiow Due to Cavities with Steps. 
N78-15437/4GI 78-10 20D PC A12/MF A01 


NORTON, H. N. 

An Interstellar Precursor Mission. 

N78-21173/7GI 78-16 22A PC AO6/MF A01 
NORTON, I. L. 


Reactive Phosphate Esters as Affinity Labels for En- 
zymes of Carbohydrate Metabolism. 
CONF-780446-1 78-23 6A PC A03/MF AQO1 


NORTON, J. 


Environmental Overview of Texas Lignite Develop- 
ment. 
PB-277 087/3GI 


NORTON, J. F. 
Advanced Archival Memory. 
AD-A045 651/7GI 78-01 
Advanced Archival Memory. 
AD-A058 198/3G! 78-24 9B PC A08/MF A01 
NORTON, JAMES A. 


Utilization of Academic Resources to Address State 
and Local Government Needs: Ohio. 
PB-283 994/2GI 78-22 5A PC A04/MF A01 


NORTON, JAMES C. 


Ward Function Inventory (WFl) -- A Scale for Use 
with Geriatric and Demented Inpatients. 
HRP-0019771/5GI_ 78-10 6E Not Available NTIS 


NORTON, JAMES M. 


Methods for the Determination of the Sensitivity of 
NDE Techniques. 


78-05 7D PC A02/MF A0O1 


78-18 4B PC A20/MF A01 


78-16 81 PC AQS/MF A01 


78-10 81 PC A11/MF AO1 


20L PC A15/MF A0O1 
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AD-A046 281/2GI 
NORTON, JEFFERY J. 


Modeling Job Motivation with the Maslow Hierarchy 
of Needs within the 3800 Air Base Wing at Maxwell 
Air Force Base, Alabama. 

AD-A056 501/0GI 78-21 5I 


NORTON, JOHN T. 


Final Report. 
AD-247 862/6GI 


NORTON, MONTE G. 


The Test of Computer Assisted Total Value Assess- 
ment (CATVA) on a Major Source Selection. 
AD-A049 252/0G! 78-08 15E PC A02/MF A01 


Test of the Quality Improvement 
Procurement Instruments. 
AD-A050 801/0GI 78-11 


NORTON, P. R. 


Reprint: High Resolution Photoemission Study of 
Condensed Layers of Nitrogen and Carbon Monox- 
ide. 

PB-280 595/0GI 


NORTON, R. 


The Design Construction and Maintenance of Naval 
Fixed Ocean Facilities. Volume 4. Fixed Ocean 
Facilities, Suspended Cable Structures, 

AD-A047 808/1GI 78-06 8C PC AOS/MF A01 


NORTON, R. C. 


Conceptual Design for an Atmospheric Fluidized- 
Bed Direct Combustion Power Generating Plant. 
Phase |. Commercial Plant Conceptual Design. 
Quarterly Report, January 3--April 30, 1977. 

FE-2583-4 78-05 10B PC A02/MF A01 


Conceptual Design for an Atmospheric Fluidized- 
Bed Direct Combustion Power Generating Plant. 
Phase |. Commercial Plant Conceptual Design. 
Quarterly Report, May 1--August 31, 1977. 

FE-2583-8 78-10 10B PC A02/MF A01 


Conceptual Design for an Atmospheric Fluidized- 
Bed Direct Combustion Power Generating Plant. 
Phase |. Commercial Plant Conceptual Design. An- 
nual Report, January 14, 1977--January 31, 1978. 

FE-2583-13 78-26 10B PC A02/MF A01 


NORTON, R. L. 


Effects of Stage | Vapor Recovery Regulations on 
Small Bulk Plants and on Air Quality in the 
Washington, D.C., Baltimore, MD, and Houston/Gal- 
veston, TX Areas. 

PB-274 409/2GI 78-03 13B PC A08/MF A0O1 


Effects of Stage | Vapor Recovery Regulations on 
Small Bulk Plants and on Air Quality in the 
Washington, OC., Baltimore, MD., and Houston/Gal- 
veston, TX. Areas. 
PB-274 140/3GI 


NORTON, RICHARD M. 


Hydrodynamic Evaluation of the Sperry Projector 
Array Housing. 
AD-A045 788/7G! 


NORTON, RICHARD S. 


Reprint: The Comrey Validity Check Scale as a Pre- 
dictor of Reliable Personality Test Data. 
AD-A045 580/8GI 78-01 5J PC A02/MF A01 


NORTON, STEPHEN A. 


Paleogeochemistry and Interstitial Water Chemistry 
from Sediments of Five Maine Lakes. 
PB-279 799/1GI 78-16 8H PC A03/MF A01 


NORTON, WILLIAM A. 


Airworthiness Qualification Evaluation U-21A Air- 
lane with Low Reflective Paint and Hot Metal Sup- 
pressors. 

AD-A047 656/4GI 


NORUM, T. D. 
Shape Optimization of 
Microphones. 
N78-13852/6GI 

NORVILLE, JERRY L. 
Effective Leadership in Long-Term Health Care. 
HRP-0026189/1GI 78-25 6E Not Available NTIS 
Preparing for Potential Actions by Nursing Home 
Reform Groups. 
HRP-0025242/9GI 


NORWOOD, D. L. 


Ramjet Cost Estimating Handbook. 

AD-A056 991/3GI 78-22 21E PC E99/MF E99 
NORWOOD, F. R. 

Transient Analysis of a Two-Dimensional Plate by 

Numerical and Analytical Techniques. 

SAND-77-0907C 78-05 20K PC AQ2/MF A01 
NOSAKA, M. 

Study on Friction and Wear Performance of lon- 


Plated Gold and Silver Films. 
N78-19514/6GI 78-14 


78-03 14B PC A10/MF A01 
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78-13 11B PC A02/MF A01 


System for 


15E PC A03/MF A01 


78-17 7D Not available NTIS 


78-03 13B PC A08/MF A01 


78-01 20D PC A03/MF A01 


78-05 17D PC A09/MF A01 


Pressure Gradient 


78-08 20A PC A03/MF A01 


78-25 6E Not Available NTIS 


11F PC AO6/MF A01 


NOSE, Y. 


Anatomy Studies for an Artificial Heart. Final Sum- 
mary Report. 
COO-2208-10 78-18 6E& PC AOQ2/MF A01 


Development and Evaluation of Cardiac Prostheses. 
PB-280 978/8GI 78-17 6L PC A13/MF A01 


NOSEK, J. 


Osmotic Resistance of Red Blood Cells of Venous 
Blood in Miners from Depth Uranium-Ore Mines; Its 
Changes Caused by Urany! and Lead Ions. 

ORNL-tr-4593 78-19 6J PC A02/MF A01 


NOSHKIN, V. E. 


Radionuclides in the Marine Environment Near the 
Farallon Islands. 
UCRL-52381 


NOSOV, A. A. 


Angular Correlations of Low-Energy Charged Parti- 
cles in Nuclear Disintegrations by High-Energy 
Protons. 

JINR-1-8830 


NOSOVA, O. N. 


Processing and Analysis of Field Data of Technical 
Observations of Hydraulic Structures and the 
Evaluation of Their Safety - Translation. 

AD-A054 133/4GI 78-17 13B PC A0Q2/MF A01 


NOSTRAND, JOAN VAN 


Employees in Nursing Homes: United States, April- 
September 1968. 
PB-274 783/0GI 


NOTARIO, J. J. 


Monthly Mean Simulation Experiments with a 
Course-Mesh Global Atmospheric Model. 
N78-31662/7GI 78-26 4B PC A04/MF A01 


NOTEA, A. 


Monitoring of Plutonium Contaminated Solid Waste 
Streams. Chapter 1: Planning of Monitoring 
Systems. 

EUR-5635 78-26 18G PC A05/MF A01 


Neutron Multiplication Problem in the Passive 
Neutron Assay of Plutonium Bearing Materials. 
EUR-5675 78-22 18F MF A01 


NOTHMAN, SYLVIA 


Neighborhood Health Center Experience. Implica- 
tions for Project Grants. 
HRP-0017515/8GI 78-06 6E Not Available NTIS 


NOTIS, E. M. 


Programmers Guide to Finger, Thumb, and Triple 
Axis Real Time Experiment Control Programs. 
1S-4378 78-23 14B PC AOS/MF A01 


Users Guide to Finger, Thumb, and Triple Axis Real 
Time Experiment Control Programs. 
(S-4169 78-08 18D PC A04/MF A01 


NOTIS, M. R. 


Pressure Sintering and Creep Deformation: A Joint 
Modeling Approach. Progress Report, January 1, 
1977--December 31, 1977. 

COO-2408-4 78-07 


NOTKIN, G. E. 


Electron Temperature Measuring in the Tokamak-6 
Device by Means of Laser Radiation Scattering. 
1AE-2583 78-18 18A MF A01 


Spectroscopic Study on Light Element Impurities in 
the Tokamak-6 Plasma. 
1AE-2484 


NOTLEY, M. J. F. 


In-Reactor Measurement of Fuel-to-Sheath Heat 
Transfer Coefficients Between UO sub 2 and Stain- 
less Steel. 
AECL-5400 


NOTMAN, DEBORAH C. 
Legal Protection of Computer Software: An Indus- 


trial Survey. 
PB-283 415/8GI 


NOTOMI, RODNEY S. 
Dictionary of Japanese Oceanographical 
(Japanese - English)--Translation. 
AD-A048 130/9G! 78-06 8J PC A11/MF A01 
Glossary of Japanese Terms Used in Hydrography 
and Physical Oceanography. 
AD-A048 129/1G! 78-06 8J PC A07/MF A01 
NOTTER, LUCILLE 
Guidelines for Implementation of Open Curriculum 
Practices in Nursing Education. 
HRP-0024852/6G! 78-17 5I 
NOTTINGHAM, DOUGLAS L. 


Containing the Rising Cost of Health Services -- An 
Examination of the Problems with Expanding 
Governmental Controls. 
HRP-0019709/5G! 


78-18 8J PC AQ2/MF A01 


78-23 20H PC A02/MF A01 


78-05 51 PC A04/MF A01 


11B PC AQ2/MF A01 
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78-22 9B PC A04/MF A01 


Terms 


Not Available NTIS 
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NOTZ, K. J. 


Method for Loading Resin Beds. 
PATENT-4 070 438 78-26 7D 


NOUGAREDE, F. 


Underground Storage of Heat. 
CONF-7605137-1(trans) 
78-15 


Underground Storage of Heat. 
N78-10604/4GI 78-05 


NOUSE, H. 


Aerodynamic Investigation of an Air-Cooled Axial- 
Flow Turbine. Part 2: Rotor Blade Tip-Clearance Ef- 
fects on Overall Turbine Performance and Internal 
Gas Flow Conditions: Experimental Results and 
Prediction Methods. 
N78-11061/6GI 


NOVACO, A. D. 


Orientational Epitaxy in Adsorbed Monolayers. 
BNL-22804 78-05 7D PC A02/MF AQ1 


NOVAK, ARTHUR F. 


Antimicrobial Esters of Aliphatic Diols. 
PATENT-4 074058 78-18 7C Not available NTIS 


New Antimicrobial Esters of Aliphatic Diols. 
PAT-APPL-768 806/G!I 78-19 7C PC A02/MF AO1 


Sulfur-Containing Antimicrobial Ester-Amides. 
PAT-APPL-833 882/GI 78-18 7C PC A02/MF A01 


NOVAK, E. W. 


Environmental Noise Impact Analysis for Army Mili- 
tary Activities: User Manual. 
AD-A047 969/1GI 78-06 


NOVAK, EDWARD wW. 


Computer-Aided Environmental impact Analysis for 
Industrial, Procurement, and Research, Develop- 
ment, Test, and Evaluation Activities: User Manual. 

AD-A056 997/0GI 78-22 15E PC A09/MF AO1 


Field Use of the Environmental Impact Computer 
System, 
AD-A056 406/2GI 78-21 


NOVAK, JOAN 


UNAMAP (Version 3), User's Network for Applied 
Modeling of Air Pollution. 
PB-277 193/9GI 


NOVAK, JOHN T. 


Land Disposal of Chemical Sludge. 
PB-277 989/0GI 78-12 13B PC A04/MF AO1 


NOVAK, L. 


A Comparative Study of United Services Agency 
Centers. 
SHR-0000630 


NOVAK, LORRAINE M. 


Directory of Library Instruction Programs in Ohio 
Academic Libraries, 
ED-145 862 78-12 5B Not available NTIS 


NOVAK, RICHARD ALBERT 


Human Rights Protections for the Airman: The Ef- 
fect of Ratification of Certain International Agree- 
ments on the Military Justice System of the United 
States Air Force. 
AD-A046 814/0GI 


NOVAK, S. R. 


Subcritical Crack Growth and Fracture of Bridge 
Steels. 
PB-283 198/0GI 


NOVAK, THADDEUS J. 


Studies in Solid-State Science. XI. A Technique of 
Measuring the Transparency of Materials as a Func- 
tion of Temperature. 
AD-874 877/4GI 


NOVAKOV, T. 


Application of the Optical Absorption Technique to 
the Characterization of the Carbonaceous Com- 
ponent of Ambient and Source Particulate Samples. 
LBL-6844 78-13 7D PC A02/MF A01 


Atmospheric Aerosol Research. Annual Report, 
1975--1976. 
LBL-5214 78-03 13B PC A04/MF A01 


Lawrence Berkeley Laboratory, Energy and Environ- 
ment Division, Atmospheric Aerosol Research. An- 
nual Report, 1976--1977. 

LBL-6819 78-20 


NOVALIS, CAROL 


A Study of Library Cooperatives, Networks and 
Demonstration Projects. Volume |. Findings and 
Recommendations. 

PB-282 526/3GI 78-20 5B PC A21/MF A01 


A Study of Library Cooperatives, Networks and 
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78-02 17G PC A07/MF AQO1 


78-21 


11F PC AQ3/MF A01 


78-13 20H MF A01 


78-20 1C PC AOS/MF A01 


6A PC A02/MF A01 


N78-11340/4GI 
Stability Analysis for Laminar Flow Control, Part 1. 


78-06 20D PC A03/MF A01 


N78-12363/5GI 
ORSZAG, STEVEN A. 


Numerical Analysis of Spectral Methods. 
AD-A056 922/8GI 78-22 12A PC A12/MF A01 


Numerical Simulation of Boundary Layer Transition. 
AD-A046 634/2G! 78-03 20D PC A03/MF A01 


ORTABASI, U. 
Evacuated Tubular Collector Utilizing a Heat Pipe. 


Progress Report, May 1 1975--August 31, 1975. 
COO/2608-1 78-14 10A PC A09/MF A01 


ORTALE, C. 
Vapor Growth of Doped Mercuric lodide Crystals by 
the Temperature Oscillation Method. 
EGG-1183-2358 78-02 7D PC AOQ2/MF A01 
ORTEAGA, FREDDY E. 


Appraisal of Water Resources in the Fort McDermitt 
Indian Reservation, Humboldt County, Nevada. 
PB-281 734/4GI 78-18 13B PC A04/MF A01 


ORTEGA, A. 


Flux Measurements of Thermal and Fast Neutrons 
at Locations Available for Sample Irradiation in the 
IEAR-1 Facility. 
IEA-456 


78-07 20D PC AOS/MF A01 


78-06 18K MF A01 


Solar Total Energy Test Facility Project Test 
Results: High-Temperature Thermocline Storage 
Subsystem. 

SAND-77-1528 


ORTEGA, PAUL 


Reprint: DDT in the Diet of the Rat: Its Effect on 
DOT Storage, Liver Function and Cell Morphology, 
PB-280 098/5G! 

78-17 6T (Order as PB-280 085, MF A01) 


Reprint: Pathologic Changes in the Liver of Rats 

after Feeding Low Levels of Various Insecticides, 

PB-279 717/3GI 
78-15 6T 


78-25 13A PC A03/MF A01 


(Order as PB-279 709, MF A01) 


ORTENDAHL, D. 


Elimination of image Blurring Due to Double 
Scatter Events in gamma Imaging Mwpc Detectors. 
LBL-6436 78-15 18D PC A02/MF A01 


One-Dimensional Curved Wire Chamber for Powder 

X-Ray Crystallography. 

LBL-7206 78-26 
ORTH, C. J. 


Some Recent Results on mu exp - Transfer in 
Systems with Bound Hydrogen. 
LA-UR-77-1266 78-07 7E PC A02/MF A01 


ORTH, FRANK 


A Uniform Reporting System for Production and 
Financial Information for Salmon Enhancement 
Facilities in the State of Alaska, 

PB-286 776/0GI 78-26 6C PC A03/MF A01 


ORTH, FRANKLIN L. 


The Alaska Salmon Enhancement Program: Impera- 

tives for Economic Success. 

PB-280 486/2GI 78-15 6C PC A02/MF A0O1 
ORTH, N. W. 

Method for Alleviating Thermal Stress Damage in 

Laminates. 


PAT-APPL-SN-893 857/GI 
78-17 


18D PC A02/MF A01 


11D PC AQ2/MF ADd1 
ORTH, P. J. 


Development of on-Line Software Package for Cal- 

culating Acquisition Costs. 

AD-A052 714/3GI 78-14 5A PC A02/MF A01 

Enhancement of Computer Program EAGLE. 

Volume Il. EAGLE Program Listing, 

AD-A058 350/0G! 78-25 9B MF A01 

Enhancement of Computer Program Eagle. Volume 

tl. Quick Program Listing, 

AD-A058 352/6G! 78-25 9B MF AO1 

Reliability Evaluation Test Planning Study for BGM- 

34C Remotely Piloted Vehicle, 

AD-A051 332/5GI 78-12 
ORTHEL, J. 

Delay Line Proportional Chambers for the Fermilab 

External Muon Identifier. 

LBL-6776 78-18 20G PC A02/MF A01 
ORTIZ, FLORA IDA 


Management Information System and the Control of 
Educational Change: A Field Study. 
HRP-0017424/3GI 78-10 5B Not Available NTIS 


ORTIZ, JAMES O. 


Rural Human Services: A Perspective on New En- 
gland. 
SHR-0002084 


ORTIZ, L. 


Development of the Economic Impact Forecast 
System (EIFS)--the Multiplier Aspects. 
AD-A057 936/7G! 78-24 5C PC A03/MF A01 


ORTIZ, M. R. 


Determination of Submilligram Amounts of Uranium 
with the LASL Automated Spectrophotometer. 
LA-UR-77-2167 78-13 14B PC A02/MF A01 


ORTIZ, N. R. 


Fault Tree Analysis for Vital Area Identification. 
SAND-78-0364C 78-25 18E PC A02/MF A01 


Fault Tree Analysis for Vital Area Identification. 
SAND-78-1206C 78-25 181 MF A01 


ORTIZ, PRISCILLA J. 


Enzymic Synthesis of Polynucleotides. 1. 
Polynucleotide Phosphorylase of Azotobacter Vine- 
landii 

AD-110 929/7GI 


ORTIZ RAMIS, M. 


Luminiscent Emission of Molecular Levels Excited 
by lonizant Radiations. 
JEN-345 


ORTLEPP, KH. G. 


Excited States of exp 161 ER Deformed Nucleus in 
the exp 161 TM Decay. 
JINR-6-8658 


ORTLER, RAYMOND F. 


Cooling of a Hemisphere by Mass Transfer 
AD-213 440/1GI 78-11 1A PC A04/MF A01 


ORTMAN, DONALD 


Data from the Atlantic Oceanographic and 

Meteorological Laboratories Loop Current Monitor- 

ing Cruises May 1975 through August 1976. 

PB-280 772/5GI 78-15 8J PC A11/MF A01 
ORTMAN-GLICK, STEPHANIE 

Look at Lay-Midwifery in Austin, Texas. 

HRP-0025237/9GI 78-22 6E Not Available NTIS 
ORTMEYER, CARL 


Demographic Characteristics of Persons Married 
Between January 1955 and June 1958, 


1C PC AOS/MF A01 


78-10 5K PC A03/MF A01 


78-22 6B PC A02/MF A01 


78-06 


18D MF A01 


78-08 20H MF A01 





PB-274 818/4GI 78-05 5i PC A03/MF A01 


Marriage Statistics Analysis, United States, 1962, 
PB-274 786/3GI 78-05 6E PC A03/MF A01 


ORTO, LOUISE 


The Microestimation of Albumin-Globulin Ratios of 
Plasma Proteins 
AD-077 288/9GI 


ORTOLEVA, PETER 


Reprint: Computer Molecular Dynamics Studies of a 
Chemical Instability. 
AD-A046 181/4GI 


ORTON, CRILEY 


Edge Detection Analyzer. 
PATENT-4 053 928 78-07 9B Not available NTIS 


ORTON, T. H. 


Emissions from Fossil-Fuel Combustion, Air Quality, 
Data, and Meteorology for Roane County, Tennes- 
see, During 1975. 
ORNL-5343 
ORVIK, JAMES M. 


ATS-6 and State Telecommunications Policy for 
Rural Alaska: An Analysis of Recommendations, 
ED-142 170 78-19 17B Not available NTIS 


ORVOS, P. S. 


Tapered Roller Bearing Development for Aircraft 
Turbine Engines. 
AD-A054 045/0GI 


ORWIG, L. E. 


High Energy X-Ray Spectra of Cygnus XR-1 Ob- 
served from OSO-8. 
N78-32017/3GI 


ORZECHOWSKI, T. 


High Energy Negative Deuterium Beams Using Dou- 
ble Charge-Exchange or Surface Production. 
UCRL-80406 78-14 18A MF A0O1 


ORZECHOWSKI, T. J. 


Negative Beam Generation, Transport, and Ac- 
celeration. 
UCRL-79728 78-12 18A PC A02/MF A01 


Sixty Kev D exp - BEAMS Using Double Charge- 
Exchange System. 
UCRL-80102 


OSAKI, H. 


Blowdown Heat Transfer Experiment. 1. Test with 
the Transparent Test Section. 
JAERI-M-6708 


OSAMOR, FIDELIS A. 


Oil/Water Separation: State-of-the-Art. 
PB-280 755/0GI 78-17 14B PC A06/MF A0O1 


OSANTOWSKI, R. 


Handling and Disposal of Sludges from Combined 
Sewer Overflow Treatment. Phase Il! - Treatability 
Studies. 

PB-281 006/7GI 


OSBORN, A. G. 


Evaluation of Kraton GX-6500 as a Binder Material. 
MHSMP-77-54 78-14 19A PC A02/MF A01 


HNS I! Pilot Scale Studies and Production Trial 
Run. 


MHSMP-76-41 78-01 19A PC A02/MF A01 


ROX/Slygard Extrudable Explosive Development. 
MHSMP-77-18B 78-01 19A PC A02/MF A01 


RDX/Syigard Extrudable Explosive Development. 
MHSMP-77-55 78-13 19A PC A02/MF A01 


Recycling TATB PBX. 
MHSMP-78-3 78-18 19A PC AQ2/MF A01 


TATB PBX Development (Particle Size). 
MHSMP-77-18D 78-01 19A PC A02/MF A01 


TATB PBX Formulation (Evaluation of Holston 
Process). 
MHSMP-77-18E 78-01 19A PC A02/MF A01 


TATB PBX Formulation (Recycling Scrap Pbx). 
MHSMP-77-18F 78-01 19A PC A02/MF A01 


OSBORN, ANN G. 


Thermodynamics of Organic Compounds. 
AD-A049 198/5GI 78-08 70 PC A02/MF A01 


OSBORN, D. W. 


Optimisation of the Activated Sludge Process for 
the Biological Removal of Phosphorous. 
N78-25992/6GI 78-20 13B PC A02/MF A01 


OSBORN, HILARY P. 


National Tourism Development Program for Amer- 
ican Indians and Alaskan Natives. 
PB-278 645/7GI 78-13 5C PC A03/MF A01 


OSBORN, J.R. 
The Design and Construction of an EMF Pick-Up 


Unit 
AD-064 133/2GI 


78-02 6A PC A02/MF A01 


78-02 7D PC A02/MF A01 


78-17 13B PC A0S/MF A01 


78-17 131 


PC AO5/MF A0O1 


78-26 3B PC A03/MF A01 


78-13 20G PC A02/MF A01 


78-02 181 


MF AO1 


78-17 138 PC A12/MF A01 


78-20 148 PC A03/MF A01 


The Effect of Oxidizer Particle Size Distribution on 
the Steady and Nonsteady Combustion of Com- 
posite Propellants. 

AD-A056 892/3G! 78-22 211 PC A11/MF A01 


An Experimental investigation of High Frequency 
Combustion Pressure Oscillations in a Gaseous 
Bipropellant Rocket Motor 

AD-161 563/2GI 78-24 21H PC AOS/MF AO1 


OSBORN, JOHN J. 
Evaluation of Computer-Based Patient Monitoring 
at Pacific Medical Center. 
HRP-0017007/6GI 78-07 6E Not Available NTIS 


OSBORN, RUSSELL F. JR. 


Flight Performance of the BQM-34A Target Drone 
with Wing-Tip Mounted Pods. 
AD-A050 834/1GI 78-11 


OSBORN, T. R. 


The Design and Performance of Free-Fall Micros- 
tructure Instruments, 
AD-A048 971/6GI 


OSBORN, THOMAS R. 


The Design and Performance of Free-Fall Micros- 
tructure Instruments at the Institute of Oceanog- 
raphy, University of British Columbia, 

AD-A050 877/0Gi 78-11 148 PC A04/MF A01 


Reprint: The Spectral Response of Thermistors. 
AD-A049 901/2GI 78-09 9A PC A02/MF AO1 


Turbulent Velocity Measurement with an Airfoil 
Probe, 
AD-A050 878/8GI 


OSBORN, WILLIAM 
Military Testing: Knowledge and Skills; Criticality 
and Reliability. 
AD-A054 953/5GI 


OSBORN, WILLIAM C. 


Criticality and Cluster Analyses of Tasks for the 
M48A5, M60A1, and M60A3 Tanks. 
AD-A048 607/6GI 78-07 5i PC A09/MF A01 


Handbook for Development of Skill Qualification 
Tests. 
AD-A055 632/4GI 


OSBORNE, ALAN 


The Status of Pre-College Science, Mathematics, 
and Social Science Education: 1955-1975. Volume 
ll: Mathematics Education. 

PB-285 033/7GI 78-25 51 


OSBORNE, ALFRED E. JR. 
Small and Minority Business in California: Per- 


formance and Prospects, 
PB-277 142/6GI 78-10 5C PC A11/MF AO1 


OSBORNE, CHARLES E. 


Quality Assurance of Ambulatory Child Health Care 
Opinions of Practicing Physicians about Proposed 
Criteria. 

HRP-0013577/2GI 


OSBORNE, M. F. 


Fission Product Behavior in LWRs. Quarterly 

Progress Report, October--December 1977. 

ORNL/NUREG/TM-186 
78-20 


1C PC A11/MF A01 


78-08 8J MF A01 


78-11 14B PC A04/MF A01 


78-18 5! PC A03/MF A01 


78-20 SI PC A08/MF A01 


PC A14/MF A01 


78-01 6E Not Available NTIS 


18F PC A03/MF A01 
OSBORNE, M. J. 

Wisconsin Energy Use, 1972-1976, 

PB-284 202/9GI 78-23 10A PC A06/MF A01 
OSBORNE, MICHAEL C. 


Survey of Transmissometers Used in Conducting 

Visible Emissions Training Courses. 

PB-283 643/5GI 78-20 14B PC A03/MF A01 
OSBORNE, O. D. 

Simulating Oregon's Future Electrical Energy De- 

mand, 

PB-276 970/1GI 


OSBORNE, R. M. 


Reprint: Acrylamide Gel Electrophoretic Studies of 

Extracellular Sucrose-Metabolizing Enzymes of 

‘Streptococcus mutans’. 

AD-A050 863/0G! 78-11 
OSBORNE, W. N. 


Growth of High-Quality Cesium Dideuterium Ar- 
senate Crystals. 
AD-A057 131/5GI 


OSBORNE, W. S. 


Report of Test on Cryogenic Cooler Motors. 
AD-A054 275/3GI 78-17 9C MF AO1 


OSBURN, CHARLES 
Self-Medication Program for Obstetric Patients. 
HRP-0025594/3Gi 78-23 6E Not Available NTIS 

OSBURN, MICHAEL R. 
Safe/Arm Firing Device. 
PAT-APPL-902 128/GI 

78-25 


78-10 10B PC A11/MF A01 


6M PC A02/MF AO1 


78-22 20B PC A04/MF A01 


19A PC A02/MF A01 


OSKAM, B. 


OSCAR, H. 


Development of Solar Reflector Material with Good 
Electrical Conductivity. Volume 1: Phase 1 Study 
Mise au Point de Materiaux Combinant la Qualite 
de Reflecteur et Une Bonne Conductibilite Elec- 
trique. Tome 1. Rapport sur la Phase 1. 

N78-31180/0GI 78-26 10A PC A06/MF A01 


OSCARSON, E. E. 


Detailed Accident Analysis for the High Level Waste 
Preparation Phase of the Commercial Nuclear 
Waste Vitrification Project. 

BNWL-2207 78-16 6R PC A03/MF AO1 


OSCZEVSKI, RANDALL J. 


Evaluation of an Insulated, Heated Medical Pannier 
for Use in the Field. 
AD-A049 741/2GI 78-09 6L PC A02/MF A01 


The Microclimate of a Ten-Man Arctic Tent. Part I: 
A Preliminary Investigation. 


AD-A049 131/6GI 78-08 13M PC A02/MF A01 


OSCZEVSKI, RANDELL J. 
The Transport of Tent Group Supplies and Equip- 
ment in the North. Part |: Sledge vs Toboggan. 

15E PC A02/MF A01 


AD-A050 028/0G! 
OSEASOHN, CELIA S. 


Picking Up the Cues. 
HRP-0025468/0G! 


OSEPCHUK, J.M. 


A Study of Magnetic Diode Oscillations. 
AD-159 663/4GI 78-11 9A PC A03/MF A01 


A Study of Magnetic Diode Oscillations. Ii 
AD-159 664/2GI 78-11 9A PC A04/MF A01 


OSER, G. 


Preliminary Investigation of Using the Centrifuge 
and Light Aircraft for Training Payload Specialists 
Voruntersuchung ueber die Moeglichkeit des Ein- 
satzes von Zentrifuge und Leichtflugzeug fuer das 
Training von Nutzlastexperten (Ne). 

N78-13734/6GI 78-08 22A PC A02/MF A01 


OSER, HANS J. 


Reprint: An Average Distance, Problem 75-12. 
PB-281 982/9GI 78-19 12A Not available NTIS 


OSETEK, D. 


Multiple HEPA Filter 
December 1976. 
LA-6852-PR 


OSETINSKIl, G. M. 


Spin-Flip on Inelastic Scattering of Protons on 24 
Mg Nucleus in the Energy Range 2.9-3.7 MeV. 
JINR-R-15-10460 78-19 20H MF AO1 


OSGOOD , CHARLES E. 


Factors influencing creativity amended to include 
communication, cooperation and negotiation in cul- 
turally heterogeneous groups. 
AD-432 349/9GI 78-14 


Group and Organizational 

Creativity. 

AD-440 940/5GI 
OSGOOD, RICHARD M. 

Reprint: Vibrational Energy Relaxation of CH3F Dis- 

solved in Liquid O2 and Ar. 

AD-A054 565/7G! 78-17 7D PC A02/MF A01 
OSHEL, ROBERT E. 


PSRO: An Evaluation of the Professional Standards 
Review Organization. Volume 5. A Comprehensive 
Case Study: The Colorado PSRO Experience. 

PB-277 040/2GI 78-10 6E PC A17/MF A01 


OSHER, J. E. 


Alternate Approaches to D- Beam Production. 
UCID-17672 78-16 18A PC A02/MF A01 


Role of Space Charge in Beam Transport. 
UCRL-79311 78-08 7D PC A02/MF A01 
Tests and Development of Duoplasmatron and 


Mutli-Aperture Heavy lon Sources for an RF Linac. 
LBL-7143 78-18 20G PC A02/MF A01 


OSHIMA, G. 


Reprint: Kinin System Responses in Sepsis after 
Trauma in Man. 
AD-A049 674/5G! 


OSHIMA, R. 


Reprint: Substructure of Thin Foil (225) Ferrous 
Martensites. 
AD-A058 765/9G! 


OSHIMA, R. J. 


The Impact of Sulfur Dioxide on Vegetation: A Sul- 
fur Dioxide-Ozone Response Model. 
PB-283 604/7GI 78-23 2D PC AOS/MF AO1 


OSKAM, B. 


Oblique Shock Wave/Turbulent Boundary Layer In- 
teractions in Three Dimensions at Mach 3. Part Il. 
AD-A057 010/1GI 78-22 20D MF AO1 


78-10 


78-25 5I Not Available NTIS 


Test Methods, January-- 


78-05 13K PC A0Q2/MF A01 


5J PC AQ2/MF A01 


Factors influencing 


78-16 5J PC AQ2/MF A01 


78-09 6A PC A02/MF A01 


78-25 11F PC A02/MF A01 


PA-1065 





OSKAM, H. J. 


Study of Collision Processes in Gaseous Plasmas. 
AD-434 786/0GI 77-20 201 PC A04/MF A01 


OSKARSSON, A. 
Pion and Proton Multiplicities in Heavy lon Reac- 


tions at 75-200 MeV/Nucleon. 
LUIP-7707 78-19 20H MF AO1 


OSKAY, V. 
The Effect of a Sub-Caliber Cylindrical After-body 


on the Behavior of Spin-Stabilized Projectiles. 
AD-B008 388/1GI 78-14 19A PC A04/MF A01 


Interior Temperature Measurements on XM650E4 


RA Projectiles at Yuma Proving Ground in June 
1976 


AD-A056 275/1GI 78-21 19A PC A03/MF A01 


Verification of Ground Test Data by instrumented 
Flight Test of an Artillery Shell. 
AD-915 842/9GI 78-14 19A PC A03/MF A01 


OSKAY, VURAL 
Long Range Dynamics Flight Experiments with the 


155 MM Projectile, M483. 
AD-922 181/3GI 78-14 19A PC A03/MF A01 


OSKOLKOV, A. P. 


Certain Finite-Difference Schemes for Equations of 

the Nonstationary Laminar Boundary Layer--Trans- 

lation. 

AD-A046 671/4GI 78-03 20D PC A02/MF A01 
OSMACHKIN, V. S. 

Comparison of Experirmental Data of Conditions of 

Heat Exchange Crisis in Models of Fuel Assemblies 

of Wwer Type Reactors with Calculation Results. 

\AE-2558 78-20 181 MF AO1 
OSMAN, A. 

Faddeev Equations for Deuteron Break-Up on alpha 

Particles. 

IC-76-83 78-08 20H MF A01 


Faddeev Equations for the exp 6 Li Nucleus. 
1C-76-77 78-08 20H MF A011 
Faddeev Equations of Separable Potentials with At- 
traction and Repulsion. 

IC-76-91 78-08 20H MF A01 


OSMAN, ROMAN 


Reprint: The Structure of Molecular Effective Poten- 
tials in Compounds of Heavy Elements, with Appli- 
cation to lodine. 

AD-A056 677/8Gi 78-22 70 PC A02/MF A01 


OSMAND, ALEXANDER P. 
Reprint: Interactions of C-Reactive Protein and 


Complement with Liposomes. 

AD-A051 251/7GI 78-12 6E PC A02/MF AGi 
OSMIN, W'LLIAM LEO 

Groundwater Tracing with Post Sampling Activation 

Analysis Using Bromide and lodide lons Injected 

Simultaneously into a Shallow-Well System. 

PB-282 113/0GI 78-19 8H PC A07/MF A01 
OSMON, JERRY L. 

The Biodegradation of TNT in Enhanced Soil and 

Compost Systems. 

AD-A054 375/1GI 78-17 19A PC AO5S/MF A01 
OSOSKOV, G. A. 

Increase in the Efficiency of Beam Track Filtration 

with the FILTR Program. 

JINR-10-9068 78-26 18D PC A02/MF A01 

Relative lonization Estimation Using Spiral Reader 

Data. 

JINR-10-8144 78-06 18D MF A01 

Some Analytical Estimates of Statistical Criteria for 

Pseudorandom Sequences. 

JINR-R-5-8411 78-19 12A MF A01 
OSSAKOW, S. L. 


High Altitude Limit of the Gradient Drift Instability. 
AD-A049 503/6GI 78-09 4A PC A03/MF A01 


Nonlinear Theory of the Collisional Rayleigh-Taylor 
Instability in Equatorial Spread F. 
AD-A047 402/3GI 78-05 4A PC A02/MF A01 


OSSAKOW , SIDNEY L. 
High Frequency Drift Waves with Wavelengths 


Below the lon Gyroradius in Equatorial Spread F. 
AD-A058 246/0GI 78-24 4A PC A02/MF A01 


lonospheric Modification: An Initial Report on Artifi- 
cially Created Equatorial Spread F. 

AD-A058 357/5GI 78-25 4A PC A03/MF AOG1 
Morphological Studies of Rising Equatorial Spread 
F Bubbles. 

AD-A048 752/0GI 78-07 4A PC A03/MF AO01 


OSSENKOP, DENNIS G. 


Techniques for Controlling Noise from Residential 
Heat Pumps, 
PB-275 602/1GI 78-07 13A PC A03/MF A01 


PA-1066 


OSSI, JOHN 


Improved Optics for Sirius (Spaceborne intensifier 

Radiometer for Imaging Ultraviolet Spectroscopy). 

AD-905 287/9G! 78-14 20F PC A03/MF A01 
OSSING, HENRY A. 

A Survey of the Ambient Motion Environment in the 

Southwestern United States. 

AD-A056 872/5GI 78-22 8K PC A03/MF A01 
Ossio, E. A. 

Anaerobic Fermentation of Simulated In-Situ Oil 

Shale Retort Water. 

LBL-6855 78-14 21D PC A02/MF A01 
OSSO, NICHOLAS 

Statistics of Public School Libraries Media Centers. 

Fall 1974, 

ED-145 866 78-12 5B Not available NTIS 


OSSOFSKY, EULA W. 


OHN's Assume a Prominent Role on the Health and 
Safety Team. 
HRP-0025005/0G!i 78-20 6J Not Available NTIS 


OSSOFSKY, JACK 


Retirement -- Emerging Challenge for the Team. 
HRP-0025006/8Gi 78-20 5K Not Available NTIS 


OSTANEVICH, YU. M. 


Spectrometer for the Investigation of Small Angle 


Neutron Scattering by the Time-of-Flight Method 
(Theory). 
RL-77-137-B 78-26 18D PC A02/MF A0O1 


OSTAPENKO, A. A. 
Electronics for Spectrometers of lonizing Radia- 
tions. 
KIYI-75-8 78-06 18D MF A01 
OSTENDORF, EDWARD M. 
Staked Bearing Cutter. 
PATENT-4 057 899 78-07 131 Not available NTIS 
OSTENSEN, R. W. 
Analysis of in-Pile Fuel Disruption Experiments. 
SAND-78-0363C 78-25 181 PC A02/MF A01 
Design Considerations for Epithermal Pulse Reac- 
tors. 
SAND-77-1470 78-17 181 PC A03/MF A01 
Design of LMFBR Safety Test Reactors. 
SAND-77-1019C 78-08 181 PC A02/MF A01 
Effect of Thermal Stress on Oxide Crusts. 
SAND-77-1017C 78-08 181 PC A02/MF A01 
Fission-Gas Bubble Modeling for LMFBR Accidents. 
SAND-77-1018C 78-08 18G PC A02/MF A01 
OSTENSON, G. 


Fabrication of Superconducting Wire Composites 
by Directional Solidification. Yearend Report on 
Project. 

1S-4280 78-15 11D PC A03/MF A01 


OSTER, C. A. 


Monte Carlo Study of Confidence Intervals for the 
Mean as a Function of Sample Size. 
BNWL-2271 78-05 12A PC A02/MF AO1 


OSTER, L. 


Linearized Theory of Plasma Oscillations 
AD-234 951/2GI 78-18 201 PC AQ2/MF A01 


OSTER, LUDWIG 
Cyclotron Radiation from Relativistic Particles with 
an Arbitrary Velocity Distribution 
AD-253 454/3GI 78-18 20H PC A02/MF A01 
Effects of Collisions on the Cyclotron Radiation 
from Relativistic Particles 
AD-247 919/4GI 78-18 20H PC A02/MF A01 
Spectral and Angular Distribution of Cyclotron 
Radiation Emitted by Colliding Particles 
AD-233 557/8GI 78-18 20H PC A02/MF A0O1 


OSTERBECK, P. 


Light Experimental Supercruise Conceptual Design. 
AD-B022 011/1GI 78-19 1C PC A14/MF A01 


OSTERER, L. 
BNL Archive and Dissemination System. 
BNL-22424 78-01 9B PC A03/MF A01 
User's Guide for GRAPEL: Graph for Engineering 
Language. 
BNL-50585 78-13 98 PC A02/MF A01 
OSTERGARD, DONALD R. 
Training and Function of a Women's Health-Care 
Specialist, a Physician's Assistant or Nurse Practi- 
tioner in Obstetrics and Gynecology. 
HRP-0016270/1GI 78-04 6E Not Available NTIS 
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ELF Radiation from a Number of Dispersed Antenna 
Locations for Submarine Communications. 

AD-A046 776/1GI 78-03 17B PC A02/MF AQO1 
Review of Plasma Heating by Waves in the lon- 
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78-15 171 PC AQ3/MF A01 
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Thermochemical Processes for Hydrogen Produc- 
tion by Water Decomposition. Progress Report, 
December 31, 1976--December 31, 1977. 

COO/2747-3 78-16 70 PC A04/MF A01 
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78-12 18G PC A02/MF A01 
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Thermal Decomposition of Alkali Metal Chlorates 
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AD-A048 601/9GI 

PERNOT, M. 
Quantitative Determination of Crystallographic Tex- 
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78-07 20F PC A03/MF A01 
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Simultaneous Study of Sputtering and Secondary 
lon Emission of Binary Fe-Based Alloys. 
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Implications of Guaranteeing Medical Care. Papers 
and Commentary. 
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PB-278 862/8G! 78-13 10A PC A03/MF A01 


A Study of the Economic Impact of Two Planned 
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PB-278 863/6GI 78-13 10A PC AOS/MF AO1 
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ry Industry Characteristics. 
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PERREAULT, P. D. 
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AD-A054 711/7GI 78-17 4A PC A02/MF A01 
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EPRI-AF-710 78-21 7A PC A0S/MF A01 
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Tests of Crash-Resistant Fuel System for General 
Aviation Aircraft. 
AD-A054 141/7GI 
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PERRI, ALBERT 
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AD-A057 608/2GI 78-23 15D PC AOS/MF A01 


PERRIER, A. 
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and Latent Heat Flux under Natural Conditions. Part 
1: Measuring the Surface Layer Flux and Regional 
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PERRIGO, L. D. 
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BNWL-SA-5970 78-01 10B PC A03/MF A01 
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BNWL-SA-6208 78-06 10A PC A02/MF A01 
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ISN-77-43 78-23 20H PC A02/MF AO1 
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Evaluating Strength and Ductility of Irradiated Zir- 
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78-13 10A PC A03/MF A01 
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Control of Wood-Rotting Fungi 
AD-232 662/7GI 78-16 6F PC A02/MF A01 
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Cosmic Ray Propagation: Energy-Dependence of 
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N78-21038/2GI 78-15 3B PC A02 
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N78-21036/6G! 78-15 3B PC A02 


Rigidity Independent Coronal Propagation and 
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N78-21034/1GI 78-15 3B PC A02 
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AD-A058 603/2G! 78-25 10B PC A08/MF A01 
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AD-A051 200/4G! 78-12 20K PC A03/MF A01 
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with Initial imperfections, 
AD-A048 844/5GI 78-08 20K PC A03/MF A01 
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Infant Transport Services: An Overview. 
HRP-0016966/4GI_ 78-07 6E Not Available NTIS 
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Energy Cost of Energy: Guidelines for Net Energy 
Anaiysis of Energy Supply Systems. 
ORAU/IEA(R)-77-14 78-09 10A PC A06/MF A01 


Net Energy Analysis of an Ocean Thermal Energy 
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ORAU/IEA(M)-77-1 78-03 10A PC A04/MF A01 
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ORAU/IEA(R)-77-12 78-14 10A PC A08/MF A01 
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ANL/EMR-1(V.3a) 78-04 8! PC A05/MF A01 
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ANL/EMR-1(V.3C) 78-21 81 PC A06/MF A01 
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0.33 to 1.20 of a Wing-Body Design Concept for a 


Hypersonic Research Airplane. 
N78-12038/3GI 78-07 


78-06 4B PC A06/MF A01 


1A PC AOS/MF AO1 


Aerodynamic Characteristics at Mach 6 of a Wing- 
Body Concept for a Hypersonic Research Airplane. 


N78-30055/5G! 78-25 1A PC A04/MF A01 


PA-1118 


PITTMAN, K. D. 


Beech Infrared Suppression System. 
AD-A058 224/7GI 78-24 1C PC A02/MF A01 


PITTMAN, M. E. 


The Far Field Diffraction Pattern for Corner Reflec- 
tors with Complex Reflection Coefficients. 
N78-27905/6GI 78-23 20F PC A03/MF A0O1 


PITTMAN, P. F 


Conceptual Design and Systems Analysis of 
Photovoltaic Power Systems. Final Report. Volume 
|. Executive Summary. 

ALO-2744-13(V.1) 78-22 10B PC A04/MF A01 


Conceptual Design and Systems Analysis of 
Photovoltaic Power Systems. Final Report. Volume 
1(2). Technology. 
ALO-2744-13(V.3)(Pt.2) 

78-21 10B PC A22/MF A01 


Conceptual Design and Systems Analysis of 
Photovoltaic Power Systems. Final Report. Volume 
V. Additional Studies. 

ALO-2744-13(V.5) 78-23 108 MF A01 


Conceptual Design and Systems Analysis of 
Photovoltaic Power Systems. Final Report. Volume 
4. Nontechnical Issues. 

ALO-2744-13(V.4) 78-22 10B PC A06/MF A01 


Conceptual Design and Systems Analysis of 
Photovoltaic Power Systems. Volume Il. Systems. 
Revised Final Report. 
ALO-2744-13(V.2) 


Conceptual 
Photovoltaic 
Technology. 
ALO-2744-13(V.3)(Pt.1) 

78-23 10B PC A24/MF A01 
Regional Conceptual Design and Analysis Studies 


for Residential Photovoltaic Systems. 
SAND-78-7014 78-21 108 PC A07/MF A01 


78-21 10B PC A14/MF A01 


Design and Systems Analysis of 
Power Systems. Volume _ill(1). 


PITTMAN, ROLAND 


A Modular Adaptive, Variable Function Flight Con- 
trol Sensor. 
AD-A055 175/4GI 


78-18 1D PC AOS/MF A01 


PITTMAN, THEDA SUE 


ATS-6 and State Telecommunications Policy for 
Rural Alaska: An Analysis of Recommendations, 
ED-142 170 78-19 17B Not available NTIS 


PITTS, J. H. 


1/5-Scale Experiment of a Mark | Boiling-Water 
Reactor Pressure-Suppression System under 
Hypothetical LOCA Conditions. 

UCRL-79143 78-05 181 PC A03/MF A01 


1/64 Scale Model Tests of a Mark | Boiling Water 
Reactor Pressure Suppression System. 
UCID-17625 78-08 181 PC A02/MF A01 


Effects of a Hypothetical Loss-of-Coolant Accident 
on a Mark | Boiling Water Reactor Pressure-Sup- 
pression System. 

UCRL-80374 78-17 181 PC AO2/MF A01 


Mark | 1/5-Scale Boiling Water Reactor Pressure 
Suppression Experiment Facility Report. 
UCRL-52340 78-18 181 PC A03/MF A01 


Mark | 1/5-Scale Boiling Water Reactor Pressure 
Suppression Experiment Quick-Look Report. 
UCID-17446-5 78-01 181 PC A06/MF A01 


Mark | 1/5-Scale Boiling Water Reactor Pressure 
Suppression Experiment Quick-Look Report for 
Test Numbers 2.7, 2.8, 2.9, 2.10, and 2.11 Performed 
on May 12, 1977. 

UCRL-17446-7 78-01 181 PC A06/MF A01 


Mass Flowrates Through the Vent Lines During Air 
Tests of the 1/5-Scale Mark | BWR Pressure Sup- 
pression System. 

UCID-17601 78-08 181 PC A06/MF A01 


Results from the 1/5-Scale Mark | BWR Pressure 
Suppression Experiment. 
UCRL-80221 78-13 181 PC AQ2/MF A01 


Vertical Forces Induced in a 1/5 Scale Mark | BWR 
Toroidal Wetwell under LOCA Conditions. 
UCRL-79825 78-05 18! PC A02/MF A01 


PITTS, J. 1. 


A Vectorization of the Jameson-Caughey NYU 
Transonic Swept-Wing Computer Program FLO-22- 
V1 for the Star-100 Computer. 


N78-21050/7GI 78-16 1A PC A03/MF A01 


PITTS, JAMES N. JR. 


International Conference on Oxidants, 1976 - Analy- 
sis of Evidence and Viewpoints. Part Vil. The Issue 
of Oxidant/Ozone Measurement. 

PB-278 903/0GI 78-14 4A PC A02/MF AO1 


PITTS, LESLIE E. 


Sonic Reflection from Solid Plates. 
AD-A050 418/3GI 78-10 20A PC AG2/MF AO1 


PITTS, MARTHA L. 
The Effect of Nap-of-the-Earth (NOE) Helicopter 


Flying on Pilot Blood and Urine Biochemicals. 

AD-A055 204/2GI 78-18 6S PC A02/MF A01 
PITTS, ROBERT A. 

Developing Generic Capability through Welfare Ser- 

vices Integration: Concepts, Alternatives, Limita- 


tions. 
SHR-0000694 


PITTS, W. M. 


Distortion and Orientation for Triplet Coronene in 
Different n-Heptane Shpol'skii Sites Using 
Phosphorescence-Polarized Microwave Double 
Resonance Techniques. 

AD-A049 511/9GI 78-09 7D PC A02/MF A01 


PITULA, N. 


Influence of Boundary Orientation on Growth Rates 
in Recrystallization, 
AD-214 009/3GI 


PITZ, E. 
Reprint: Spectral Radiance Calibrations Between 


165--300 nm: An interlaboratory Comparison. 
PB-273 931/6GI 78-03 13A Not available NTIS 


PITZ, W. J. 


Inhibition Effects on Extinction of Polymer Burning. 
LBL-6898 78-25 21B PC A02/MF A01 


PIVER, W. T. 


A Program for Technology Assessment for Environ- 
mental Health. 
PB-273 275/8GI 


PIVIROTTO, D. S. 


Process Heat in California: Applications and Poten- 
tial for Solar Energy in the Industrial, Agricultural 
and Commercial Sectors. 

N78-25535/3GI 78-20 


PIVOVAR, L. I. 


Control of the Shape of High-Current, High-Voltage 
Pulses Generated by an Artificial Line. 
SAND-77-6016 78-07 18A PC A02/MF A01 


Studies of Radiation Distortions in CdS Single 
Crystals by Using a Proton Back-Scattering Method. 
KFTI-74-47 78-10 20L MF A01 


PIWINSKI, A. 


Limitation of the 
Resonances. 
DESY-77/18 


PIWINSKII, A. J. 


Experimental Investigation of the Permeability of 
Kayenta and St. Peter Sandstones to Hypersaline 
Brine in the Temperature Interval 70 to 90 exp 0 C 
at 10.3-MPa Confining Pressure. 

UCRL-52382 78-21 81 PC A03/MF A01 


Time-Dependent Electrical Parameters of Rock- 
Solution Systems. Part I. 

UCRL-79013(Pt.1) 78-04 8G MF A01 
Viscosity of Brines from the Salton Sea Geothermal 


Field, imperial Valley, California. 
UCRL-52344 78-17 8l 


PIWONKA, T. S. 


Rapid Core Removal Method for Hollow DS Eutectic 

Turbine Blades. 

AD-A054 829/7GI 
PIZAM, ABRAHAM 


Some Social Costs and Benefits of Tourism to Rural 

Communities: The Cape Cod Case, 

PB-285 267/1Gi 78-25 5C PC AOS/MF A01 
PIZARRO, CARLOS MUNOZ 


Preliminary List of Plants Collected for the Expedi- 
tion to Laguna de San Rafael, Province of Aisen 
AD-235 326/6G! 78-21 6C PC AQ2/MF AO1 
PIZER, I. 
Digiton 
Reducer. 
CERN-76-17 
PIZIALI, ROBERT L. 


Control of Occupational Exposure to N20 in the 
Dental Operatory, 
PB-275 590/8GI 


PIZZALA, URBAN F. JR. 


Interim Rept. 19 January 1953-30 September 1953 
AD-072 414/6GI 78-02 1C PC A06/MF A01 
PIZZANO, WINIFRED ANN 


Regionalization of Trauma Patient Care: The Illinois 
Experience. 
HRP-0015663/8G! 


PIZZELLA, G. 


Matching of a Piezoelectric Transducer to a 
Gravitational Wave Antenna. 
N78-26384/5GI 78-21 


78-10 5K PC A0Q4/MF A01 


78-16 11F PC AQ2/MF A01 


78-01 6F PC A02/MF A01 


10A PC A06/MF A01 


Luminosity by Satellite 


78-19 20G MF A01 


PC A02/MF A01 


78-18 21E PC A03/MF A01 


System. A Fast Multi-Channel Time 


78-01 148 MF A01 


78-07 6J PC A04/MF A01 


78-04 6E Not Available NTIS 


9A PC A02/MF A01 





On the Electrical Equivalent Circuits of Multiple 
Sensor Gravitational Wave Antennas. 
N78-14284/1GI 78-09 20J PC A03/MF A01 


Optimization of the Piezoelectric Transducer for a 
Cryogenic Gravitational Wave Antenna. 
N78-14285/8GI 78-09 20J PC A02/MF A01 


Preliminary Analysis of the Small Gravitational An- 
tenna Data Analisi Preliminare Dei Dati Della Pic- 
cola Antenna Gravitazionale. 

N78-28731/5GI 78-23 20J PC A02/MF AO1 


PIZZO, FRED 
Evaluation of Two-Way Valves for Respiratory Test- 


ing, 
PB-273 791/4G! 
PIZZO, JOSEPH T. 


Washington State Refineries: Petroleum, Petroleum 
Derivatives and Wastewater Effluent Characteristics. 
PB-283 401/8GI 78-22 7D PC E06/MF A01 


PIZZO, V. J. 


A Three-Dimensional Model of Corotating Streams 
in the Solar Wind. 1: Theoretical Foundations. 
N78-28031/0GI 78-23 3B PC A04/MF A01 


PLACHY, JOZEF 


Mineral Industries of Eastern Europe and the 
U.S.S.R. 
PB-283 443/0GI 


PLACIOUS, R. C. 


Reprint: A Standard Method for Determining the Ef- 
ficiency of Fluorescent X-Ray intensifying Screens. 
Status Report. 

PB-280 590/1GI 


PLACZEK, D. W. 


Deuterium isotope effects on rates of methylene 
radical insertion into C-H bonds. 
AD-464 325/0GI 78-14 7D PC A02/MF A01 


Gas phase decomposition of chemically activated 
butyl radicals at high pressures. 
AD-470 456/5GI 78-14 7D PC AO2/MF A01 


PLAG, JOHN A. 


Psychological Dysfunction in Repatriated American 
Prisoners of War and Its Relationship to Captivity 
and Demographic Variables. 

AD-A054 363/7GI 78-17 5J PC A02/MF A01 


PLAIGE, Y. 


Use of FET in Automatic Scanning of Measure- 
ments Using Thermocouples and Self-Powered 
Neutron Detectors. 
CEA-CONF-3914 


PLAISTOWE, JOHN C. 


Reprint: The Mechanism of Conjugate Alkene For- 
mation and the Importance of Surface Reactions in 
Hydrocarbon Oxidation. 

AD-A055 302/4G! 78-18 70 PC A02/MF A01 


PLANAS-BOHNE, F. 


Therapeutic Agents for Radioactive Detoxification 
(Ca-DTPA Versus Zn-DTPA). 
ORNL-tr-4464 78-09 60 PC A02/MF A01 


PLANCHER, H. 


Paving Asphalt; Reduction of Oxidative Hardening 
of Asphalts by Treatment with Hydrated Lime-A 
Mechanistic Study. 
PB-276 831/5GI 


PLANK, G. R. 


Effects of Deceleration and Rate of Deceleration on 
Live Seated Human Subjects. 
PB-284 653/3GI 78-25 


PLANK, GORDON R. 


Review of Chest Deflection 
Techniques and Transducers. 
PB-283 654/2GI 78-23 


PLANK, VERNON G. 


Hydrometeor Data and Analytical-Theoretical In- 
vestigations Pertaining to the SAMS Rain Erosion 
Program of the 1972-73 Season at Wallops Island, 
Virginia - AFGL/SAMS Report Number 5. 

AD-A051 192/3GI 78-12 4B PC A11/MF A01 


Reprint: An improvement in Obtaining Real-Time 
Water Content Values from Radar Reflectivity. 
AD-A054 574/9GI 78-17 48 PC A0Q2/MF A01 


PLANO, R. 


The beta-Decay of the Pion 
AD-202 890/0GI 78-23 20H PC A0Q2/MF A01 


Bubble Chamber Study of Unstable Particle Produc- 
tion in pi Superscript Minus-p Collisions at 910, 
160, 1200 and 1300 Mev 

AD-203 194/6GI 78-24 20H PC A02/MF A01 


Demonstration of Parity Non-Conservation in 
Hyperon Decay 
AD-146 016/1GI 78-22 20H PC A02/MF A01 


Demonstration of the Existence of the sigma Super 
O Hyperon and a Measurement of Its Mass 


78-03 6L PC A02/MF A01 


78-22 81 PC A03/MF A01 


78-17 14B Not available NTIS 


78-17 18D MF A0O1 


78-10 13C PC A03/MF A01 


13F PC A03/MF A01 


Measurement 


13L PC A03/MF A01 


AD-156 837/7GI 78-23 20H PC A02/MF A01 


Leptonic Decay Modes of the Hyperons 
AD-203 193/8GI 78-24 20H PC A02/MF A01 


Lifetime of lambda Superscript 0, theta Superscript 
0, and sigma Superscript Minus 
AD-203 192/0GI 78-24 20H PC A02/MF AO1 


Reaction pi Super Minus Plus p Going to sigma 

Super Minus Plus K at 1.45 Bev/C 

AD-149 913/6GI 78-22 20H PC A02/MF A01 
PLANT, JANET 


Emergency/Outpatient Satellites Serve as Rural 
Outposts. 
HRP-0024780/9GI 78-20 6E Not Available NTIS 


Teaching Hospital Nurtures Growth of Community 
Oncology Clinics. 
HRP-0025035/7GI 78-26 6E Not Available NTIS 


Various Approaches Proposed to Assess Quality in 
Long-Term Care. 


HRP-0023144/9GI 78-13 6E Not Available NTIS 
PLANT, KATHERINE C. 


National Health Insurance. 
HRP-0024554/8GI 78-15 6E Not Available NTIS 
PLANT, THOMAS J. 

An Exact Velocity Potential Solution of Steady, 
Compressible Flow Over Arbitrary Two-Dimensional 
and Axisymmetric Bodies in Simply Connected 
Fields. 

AD-A054 462/7GI 


PLANT, WILLIAM J. 
Dual-Frequency, Remote Ocean-Wave Spectrome- 


ter. 
PATENT-4 054 879 78-07 8C Not available NTIS 


Stepped Dual-Frequency Ocean-Wave Spectrome- 

ter. 

PATENT-4 053 886 78-07 8C Not available NTIS 
PLANTE, E. R. 

Compositional Modeling of MHD Channel Slag, with 


Preliminary Vapor Pressure Data. 
PB-285 341/4GI 78-25 10B Not available NTIS 


Interaction of Seed with Slag in Open Cycle MHD. 
PB-282 145/2GI 78-19 10B Not available NTIS 


PLANTENBERG, P.L. 


Establishment, Succession, and Stability of Vegeta- 
tion on Surface Mined Lands in Eastern Montana. 
Annual Progress Report, March 1, 1976--February 
29, 1977. 

RLO-2228-T3-1 78-12 2D PC AO7/MF A01 


Natural Resource Inventory Checklist, Section 1: 
Earth Resources. Soils. 
PB-278 762/0GI 


PLANTIER, J. 


Hypothesis on How “Flying Saucers"’ Work. 
ORNL-tr-4305 78-19 22B MF AO1 


PLASIL, F. 
Fusion in 
Nuclei. 
CONF-770115-1 78-03 20H PC A02/MF A01 


Orni Alice: A Statistical Model Computer Code In- 
cluding Fission Competition. 
ORNL/TM-6054 78-11 20H PC A04/MF A01 


Studies of Evaporation Residue Products from 
Krypton and Argon Reactions. 
CONF-780123-1 78-20 20H PC A02/MF A01 


PLASKETT, JOHN S. 
Correlation of Annihilation Radiation in Oriented 
Single Metal Crystals 
AD-201 354/8GI 
PLASKETT, T. S. 
Reprint: Optical Birefringence Images of Disloca- 
tions in Large Gallium Phosphide Crystals 
AD-A058 311/2GI 78-24 208 PC A02/MF A01 
PLASS, GILBERT N. 
Reprint: Asymptotic Radiance and Polarization in 
Optically Thick Media: Ocean and Clouds. 
AD-A045 893/5GI 78-02 20F PC A02/MF A01 
The Color of the Ocean. 
AD-A046 306/7GI 78-03 8J PC A04/MF A01 
Further Studies of Sunlight Glitter on a Wind-Ruf- 
fled Sea, 
AD-A056 850/1GI 78-22 20F PC A03/MF A01 
Reprint: lsophotes of Sunlight Glitter on a Wind- 
Ruffled Sea. 
AD-A045 895/0GI 78-02 20F PC A02/MF A01 


Reprint: Radiance Distribution Over a Ruffled Sea: 
Contributions from Glitter, Sky and Ocean. 
AD-A045 894/3GI 78-02 20F PC A02/MF AO1 


PLASSMANN, E. H. 


Safety Analysis of the Main Vault at TA-41, LASL. 
LA-6913 78-17 18J PC A02/MF A01 


78-17 200 PC A05/MF A01 


78-14 8M PC A02/MF A01 


Kr-Bombardments of Medium-Mass 


78-23 20H PC A03/MF AQO1 


PLATT, J.R. 


PLASTININ, YU. A. 
Experimental Study of the Optical Absorption Cross 
Sections of Nitrogen Dioxide. 
LA-tr-78-1 78-16 7D PC A02/MF A01 


PLATE, STEVEN W. 
Propagating Modes on a Buried Leaky Coaxial 
Cable. 


AD-A057 253/7G1 78-22 20N PC A03/MF A01 
PLATERIS, ALEXANDER A. 


Divorce Statistics Analysis - United States - 1963, 
PB-277 053/5GI 78-10 5K PC A04/MF A01 


PLATH, DEAN W. 


Project Subic. Ship Control XI. Steering and Diving 
with the Combined Instrument Panel and a Contact 
Analog-Roadway Display 

AD-250 362/1GI 78-01 


PLATNER, E. D. 


Charged Particle Detector System for High Rate Ex- 
periments. 
BNL-23477 78-13 18D PC A02/MF A01 


Charged Particle Detector System for Isabelle Spec- 
trometers. 
BNL-23529 78-15 18D MF A01 


Flux Concentrator for High -intensity Pulsed Mag- 
netic Fields 
AD-216 014/1GI 


PLATONOV, A. P. 


Passage of Ultracold Neutrons Through Cylindrical 
Guides. 
NIIAR-P-268 


PLATONOV, P. A. 


Radiation Effect on Thermal and Electric Conduc- 
tivity of Reactor Graphite. 
1AE-2702 


PLATONOV, V. N. 


Mathematical Methods for Processing Images Ob- 
tained in Ultrahigh-Speed Electron-Optical Record- 
ing. 

UCRL-Trans-11273 78-12 98 PC A02/MF A01 
Mathematical Methods of Processing Images Ob- 
tained by Ultrahigh-Speed Electron-Optical Record- 
ing. 
UCRL-Trans-11296 


PLATONOVA, R. N. 


Germination of Pine Seed 
(Investigation in Kosmos 782). 
N78-21172/9GI 78-16 6C PC A02/MF A01 


Pine Seed Germination under Weightlessness (A 
Study of the Kosmos 782 Satellite). 
N78-15667/6GI 78-10 6C PC A02/MF A01 


PLATOU, ANDERS S. 


Aeroballistics of Corkscrew Projectiles. 
AD-A054 735/6G1 78-18 19A PC A03/MF A01 


Aeroballistics of Corkscrew Projectiles, 
AD-A056 475/7G! 78-21 19D PC A02/MF A01 


PLATOV, YU. M. 


Radiation-Stimulated Diffusion Processes in Metal- 
lic Materials of Thermonuclear-Fusion Reactors. 
Aspects of the Simulation. 

UCRL-Trans-11279 78-13 


PLATSOUCAS, C. D. 


Reprint: Differential 51CR Uptake of Human 
Peripheral Lymphocytes Separated by Density 
Gradient Electrophoresis. 

AD-A053 989/0G! 78-16 6P PC A02/MF AO1 


PLATT, A. M. 
Nuclear Waste Management Quarterly Progress Re- 


port, April--June 1977. 
BNWL-2377-2 78-13 18G PC A0S/MF AO1 


Nuclear Waste Management Quarterly Progress Re- 
port, January--March 1977. 
BNWL-2290 78-08 18G PC A04/MF A01 


Nuclear Waste Management. Quarterly Progress Re- 

port, July--September 1977. 

PNL-2377-3 78-20 18G PC A04/MF A01 

Nuclear Waste Management Quarterly Progress Re- 

port, October--December 1976. 

BNWL-2245 78-02 18G PC AQS/MF A01 
PLATT, E. A. 

Engineering Feasibility of a 150-KW 

Pumping Plant Using Shallow Solar Ponds. 

UCRL-52397 78-23 2C PC A03/MF A01 
PLATT, J.R. 


Rept. For April 1, 1950 to March 31, 1951, Part | 
AD-146 192/0GI 78-22 70 PC A06/MF A01 


Rept. For April 1, 1950 to March 31, 1951, Part Il 
AD-146 193/8GI 78-22 70 PC A07/MF A01 


Survey of Vacuum Ultraviolet Spectra of Organic 
Compounds in Solution 
AD-084 277/3G! 78-20 7D PC A03/MF A01 


5H PC A02/MF A01 


78-23 9A PC A02/MF A01 


78-09 18F MF A01 


78-18 18) MF AO1 


78-13 9B PC AQ2/MF AQ1 


in Weightlessness 


18A PC A02/MF A01 


irrigation 
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PLATT, JERRY 


Study to Assess Impacts of Releasing Safety and Ef- 
fectiveness Data on the Pharmaceutical Industry's 
Incentives to Invest in and Conduct Research and 
Development Programs. 

PB-275 856/3GI 78-07 60 PC A07/MF A01 


PLATT, JOHN R. 


Experimental Determination of Even-Odd Character 
of Excited Electronic States of Molecules with a 
Center of Symmetry 

AD-009 903/6G! 78-18 7D PC A02/MF AO1 


Remarks on Spectra of Stilbene Derivatives 
AD-009 904/4G! 78-18 6A PC A02/MF AO1 


PLATT, M.M. 


Factors Affecting the Translation of Certain 
Mechanical Properties of Cordage Fibers and Yarns 
into Cordage Strands and Ropes 

AD-021 240/7GI 78-21 11E PC AOS/MF A01 


Investigation of the Mechanical Properties of Hard 
Fibers with Reference to Their Use in Cordage 
Structures 

AD-121 596/1GI 


PLATT, MILTON M. 


Factors Affecting the Efficiency of Cordage 
AD-054 429/6GI 78-21 11E PC A02/MF A0O1 


A Note on Certain Relationships Between Yarn and 
Fiber Strain 
AD-029 416/5GI 78-21 11E PC A02/MF AO1 


Some Aspects of Bending Rigidity of Singles Yarns 
AD-212 847/8GI 78-11 11E PC A04/MF A01 


PLATT, R. B. 


Ecological Behavior and Effects of Energy Related 
Pollutants. Progress Report, June 1976--August 
1977. 

ORO-2412-85 


PLATTARD, S. 


Mev Neutron Total Cross Sections of exp 9 Be, exp 
10 B, exp 11 B, exp 12 C et exp 13 C. 
CEA-CONF-3722 78-04 20H MF A01 


Neutron Total Cross-Section Measurements of exp 
9 Be, exp 10 exp 11 B, and exp 12 exp 13 C from 
1.0 to 14 Mev Using the exp 9 Be(D,N) exp 10 B 
Reaction as a “White” Neutron Source. 

LA-6761 78-01 20H PC A02 


PLATZ, MATTHEW S. 


Reprint: On the Nature of the Capturable Singlet 
Trimethylenemethane Intermediate in the Decom- 
position of 7-lsopropylidene-2,3-Diazanorbornene. 

AD-A057 722/1GI 78-23 7E PC A02/MF A01 


PLATZER, HAROLD L. 


Desk Calculator Determinations of Human Dynam- 
ics 

AD-148 158/9GI 78-11 SE PC A02/MF A01 
A Non-Linear Approach to Human Tracking 

AD-083 668/4GI 78-02 5J PC A03/MF A01 


PLATZMAN, LOREN K. 


State-Estimation of Partially-Observed Markov 
Chains: Decomposition, Convergence, and Com- 
ponent identification. 
AD-A050 344/1GI 


PLATZOEDER, L. 


Improvement of Flight Measuring Data with a Kal- 
man Filter Verbesserung der Flugmessdaten durch 
Ein Kalman-Filter. 
N78-18057/7GI 


PLAUT, ANDREW G. 


Isolation and Characterization of Microbial immu- 
noglobulin a Protease. 
AD-A058 666/9GI 78-25 60 PC A02/MF A01 


tsolation and Characterization of Microbial Immu- 
noglobui'n a Protease. 
AD-A058 667/7GI 78-25 6M PC A02/MF AO1 


Reprint: Loss of Antibody Activity in Human immu- 
noglobulin A exposed to Extracellular tmmu- 
noglobulin A Proteases of ‘Neisseria gonorrhoeae’ 
and ‘Streptococcus sanguis’. 
AD-A050 732/7GI 78-11 


PLAUT, T. 
Transport of Solid Commodities via Freight 


Pipeline. Volume |. Cost and Level of Service Com- 
parison. 


PB-276 145/0GI 78-08 13B PC AU4/MF A01 
Transport of Solid Commodities via Freight 


Pipeline. Volume IV. Demand Analysis Methodology. 
PB-276 148/4GI 78-08 13B PC AO5S/MF A01 


PLAWSKY, M.I. 


Design of Push-Pull Single Ended Transistor Am- 
plifiers 
AD-105 576/3GI 


PLAY, D. 


Study of the Lubricant Properties of Carbon Non- 
fluoride: (CF Sub x) Sub n. 


78-22 7D PC A03/MF A01 


78-13 13B PC A07/MF A01 


78-10 12A PC A03/MF A01 


78-13 1B PC A06/MF A01 


6A PC A02/MF AO1 


78-16 9E PC A03/MF A01 
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N78-16186/6GI 78-11 11H PC AQ2/MF A01 


PLAYEZ, E. 


Avalanche Frequency Multiplier. 


N78-28363/7GI 78-23 9E PC A04/MF A01 


PLAZA, ALPHONSE 


The Calculation of the Principal Polarizabilities of 
Some Cycloparaffins 
AD-247 751/1GI 78-01 70 PC A02/MF AO1 


The Scattering of Light from Polyethylene Samples 
Having “Ringed” Spherulites. I! 
AD-232 559/5GI 78-01 7D PC A02/MF A01 


PLAZA, H. 


Net Energy Analysis of Five Energy Systems. 
ORAU/IEA(R)-77-12 78-14 10A PC A08/MF A01 


PLCOK, C. E. 


Reverse Osmosis Pilot Plant Studies for the Purifi- 
cation and Reuse of Effluent from a Sanitary Waste 
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Self-Diffusion in Germanium 
AD-086 006/4GI 78-22 20 PC A02/MF A01 


PORTNOY, WILLIAM M. 


Emergency Medical Care. 
HRP-0024649/6Gi 78-20 6E Not Available NTIS 


Emergency Medical Care, Part Il -- Emergency 
Medical Equipment and Communications. 
HRP-0024651/2Gi 78-20 6E Not Available NTIS 


Emergency Medical Care, Part Ill -- Transportation. 
HRP-0024652/0Gi 78-20 6E Not Available NTIS 


Emergency Medical Care, Part IV -- Training and 
Treatment. 


HRP-0024653/8G!I 78-20 6E Not Available NTIS 





Emergency Medical Care, Part V -- A Remote Emer- 
gency Medical Care System. 
HRP-0024654/6GI 78-20 6E Not Available NTIS 


Emergency Medical Care, Part 1 -- Establishing and 
Assessing Emerging Medical Services. 
HRP-0024650/4G!_ 78-20 6E Not Available NTIS 


PORTSCHT, R. 


Measurement of Wavelength-Dependent Extinction 
to Distinguish Between Absorbing and Nonabsorb- 
ing Aerosol Particulates. 

N78-14689/1GI 78-09 13B PC A02/MF A01 


PORTZ, KEVIN 
Reprint: Surface Contribution to the Low-Tempera- 
ture Specific Heat of a Cubic Crystal. 
AD-A051 939/7GI 78-13 20L PC A02/MF A01 
POSEHN, M. R. 


Data Explosion: Symptoms, Causes, and Cures. 
UCRL-80713 78-16 9B PC A02/MF A0O1 


Modal Analysis of the NRC Pressure Suppression 
Experimental Facility. 
UCID-17494 78-01 181 PC A03/MF A01 


SRS: A Program for Computing and Matching 
Shock Response Spectra. 
UCID-17735 78-17 20K PC A03/MF A01 


TCD: A Program for Acquisition of Thermocouple 
and Other Slow-Speed Data. 
UCID-17586 78-08 98 PC A03/MF A01 


POSEY, ELLEN I. 


Reactions to Storm Threat During Hurricane Eloise, 
PB-285 539/3GI 78-24 4B PC AO5S/MF AO1 


POSEY, F. A. 


Corrosivity of Geothermal Brines. Progress Report 
Ending December 1976. 
ORNL/TM-5863 78-03 11F PC AQ2/MF A01 


Corrosivity of Geothermal Brines. Progress Report 
for Period Ending June 1977. 
ORNL/TM-6159 78-13 81 PC A02/MF A01 


Corrosivity of Geothermal Brines. Progress Report 
for Period Ending September 1977. Final Report. 
ORNL/TM-6308 78-19 81 PC A04/MF A01 


Electrolytic Trapping of lodine from Process Gas 
Streams. 
PATENT-4 004 993 

78-02 18G Not available NTIS 


Mechanisms of Electron Transfer in Aquo Cations. 

The Reaction of RH sub 2 O Super Plus Plus Plus 

with Cr Super Plus Plus 

AD-125 088/5GI 78-24 7D PC A02/MF A01 
POSEY, FRANZ A. 


The Mechanisms of Substitution Reactions of Oc- 
tahedral Complexes, the Induced Aquation of the 
Halogenopentamminecobaltic lons by Metal Cations 
AD-125 090/1GI 78-24 70 PC A02/MF A0O1 
The Outer Sphere Association of Sulfate lon with 
Tripositive Cobaltammine lons 

AD-125 089/3GI 78-24 7D PC A02/MF A0O1 

POSEY, J. W. 

High Frequency Sound Attenuation in Short Flow 
Ducts. 

N78-23876/3GI 78-18 20A PC A02/MF A01 


POSEY, L. D. 


Flash X-Radiography for Material Motion Detection. 

SAND-77-1648C 78-15 181 PC AO2/MF A01 
POSIKERA, M. V. 

Thermostable Two-Channel Radioactivity Logging 

Apparatus. 

UCRL-Trans-11332 78-19 81 PC A02/MF A01 


POSINGIES, WALTER M. 


Hydrofluidic Stability Augmentation System(HYSAS) 
Operational Suitability Demonstration. 

AD-A047 643/2GI 78-05 1C PC A05/MF A01 

POSKANZER, A. M. 

Multiplicity and Charged Particle Emission in 
Relativistic Heavy lon Collisions. 

LBL-6537 78-06 20H PC A02/MF A01 
Relativistic Heavy lon Reactions. 

LBL-6586 78-11 20H PC A03/MF A01 


POSKITT, T. J. 


Static and Dynamic Mechanical Behaviour of the 

Stack of the NSF Tandem. 

DL/NSF/R-16 78-19 20G MF A01 
POSKITT, T. R. 

Reprint: The Renal Effect of Intravenous Adenine in 

Humans. 

AD-A051 662/5G! 78-13 6T PC A02/MF A01 


POSKUS, U. R. 


Civil Works Construction Cost Index System 
(CWCCIS). 
AD-A048 102/8GI 78-06 13B MF A01 


POSS, H.L. 


Scattering of Sound by a Prolate Spheroid 
AD-043 247/6GI 78-21 13J PC A02/MF A01 


Transmission of 30 Cps Sound in Deep Water 
AD-025 718/8GI 78-21 20A PC A03/MF A01 


POSSIEL, N. C. 


Procedures for Quantifying Relationships Between 
Photochemical Oxidants and Precursors: Support- 
ing Documentation, 

PB-280 058/9G! 78-16 4A PC A06/MF A01 


POSSIN, G. E. 


Advanced Archival Memory. 
AD-A045 651/7GI 78-01 20L PC A1S/MF A01 


POSSNERT, G. 
G-Factors of the First 2 exp + States in exp 50 exp 


54 Cr, exp 54 Fe and exp 70 Ge. 
UUIP-965 78-13 20H MF AO1 


Oxygen Content Analysis of Metal Surfaces with 
Resonant alpha -Scattering. 

UUIP-907 78-13 7D MF A01 
Reorientation Precession Measurements on exp 100 
exp 104 RU. 

UUIP-958 78-13 20H MF A0O1 


Velocity- and Z-Dependence of Transient Magnetic 
Fields in Ferromagnetic Gd. 
UUIP-964 78-13 20L MF AO1 


POST, D. E. 
Critical Impurity Concentrations for ignition of Cata- 


lyzed-Deuterium Fusion Plasmas. 
PPPL-1368 78-07 18A PC A02/MF A01 


Possible Neutral Beam Requirements for TFTR Up- 
grades. 
CONF-770940-15 78-15 18A PC A02/MF A01 


Steady State Radiative Cooling Rates for Low-Den- 

sity High-Temperature Plasmas. 

PPPL-1352 78-06 20! PC A05/MF A01 
POST, D. W. 

Composite Flywheel Development Completion Re- 

port, October 1, 1976--September 30, 1977. 

Y¥-2117 78-26 13F PC A04/MF A01 
POST, JOYCE 

The Blue Collar Adult's information Needs, Seeking 

Behavior and Use. 

ED-143 364 78-22 5! Not available NTIS 


POST, M. 
Graffiti Removers: Evaluation and Preliminary 


Selection Criteria. 
PB-275 158/4G! 78-06 11K PC A0Q3/MF A01 


Graffiti-Resistant Coatings: Methods of Test and 
Preliminary Selection Criteria. 

PB-275 159/2GI 78-06 11C PC A03/MF A01 

POST, M. A. 

Reprint: Anti-Graffiti Coatings. 

PB-278 935/2G! 78-13 11C Not available NTIS 
Nontoxic Yellow Traffic Striping. 

PB-285 394/3GI 78-25 11C PC A04/MF A01 
Radiant Heating in Seamless Flooring - A Feasibility 


Study. 
PB-273 946/4GI 78-03 13A PC A03/MF A01 


POST, M. J. 
Reprint: Coherent Differential Doppler Measure- 


ments of Transverse Velocity at a Remote Point. 
AD-A047 347/0GI 78-05 17H PC A02/MF AO1 


Frequency Spectrum Analyzer. 

PB-280 941/6GI 78-17 17E PC A02/MF AO1 
POST, R. F. 

Plasma Surface Interactions in Q-Enhanced Mirror 


Systems. 

UCRL-80656 78-23 20! PC A03/MF A01 

Scientific Problems of Fusion, Solved and to Be 

Solved. 

UCRL-80333 78-13 18A PC A03/MF A01 
POST, R. S. 

Plasma/Wall Interaction and Radiation Damage. 

Progress Report. 

TID-27743 78-06 201 PC A02/MF A01 
POST, THEODORE J. 

An Evaluation of a New Format for Ejection Infor- 

mation in a NATOPS Manual. 

AD-A056 910/3GI 78-22 1C PC A04/MF A01 
POSTEL, J. R. 

Preliminary Report, R/V Thomas G. Thompson, 

Cruise TT111, Westport, Washington, to Seattle, 

Washington, 15 September--5 October 1976. 

RLO/2225/T26-44 78-13 8A PC A02/MF AQ1 
POSTEL, JONATHAN 

ARPANET Protocol Handbook, 

AD-A052 594/9GI 78-14 17B PC A22/MF AO1 


POTEMRA, T. A. 


POSTEL, JONATHAN B. 
ARPANET Transition Opportunities and Gateway 
Considerations. 
AD-A052 021/3G! 78-13 98 PC A03/MF A01 
POSTLETHWAITE, A. 
An Investigation into the Aerodynamic Charac- 
teristics of Axisymmetric Bluff Bodies of Ellipsoidal 
Shape with Protuberances. 
N78-14013/4GI 78-09 1A PC A05S/MF A01 


POSTMA, A. K. 


Experimental and Theoretical Studies on Water and 
Gas Release from Heated Concrete. 
HEDL-SA-1380 78-18 181 PC A02/MF A01 


lodine Behavior in a PWR Cooling System Follow- 
ing a Postulated Steam Generator Tube Rupture 
Accident, 


PB-276 360/5GI 78-07 181 PC A04/MF A01 
POSTMA, F. W. JR. 


Calculator Program for the Comparison of Particle 
Size Distribution Measurements Between Transmis- 
sion Electron Microscopy and the Liquid Centrifuge 
Technique. 

K-1899 78-08 148 PC A03/MF A0O1 


POSTMA, N. D. 


80- to 100-HP Stirling Engine Feasibility Study. 

Progress Report No. 21, January--March 1977. 

COO-2631-21 78-07 21G PC A02/MF A01 
POSTON, ALAN M. 


The Effects of Eliminating Minor Graduations on 
Dial Reading Performance. 
AD-A046 709/2G! 78-03 1C PC A02/MF A01 


A Survey of Existing Computer Programs for Air- 
crew Workload Assessment. 
AD-A058 518/2GI 78-25 5i PC A02/MF A01 


POSTON, J. W. 


Evaluation of the Distribution of Absorbed Dose in 
Child Phantoms Exposed to Diagnostic Medical X 


Rays. 
ORNL/TM-5933 78-20 6R PC A11/MF AQ1 
POSTON, T. M. 


Biological Effects of Activation Products and Other 
Chemicals Released from Fusion Power Plants. 
BNWL-2023 78-13 6F PC A03/MF A01 


POTANIN, Y. N. 


Experimental Evidence of Opened and Closed Mag- 
netospheres Existence. 
N78-17548/6GI 78-12 4A PC A02/MF A01 


POTAP’EV, S. V. 


First Results of Deep Seismic Studies of the Earth's 
Crust in the Central Part of Western Siberia. 
UCRL-Trans-11358 78-23 81 PC A02/MF A01 


POTAPOV, V. I. 


On the Question of Copper lon Mobility in Germani- 
um (K Voprocy Ob Izuchenii Podvizhnosti lonov 
Medi V Germanii)--Translation. 

PB-285 284-T/GI 78-25 20L PC A02/MF A01 


POTASH, LAWRENCE M. 


Factors in Design of Hardcopy Topographic Maps. 

AD-A049 621/6G! 78-09 8B PC A03/MF A01 
POTEET, K. H. 

High Fiux Isotope Reactor. Quarterly Report, April-- 

June 1977. 

ORNL/TM-6063 78-07 181 PC A02/MF A01 

High Flux Isotope Reactor. Quarterly Report, vanua- 

ty, February, and March of 1977. 

ORNL/TM-5977 78-08 18! PC A02/MF A01 

High Flux Isotope Reactor. Quarterly Report, July-- 

September 1977. 

ORNL/TM-6188 78-14 18! PC A02/MF A01 


High Flux Isotope Reactor. Quarterly Report, Oc- 
tober--December 1977. 
ORNL/TM-6295 78-17 181 PC AO2/MF AO1 


POTEMKIN, A. YA. 


On the Question of Copper lon Mobility in Germani- 
um (K Voprocy Ob Izuchenii Podvizhnosti lonov 
Medi V Germanii)--Translation. 

PB-285 284-T/GI 78-25 20L PC A02/MF A01 


POTEMKIN, E. L. 


Doses of High Energy 1GeV - 5TeV Particles in Tis- 
sue-Equivalent Phantoms. 
IFVE-ORZ-74-58 78-18 6R MF A01 


POTEMPA, KENNETH W. 


Proceedings of the Human Factors Testing Con- 
ference 1-2 October 1968. 
AD-866 485/6G! 78-16 5E PC A14/MF A01 


POTEMAA, T. 


Heating the ionosphere with radio waves. 
AD-405 334/4GI 78-14 4A PC A02/MF A01 


POTEMAA, T. A. 
Acoustic-gravity waves in the atmosphere. 


PA-1129 





AD-478 724/8GI 
POTH, H. 
Investigation of X-Rays from Light Antiprotonic 


Atoms. 
KFK-2459 


POTH, LEONARD A. 
Railroad Impact Study - 63 Rail Line Segments in 
South Dakota, 

PB-276 934/7GI 78-09 5C PC A10/MF AQ1 
Railroad Impact Study - 63 Rail Line Segrents in 
South Dakota. Appendix, 

PB-276 935/4GI 78-09 5C PC A99/MF A01 

POTHIER, N. E. 

Valve Maintainability in 


Generating Stations. 
AECL-5913 


POTJEWYD, J. 
An Atomic Hydrogen Supersonic Nozzle Beam 


Source. 
N78-24907/5GI 


POTLS, D. M. 
Family Spacing and Limitation -- Acceptable and 
Effective Techniques Still in the Future. 
HRP-0024414/5GI 78-17 6E Not Available NTIS 


POTMESIL, M. 


Programmer's Manual for the CHAP Line-Drawing 
Processing Language (Revised). 
AD-A049 710/7GI 78-09 9B PC AOS/MF A01 


POTMESIL, MICHAEL 


QUADRAW User Manual, 
AD-A046 056/8G! 78-02 9B PC AOS/MF A01 


POTOCSKY, GABRIEL T. 


Frost Degree Day and Related Theoretical Ice 
Thickness Curves for Selected Russian Arctic Sta- 
tions. 

AD-A048 735/5GI 


POTOKAR, M. 


Measurements of 14 Mev Neutron Radiative Capture 
gamma -Ray Spectra and Integrated Cross Sections 
in SC, Y, PR and HO. 
INDC(YUG)-5/L 


POTSAID, MAJIC C. 


Relative Efficacy of Radionuclide Imaging and Com- 
puted Tomography of the Brain. 
HRP-0017707/1GI_ 78-07 6E Not Available NTIS 


POTSKO, TED 


A Study to Determine Thos» Areas in which Vessel 
Simulation May be Effectively Applied to the Ac- 
complishment of Coast Guard Vessel Operational 
Training. 

AD-A056 766/9GI 


POTT, G. 


Recalibration of High Temperature Thermocouples 
Exposed to Neutron Flux. 
EUR-5648 78-23 


POTTER, A. E. 
Revised Estimates for Ozone Reduction by Shuttle 


Operation. 
N78-28705/9GI 


POTTER, ALAN 
The Relationship of Alcohol Treatment to Client 


Earnings, 
PB-282 596/6GI 


POTTER, ALAN D. 


Goal Attainment Approach to Program Evaluation in 
Mental Health. 
HRP-0016503/5G! 


POTTER, B. E. 
Shared-Ride Taxi 
Requirements Study. 
PB-275 335/8GI 

POTTER, D. |. 

Void Swelling and Segregation in Dilute Nickel Al- 
loys. 
CONF-770641-1 

POTTER, DAVID M. 


Two Routines to Convert Data to Units in DB for the 
UNIVAC 1230. 
AD-A046 688/8GI 


POTTER, DONALD E. 
Comparison of Chronic Peritoneal Dialysis and 


Chronic Hemodialysis in Children. 

PB-284 070/0G‘ 78-23 6E PC A03/MF A01 
POTTER, G. A. 

Composition of eta Carbide in Hastelloy N after 

Aging 10,000 Hr at 815 exp OC. 

ORNL-5340 78-09 11F PC AG3/MF A01 

Transformations Occurring on Aging of 16-8-2 Weld 


Metal. 
ORNL-5400 


78-14 20A PC A0S/MF A01 


78-19 20H MF AO1 


CANDU-PHW Nuclear 


78-23 181 PC A02/MF A01 


78-19 7D PC AOS/MF A01 


78-07 8L PC A03/MF A01 


78-04 2CH MF A01 


78-22 5i PC A99/MF A01 


14B PC A02/MF AO1 


78-23 4A PC A03/MF A01 


78-20 5K PC A06/MF A01 


78-11 6E Not Availabie NTIS 


Computer Control 


System 


78-06 13B PC A04/MF A01 


78-05 11F PC AQ2/MF A01 


78-03 17A PC A02/MF A01 


78-25 11F PC A04/MF A01 


PA-1130 


POTTER, G.E. 
High Temperature Thermal Diffusivity Furnaces and 


Techniques for Measurement 
AD-004 713/4GI 78-18 


POTTER, G. L. 
Atmospheric Statistical Dynamic Models. Climate 
Experiments: Albedo Experiments with a Zonal At- 
mospheric Model. 
UCRL-81284 78-25 4B PC A02/MF A01 
Atmospheric Statistical Dynamic Models. Model 
Performance: The Lawrence Livermore Laboratoy 
Zonal Atmospheric Model. 
UCRL-81282 78-25 4B PC A03/MF A01 
Possible Climatic Impact of Large Scale Solar Ther- 
mal Energy Production. 
UCRL-78855 

POTTER, G. M. 
Carbon-in-Pulp Silver Adsorption 
Leach Slurries of a Silver Ore. 
PB-279 681/1GI 78-16 8! 

POTTER, GEORGE M. 
Molybdenite Flotation. 
PAT-APPL-900 830/GI 

POTTER, J. E. 


High Altitude Attitude Determination Study. 
AD-A053 322/4G! 78-15 22A PC A12/MF A01 
Reprint: Population of the Vibrational Levels of the 
Ground State of Nitrogen by Low Energy Electron 
Scattering. 
AD-A052 785/3G! 
POTTER, J. M. 


Experimental Permeability Studies at Elevated Tem- 
perature and Pressure of Granitic Rocks. 
LA-7224T 78-26 8! °C A06/MF A01 


Microprocessor-Controlled CAMAC Data Link 
Module. 
LA-7299-M 


POTTER, K. 


Access Control System for ISABELLE. 
BNL-23542 78-17 20G PC A02/MF A01 


POTTER, LOREN D. 


The Concentrations of Ten Heavy Metals in Some 
Selected Lake Powell Game Fishes, 
PB-273 026/5GI 78-01 6F PC AOS/MF A01 


POTTER, MICHAEL T. 


An Efficient Computational Approximation to the 
Lorentz Line Molecular Absorption Coefficient. 
AD-A052 686/3G! 78-14 20F PC A07/MF A01 


POTTER, P. E. 


Geochemistry, Petrology, and Basin Analysis. Quar- 
terly Report. 
ORO-5201-3 


POTTER, R. 


ERROR. 
TID-27608/1 


POTTER, R. C. 


Effectiveness of Audible Warning Devices on Emer- 
gency Vehicles. 
PB-274 567/7GI 


POTTER, R. M. 


Anomalous Fracture-Extension Pressure in Granitic 
Rocks. 
LA-UR-78-548 


POTTER, ROY F. 


Emittance Calorimetric Method. 
PATENT-4 041 313 


13A PC AO2/MF A01 


78-03 48 PC A02/MF A01 


from Cyanide 


PC A03/MF A01 


78-20 81 PC A02/MF A01 


78-14 7D PC A02/MF A01 


78-26 20G PC A03/MF A01 


78-25 8G PC A03/MF A01 


78-20 9B PC A02/MF A01 


78-04 13F PC AO7/MF A01 


78-18 8! MF A01 


78-05 20F Not available NTIS 
POTTER, W. E. 


Reprint: Density and Composition of the Neutral At- 
mosphere at 140 km from Atmosphere Explorer C 
Satellite Data. 

AD-A048 824/7GI 


POTTINGER, D. E. L. 


Canonical Approach to Instantons and Multiple 
Vacua in Abelian Gauge Theories. II. 
NBI-HE-77-8 78-06 20H MF A01 


POTTS, D. 


Effect of Patients’ Individual Characteristics Upon 
Activity Times for Items of Nursing Care. 
HRP-0024877/3GI 78-25 6E Not Available NTIS 


POTTS, D. M. 


implementation of Family Planning Programmes. 
HRP-0017368/2GI 78-05 6E Not Available NTIS 


POTTS, DENNIS L. 
An Investigation of the Effectiveness, Selection and 
Evaluation of Navy Exploratory Development Pro- 


grams. 
AD-A050 217/9GI 


78-08 4A PC A02/MF A01 


78-10 5A PC A06/MF A01 


POTTS, FREDERICK C. 
A Study of Failure Mode and Effects Analysis and 


Its Role in Air Force Program Management. 
AD-A050 406/8G! 78-10 5A PC AOS/MF A01 


POTTS, FREDERICK CHARLES 


A Study of Failure Mode and Effect Analysis and Its 
Role in Air Force Program Management. 
78-08 5A PC AOS/MF A01 


AD-A048 877/5G! 
POTTS, J. D. 

Commercial Scale Expanded Bed Hydroprocessing 

of Solvent Refined Coal (SRC) Extract. Interim 

Technical Progress Report. 

FE-2038-17 78-17 21D PC A03/MF A01 


Commercial Scale Expanded Bed Hydroprocessing 
of Solvent Refined Coal (SRC) Extract. July Monthly 
Technical Progress Report. 

FE-2038-14 78-09 21D PC A02/MF A01 


Commercial Scale Expanded Bed Hydroprocessing 
of Solvent Refined Coal (SRC) Extract. Monthly 
Technical Progress Report, January. 

FE-2038-21 78-17 7D PC A03/MF A01 
Commercial Scale Expanded Bed Hydroprocessing 
of Solvent Refined Coal (SRC) Extract. October 
Monthly Technical Progress Report. 

FE-2038-18 78-13 70 PC A02/MF A01 


POTTS, J. R. 
Evaluation of Powder Processed Turbine Engine 


Ball Bearings. 
AD-A046 695/3G! 


POTTS, M. J. 
Manual for the Application of NURE 1974--1977 


Aerial gamma-Ray Spectrometer Data. 

GJBX-13(78) 78-23 81 PC A09/MF A01 
POTTS, W.J. JR. 

Purification of Hydrocarbons for Use as Solvents in 


Far Ultraviolet Spectroscopy 

AD-009 906/9G! 78-18 7D PC A02/MF A01 
POTTS, WILLIAM M. 

Highly Unsaturated Fatty Acids. Il. Fractionation by 

Urea Inclusion Compounds 

AD-024 321/2GI 78-18 7D PC A02/MF A01 
POTY, B. 

Fluid Phases Contemporaneous with the Diagenesis 

of Sandstones, Tectonic Movements and Operation 

of the Nuclear Reactors of Oklo (Gabon Republic). 

LA-tr-78-17 78-19 8G PC A03/MF A01 
POUCHOJ, J. L. 

Creep of Molybdenum Irradiated with Fission Frag- 

ments at Low Temperature. 

ORNL-tr-4572 78-25 
POUDER, R. 

Assessment of Energy Research, Development, and 

Demonstration Priorities for New York State. Interim 

Report. Volume li. Reference Case Supply/Demand 

Projections; Fuel Demand Tables and Summaries. 

BNL-50735(V.2) 78-19 10A PC A08/MF A01 
POUGHEON, F. 

Polarization of the Residual Nucleus in the Reac- 

tion: Exp 16 O( Exp 16 O, exp 12 C) exp 20 Ne* Im- 

plies alpha + exp 16 0. 

IPNO-PhN-77-01 78-08 20H MF A01 

Strong Polarization of the Residual Nucleus in a 

Heavy-lon Induced Transfer Reaction. 

IPNO-PhN-77-09 78-14 20H MF A01 


POUKEY, J. W. 


Power Flow Studies of Magnetically Insulated Lines. 
SAND-77-1365C 78-08 20G PC A02/MF A01 


REB Propagation and Combination 
Channels. 
SAND-77-1548C 


POULAKOS, W. 
Illinois Energy Contingency Plan. Executive Sum- 


mary. 
PB-278 714/1GI 
POULARD, S. 


Ultrasonic Spectral Analysis Application to Granular 
Composite Materials Nondestructive Testing. 
CEA-CONF-3691 78-02 110 MF A01 


POULHEIM, K. F. 


Application of Phantoms of the Human Body for 
Solving Radiation Protection Problems. 
SAAS-278 78-18 6R MF A01 


POULIN, MURIEL 


Peer Review -- Accountability and Legal Implica- 
tions. 
HRP-0024573/8G! 
POULIN, MURIEL A. 
Accountability -- A Professional imperative. 
HRP-0025157/9GI 78-21 6E Not Available NTIS 


Nurse Administrator: Survival in the Executive Jun- 
gle. 


78-03 131 PC AOS/MF A01 


11F PC A02/MF A01 


in Plasma 


78-11 18A PC A02/MF A01 


78-13 10A PC A0Q3/MF A01 


78-22 6E Not Available NTIS 





HRP-0017834/3GI 78-07 5J Not Available NTIS 
POULIOT, H. N. 
Variable-Displacement Spark-ignition Engine. Final 


Report. 

SAND-77-8299 78-25 21G PC A06/MF A01 
POULSEN, L. L. 

Reprint: Collision-Induced Electronic Deactivation 

of N2 (B 3Pi(g)). 

AD-A049 372/6GI 78-09 7D PC A02/MF A01 
POULSEN, P. 

High Energy Negative Deuterium Beams Using Dou- 

ble Charge-Exchange or Surface Production. 

UCRL-80406 78-14 18A MF A01 

MPD Streaming Plasma Source for MFTF. 

UCID-17537 78-06 201 PC A02/MF A01 

Negative Beam Generation, Transport, and Ac- 

celeration. 

UCRL-79728 78-12 18A PC A02/MF A01 

Sixty Kev D exp - BEAMS Using Double Charge- 

Exchange System. 

UCRL-80102 78-13 20G PC A02/MF A01 
POULSON, BARRY W. 

Economic Analysis of the National Measurement 

System, 

PB-274 049/6GI 78-03 148 PC A03/MF A01 
POULSON, R. E. 

Anaerobic Fermentation of Simulated In-Situ Oil 

Shale Retort Water. 

LBL-6855 78-14 21D PC A0Q2/MF A01 

High Performance Liquid Chromatographic Charac- 


terization of Oil Shale Retort Waters. 
BNWL-SA-6052 78-01 8G _ Not available NTIS 


POUND, CHARLES E. 
Long-Term Effects of Land Application of Domestic 


Wastewater, Hollister, California, Rapid Infiltration 
Site 


PB-283 405/9GI 78-22 13B PC A08/MF A01 
POUND, G.M. 


An Application of Absolute Rate Theory to Diffusion 
in the Solid State 
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Reprint: Prophylactic and Therapeutic Use of Tetra- 
cycline during an Epizootic of Ehrlichiosis among 
Military Dogs. 

AD-A054 821/4GI 


PREMO, D. A. 


Nanosecond Time Transfer Via Shuttle Laser Rang- 
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Hazard Evaluation and Technical Assistance Report 
No. TA 77-52, Jay Instruments and Specialty Com- 
pany Cincinnati, Ohio, 
PB-278 968/3GI 
PRICE, JAMES H. 
Dental Health Education for the Mentally and Physi- 
cally Handicapped. 
HRP-0024777/5GI 78-26 6E Not Available NTIS 
Hazard Evaluation and Technical Assistance Report 


No. TA 77-45, Appalachian Laboratory for Occupa- 
tional Safety and Health, Morgantown, West Vir- 


78-14 6J PC A02/MF A01 


ginia, 
PB-278 838/8GI 78-14 6J PC AQ3/MF A01 


Health Hazard Evaluation Determination Report 

Number 76-60-398, Hayes-Albion Corporation, Wol- 

verine Plastics Division, Milan, Michigan, 

PB-273 749/2GI 78-03 6J PC A04/MF A01 
PRICE, JAMES M. 

Reprint: Note on the Significance of a Previous 

Rossby Wave Fit to Internal Temperature Fluctua- 


tions in the Eastern Pacific. 
AD-A052 186/4GI 78-13 8C PC A02/MF AO1 


Soviet Middle East Policy Since the October War. 
AD-A047 106/0GI 78-04 5D PC A07/MF A01 


PRICE, JEROME J. 


Pressure Actuated Sensor Switch with Bobbin, Trip 
Cord and Breakwire. 


PATENT-4 046976 78-19 9A _ Not available NTIS 


PRICE, K. R. 


Evaluation of Scintillation Probe Profiles from 200 
Area Crib Monitoring Wells. Volume |. 
ARH-ST-156(V.1) 78-08 18G PC A03/MF A01 


Evaluation of Scintillation Probe Profiles from 200 
Area Crib Monitoring Wells. Volume Ill. 

ARH-ST-156(V.3) 78-08 18G PC A11/MF A01 
Evialuation of Scintillation Probe Profiles from 200 


Area Crib Monitoring Wells. Volume Il. 
ARH-ST-156(V.2) 78-08 18G PC A11/MF A01 


PRICE, M. 


Release of Cadmium, Chromium, Copper, Nickel 
and Zinc by Sewage Sludge and the Subsequent 
Uptake by Members of a Turtle Grass (Thalassia 
Testudinum) Ecosystem 

CEER-2 78-02 8A _ Not available NTIS 


PRICE, M. L. 


Radiation Design Handbook for the Jupiter Probe, 
N77-83137/8GI 78-16 22B PC A09/MF A01 


PRICE, W. G. 


PRICE, MARY 
Biological Availability of Pollutants to Marine Or- 
ganisms. 
PB-281 187/5GI 


PRICE, MCGLONE 


Techniques for Estimating Flood-Depth Frequency 
Relations on Natural Streams in Georgi 
PB-275 381/2GI 


PRICE, N. H. 
Chemical Analysis of PVC Medical Devices Found 


to Be Reactive. 
PB-283 947/0GI 


PRICE, PAUL 


TNT Equivalency of M10 Propellant. 
AD-A055 977/3GI 78-20 19A PC A04/MF A01 


PRICE, R. H. 
Miniature X-Ray Point Source for Alignment and 
Calibration of X-Ray Optics. 
UCRL-79777 78-17 
PRICE, R. J. 
Assessment of Carbon and Silicon Carbide as First 
Wall Materials in Inertial Confinement Fusion Reac- 
tors. 
UCRL-13801 78-25 18A MF A01 


Carbon and Silicon Carbide as First Wall Materials 
in Inertial Confinement Fusion Reactors. 
GA-A-14894 78-25 18A PC A06/MF A01 


Strength Testing of Production Grade H-451 Gra- 
phite; LOTS 472, 478, and 482. 
GA-A-14269 78-03 11B PC A0S/MF A01 


PRICE, R. R. 


Review of Information Processing in Medical iImag- 
ing. Proceedings of Fifth International Conference, 
Nashville, Tennessee, June 27--July 1, 1977. 

ORNL/BCTIC-2 78-19 6E MF A01 


PRICE, STEPHAN D. 


The AFGL Four Color Infrared Sky Survey: Supple- 

mental Catalog. 

AD-A048 048/3G! 
PRICE, T. D. 


Microelectronic Transceiver Development Program. 
Phase I. 


AD-A054 704/2G! 78-17 17B PC A02/MF A01 
Programmer's Manual for SNAP Ii Computer Pro- 


78-18 6F PC AO7/MF A01 


gia. 
78-06 8H PC A03/MF A01 


78-23 6L PC A04/MF A01 


18A PC A02/MF A01 


78-06 38 PC A0S/MF A01 


gram, 
AD-A054 694/5G! 
User's Manual for SNAP li Computer Program, 


78-17 9E PC A08/MF A01 


AD-A054 696/0G! 
PRICE, V. 


Field Manual for Stream Water and Sediment 
Reconnaissance. 
OPST-77-363 78-14 81 PC AOS/MF A01 


NURE Geochemical Investigations in the Eastern 
United States. 
OP-MS-77-101 78-21 8! PC AQ3/MF A0O1 


Savannah River Laboratory Hydrogeochemical and 
Stream Sediment Reconnaissance. Orientation 
Study Data Release VI: Leesville, South Carolina, 
Area. National Uranium Resource Evaluation Pro- 
gram. 

OPST-78-141-1 78-21 8! PC A03/MF A01 


Savannah River Laboratory Hydrogeochemical and 
Stream Sediment Reconnaissance. Preliminary 
Basic Data Release, Ground Water in Winston- 
Salem 1 exp 0 X 2 exp O NTMS Area, North 
Carolina, Virginia, and Tennessee. National Uranium 
Resource Evaluation Program. 

OPST-78-146-3 78-25 8: PC AOS/MF A01 


Savannah River Laboratory Hydrogeochemical and 
Stream Sediment Reconnaissance. Preliminary Raw 
Data Release Winston-Salem 1 exp 0 X 2 exp 0 
NTMS Area, North Carolina, Virginia, Tennessee. 
National Uranium Resource Evaluation Program. 

OPST-77-146-1 78-10 8D PC A09/MF A01 


Savannah River Laboratory Hydrogeochemical and 
Stream Sediment Reconnaissance. Raw Data 
Release V; Studies in the Spruce Pine, Moore, and 
Johnston, North Carolina, Areas. National Uranium 
Resource Evaluation Program. 

OPST-77-141-1 78-15 8l 


PRICE, W. ARMSTRONG 


The Low-Energy Coast and Its New Shoreline Types 
on the Gulf of Mexico 
AD-020 971/8GI 


PRICE, W. E. 


Voyager Electronic 
Volume 1. 
N78-15162/8GI 
PRICE, W. G. 
Symposium on Naval Hydrodynamics. Unsteady 
Hydrodynamics of Marine Vehicles (11th) Held at 


the University College, London (England) on 28 
March - 2 April 1976. 


78-17 9E PC AOS/MF AO1 


PC AO7/MF AO1 


78-21 8F PC A02/MF A01 


Parts Radiation Program, 


78-10 22B PC A10/MF A01 


PA-1137 





AD-A055 859/3GI 
PRICE, W.G. JR. 
Multigroup Calculations of Low Energy Neutral 


Transport in Tokamak Plasmas. 
PPPL-1384 78-12 201 PC A04/MF A01 


Neutronic Calculation and Cross Section Sensitivity 
Analysis of the Livermore Mirror Fusion/Fission 
Hybrid Reactor Blanket. 

PPPL-1370 78-07 


PRICE, W. H. 
Generalized Geology of the 241-Sy Tank Farm. 
ARH-LD-139 78-15 18G PC A03/MF A01 


Geology of the 241-A Tank Farm. 
ARH-LD-127 78-07 8G 


Geology of the 241-AX Tank Farm. 
ARH-LD-128 78-07 8G 


Geology of the 241-B Tank Farm. 
ARH-LD-129 78-07 8G 


Geology of the 241-BX Tank Farm. 
ARH-LD-130 78-07 8G 


Geology of the 241-BY Tank Farm. 
ARH-LD-131 78-07 8G 


Geology of the 241-C Tank Farm. 
ARH-LD-132 78-15 18G 


Geology of the 241-S Tank Farm. 
ARH-LO-133 78-15 18G 


Geology of the 241-Sx Tank Farm. 
ARH-LD-134 78-15 18G 


Geology of the 241-T Tank Farm. 
ARH-LD-135 78-15 18G 


Geology of the 241-Tx Tank Farm. 
ARH-LD-136 78-15 18G 


Geology of the 241-Ty Tank Farm. 
ARH-LD-137 78-15 18G 


Geology of the 241-U Tank Farm. 
ARH-LD-138 78-15 18G 


PRICE, W.L. 


Simulation of the 10-Node Data Communication 
Network Operating with Link Speeds of 9.6 Kb/S. 
N78-18297/9GI 78-13 17B PC A03/MF AO1 


PRICE, WALTER 


Reorganizations of Health Agencies by Local 
Government in American Urban Centers: What Do 
They Portend for ‘Public Health’. 

HRP-0023368/4Gi 78-20 5K Not Available NTIS 


PRICE, WILLIAM A. 
List of Computer Programs for Computer-Aided 


Structural Engineering. 
AD-A052 769/5GI 78-14 


PRICE, WILLIAM F. 


Health Education for the Elderly -- A Senior Health 
Education Program. 
HRP-0023876/6GI 


PRICHARD, B. A. JR. 
Development of the TFTR Neutral Beam Injection 
System. 
CONF-771129-7 78-15 18A PC A02/MF A01 
Possibie Neutral Beam Requirements for TFTR Up- 


grades 
CONF-770940-15 


PRICOLO, DENNIS M. 


Naval Presence and Cold War Foreign Policy. A 

Study of the Decision to Station the 6th Fleet in the 

Mediterranean, 1945-1958. 

AD-A058 702/2GI 78-25 5D PC A07/MF A01 
PRIDDLE, E. K. 


Fatigue Crack Length Measurement System for 
Materials immersed in High Temperature Liquid 
Sodium Environments. 
CEGB-RD/B/N-4017 


PRIDDY, KENNY THOMAS 


78-20 13J PC A99/MF A01 


18A PC A03/MF A01 


PC A04/MF AO1 


PC A04/MF A01 


PC AO04/MF A01 


PC A04/MF A01 


PC A03/MF A0O1 


PC A04/MF A01 


PC A04/MF AO1 


PC AO5/MF AO1 


PC &£04/MF AO1 


PC AOS/MF A0O1 


PC A04/MF A01 


PC A04/MF A01 


13M PC A06/MF A01 


78-10 6E Not Available NTIS 


78-15 18A PC A02/MF A01 


78-10 11F MF AO1 


The Potential Benefit of improving the Dissemina- 
tion of Agricultural Weather Information to the Mis- 
sissippi Cotton Farmer. 
E78-10153 


78-21 4B PC A05S/MF A01 


PRIDDY, T. G. 


Experimental-Analytical Comparison of the Ductile 
Failure of Notched Tensile Bars. 
SAND-77-0727 78-12 11F PC AO3/MF A01 


PRIDE, J. D. JR. 


Aircraft Energy Efficiency Laminar Flow Control 

Wing Design Study. 

N78-13042/4G! 
PRIDE, R.A. 


Environmental Effects on Composites for Aircraft. 
N78-25135/2GI 78-20 11D PC A02/MF A01 


PRIEM, R. J. 


Effluent Characterization from a Conical 
surized Fluid Bed. 


78-08 1C PC A03/MF A01 


Pres- 


PA-1138 


N78-21596/9GI 
PRIEN, C. H. 


Sampling and Analysis Research Program at the 
Paraho Shale Oil Demonstration Plant. 
PB-284 027/0GI 78-23 81 PC AOS/MF A01 


PRIES, C. 
Comparative Evaluation of Trace Elements in Blood. 
IR!-133-76-10 78-03 6A MF A01 
PRIES, THOMAS H. 
Crosswind Measurements through Pattern Recogni- 
tion Techniques. 
PATENT-4 028 673 78-10 4B Not available NTIS 
PRIESTER, LAMAR E. 


Reprint: Polychlorinated Biphenyls (Aroclor 1242): 

Effects of Uptake on E. coli Growth, 

PB-279 750/4GI 
78-15 6T 


PRIESTER, WITTA 


Reprint: Polylithium Compounds. 8. Synthesis of Al- 
lenes and Acetylenes from  Perlithiopropyne, 
Trilithiobutyne, and Dilthio-3-Methyibutyne. 

AD-A045 395/1GI 78-01 7C PC A02/MF A01 


Reprint: Polylithium Compounds. 10. Preparation 

and Chemistry of Polylithiated 2,4-Hexidiyne. 

AD-A051 046/1GI 78-11 7C PC A02/MF A01 
PRIEUR, J. 

Fundamental Aerodynamic Study of Local Injection 

in a Turbulent Boundary Layer. 

N77-33127/0GI 78-04 20D PC A06/MF A01 


PRIEVE, D.C. 


Synthoil Hydrodynamics. Combined Third and 

Fourth Quarterly Report, December 1, 1975--May 

31, 1976. 

COO-0056-2 78-19 7A PC A04/MF AO1 

Synthoil Hydrodynamics. Final Report. 

COO-0056-4 78-03 7A PC A02/MF A01 
PRIEZZHEV, V. B. 


Problem of Detection of the Bose-Condensate in He 


78-16 10A PC A02/MF A01 


(Order as PB-279 739, MF A01) 


JINR-R17-9634 
PRILLINGER, G. 


Calculation of Electron and Bremsstrahlung Fields 
in Heterogenous Material Layers. 
IKE-6-96 78-19 


PRIMAKOFF, H. 


Atomic Excitation and lonization Accompanying Or- 
bital Electron Capture by Nuclei 
AD-014 257/0GI 78-18 20H PC A02/MF A01 


“Nonmesonic" Bound V-Particle Decay 
AD-028 634/4GI 78-18 20H PC A02/MF A01 


On Statistical Estimation in Physics 
AD-028 270/7GI 78-18 12A PC A02/MF A01 


The Polarization of Cosmic Ray Muons 
AD-215 401/1GI 78-16 20H PC A02/MF A01 


PRIMDAHL, I. S. 


Occurrences of the Polar Slant E Condition - SEC 
at Narssarssuaq, Godhavn, Thule, 1973. 
N78-20707/3GI 78-15 4A PC A04/MF AO1 


PRIME, J. B. JR. 


Cable Neutral Corrosion, Phase Il. Outdoor High 
Voltage and High Current Short Circuit Tests on 
Single Phase Extruded Dielectric Primary Distribu- 
tion Cables. Phase II: Final Report, December 1977. 
EPRI-EL-619(V.2) 78-14 9A PC AOS/MF A01 


PRIMEAUX, MARTHA 


Caring for the American Indian Patient. 
HRP-0019786/3Gi 78-16 6E Not Available NTIS 


PRIMMER, STANLEY L. 


The Breadth of the Territorial Sea -- A Common 
United States and Soviet Union Position. 
AD-A053 995/7GI 78-16 5D PC A04/MF A01 


PRINCE, C. H. 


Aircraft Wing Fire Tests in the Uac Jet Burner Test 
Stand. 
AD-491 698/7GI 


PRINCE, E. 


Reprint: Ammonium Perchlorate: Reinvestigation of 
the Crystal Structure at 298 K. 
PB-275 132/9GI 78-06 20B Not available NTIS 


Reprint: Neutron Scattering Studies of Crystal 
Dynamics and Order-Disorder Phase Transitions in 
Alkali Cyanides. 

PB-276 223/5GI 78-08 20L Not available NTIS 
Reprint: Refinement of alpha-Lead Azide by 


Neutron Diffraction. 
PB-278 414/8GI 


PRINCE, ERIC D. 


How To Build a Freshwater Artificial Reef. (Second 
Edition), 
PB-279 557/3GI 


78-08 20M MF A01 


18F MF AO1 


78-20 1C PC AQ4/MF A01 


78-12 20B Not available NTIS 


78-13 8H PC A02/MF A01 


PRINCE, JOHN L. Ill. 


Investigation of Factors Involved in Reliability As- 
surance of Plastic-Encapsulated Integrated Circuits. 
AD-A050 875/4G1 78-11 9E PC A03/MF A01 


PRINCE, MORRIS DAVID 
Improved Tapered Hole Capacitive Probe. 
PAT-APPL-861 083/GI 


78-12 148 PC A02/MF A01 


PRINCE, R. A. 


Paleomagnetic Stratigraphy of North Pacific Giant 

Piston Core LL44-GPC3 (30 exp 0 20'N, 157 exp 0 

50'W; Mpg-! Study Area). 

COO-2689-8 78-07 8N PC A03/MF A01 
PRINCE, R. C. 


Isclated Photochemical Reaction Centers from Bac- 
teriochlorophyll B - Containing Organisms. 
BNL-23306 78-12 6A PC A02/MF A01 


PRINCE, THOMAS R. 


PSRO: An Evaluation of the Professional Standards 
Review Organization. Volume 5. A Comprehensive 
Case Study: The Colorado PSRO Experience. 

PB-277 040/2GI 78-10 6E PC A17/MF A01 


PRINDLE, A. L. 


Half-Life of 239 Pu as Determined by Pulse-Count- 
ing Mass Spectrometry. 
UCRL-78978 78-19 20H PC A02/MF A01 


PRINDLE, BRYCE 


Improved Fishbite Armor for Deep-Sea Mooring 
Lines. 
AD-A046 066/7G! 


PRINDLE, KIRK 


Cardiac Catheterization Experience in Hospitals 
Without Cardiovascular Surgery Programs. 
HRP-0023671/1GI 78-24 6E PC A02/MF A01 


PRINE, J. R. 


Delayed Radiation Injury of Gut-Exposed and Gut- 
Shielded Mice. ||. The Decrement in Life Span. 
LA-6717-MS(V.2) 78-18 6R PC A02/MF A01 


Late Biological Effects of lonizing Radiation as In- 
fluenced by Dose, Dose Rate, Age at Exposure, and 
Genetic Sensitivity to Neoplastic Transformation. 

LA-UR-78-681 78-20 6R PC A02/MF A01 


PRINGLE, J. E. 
Cyg X-3: Gamma -Rays from a Magnetic Accretion 


Disc. 
MPI-PAE/Astro-114 


Report of the Terrestrial Bodies Science Working 
Group. Volume 3: Venus. 
N77-34076/8GI 78-04 3B PC A03/MF A01 


PRINSEN, P. J. A. 


MTI Parameters for FUCAS. 
N78-26366/2G! 78-21 171 


PRINSLOO, J. 


Comparative Reclamation of Potable Water from 
Biofilter and Activated Sludge Effluents at the 
Stander Water Reclamation Plant. 

N78-25998/3GI! 78-20 13B PC A02/MF A01 


PRINZ, M. 


Programs for Database Management of an INIS-SDI- 
System. 
SGAE-2463 


PRIOR, DAVID B. 


Reprint: Disintegrating Retrogressive Landslides on 
Very-Low-Angle Subaqueous Slopes, Mississippi 
Delta. 

AD-A05S 183/5G! 78-24 8G PC A02/MF A01 


Explanation of Submarine Landslide Morphology by 
Stability Analysis and Rheological Models. 
AD-A054 927/9GI 78-18 8G PC A02/MF A01 


Submarine Landslides in the Mississippi 
Delta. 
AD-A054 926/1GI 


PRIORI, GENNARO 


Improved Fender Systems for Shallow and Deep 
Draft Berths. Phase |. 
PB-283 268/1GI 


PRIOU, M. 


Experimental Test of the Mechanism of Reaction for 
(E,E'p) Coincidence Experiment. 
N78-28930/3GI 78-23 20H PC A02/MF A01 


PRISEAU, W. G. 


Analysis and Evaluation of the Rock Mechanics 
Aspects of the Proposed Salt Mine Repository. 
Summary Progress Report Rsi-0005. 

ORNL/SUB-3706/2 78-03 18G PC A08/MF A01 


PRISLINGER, J. J. 


Fabrication of an Improved Tube-to-Pipe Header 
Heat Exchanger for the Fuel Failure Mockup (FFM) 
Facility. 

ORNL/TM-5733 


78-02 131 PC A0Q3/MF A01 


78-14 3B MF A01 


PC A02/MF A01 


78-01 9B MF A01 


River 


78-18 8G PC A02/MF A01 


78-22 13) PC A10/MF A01 


78-02 18) PC A02/MF A01 





PRITCHARD, D. A. 


Combined Photovoltaic Thermal Collector Testing. 
SAND-78-1191C 78-26 10B PC A02/MF A01 


Performance of a One Kilowatt Concentrator 
Photovoltaic Array Utilizing Active Cooling. 
SAND-78-0946C 78-26 10B PC A02/MF A01 
Real-Time Environmental and Performance Testing 
of Concentrating Photovoltaic Arrays. 
SAND-78-0918C 78-26 10B PC A02/MF A01 


PRITCHARD, JAMES C. 


The Rockland Experience: Lewiston and Auburn, 
Maine Confront Some Tough intercity Issues; a 
Case Study. 

PB-273 897/9GI 78-04 


PRITCHARD, ROBERT D. 


Comparison of Published Measures of Job Satisfac- 
tion on a Taxonomy of Job Rewards. 
AD-A058 138/9GI 78-24 51 PC A03/MF A01 


Effects of Personal Control, Extrinsic Rewards, and 
Competence on Intrinsic Motivation. 
AD-A058 417/7GI 78-25 5J PC A02/MF A01 


Effects of Specific Versus Nonspecific and Absolute 
Versus Comparative Feedback on Performance and 
Satisfaction. 

AD-A055 693/6GI 


PRITCHETT, C. W. 


Cutter Resource Effectiveness Evaluation Model. 
Executive Summary. 
AD-A051 390/3GI 78-12 133 PC A02/MF A01 


Cutter Resource Effectiveness Evaluation Model. 
Volume |. Analysis and Synthesis of Coast Guard 
Programs. 

AD-A051 391/1GI 78-12 13J PC AOS/MF A01 


Cutter Resource Effectiveness Evaluation Model. 
Volume tl. The Evaluation of Craft Performance in 
Coast Guard Programs. 

AD-A051 392/9GI 78-12 13J PC AOQ7/MF A01 


Cutter Resource Effectiveness Evaluation Model. 
Volume Ill. Utilization of the CREE Model. 
AD-A051 393/7GI 78-12 13J MF AO1 


PRITSKY, RICHARD C. 


NORWELD. Second Annual Report, 
ED-142 236 78-20 5B Not available NTIS 


PRIVETT, O.S. 


Polyethenoid Fatty Acid Metabolism. Vill. Nonpoten- 
cy of Cis-9, Trans-12-Linoleate as Essential Fatty 
Acid 

AD-111 160/8GI 78-22 6P PC A02/MF A01 


Preparation of Peroxide Concentrates from Autox- 
idized Fatty Acid Esters 
AD-046 150/9GI 


PRO, R. 


Extinguishing Agents for Mine Face Gas Explo- 
sions. 
PB-283 878/7GI 


PROBINE, MERVYN 


Seismotectonic, Structural, Volcanologic, and 
Geomorphic Study of New Zealand: Indigenous 
Forest Assessment in New Zealand. Mapping, Land 
Use, and Environmental Studies in New Zealand. 
Volume 1. 

E77-10233 78-01 8B PC A07/MF A01 


Seismotectonic, Structural, Volcanologic, and 
Geomorphic Study of New Zealand: Indigenous 
Forest Assessment in New Zealand. Mapping, Land 
Use, and Envi onmental Studies in New Zealand. 
Volume 2. 
E77-10234 


PROBINE, MERVYN C. 


Seismotectonic, Structural, Volcanologic, and 
Geomorphic Study of New Zealand: Indigenous 
Forest Assessment in New Zealand. Mapping, Land 
Use, and Environmental Studies in New Zealand. 
Volume 3. 
E77-10235 


PROBST, H. B. 


Substitution of Ceramics for High Temperature Al- 

loys. 

N78-29246/3GI 78-24 21E PC A02/MF A01 
PROBSTEIN, RONALD F. 


A Kinetic Theory Approach to Electrostatic Probes, 
AD-441 796/0GI 78-16 20! PC AQ4/MF A01 


Structure of a Plasma Shock Wave, 
AD-441 795/2Gi 78-16 201 


PROCHASKA, FRED J. 


Prices, Marketing Margins, and Structural Change 

in the King Mackerel Marketing System, 

PB-286 682/0GI 78-26 6C PC A02 
PROCHAZKA, RUDOLPH J. 


Coaxial Current Probe. 
PATENT-4 039 976 78-19 9E Not available NTIS 


13B PC AQ4/MF A01 


78-20 5J PC A04/MF A01 


78-21 7D PC AQ2/MF A01 


78-23 81 PC A02/MF A01 


78-01 88 PC A07/MF A01 


78-01 8B PC A09/MF A01 


PC A04/MF A01 


PROCHAZKA, SVANTE 
Investigation of Ceramics for High Temperature 


Turbine Components. 
AD-A047 504/6GI 


PROCHNOW, E. 


Free Abrasive Grinding for Precision Optics. 
UCRL-77844(Rev.1) 78-05 118 PC A02/MF A01 


PROCTER, 8.M. 
The Behavior of Some Niobium (V)-Halide Com- 


plexes in Aqueous Media 

AD-232 413/5GI 78-13 7D PC A04/MF A01 
PROCTER, DONALD M. 

Cost-Sharing and Prior Authorization Effects on 

Medicaid Services in California. Part 1t: The 


Beneficiaries’ Reaction. 
HRP-0014887/4GIi 78-05 6E Not Available NTIS 


Cost-Sharing and Prior Authorization Effects on 
Medicaid Services in California. Part Il: The Pro- 
vider's Reaction. 
HRP-0014888/2G! 


PROCTER, H. STEVEN 
Atlanta Center Upgraded Third Generation Enroute 


ATC System Operations: A Case Study. 
AD-A056 180/3GI 78-21 17G PC A08/MF A01 


PROCTOR, CHARLES M. 
Chliorinity Titration, |. Evaluation of Potentiometric 
Errors. 
AD-095 952/8G! 78-22 70 PC A02/MF A01 
Determination of Inorganic Phosphate in Sea Water 
by a Butanol Extraction Procedure 
AD-013 857/8G! 78-18 70 PC A02/MF A01 
PROCTOR, E. K. 
Remote Measurement of Air Pollutants. 
PB-276 592/3GI 78-09 148 PC A03/MF AO1 
PROCTOR, JAMES H. JR. 


Hispanics in Army ROTC: Problems with Recruiting 
and Commissioning. 
AD-A058 331/0GI 


PROCTOR, PAUL DEAN 


Heavy Metal Mobilization, Transportation and Fixa- 
tion in the Fredericktown Co-Ni-Cd-Cu-Zn-Pb 
Providence to Lake Wappapello, Missouri as Re- 


lated to Surface Waters, Stream Sediments and 
Stream Algae. 
PB-282 371/4GI 


PROCTOR, S. G. 


Computerized Mathematical Model for the Anion 
Exchange Processing of Plutonium(IV). 
RFP-2572 78-02 7D PC A03/MF A01 


PRODELL, A. 


High Precision Superconducting Magnets. 
BNL-22556 78-18 20G PC A02/MF A01 


Stability of High Field Superconducting Dipole 
Magnets. 
BNL-23211 78-08 20G PC A02/MF A01 


Ultra Stable High Field Superconducting Dipoles. 
BNL-22552 78-02 20G PC A02/MF A01 


PRODELL, A.C. 


Hyperfine Structure of Tritium in the Ground State 
AD-146 082/3GI 78-22 7D PC A02/MF A01 


PROGAR, D. J. 


Polyimide Adhesives. 
PATENT-4 065 345 


78-05 11B PC A07/MF A01 


78-05 6E Not Available NTIS 


78-25 5i PC A08/MF A01 


78-19 81 PC A03/MF A01 


78-12 11A Not available NTIS 


PROGER, SAMUEL 


Career in Primary Care. 
HRP-0024667/8GI 78-16 5! 


PROKERT, F. 


Method of the Inverse Geometry with a Double 
Filter on a Pulsed Reactor. 
JINR-13-8727 


PROKERT, K. 


Determination of gamma Dose and Neutron Fluence 
During Start-Up of the Greifswaid-1 Reactor. 
TU-Inf-05-11-74 78-18 18K MF A01 
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78-20 6F MF A01 


78-08 20H MF A01 


78-13 81 PC AOS/MF A01 


78-01 8H PC A02/MF A01 


78-13 


13B PC A07/MF A01 


11F PC AO2/MF A01 


PA-1150 


RAHILLY, WILLIAM P. 


Aluminum Arsenide Eutectic Gallium Arsenide Solar 
Cell. 
PATENT-4 070 205 


78-13 10B Not available NTIS 


RAHISER, R.H. 
Electrical Resistivity of Sodium and Sodium-Potas- 


sium Alloys 
AD-013 835/4GI 


RAHKONEN, V. 


Half-Lives of Two-Neutron-Hole O sub 2+ States in 
exp 206 PB and exp 208 Po. 
JU-RR-76/4 


RAHLMANN, D. F. 


Metabolic and Cardiovascular Adaptation, Monkey. 
NASA Smd 3, Project 76, Experiment 44 Conducted 
at NASA/Jsc, 14-25 May 1977. 

N78-24784/8GI 78-19 6S PC A03/MF A0O1 


RAHMAN, A. 


Reprint: Inelastic-Neutron-Scattering Line Shapes 
in PdDO.63. 
PB-278 956/8GI 


RAHMAN, ABDUL R. 


New Energy Saving Techniques for the Production 
of Dense Foods, 
AD-A056 477/3GI 


RAHMAN, DONALD P. 


Reprint: A Comparison of Methods for Estimating 
Human Body Composition. 
AD-A049 240/5G! 78-08 6N PC A02/MF A01 


Reprint: Relationship of Anthropometric Measure- 
ments to Body Fat as Determined by Densitometry 
Potassium-40, and Body Water. 

AD-A051 663/3G! 78-13 6C PC A02/MF A01 


RAHMAN, S. 


Issues in the Future Supply of Electricity to the 
Northeast. 
BNL-50553 


RAHMAN, S. F. 


Chemical and Physical Stability of Refractories for 
Use in Coal Gasification. Fifth Quarterly Progress 
Report, May 1, 1977--July 31, 1977. 

COO-2904-5 78-13 7A PC A04/MF A01 


Chemical and Physical Stability of Refractories for 
Use in Coal Gasification. First Annual Progress Re- 
port, May 1, 1976--April 30, 1977. 

COO-2904-4 78-03 11B PC A04/MF A01 


RAHMAN, Y. E. 


Liposome-Encapsulated Actinomycin for Cancer 
Chemotherapy. 
PATENT-3 993 754 78-22 60 Not available NTIS 


Liposome Encapsulation of Chelating Agents. 
PATENT-3 932 657 78-18 6A _ Not available NTIS 


Mechanisms of Reduction of Antitumor Drug Tox- 
icity by Liposome Encapsulation. 
CONF-770989-1 78-14 60 PC A03/MF A01 


Method of Encapsulating Polyaminopolycarboxylic 
Acid Chelating Agents in Liposomes. 
PATENT-4 016 290 78-22 6A _ Not available NTIS 


RAHMANI, M. A. 


Generalized Vegetation Map of North Merrit Island 
Based on a Simplified Multispectral Analysis. 
N77-32561/1Gi 78-02 8B PC A02/MF A01 


RAHN, R. O. 


Influence of Hg exp 2+ on the Excited States of 
ONA: Photochemical Consequences. 
CONF-770346-1 78-04 6A PC A02/MF A01 


Photochemistry and Photobiology of DNA Contain- 
ing 5-lodouracil and 5-lodocytosine. 
CONF-780226-2 78-18 7E PC A02/MF A01 


Triplet Sensitization of DNA. 
CONF-770453-1 78-01 


RAHNKE, C. J. 


Automotive Gas Turbine Ceramic Regenerator 
Design and Reliability Program. Final Annual Re- 
port, July 1, 1975--September 30, 1976. 

COO-2630-18 78-07 21E PC A13/MF A01 


Ceramic Regenerator Systems Development Pro- 
gram. 


N78-25988/4GI 78-20 13F PC AO7/MF A01 


Ceramic Regenerator Systems Development Pro- 
‘am 


78-18 11F PC A02/MF A01 


78-08 20H MF AO1 


78-14 20B Not available NTIS 


78-21 6H PC A02/MF A01 


78-13 10B PC A0Q6/MF A01 


6A PC A02/MF A01 


gram. 
N78-26997/4GI 

RAI-CHOUDHURY, P. 
Light-Fired Thyristor Development. interim Report. 


78-21 11C PC A06/MF A01 


EPRI-EL-776 78-26 9A PC A08/MF A01 


Quantitative Depth Profiling of Disorder in Si on 
Sapphire: influence of Annealing Ambient. 
SAND-78-1091C 78-25 20L PC A02/MF A01 


Silicon Materials Task of the Low Cost Silicon Solar 
Array Project (Part 2). Fifth Quarterly Report and 
Summary, 1 October 1976--31 December 1976. 
ERDA/JPL/954331-77/1 


78-01 10B PC A08/MF A01 


Silicon Materials Task of the Low Cost Solar Array 
Project (Phase Ill). Effect of Impurities and 
Processing on Silicon Solar Cells. Tenth Quarterly 
Report, 1 January 1978--31 March 1978. 

DOE/JPL/954331-2 78-26 10B PC A0QS/MF A01 


Silicon Materials Task of the Low Cost Solar Array 
Project (Phase 11). Eighth Quarterly Report, July 1, 
1977--September 30, 1977. 

ERDA/JPL/954331-77/4 78-14 10B MF A01 


Silicon Materials Task of the Low Cost Solar Array 
Project (Phase II). Ninth Quarterly Report, October 
1--December 31, 1977. 

DOE/JPL/954431-1 78-21 10B PC A0S/MF AO1 


Silicon Materials Task of the Low Cost Solar Array 
Project (Phase Il). Seventh Quarterly Report, April 1, 
1977--June 31, 1977. 
ERDA/JPL/954331-77/3 

78-16 10B PC A04/MF A01 


Silicon Materials Task of the Low Cost Solar Array 
Project (Phase Il). Sixth Quarterly Report, 1 January 
1977--March 31, 1977. 
ERDA/JPL/954331-77/2 

78-04 10B PC A03/MF A01 


Silicon Materials Task of the Low Cost Solar Array 
Project, Phase 2. 
N78-24622/0GI 


78-19 108 PC A05/MF A01 


RAI, D. 


Batch Kd Measurements of Nuclides to Estimate 
Migration Potential at the Proposed Waste Isolation 
Pilot Plant in New Mexico. 

PNL-2448 78-13 18G PC A0S/MF A01 


Solid Phases and Solution Species of Different Ele- 
ments in Geologic Environments. 
PNL-2651 78-25 18G PC A07/MF A01 


RAI, K. S. 


Radiation Cytogentics of the Yellow-Fever Mosquito 
Aedes aegypti and the Plant Genus Collinsia. Final 
Report, April 1967--September 1977. 

COO-38-1838 78-14 6R PC A02/MF A01 


RAIBERT, MARC H. 


Configuration Space Control. 
AD-A055 668/8G! 78-20 9B PC A03/MF A01 


RAIFFA, HOWARD 


An Application of the Duality Theorem of Linear 
Programming to Testing Hypotheses 
AD-111 321/6GI 78-22 12B PC A02/MF A01 


RAIKES, S. A. 


Regional Variations in Upper Mantie Compressional 
Velocities Beneath Southern California 1. Post- 
Shock Temperatures: Their Experimental Deter- 
mination, Calculation, and Implications, 2.. 

N78-29675/3GI 78-24 8K PC A14/MF A01 


RAIL, ROBERT D. 


High Lateral Load Capacity, Free-Fall Deadweight 
Anchor. 
PAT-APPL-867 631/GI 


78-14 13J PC A0Q2/MF A01 


RAILE, M. N. 


Decommissioning of Division of Military Application 
Equipment at Hanford. Summary Report. 
ARH-ST-141 78-08 18G PC A03/MF A01 


RAILIO, J. 


Influence of Tightening of the Windows on the Con- 
densation and the Heat Economy. 
UCRL-Trans-1548 78-26 13M PC A02/MF A01 


Possibilities of Improving the Heat Insulation of the 
Windows. 


UCRL-Trans-1549 78-26 13M MF A01 


RAIMONDI, E. J. 


Recess Fasteners. 


AD-A053 221/8G! 78-15 13E PC A09/MF A01 


RA!MONDO, S. 


Single and Dual Air Curtain Jets Used as Protection 
Against Precipitation. 


N78-31269/1GI 78-26 13M PC AOS/MF A01 


RAINA, MAHARAJ K. 


Pharmacist - Manned Drug Information Centers in 
the United States. 


HRP-0024134/9GI_ 78-15 60 Not Available NTIS 


RAINBOW, M. T. 


Calculation of Angular Neutron Spectra from the 
Thick Target Li(P .N) Source. 


AAEC/E-424 78-22 20H MF A01 


RAINE, G. B. 


RJESTATS: A System of Programs for Remote Job 
Entry Station Accounting. 
ORNL/TM-6294 78-18 9B PC A02/MF A01 





RAINER, D. 


Small Objects in Superfluid exp 3 He. 
HU-TFT-77-4 78-22 20M MF AO1 


RAINER, F. 


Performance of Argus as a Laser Fusion Facility. 
UCRL-79816 78-09 18A PC A03/MF A01 


RAINER, GEORGE 


Impact Evaluation of New York State Energy Code 
(ASHRAE 90-75) on Office Building Construction in 
New York City, 
PB-275 485/1GI 


RAINER, JUANITA 


Discharge Planning Program for Stroke Patients. 
HRP-0018418/4GI 78-11 6E PC AQ3/MF A01 


RAINES, GEORGE N. 


The Operational Matrix of Psychiatric Practice. Il. 
Variability in Psychiatric Impressions and the Pro- 
jection Hypothesis 

AD-243 491/8GI 78-13 5J PC AQ2/MF A01 


Psychiatric Selection for Military Service 
AD-092 464/7GI 78-22 5J PC A02/MF A01 


RAINEY, D. A. 


The Skylab S191 Spectrometer Experiment: Analy- 
sis of Data and Their Applications to the Earth 
Sciences. 

N78-31509/0GI 


RAINEY, R. H. 


Method for Loading Resin Beds. 
PATENT-4 070 438 78-26 7D Not available NTIS 


Preliminary Analysis of Alternative Fuel Cycles for 
Proliferation Evaluation. 
ORNL/TM-6036 78-11 18J PC A11/MF A01 


Review of Thorium Fuel Reprocessing Experience. 
CONF-780223-3 78-21 18J MF A01 


Thorium Fuel Cycles for LWRs: Fuel Diversion As- 
sessments and Recycle Requirements. 
CONF-780304-8 78-19 18) PC A02/MF A01 


RAINFORD, B. D. 
Magnetic Phase Transitions of CeSb: Results of 
Structure Refinements. 
RISO-369 78-26 20L PC A03/MF A01 


RAINIS, A. E. 


INTERPOL: An Interactive Plotting Package for Off- 
Line Cal Comp Systems. 
AD-A054 762/0GI 78-18 9B PC A03/MF A01 


RAINIS, ALBERT E. 
Calculation of Combat Vehicle Protection against a 


Residual Radiation Threat. 
AD-A054 761/2GI 78-18 


RAINS, D.A. 


Evaluation of the Potentialities of the Axial Flow 


Pumpjet for Propulsion of High-Speed Water-Borne 
Surface Craft 


AD-106 833/7GI 
RAINS, DEAN A. 
Tip Clearance Flows in Axial Flow Compressors and 


Pumps 
AD-037 339/9GI 


RAINS, T. C. 


Reprint: Determination of Several Trace Metals in 
Simulated Fresh Water by Graphite Furnace Atomic 
Emission Spectrometry. 

PB-285 330/7GI 78-25 7D Not available NTIS 


Simulated Precipitation Reference Materials, II. 

PB-273 945/6GI 78-02 7D PC A03/MF A01 
RAINVILLE, R. C. 

The Changing Military Equation in Centra' Europe. 

AD-A053 341/4GI 78-15 15C PC A03/MF AO1 
RAINWATER, J. 

Theoretical Calculations on the Scattering of pi Su- 


perscript Minus Mesons by Complex Nuclei 
AD-203 191/2GI 78-24 20H PC AQ2/MF A01 


RAINWATER, JAMES 
78 Mev pi Superscript Plus Minus Scattering from 
Lithium 
AD-091 939/9GI 78-22 20H PC A03/MF A01 
The Elastic Scattering of 78 Mev Pions from Copper 
AD-093 852/2GI 78-22 20H PC A03/MF A01 
Theory of Multiple Coulomb Scattering from Ex- 
tended Nuclei 
AD-036 479/4GI 78-21 20H PC A02/MF A01 
Theory of Multiple Coulomb Scattering from Ex- 
tended Nuclei 
AD-042 634/6GI 


RAIOLA, MICHAEL P. 


Western Lake Superior Recreational Boating Needs 
and Use Patterns. 
PB-275 357/2GI 


78-06 13A PC AOQS/MF A01 


78-26 14B PC AOS/MF A01 


19C PC A03/MF A01 


78-02 21E PC A06/MF A01 


78-21 21E PC AOS/MF A01 


78-21 20H PC A04/MF AO1 


78-05 13J PC AO6/MF A01 


RAISANEN, RONALD A. 


A Survey of Fishes of the McCormick Forest. 
PB-276 044/5GI 78-07 6C PC A02/MF A01 


RAISLER, JEAN 


Interview With a Rural Midwife. 
HRP-0025236/1GIi 78-22 6E Not Available NTIS 


RAISTRICK, I. D. 


Reprint: lonic Conductivity of Lithium Orthosilicate 
- Lithium Phosphate Solid Solutions. 
AD-A048 426/1GI 78-07 7D PC A02/MF A0O1 


Reprint: lonic Conductivity of Lithium Phosphate- 
Doped Lithium Orthosilicate. 

AD-A048 423/8GI 78-07 7D PC A02/MF A01 
Reprint: lonic Conductivity of Some Lithium Sil- 
icates and Aluminosilicates. 

AD-A048 421/2GI 78-07 7D PC A02/MF A01 
Reprint: Lithium lon Conduction in Li5Ai04, 


Li5GaO4 and Li6Zn04. 
AD-A048 417/0GI 


RAISTRICK, IAN D. 
Reprint: lonic Conductivity and Electrode Effects on 


Beta-PbF2. 
AD-A050 491/0GI 


RAISZ, ERWIN 


Shaping and Terracing of the Mediterranean 
AD-024 908/6GI 78-21 8G PC A03/MF A01 


Suitability Factors of Illustrative Media 
AD-032 064/8GI 78-21 5B PC A02/MF A01 


RAITHBY, G. D. 


Studies on Methods of Reducing Heat Losses from 
Flat Plate Solar Collectors. 
PB-283 783/9GI 78-23 10A PC A07/MF A01 


Studies on Methods of Reducing Heat Losses from 

Flat Plate Solar Collectors, Phase 2. Annual 

Progress Report, February 1, 1976--January 1, 1977. 

CO00/2597-3 78-09 10A PC A03/MF AO1 
RAITHBY, K. D. 


Static and Repeated Loading Tests on Lightweight 
Prestressed Concrete Bridge Beams, 
PB-281 413/5GI 78-18 138 PC A03/MF A01 


RAITT, RUSSELL W. 


The 1950 Seismic Refraction Studies of Bikini and 
Kwajalein Atolls and Sylvania Guyot, 
AD-499 590/8GI 78-20 8K PC A03/MF A01 


Reprint: Seismic Refraction and Reflection Studies 
of Crustal Structure of the Eastern Sunda and 
Western Banda Arcs. 
AD-A048 488/1GI 


RAIZEN, SENTA A. 

The Impact of Federal Dissemination Policy, 

ED-148 364 78-26 51 Not available NTIS 
RAJ, P. K. PHANI 


Vent System and Loading Criteria for Avoiding Tank 
Overpressurization. 
AD-A045 791/1GI 


RAJ, PHANI P. K. 


Theoretical Study to Determine the Sea State Limit 
for the Survival of Oil Slicks on the Ocean. 
AD-A049 794/1GI 78-09 13B PC A12/MF A01 


RAJ, R. 
Reprint: Correction to: ‘intergranular Fracture’ at 
Elevated Temperature’. 
AD-A051 015/6GI 78-11 20B PC A02/MF A01 
Reprint: Fracture at Elevated Temperature. 
AD-A051 014/9GI 78-11 11F PC AQ2/MF A01 


Reprint: Intergranular Fracture in Bicrystals. 
AD-A055 495/6GI 78-20 20B PC A02/MF A01 


RAJA SINGH, C. K. 
Orbit Selection for Earth Resources Satellites. 
N78-23125/5GI 78-18 22C PC A02/MF A01 
RAJAGOPAL, A. K. 


Reprint: Gradient Expansion in the Density-Func- 


tional Approach to an Inhomogeneous Electron 
System. ll. 
AD-A058 062/1GI 


RAJAKOVICS, G. 


Corrosion of Stainless Steels by High Temperature, 
Low Oxygen Alkali Metals. 
SGAE-2595 


RAJAN, S. 


Characterization of Methanol/Gasoline Blends as 
Automotive Fuel - Performance and Emissions 
Characteristics, 
PB-277 135/0GI 


RAJAPAKSE, Y. D. S. 


Simple Torsion Test for Shear Moduli Determination 
of Orthotropic Composites. 
N78-21490/5GI 78-16 


78-07 70 PC A02/MF A01 


78-11 20L PC A02/MF A01 


78-07 8G PC A02/MF A01 


78-01 13L PC AQS/MF A01 


78-24 20 PC A02/MF A01 


78-03 11F MF AO1 


78-10 21D PC A10/MF A01 


11D PC A02/MF A01 


RALEY, CHARLES C. 


RAJAPPA , N. R. 


Nonlinear effects on the instability of the interface 

of an inviscid incompressible fluid and the forma- 

tion of spikes. 

AD-478 514/3GI 78-14 200 PC A03/MF A01 
RAJARAM, NAVARATNA S. 

Asymptotic Multinormality and Remainder Terms of 


Linear Rank Vectors under Alternatives. 
AD-A051 863/9G! 78-13 12A PC A03/MF AQ1 


Limit Theorems Related to Distributions of Certain 
Linear Rank Statistics with Stochastic Predictors. 
AD-A051 860/5G! 78-13 12A PC A02/MF A01 


RAJARAM, S. 


Magnetic Attitude Control of Near Earth Spinning 
Satellites. 
N78-23130/5GI 


RAJASINGH, C. K. 


Orbit Determination Error Analysis for Satellite- 
Satellite/Ground Tracking Systems. 
N78-14070/4GI 78-09 22C PC A03/MF A01 


RAJNAK, K. 


Rydberg Series in the Lanthanides and Actinides 
Observed by Stepwise Laser Excitation. 
UCRL-79521 78-07 7D PC A03/MF AO1 


RAJPAUL, V. K. 


Integration of Air Cushion Landing System 
Technology into the JINDIVIK Remotely Piloted 
Vehicle. 

AD-A058 004/3G! 


RAJU, B. B. 


Transient Temperatures in Laminated Composite 

Conical! Shells Due to Aerodynamic Heating. 

N78-18360/5G! 78-13 13M PC A03/MF AO1 
RAJU, I. S. 


Stress-Intensity Factors for Corner Cracks at the 
Edge of a Hole. 
N78-26491/8GI 


RAJU, M. R. 


Biopsy Examination During the 
Radiotherapy. Progress Report. 
LA-7079-PR 78-15 6E PC A02/MF A01 


RAJU, SAGI N. 


An Approximate Analysis of a Multi-Server Finite 
Queue with Heterogeneous Customers. 
AD-A053 498/2G! 78-16 12B PC A02/MF A01 


RAKES, S. L. 


Advanced Oil Processing/Utilization Environmental 
Engineering: EPA Program Status Report, 
PB-282 089/2GI 78-1 21D PC AQ6/MF AQ1 


RAKHMANKULOV, V. 


Systems Analysis: An Outline for the State-of-the- 
Art Survey Publications. 
PB-276 062/7GI 78-07 5B PC A03/MF A01 


RAKICH, J. V. 


Calculation of Supersonic Viscous Flow over delta 

Wings with Sharp Subsonic Leading Edges. 

N78-26101/3GI 78-21 1A PC AO5S/MF A01 
RAKICH, JONATHON S. 

Managing Health Care Organizations. 

HRP-0024581/1GI 78-15 5A Not Available NTIS 
RAKIPOVA, L. R. 

Effect of Carbon Dioxide Gas on the Thermal 

Balance of the Atmosphere. 

ORNL-tr-4346 78-13 48 PC AO02/MF AO1 
RAKOFF, STUART H. 

Toward a National Health Policy: Public Policy and 


the Control of Health-Care Costs. 
HRP-0015677/8GI 78-01 5K Not Available NTIS 


RAKOWSKI, J. E. 


Measuring the Seismic Response of an HTGR Core 
Model. 
GA-A-14368 


RAKOWSKI, WILLIAM 


Basic Concepts in Aging. 
HRP-0018027/3G! 78-11 5! 


RALEIGH, M. 

The NRL One Kilojoule CO sub 2 Laser. 

AD-A049 116/7G! 78-08 20E PC A03/MF AQ1 
RALEIGH, STEPHEN M. 


Prices and Spreads for Processed Fruits, Vegeta- 


bles, and Juices Sold in Selected Markets, 1970/71- 
1975/76. 


PB-274 583/4GI 
RALEY, CHARLES C. 


Report to AID on an NBS/AID Workshop on Stan- 
dardization and Measurement Services, Held Oc- 
tober 16-30, 1976. 
PB-277 984/1GI 


78-18 22B PC A02/MF A01 


78-24 1C PC A14/MF A01 


78-21 20K PC A03/MF A01 


Course of 


78-05 18! PC A03/MF A01 


Not Available NTIS 


78-04 2B PC A06/MF A01 


78-12 148 PC A06/MF A01 


PA-1151 





RALL, J. E. 


Energy-Related Scientists and Engineers: Statistical 
Profile from the NSF National Sample, 1974. 
ORAU-140 78-19 5i PC AOS/MF A01 


Energy-Related Scientists and Engineers: Statistical 
Profile from the NSF National Sample, 1976. 
ORAU-143 78-26 5i PC A04/MF A01 


RALLY, F.C. 
Influence of Strain Aging on the Shape of the S-N 
Diagram 
AD-068 086/8GI 


RALPH, C.L. 


Apparent Reversible Influence of Cosmic-Ray-Iin- 
duced Showers Upon a Biological System 
AD-112 792/7GI 78-09 6R PC A02/MF A01 


Persistent Rhythms of O2-Consumption in Potatoes, 
Carrots and the Seaweed, Fucus 
AD-098 079/7GI 78-02 6C PC A02/MF A01 


Solar and Lunar Rhythmicity in the Rat in ‘Constant 
Conditions’ and the Mechanism of Physiological 
Time Measurement 
AD-109 255/0GI 


RALPH, DANIEL E. 


Fishes and Associated Environmental Data Col- 
lected in New York Bight, June 1974-June 1975. 
PB-281 458/0GI 78-16 6C PC A04/MF A01 


RALSTON, D.J. 


The Isolation of a Staphylococcal Phage Variant 
Susceptible to an Unusual Host Control 
AD-049 486/4GI 78-2* 6M PC A03/MF A01 


RALSTON, FRANK 


A Workshop to Assess Research Related to the Por- 
poise/Tuna Problem Held at La Jolla, California on 
February 28 and March 1-2, 1977. 

PB-275 316/8GI 78-05 6C PC A08/MF AC1 


RALSTON, J. M. 


Temperature and Current Dependence of Degrada- 
tion in Red-Emitting GaP LEDS. 
AD-A058 538/0GI 78-25 9A PC A03/MF A01 


RALSTON, L. M. 


Hologram Replication Investigation. 
AD-A050 419/1GI 78-10 14E PC A10/MF A01 


Micro-Reduction and Enlargement of Graphic Infor- 
mation Study (MEGIS). 
AD-A051 532/0GI 78-12 


RALSTON, LYNDA M. 
Wideband Holographic 


Reproduction. 
AD-A048 464/2GI 


RALSTON, RICHARD W. 


Reprint: Acoustoelectrically Scanned Gap-Coupled 
Si-Diode Array/LiNbO3 Imaging Devices. 
AD-A057 516/7GI 78-23 9E PC A02/MF AQ1 


Reprint: improved Acoustoelectric Schottky-Diode/ 
LiNbO3 Memory Correlator. 
AD-A057 515/9GI 78-23 9E PC A02/MF A01 


Reprint: A New Signal-Processing Device, the in- 
tegrating Correlator. 
AD-A057 512/6GI 


RAM, NEIL M. 
Nitrification in Four Acidic Streams in Southern 


New Jersey. 
PB-278 052/6GI 78-12 


RAMACHANDRA RAO, A. 


Systematic Development of Methodologies in 
Planning Urban Water Resources for Medium Size 
Communities: Application of Linear Systems Analy- 
sis to Ground Water Evaluation Studies. 

PB-273 886/2GI 78-03 8H PC A07/MF A01 


RAMACHANDRA, SRIDHAR M. 


Multi-Variate Optimization Problems of Flight Vehi- 
cle Synthesis, 
PB-276 123/7GI 


RAMACHANDRAN, G. 


Economic Analyses of Geothermal Energy Develop- 
ment in California. 
SAN-115P108-1(V.1) 


RAMAGOPAL, G.R. 
Catalytic Effects in the Intergranular Corrosion of 


High-Purity Aluminum in Hydrochloric Acid 
AD-251 354/7GI 78-21 11F PC A03/MF AO1 


Effect of Copper on the Corrosion of High-Purity 
Aluminum in Hydrochloric Acid 
AD-235 190/6GI 78-10 11F PC A03/MF A01 


RAMAKER, TERRY J. 


Hardboard-Webbed |-Beams: Effects of Long-Term 
Loading and Loading Environment. 
AD-A055 006/1GI 78-18 11L PC AO2/MF AO1 


RAMAKRISHNA, K. 


78-20 11F PC A02/MF A01 


78-02 6P PC A02/MF AO1 


14E PC A18/MF A01 


Digital Recording and 


78-07 14C PC A03/MF A01 


78-23 9E PC A02/MF A01 


13B PC A04/MF A01 


78-08 1C PC A03/MF A01 


78-15 8! PC AO7/MF A01 


ZOG: A Man-Machine Communication Philosophy. 


PA-1152 


AD-A046 857/9GI 78-03 17B PC A04/MF A01 


ZOG: A Man-Machine Communication Ph.losophy, 
AD-A049 512/7GI 78-09 9B PC 4,04/MF A01 


RAMAKRISHNA RAJU, B. 


Properties and Applications of the Least-Recently- 
Used Stack Model. 
SU-326-P39-25 


RAMAKRISHNAN, S. 
AC Distribution System for TFTR Pulsed Loads. 
CONF-771029-157 78-15 18A PC A02/MF A01 

RAMAKUMAR, R. 

Development and Adaptation of Field Modulated 
Generator Systems for Wind Energy Applications. 
Final Report. 
ERDA/NSF/AER/00647-76/2 
78-07 


78-01 9B PC A03/MF A01 


10B PC A18/MF A01 
RAMAMOORTHY, C. V. 


Automated Evaluation Systems. 
AD-A047 653/1GI 78-05 9B MF AO1 


Resource Allocation in the Pipelined System. 
AD-A045 861/2GI 78-01 9B PC A02/MF A01 


RAMAMURTHY, V. 


Reprint: Anti-Stokes Photosensitization. Concept 
and Demonstration of a ‘Red Light’ to ‘Blue Light’ 
Transformation. 

AD-A055 357/8GI 78-20 7D PC A02/MF A01 
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Some Austenitic Stainless Steels 
AD-248 457/4GI 78-21 11F PC A02/MF A01 


REED, R. P. 


Advances in Cryogenic Engineering (Book). 
PB-277 311/7GI 78-12 20L Not available NTIS 


Reprint: Cryogenic Tensile, Fatigue, and Fracture 
Parameters for a Solution-Annealed 18% Nickel, 
300-Grade Maraging Steel. 

PB-283 987/6GI 78-23 11F Not available NTIS 


Diagnostics-Oriented System for Thermocouple 
Thermometry. 
SAND-77-1864C 78-16 148 MF A01 


Reprint: Effects of Specimen Thickness on Fracture 
Toughness of an Aluminum Alloy. 
PB-278 409/8GI 78-12 11F Not available NTIS 


Reprint: Fracture Mechanics Parameters for a 5083- 
0 Aluminum Alloy at Low Temperatures. 
PB-278 417/1GI 78-12 11F Not available NTIS 


Materials Studies for Magnetic Fusion Energy Appli- 
cations at Low Temperatures - I. 
PB-282 444/9GI 78-19 11F PC A16/MF AO1 


A Review of the NBS-ERDA Workshop on Materials 
at Low Temperatures. 
PB-285 329/9GI 78-25 20L Not available NTIS 


Stress Waves Measured and Calculated for in Situ 

Explosive Rubblization Experiments in Oil Shale. 

SAND-77-0779C 78-04 81 PC A02/MF A01 
REED, R. R. 


Multicell Fluidized-Bed Boiler Design, Construction, 
and Test Program. 
FE-1237/M-78/64 78-21 13A PC A03/MF A01 


Multicell Fluidized-Bed Boiler Design, Construction 


and Test Program. Interim Report, July 1974--June 
1975. 


FE-1237-38 78-07 13A PC A11/MF A0O1 


Multicell Fluidized-Bed Boiler Design, Construction, 


and Test Program. Interim Report, July 1975--June 
1976. 


FE-1237-56 78-12 13A PC A14/MF A01 


Multicell Ftuidized-Bed Boiler Design, Construction, 
and Test Program. Monthly Progress Report No. 66. 
FE-1237-T-7 78-26 13A PC A03/MF A01 


Multicell Fluidized-Bed Boiler Design, Construction, 
and Test Program. Monthly Progress Status Report 
No. 59. 

FE-1237-T6 


Detroit, 


78-25 17B PC A04/MF A01 


78-17 8M PC A07/MF A01 


78-17 13A PC A04/MF A01 


REED, ROBERT A. 


Fourier Transform Infrared Spectroscopy: Demon- 
stration of Measurement Capabilities in the Labora- 
tory and the Field. 
AD-A051 444/8GI 


REED, ROGER J. 
Evaluation of Data for Ponds, Lakes and Reservoirs 


in Massachusetts. 
PB-279 142/4GI 


REED, RONALD K. 


Reprint: On the California Undercurrent Over the 
Continental Slope Off Oregon, 
PB-283 320/0GI 78-22 8C Not available NTIS 
REED, RUSSELL JR. 

Method of Inhibiting Nitrocellulose Rocket Propel- 
lants. 
PAT-APPL-857 951/GI 

78-12 211 PC A02/MF A01 


Novel Method for the Production of Hydrogen and 

Hydrogen-Carbon Monoxide Mixtures. 

PATENT-4 087 373 78-25 7A _ Not available NTIS 
REED, S. A. 


Desalting Sea Water and Brackish Waters: A Cost 
Update. 
ORNL/TM-5926 


REED, T. B. 


Reprint: Surface Acoustic Wave Properties of 
Fresnoite, Ba2Si2TiO8. 
AD-A054 866/9G! 78-18 20L PC A02/MF A01 


REED, T. D. 


Calibration of Transonic and Supersonic Wind Tun- 
nels. 
N78-15058/8GI 


REED, THOMAS B. 


Reprint: Growth of Ni-Doped MgF2 Crystals in Self- 
Sealing Graphite Crucibles. 
AD-A054 570/7GI 78-17 208 PC A02/MF A01 


REED, W. B. 


identification of Spey Engine Dynamics in the Aug- 
mentor Wing Jet STOL Research Aircraft from 
Flight Data. 

N78-10094/8Gi 


REED, W. H. 


Development of a Process for High Capacity Arc 
Heater Production of Silicon for Solar Arrays. Low 
Cost Silicon Solar Array Project, Silicon Materials 
Task. Quarterly Technical Report, October-- 
December 1977. 

DOE/JPL/954589-4 78-26 10B PC A06/MF A01 


Fluid Dynamics and Heat Transfer Methods for the 
TRAC Code. 


LA-UR-77-302 78-01 181 PC A02/MF A01 


TRAC: A New Code for LOCA Analysis. 
LA-UR-77-1700 78-05 181 PC A02/MF A01 


REED, WALLACE A. 


Development of an Independent Outpatient Surgical 
Center. 
HRP-0025135/5G! 


REED, WILLIAM E. 


Acoustic Holography (Citations from the Engineer- 
ing Index Data Base). 
NTIS/PS-78/0701/9GI 

78-19 20A PC NO1/MF NO1 


Acoustic Holography (Citations from the NTIS Data 
Base). 
NTIS/PS-78/0700/1GI 


78-19 20A PC NO1/MF NO1 


Acoustic Surface Waves. Volume 3. April, 1976- 
June, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0719/1GI 78-19 9A PC NO1/MF NO1 


Aerospace Computer Systems. Part 1. Avionics Ap- 
plications. Volume 2. 1976-January 1978 (A Bibliog- 
raphy with Abstracts). 

NTIS/PS-78/0289/5G! 78-12 98 PC NO1/MF NO1 


Air Pollution Effects on Materials (Citations from 
the American Petroleum Institute Data Base). 
NTIS/PS-78/1074/0GI 

78-25 13B PC NO1/MF NO1 


Air Pollution Effects on Materials (Citations from 
the NTIS Data Base). 
NTIS/PS-78/1073/2GI 


78-25 13B PC NO1/MF NO1 


Antenna Arrays (Citations from the Engineering 
index Data Base). 
NTIS/PS-78/0311/7Gi 78-12 9E& PC NO1/MF NO1 


Antenna Arrays. Volume 3. March, 1976-March, 
1978 (Citations from the NTIS Data Base). 
NTIS/PS-78/0310/9GI 78-12 9E PC NO1/MF NO1 


Antenna Sidelobe and Interference Reduction (A 
Bibliography with Abstracts). 
NTIS/PS-78/0983/3G!I 78-23 9& PC NO1/MF NO1 


78-12 17E PC A03/MF A01 


78-15 8H PC A02/MF A01 


78-13 7A PC A03/MF A01 


78-10 14B PC A13/MF A01 


78-05 21E PC A08/MF A01 


78-21 6E Not Available NTIS 


REED, WILLIAM E. 


Band Pass Filters (Citations from the Engineering 
index Data Base). 
NTIS/PS-78/0216/8GI 78-10 9E PC NO1/MF NO1 


Band Pass Filters. Volume 1. 1964-January 1977 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0214/3GI 78-10 9E PC NO1/MF NO1 


Band Pass Filters. Volume 2. February 1977-January 
1978 (Citations from the NTIS Data Base). 
NTIS/PS-78/0215/0GI 78-10 9E PC NO1/MF NO1 


Beam Lead Microelectronics (Citations from the En- 
gineering Index Data Base). 
NTIS/PS-78/0369/5GI 78-14 9E PC NO1/MF NO1 


Beam Lead Microelectronics (Citations from the 
NTIS Data Base). 
NTIS/PS-78/0368/7G! 78-14 9E PC NO1/MF NO1 


Cable Television (Citations from the NTIS Data 


Base). 
NTIS/PS-78/0492/5GI 
78-16 178 PC NO1/MF NO1 


Cable Television. Volume 2. 1975-April, 1978 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0493/3G! 

78-16 17B PC NO1/MF NO1 


Charge Transfer Devices (Citations from the NTIS 
Data Base). 
NTIS/PS-78/0307/5GI 78-12 9A PC NO1/MF NO1 


Charge Transfer Devices. Volume 2. March, 1976- 
March, 1977 (Citations from the Engineering Index 
Data Base). 

NTIS/PS-78/0308/3GI 78-12 9A PC NO1/MF NO1 


Charge Transfer Devices. Volume 3. April, 1977- 
March, 1978 (Citations from the Engineering Index 
Data Base). 

NTIS/PS-78/0309/1GI 78-12 9A PC NO1/MF NO1 


Computer Aided Design of Microcircuits (Citations 
from the Engineering Index Data Base). 
NTIS/PS-78/0822/3Gi 78-21 9E PC NO1/MF NO1 


Cryogenic Refrigeration. Volume 2. 1973-October 
1977 (A Bibliography with Abstracts). 
NTIS/PS-77/1158/3GI 

78-05 13A PC NO1/MF NO1 


Discrete Address Beacon System (A Bibliography 
with Abstracts). 
NTIS/PS-78/0064/2GI 

78-08 17G PC NO1/MF NO1 


Electrodeposition. Volume 3. March, 1976-March, 
1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0301 /8GI 

78-12 13H PC NO1/MF NO1 


Electromagnetic Shielding. Volume 2. 1972-April, 
1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0524/5G!I 78-16 9C PC NO1/MF NO1 


Electron Beam Semiconductor Devices (Citations 
from the Engineering Index Data Base). 
NTIS/PS-78/0175/6G!I 78-10 9A PC NO1/MF NO1 


Electron Beam Semiconductor Devices (Citations 
from the NTIS Data Base). 
NTIS/PS-78/0174/9GI 78-10 9A PC NO1/MF NO1 


Electron Beam Welding (Citations from the NTIS 
Data Base). 
NTIS/PS-78/0184 /8GI 

78-10 13H PC NO1/MF NO1 


Electron Beam Welding. Volume 1. 1974-1976 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0185/5GI 


78-10 13H PC NO1/MF NO1 


Electron Beam Welding. Volume 2. 1977-February, 
1978 (Citations from the Engineering Index Data 
Base). 
NTIS/PS-78/0186/3GI 

78-10 13H PC NO1/MF NO1 


Electronic Countermeasures and Electronic Counter 
Countermeasures. Volume 1. 1964-April, 1977 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0336/4GI 

78-13 170 PC NO1/MF NO1 


Electronic Countermeasures and Electronic Counter 
Countermeasures. Volume 2. May, 1977-March, 
1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0337 /2GI 

78-13 170 PC NO1/MF NO1 


Electronic Funds Transfer (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0347/1G!I 78-13  5C PC NO1/MF NO1 


Ferrite Microwave Electronics. Volume 3. June, 
1976, June, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0738/1GI 78-20 9A PC NO1/MF NO1 


Frequency Allocation and Management (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0076 /6GI 

78-08 178 PC NO1/MF NO1 


Frequency Synthesizers (Citations from the En- 
gineering Index Data Base). 
NTIS/PS-77/1103/9GI 


78-04 17B PC NO1/MF NO1 
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Frequency Synthesizers (Citations from the NTIS 
Data Base). 
NTIS/PS-77/1102/1GI_ 78-04 9E PC NO1/MF NO1 


Gunn Effect and Transferred Electron Devices. 
Volume 1. 1964-April, 1977 (Citations from the NTIS 
Data Base). 

NTIS/PS-78/0360/4GI 78-13 9A PC .NO1/MF NO1 
Gunn Effect and Transferred Electron Devices. 
Volume 2. May, 1977-March, 1978 (Citations from 
the NTIS Data Base). 

NTIS/PS-78/0361/2GI 78-13 9A PC NO1/MF NO1 


Gunn Effect Devices. Volume 2. March, 1976-March, 
1978 (Citations from the Engineering Index Data 


Base). 
NTIS/PS-78/0362/0G!I 78-13 9A PC NO1/MF NO1 


Heat Pipes. Volume 2. 1974-March, 1977 (Citations 
from the Engineering Index Data Base). 
NTIS/PS-78/0303/4GI 

78-12 13A PC NO1/MF NO1 


Heat Pipes. Volume 3. April, 1977-March, 1978 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0304/2GI 

78-12 13A PC NO1/MF NO1 


Heat Pipes. Volume 3. March, 1976-March, 1978 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0302/6GI 

78-12 13A PC NO1/MF NO1 


High Eneray Rate Forming. Part 1. Ultrasonic, Elec- 
tromagnetic, Pneumatic, and Hydraulic Forming (A 
Bibliography with Abstracts). 
NTIS/PS-78/0067/5GI 

78-08 13H PC NO1/MF NO1 


High Energy Rate Forming. Part 2. Explosive Form- 
ing (A Bibliography with Abstracts). 
NTIS/PS-78/0068/3GI 

78-08 13H PC NO1/MF NO1 
High Temperature Bearings (A Bibliography with 
Abstracts). 
NTIS/PS-78/1060/9G!I 78-25 131 PC NO1/MF NO1 


Hybrid Microelectronic Circuits (Citations from the 
NTIS Data Base). 


NTIS/PS-78/0211/9GI 78-10 9E PC NO1/MF NO1 


Hybrid Microelectronic Circuits. Volume 2. 1975- 
February 1978 (Citations from the Engineering 
Index Data Base). 

NTIS/PS-78/0212/7GI 78-10 9E PC NO1/MF NO1 


IMPATT Diodes (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0381/0G!I 78-14 9A PC NO1/MF NO1 


IMPATT Diodes (Citations from the NTIS Data Base). 
NTIS/PS-78/0380/2GI 78-14 9A PC .NO1/MF NO1 


Inert Gas Welding (Citations from the NTIS Data 
Base). 
NTIS/PS-78/0903/1GI 

78-21 13H PC NO1/MF NO1 


Inert Gas Welding. Volume 2. 1974-1976 (Citations 
from the Engineering Index Data Base). 
NTIS/PS-78/0904/9GI 

78-21 13H PC NO1/M® NO1 


inert Gas Welding. Volume 3. 1977-July, 1978 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0905/6GI 

78-21 13H PC NO1/MF NO1 


Inertial Navigation and Guidance. Volume 2. June, 
1976-June, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0735/7GI 

78-20 17G PC NO1/MF NO1 


Integrated Circuit Reliability. Volume 2. April 1976- 
May 1978 (A Bibiliography with Abstracts). 
NTIS/PS-78/0579/9GI 78-16 9E PC NO1/MF NO1 


Interactive Computer Graphics. Volume 2. 1976- 
January 1978 (Citations from the NTIS Data Base). 
NTIS/PS-78/0223/4GI 78-10 9B PC NO1/MF NO1 


Interactive Computer Graphics. Volume 2. February 
1976-January 1978 (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0224/2GI 78-10 9B PC NO1/MF NO1 
Investment Casting (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0982/5GI 

78-23 13H PC NO1/MF NO1 
Land Mobile Communications (A Bibliography with 
Abstracts). 
NTIS/PS-78/0794/4GI 

78-21 17B PC NO1/MF NO1 
Laser Welding (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0984/1GI 

78-23 13H PC NO1/MF NO1 
Light Communication Systems. Volume 3. June, 
1976-June, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0873/6GI 

78-21 17B PC NO1/MF NO1 


Light Emitting Diodes. Volume 2. June, 1976-June, 
1978 (A Bibliography with Abstracts). 
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NTIS/PS-78/0736/5GI 78-20 9A PC NO1/MF NO1 


Lighting, Surge, and Transient Protection (A 
Bibliography with Abstracts). 

NTIS/PS-78/0187/1GI 78-10 9C PC NO1/MF NO1 
Loran C. Navigation (Citations from the Engineering 


Index Data Base). 
NTIS/PS-78/0532/8GI 


78-16 17G PC NO1/MF NO1 
Loran C Navigation (Citations from the NTIS Data 


Base). 
NTIS/PS-78/0531/0GI 


78-16 17G PC NO1/MF NO1 


Magnetohydrodynamic Generators in Power 
Generation (A Bibliography with Abstracts). 
NTIS/PS-78/0578/1GI 

78-16 10B PC NO1/MF NO1 


Metal Drawing (A Bibliography with Abstracts). 
NTIS/PS-78/0370/3GI 
78-13 13H PC NO1/MF NO1 


Microcomputers. Part 2. Telecommunication Appli- 
cations. Volume 3. March, 1976-March, 1978 
(Citations from the Engineering Index Data Base). 

NTIS/PS-78/0613/6GI 78-17 9B PC NO1/MF NO1 


Microwave Communication. Volume 2. April, 1976- 
April, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0525/2G! 

78-16 178 PC NO1/MF NO1 


Microwave Electric Power Transmission (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0580/7GI 78-17 9C PC NO1/MF NO1 


Microwave Heating: Cooking and Food Preparation 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0573/2GI 

78-16 13A PC NO1/MF NO1 


Microwave Heating: industrial Applications 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0572/4GI 

78-16 13A PC NO1/MF NO1 


Microwave Landing Systems (Citations from the En- 
gineering Index Data Base). 
NTIS/PS-78/0732/4GI 

78-20 17G PC NO1/MF NO1 


Microwave Landing Systems (Citations from the 
NTIS Data Base). 
NTIS/PS-78/0731/6GI 

78-20 17G PC NO1/MF NO1 


Microwave Oscillators (Citations from the Engineer- 
ing Index Data Base). 
NTIS/PS-78/0334/9GI 78-13 9E PC NO1/MF NO1 


Microwave Oscillators. Volume 3. April, 1976-March, 
1978 (Citations from the NTIS Data Base). 
NTIS/PS-78/0333/1G!i 78-13 9E PC NO1/MF NO1 


Mine Safety. Part 2. Communication and Position 
Finding Systems (A Bibliography with Abstracts). 
NTIS/PS-78/0907/2GI_ 78-21 8! PC NO1/MF NO1 
Modems (Citations from the NTIS Data Base). 
NTIS/PS-77/0968/6GI 

78-03 17B PC NO1/MF NO1 


Modems (Citations from the NTIS Data Base). 
NTIS/PS-78/1087/2GI 
78-25 17B PC NO1/MF NO1 


Modems. Volume 2. 1974-October 1977 (Citations 
from the Engineering Index Data Base). 
NTIS/PS-77/0969/4GI 

78-03 17B PC NO1/MF NO1 


Modems. Volume 2. 1974-September, 1978 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/1088/0G! 

78-25 17B PC NO1/MF NO1 


Nondestructive Eddy Current Testing and Inspec- 
tion (Citations from the NTIS Data Base). 
NTIS/PS-78/0059/2GI 

78-09 148 PC NO1/MF NO1 


Nondestructive Eddy Current Testing and Inspec- 
tion. Volume 1. 1970-1974 (Citations from the En- 
gineering Index Data Base). 
NTIS/PS-78/0060/0GI 

78-09 14B PC NO1/MF NO1 


Nondestructive Eddy Current Testing and Inspec- 
tion. Volume 2. 1975-1977 (Citations from the En- 
gineering Index Data Base). 
NTIS/PS-78/0061/8GI 

78-09 148 PC NO1/MF NO1 


Nondestructive Testing: X-Ray Photography and 
Radiography (Citations from the NTIS Data Base). 
NTIS/PS-78/1058/3GI 

78-25 14B PC NO1/MF NO1 


Nondestructive Testing: X-Ray Photography and 
Radiography. Volume 2. August, 1976-August, 1978 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/1059/1GI 

78-25 14B PC NO1/MF NO1 
Omega Navigation System (Citations from the En- 


gineering index Data Base). 
NTIS/PS-78/0557/5GI 


78-16 17G PC NO1/NF NO1 


Omega Navigation System (Citations from the NTIS 
Data Base). 
NTIS/PS-78/0556/7G! 

78-16 17G PC NO1/MF NO1 


Phase Shifters (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0471/9GI 78-15 9E PC N01/MF NO1 


Phase Shifters. Volume 2. April, 1976-May, 1977 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0469/3GI 78-15 9E PC NO1/MF NO1 


Phase Shifters. Volume 3. June, 1977-April, 1978 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0470/1GI 78-15 9E PC NO1/MF NO1 


Phased Arrays (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0332/3GI 78-13 9E PC NO1/MF NO1 


Phased Arrays. Volume 3. March, 1976-March, 1978 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0331/5GI 78-13 9E PC NO1/MF NO1 


Plasma and Flame Sprayed Coatings (Citations from 
the NTIS Data Base). 
NTIS/PS-78/0078/2GI 

78-08 11C PC NO1/MF NO1 


Plasma and Flame Sprayed Coatings. Volume 2. 
1974-1977 (Citations from the Engineering Index 
Data Base). 
NTIS/PS-78/0079/0GI 

78-08 11C PC NO1/MF NO1 


Portable Radio Equipment (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0795/1GI 

78-21 17B PC NO1/MF NO1 


Printed Circuits (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0222/6GI 78-10 9E PC NO1/MF NO1 


Printed Circuits. Volume 2. 1972-1976 (Citations 
from the NTIS Data Base). 
NTIS/PS-78/0220/0GI 78-10 9E PC NO1/MF NO1 


Printed Circuits. Volume 3. 1977-February 1978 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0221/8GI 78-10 9E PC NO1/MF NO1 


Radome Technology (Citations from the Engineer- 
ing Index Data Base). 
NTIS/PS-77/1153/4GI 78-05 9E PC NO1/MF NO1 


Radome Technology. Volume 1. 1964-November 
1976 (Citations from the NTIS Data Base). 
NTIS/PS-77/1151/8GI 78-05 9E PC NO1/MF NO1 


Radome Technology. Voiume 2. December 1976- 
November 1977 (Citations from NTIS Data Base). 
NTIS/PS-77/1152/6GI 78-05 9& PC NO1/MF NO1 


Schottky Barrier Devices (Citations from the NTIS 
Data Base). 
NTIS/PS-78/0073/3GI 78-08 9A PC NO1/MF NO1 


Schottky Barrier Devices. Volume 2. 1976 (Citations 
from the Engineering Index Data Base). 
NTIS/PS-78/0074/1Gi 78-08 9A PC NO1/MF NO1 


Schottky Barrier Devices. Volume 3. 1977 (Citations 
from the Engineering Index Data Base). 
NTIS/PS-78/0075/8GI 78-08 9A PC NO1/MF NO1 


Seals and Gaskets. Volume 1. 1970-October 1976 (A 
Bibliography with Abstracts). 
NTIS/PS-77/1092/4GI 

78-04 11A PC NO1/MF NO1 


Seals and Gaskets. Volume 2. November 1976- 
November 1977 (A Bibliography with Abstracts). 
NTIS/PS-77/1093/2GI 

78-04 11A PC NO1/MF NO1 


Semiconductor Computer Storage (A Bibliography 
with Abstracts). 
NTIS/PS-78/0213/5GI 78-10 9B PC NO1/MF NO1 


Single Sideband Communications (Citations from 
the NTIS Data Base). 
NTIS/PS-78/0733/2GI 

78-19 17B PC NO1/MF NO1 


Spread Spectrum Communications (Citations from 
the Engineering Index Data Base). 
NTIS/PS-78/0490/9GI 

78-16 178 PC NO1/MF NO1 


Spread Spectrum Communications (Citations from 
the NTIS Data Base). 
NTIS/PS-78/0489/1GI 

78-16 17B PC NO1/MF NO1 


Strip Transmission Lines. Volume 2. March, 1976- 
March, 1978 (Citations from the Engineering Index 
Data Base). 

NTIS/PS-78/0299/4GI 78-12 9A PC NO1/MF NO1 


Strip Transmission Lines. Volume 2. March, 1976- 
March, 1978 (Citations from the NTIS Data Base). 
NTIS/PS-78/0298/6GI 78-12 9A PC NO1/MF NO1 


Switching Circuits (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0219/2G! 78-10 9E PC NO1/MF NO1 





Switching Circuits. Volume 1. 1970-January 1977 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0217/6GI 78-10 9E PC NO1/MF NO1 


Switching Circuits. Volume 2. February 1977-Janua- 
ry 1978 (Citations from the NTIS Data Base). 
NTIS/PS-78/0218/4GI 78-10 9E PC NO1/MF NO1 
Telecommunication - Economic Studies (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0581/5GI 

78-17 17B PC NO1/MF NO1 
Teleconferencing (A Bibliography with Abstracts). 
NTIS/PS-78/0177/2GI 

78-10 17B PC NO1/MF NO1 
Telephone Systems. Volume 2. July, 1976-July, 1977 
(A Bibliography with Abstracts). 
NTIS/PS-78/0917/1GI 

78-21 17B PC NO1/MF NO1 
Telephone Systems. Volume 3. August, 1977-July, 
1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0918/9GI 

78-21 17B PC NO1/MF NO1 


Thermionic Energy Conversion. Volume 1. 1970- 
May, 1977 (A Bibliography with Abstracts). 
NTIS/PS-78/0590/6GI 

78-16 10B PC NO1/MF NO1 
Thermionic Energy Conversion. Volume 2. June, 
1977-May, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0591/4GI 

78-16 108 PC NO1/MF NO1 
Transferred Electron Devices (Citations from the 
Engineering Index Data Base). 
NTIS/PS-78/0363/8GI 78-13 9A PC NO1/MF NO1 
Transister Amplifiers (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0225/9GI 78-10 9A PC NO1/MF NO1 


Tropospheric Scatter Communications (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0718/3GI 

78-19 17B PC NO1/MF NO1 
Vessel Traffic Systems (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0465/1GI 

78-16 13J PC NO1/MF NO1 
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REICH, C. W. 


Nuclear Structure Studies Utilizing Lampf. Annual 
Progress Report. 
TREE-1115 


REICH, DAVID L. 


Planning for Service. The Five-Year Plan of the 
Chicago Public Library/Chicago Library System. 
1977-1981, 
ED-139 414 


REICH, F. R. 


Optical Sensors in Gauging Applications. 
BNWL-SA-5081(Rev.) 


78-02 5K Not Available NTIS 


78-14 13A PC A02/MF A01 


PC A04/MF A0O1 


78-14 20H PC A03/MF A01 


78-18 5B Not available NTIS 


78-05 148 PC A02/MF A01 


Transient Deformation Properties of Zircaloy for 
LOCA Simulation. Final Report. 
EPRI-NP-526(V.3) 78-25 11F PC A12/MF A01 


Transient Deformation Properties of Zircaloy for 
LOCA Simulation. Final Report, Volume 1. 
EPRI-NP-526(V.1) 78-17 181 PC A0Q4/MF AO1 


Transient Deformation Properties of Zircaloy for 
LOCA Simulation. Volume 2. Final Report. 
EPRI-NP-526(V.2) 78-20 181 PC A13/MF A01 


REICH, GEORGE A. 
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REICH, HERBERT J. 


Speed of Triggering of the Eccles-Jordan Circuit 
AD-004 462/8GI 78-18 9E PC A02/MF A01 


REICH, M. 


Compilation of References, Data Sources and Anal- 
ysis Methods for LMFBR Primary Piping System 
Components. 

BNL-NUREG-50650 78-03 18J PC A05/MF A01 


Dynamic Response of a Multielement HTGR Core. 
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BNL-NUREG-22652 78-03 18! PC A02/MF A01 
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REICH, THEOBALD 


Pulmonary Oxygen Toxicity: The Role of Biogenic 
Amines, the Sympathetic Nervous System, and Pul- 
monary and Systemic Hemodynamics. 
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Calibration and Field Test of a Pulsed, Delayed Fis- 
sion Neutron Logging Probe. Final Report. 
GJBX-29(77) 78-13 81 PC A03/MF A01 


REICHARDT, K. 
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cal Soil. tll. The Use of a Neutron Probe to Access 
Soil Water Content. 
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BNWL-tr-306 78-20 7D PC A02/MF A01 
REICHENBAUGH, R. C. 

Evaluation of Chemical, Biological, and Physical 
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on Rough Surfaces Such as Aluminum Alloy Air- 
craft Skin. 


AD-A056 782/6GI 78-22 11C PC A07/MF A0O1 
REICHERT, W. W. 

Octa(isopropoxy)Dimolybdenum and 
Bis(nitrosyl)Hexa(lsopropoxy)dimolybdenum. Struc- 
ture and Bonding in Compounds Containing Molyb- 
denum Atoms with Fourteen Valence Shell Elec- 
tronic Configurations. 

AD-A047 598/8GI 78-05 7D PC A02/MF A01 
Structure and Bonding in Octaisopropoxydimolyb- 
denum (IV). 

AD-A054 399/1GI 78-17 7C PC A02/MF A01 


REICHLE, D. E. 


Environmental Sciences Division Annual Progress 
Report for Period Ending September 30, 1976. ESD 
Publication No. 1102. 

ORNL-5257 78-25 6F PC A14/MF A01 


Environmental Sciences Division Annual Progress 


Report for Period Ending September 30, 1977. ESD 
Publication No. 1145. 


ORNL-5365 78-25 13B PC A12/MF A01 

Role of Soil Invertebrates in Nutrient Cycling. 

CONF-7606144-1 78-02 6C PC A02/MF A01 
REICHOW, RONALD wW. 

Study Compares Graduates of Two-, Three-, and 

Four-Year Programs. 

HRP-0014145/7GI 78-01 6E Not Available NTIS 


REID, ALAN 


Apparatus and Process for Preheating Main Boiler 

Superheater Headers. 

PATENT-4 056 079 

78-05 13A Not available NTIS 

REID, B. E. 

Preliminary Study of Favorability for Uranium of the 

Sangre de Cristo Formation in the Las Vegas Basin, 

Northeastern New Mexico. 

GJBX-82(77) 78-14 81 MF A01 
REID, BRIAN K. 

A Comparison of Programming Languages for Soft- 

ware Engineering. 

AD-A053 562/5GI 78-16 9B PC A05/MF A01 
REID, CLIFFORD 

Some Evidence on the Effect of Manpower Training 


Programs on the Black/White Wage Differential, 
PB-283 140/2GI 78-22 5i PC A02/MF A01 


REID, D. F. 

Gulf Underwater Flare Experiment (GUFEX): Effects 

of Hydrocarbons on Phytoplankton, 

PB-276 482/7GI 78-08 13B Not available NTIS 
REID, DONALD H. 

Preliminary Analysis of Available Inflight Respiratory 

Data. 

AD-A054 241/5GI 78-17 6P PC A02/MF A01 
REID, FRED A. 


Urban Travel Demand Forecasting Project Phase | 
Final Report Series, Volume V. Demand Model Esti- 
mation and Validation, 

PB-277 381/0GI 78-11 13B PC A25/MF A01 


REID, H. 
Test and Analysis of a Northrup Collector Con- 
troller. 
N78-16432/4GI 78-11 108 PC A02/MF A01 
REID, 1. A. 
Retransmission of Hydrometric Data in Canada. 
E78-10091 78-14 8H PC A02/MF AO1 
Retransmission of Hydrometric Data in Canada. 
E78-10131 78-18 8H PC A0Q2/MF A01 


Retransmission of Hydrometric Data in Canada (SR- 

28190). 

E78-10174 78-23 8H PC A02/MF A01 

Retransmission of Hydrometric Data in Canada (SR 

28190). 

E78-10204 78-26 8H PC A03/MF A01 
REID, I. S. 

Steady-State Frequency Response from Transient 

Data. 

N78-11445/1GI 78-06 20K PC A06/MF A01 
REID, J. NORMAN 

Federal Outlays in Fiscal 1976: A Comparison of 

Metropolitan and Nonmetropolitan Areas. 

PB-285 884/3GI 78-26 5A PC A04/MF A01 


REID, JESSE W. JR. 


Forklift Trucks, Gasoline-Engine-Driven, 4000- to 
6000-Pound-Capacity - Manufacturer Survey, 


REID, THOMAS J. 


AD-A055 416/2GI 78-20 13F PC A04/MF A01 


Forklift Trucks, Gasoline-Engine-Driven, 4000- to 
6000-Pound-Capacity -- User Survey, 
AD-A053 770/4GI 78-16 13F PC AOS/MF A01 


Tractor, Wheeled Warehouse, Gasoline, 4000- 
Pound-Drawbar-Pull, Pneumatic-Tire - Manufac- 
turer Survey, 

AD-A058 156/1GI 78-24 13F PC A03/MF A01 


Tractor, Wheeled, Warehouse, Gasoline, 4000- 
Pound-Drawbar-Pull, Pneumatic-Tire-User Survey, 
AD-A058 206/4G! 78-24 13F PC A04/MF A01 


REID, JOSEPH L. 


Reprint: Measurements of Water Characteristics at 
Depths Greater than 10KM in the Marianas Trench. 
AD-A053 370/3G! 78-16 8J PC A02/MF A01 


REID, L. D. 


The Application of Techniques for Predicting STOL 
Aircraft Response to Wind Shear and Turbulence 
During the Landing Approach. 

N78-18077/5GI 78-13 1A PC A08/MF A01 


REID, M. A. 


Factors Affecting the Open-Circuit Voltage and 
Electrode Kinetics of Some Iron/Titanium Redox 
Flow Cells. 
ERDA/NASA/1002-77/10 

78-04 7D PC A02/MF A01 


An Improved Method for Analysis of Hydroxide and 

Carbonate in Alkaline Electrolytes Containing Zinc. 

N78-28607/7GI 78-23 7D PC A02/MF AO1 
REID, M. S. 


A Probabilistic Model of insolation for the Mojave 
Desert Area. 
N78-20689/3GI 78-15 48 PC A03/MF AO1 


REID, MARGARET 


Health and the Division of Labour. 
HRP-0026008/3G! 78-24 51 Not Available NTIS 


The Analysis of Ambient Air Using Atmospheric 
Pressure Chemical lonization Mass Spectrometry. 
N78-31591/8GI 78-26 7D PC A03/MF AO1 


Summary of LNG Safety Research: Supplement - 
Task Ill, 
PB-273 378/0GI 78-02 210 PC A10/MF A01 


REID, R. C. 


Confined Boiling Rates of Liquefied Petroleum Gas 
on Water. 
HCP/P4548-01 78-25 7D PC A04/MF AO1 


REID, R. H. G. 


Reprint: A Comparison between Semiclassical and 
Quantai Treatments of Elastic e-H(1s) Collisions at 
Intermediate Energies. 

AD-A045 855/4G! 78-01 7D PC A02/MF A01 


Reprint: The Eigenphase Formulation of Fine-Struc- 
ture Transition Cross Sections. 
AD-A052 286/2G! 78-14 7D PC A02/MF AO1 


REID, R. L. 


Commercial Feasibility of Fusion Power Based on 
the Tokamak Concept. 
CONF-771109-55 78-13 18A PC A02/MF A01 


Economic Evaluation of Tokamak Power Plants. 
CONF-771056-3 78-13 18A PC A02/MF A01 


Economics of Tokamak Power Systems. 
CONF-771029-141 78-13 18A PC A02/MF AO1 


Oak Ridge TNS Program: Context, Scope, and 
Baseline Design of the FY 1978 Activities. 
ORNL/TM-6201 78-25 18A PC A04/MF A01 


REID, ROBERT A. 


Family Nurse Practitioner in Virginia. 
HRP-0018622/1GI 78-02 6E Not Available NTIS 


REID, ROBERT O. 


An Assessment of the Potential Impact of Dredged 
Material Disposal in the Open Ocean. 
AD-A053 183/0G! 78-15 13B PC A99/MF A01 


Development of SURGE II Program with Application 
to the Sabine-Calcasieu Area for Hurricane Carla 
and Design Hurricanes. 

AD-A049 977/2GI 78-10 13B PC A10/MF A01 
Transfer Processes Operating at the Ocean Boun- 
daries 

AD-019 393/8GI 78-21 4B PC A03/MF A01 
Transfer Processes Operating at the Ocean Boun- 
daries 

AD-033 142/1GI 78-18 4B PC A02/MF A01 


REID, THOMAS J. 


Development of SURGE II Program with Application 
to the Sabine-Calcasieu Area for Hurricane Carla 
and Design Hurricanes. 

AD-A049 977/2G!I 78-10 138 PC A10/MF A01 


PA-1167 





REID, W. A. 


Reprint: The Activity of a Benzothiopyranoindazole 

(IA-4 N-Oxide) Against ‘Schistosoma mansoni’ !n- 

fection in Rhesus Monkeys. 

AD-A048 541/7GI 78-07 60 PC A02/MF A01 
REID, W. H. 

The Dyanmics of Isotropic Turbulence in Two 


Dimensions 
AD-217 164/3GI 78-16 20D PC A02/MF A01 


Inviscid Modes of Instability in Couette Flow 
AD-231 774/1GI 78-16 20D PC A03/MF A01 


One-Dimensional Equilibrium Spectra in Isotropic 
Turbulence 
AD-217 166/8GI 78-16 20D PC A03/MF A0O1 


The Oscillations of a Viscous Liquid Drop 
AD-232 752/6GI 78-16 200 PC A02/MF A01 


The Oscillations of a Viscous Liquid Globe with a 
Core 
AD-202 429/7GI 78-16 20D PC A03/MF A01 


The Similarity Spectra in Isothropic Turbulence 
Using Kovasznay's Form for the Transfer Function 
AD-205 564/8GI 78-18 200 PC AQ4/MF A01 


The Stability of Non-Dissipative Couette Flow in the 
Presence of an Axial Magnetic Field 
AD-231 775/8GI 78-16 201 PC A02/MF A01 


Two Initial Value Problems in Isotropic Turbulence 
AD-235 030/4GI 78-21 12A PC A03/MF A01 


REID, W. T. 


Annotated Bibliography on Supplemental Firing of 
Municipal Solid Waste in Electric Utility Boilers. 
Final Report. 
EPRI-FP-678 


REID, WILLIS A. 


Reprint: The Cellular and Homoral immune 
Response to ‘Schistosoma mansoni’ Infections in 
Inbred Rats. ll. Mechanisms during Reexposure. 

AD-A046 990/8GI 78-04 6E PC A02/MF A01 


Reprint: The Cellular and Humoral immune 
Response to ‘Schistosoma mansoni’ Infections in 
Inbred Rats. Ill. Development of Optimal Protective 
Immunity Following Natural Infections and Artificial 
Immunizations. 

AD-A057 849/2GI 78-24 6M PC A02/MF A01 


Reprint: The Cellular and Humoral immune 
Response to ‘Schistosoma mansoni’ Infections in 
Inbred Rats. IV. A Posteriori Interpretations. 

AD-A051 030/5GI 78-11 6E PC A02/KMF A01 


Reprint: The Cellular and Humoral Immune 
Response to ‘Schistosoma mansoni’ Infections in 
Inbred Rats. V. Prerequisite Mechanisms for the 
Development of Optimal Protective Immunity. 

AD-A058 021/7GI 78-24 6M PC A02/MF AO1 


Reprint: Schistosoma mansor:: Radioisotope Up- 
take and Retention by Cercariae and Developing 
Schistosomules. 

AD-A046 325/7GI 78-03 6M PC A02/MF A01 


Reprint: Schistosomiasis in the Congenitally 

Athymic (Nude) Mouse: |. Thymic Dependency of 

Eosinophilia, Granuloma Formation, and Host Mor- 

bidity. 

AD-A046 322/4GI 
REIDER, R. 


Cryogenics Safety. 
LA-UR-77-1026 78-01 


REIDY, JOSEPH C. 


Final Design and Implementation Plan for Evaluat- 
ing the Effectiveness of FMVSS 108: Side Marker 
Lamps and High Intensity Headlamps (Only) 

PB-283 410/9GI 78-22 13F PC A07/MF A01 


Final Design and Implementation Plan for Evaluat- 
ing the Effectiveness of FMVSS 202: The Effective- 
ness of Head Restraints and FMVSS 207: Seating 
Systems. 

PB-283 205/3GI 


REIDY, JOSEPH C. JR. 


Construction of a Comprehensive Causal Network. 
Phase Ill: Final Report (Volume 1). 
PB-275 624/5GI 78-07 13L PC A07/MF AQO1 


Construction of a Comprehensive Causal Network. 
Volume 2. Literature Review and Bibliographies. 

PB-275 625/2GI 78-07 13L PC A11/MF A01 
Evaluation Methodologies for Nine Federal Motor 
Vehicle Safety Standards: FMVSS 105, 108, 122, 
202, 207, 213, 220, 221, 222. 
PB-283 034/7GI 78-21 


REIDY, W. P. 


Comparison of ICECAP and EXCEDE Rocket Mea- 
surements with Computer Code Predictions. 
AD-A047 526/9GI 78-05 4A PC A10/MF A01 


REIF, HANS G. 


78-19 13B PC A03/MF A01 


78-03 6M PC A02/MF A01 


7D PC A02/MF A01 


78-22 13F PC A08/MF A01 


13F PC A10/MF A01 


Alternatives for Hazardous Waste Management in 
the Metals Smelting and Refining Industries. 


PB-278 800/8GI 78-13 81 PC A12/MF A01 


PA-1168 


Assessment of Industrial Hazardous Waste Practices 
in the Metal Smelting and Refining Industry. 
Volume |. Executive Summary. 

PB-276 169/0GI 78-07 13B PC A04/MF A01 


Assessment of Industrial Hazardous Waste Practices 
in the Metal Smelting and Refining Industry. 
Volume Il. Primary and Secondary Nonferrous 
Smelting and Refining. 

PB-276 170/8GI 78-07 13B PC A14/MF A01 


Assessment of Industrial Hazardous Waste Practices 
in the Metal Smelting and Refining Industry. 
Volume Ill. Ferrous Smelting and Refining. 
PB-276 171/6GI 78-07 13B PC A08/MF A01 
Assessment of Industrial Hazardous Waste Practices 
in the Metal Smelting and Refining Industry. 
Volume iV. Appendices. 
PB-276 172/4GI 78-07 
REIF, ROBERT B. 
Wet-Wall Electroinertial Air Cleaner. 
PAT-APPL-730 915/GI 
78-19 


13B PC A04/MF A01 


13B PC A02/MF AO1 

REIFF, J. 
Results of an Experiment Concerning the Predicta- 
bility of Waves N = 3-10 in a Five Days Average 
Barotropic Model Resultaten van een Experiment 
Betreffende de Voorspelbaarheid van de Golven N 
= 3-10 in een 5-Daage Gemiddeld Barotroop 
Model. 
N78-14767/5GI 


REIFF, P. H. 
Study of 
Plasmapause. 
AD-A053 291/1GI 

REIFFEN, BARNEY 


Reprint: On Low Crosstalk Data Communication 
and Its Realization by Continuous-Frequency Modu- 
lation Schemes. 

AD-A054 567/3GI 


REIFSNIDER, K. L. 


Defect-Property Relationships in Composite Materi- 
als. Part Il. 
AD-A052 358/9GI 


REIGER, ARTHUR 


HUD Residential Solar Economic Performance 
Model: Program Deck. 
PB-273 592/6GI 
REIHER, H.F. 
Noise-Reduction Manual Il. Machinery Noise 
AD-066 566/1GI 78-20 13J PC A99/MF A01 
Studies on Evaluating the Noise-Reduction Effec- 
tiveness of Blanket-Septum-Type and Spot-Type 
Vibration-Damping Treatments 
AD-149 756/9GI 78-23 
REIL, K. O. 


Effective Equation-of-State Measurements on Urani- 

um Dioxide. 

SAND-77-1094C 
REILEY, KIMBERLY A. 


A Compilation of Federal and State Laws Regulat- 
ing Consumer Financial Services. Volume |, 
PB-281 150/3GI 78-17 5A MF A01 


A Compilation of Federal and State Laws Regulat- 
ing Consumer Financial Services. Volume Il, 
PB-281 151/1GI 78-17 5A MF A01 


REILEY, T. C. 


Simulation of Irradiation Creep. 
CONF-770641-6 78-05 18J PC A02/MF A01 


REILING, GILBERT H. 


Fundamental Optical Absorption in Magnesium 
Oxide 


AD-139 457/6GI 78-23 20F PC A03/MF A01 
REILLEY, GINGER MICHELLE 


Visitation of Institutionalized Elderly by High School 
Students -- Effects on Both Age Groups. 
HRP-0023406/2GI 78-15 5K Not Available NTIS 


REILLY, D. A. 


Investigation of Laser Propulsion. Volume I. 
AD-A050 506/5GI 78-11 21H PC A07/MF A01 


Investigation of Laser Propulsion. Volume Il. 
AD-A056 748/7GI 78-22 21H PC A12/MF A01 


REILLY, DAVID J. 


An Experimental Investigation of Enhanced Heat 
Transfer on Horizontal Condenser Tubes. 
AD-A055 430/3GI 78-20 13A PC A10/MF A01 


REILLY, DOROTHY E. 


Preparation of Objectives for Continuing Education 
Programs. 
HRP-0023076/3GI 


REILLY, J. J. 


Applications of Metal Hydrides. 
BNL-23046 78-07 21D PC A03/MF AO1 


78-09 4B PC A04/MF A01 


Plasma Flow Near the Earth's 


78-15 4A PC A04/MF AO1 


78-17 17B PC AG2/MF A01 


78-14 


11D PC A04/MF A01 


78-03 10A CP T03 


13J PC A03/MF A01 


78-08 18J PC A02/MF A01 


78-18 51 Not Available NTIS 


interrelations Between Phase Diagrams and Hydrid- 
ing Properties for Alloys Based on the Intermetallic 
Compound FeTi+ . 

BNL-22308 78-05 11F PC A03/MF A01 


Metal Hydride Development Program at Brookhaven 
National Laboratory. 
BNL-23574 78-16 11F MF AO1 


Synthesis and Properties of Useful Metal Hydrides. 
A Review of Recent Work at Brookhaven National 
Laboratory. 


BNL-23047 78-07 21D PC AQ3/MF A01 


REILLY, J. T. 


Review of Methods for the Integration of Reliability 
and Design Engineering. 


GA-A-14748 78-25 181 PC A07/MF A01 


REILLY, JAMES P. 


Reprint: intracavity Dye Laser Spectroscopy as a 
Gain Probing Technique. 
AD-A057 726/2G! 78-23 20F PC A02/MF A01 


REILLY, M. J. 


Crashworthy Gunner Seat Testing Program. 
AD-A054 970/9GI 78-18 1C PC A08/MF A01 
Crashworthy Troop Seat Testing Program. 

AD-A048 975/7GI 78-08 1C PC A10/MF A01 


REILLY, M. L. 


The Freezing Point of Aluminum as a Fixed Point 
for Platinum Resistance Thermometry. 
PB-277 318/2GI 78-12 14B Not available NTIS 


REILLY, N. B. 


Satellite Personal Communications System. 
PAT-APPL-910 707/GI 
78-20 17B PC A02/MF A01 


State Criminal Justice Telecommunications 
(STACOM). Volume 1: Executive Summary. 
N78-16218/7GI 78-11 17B PC A04/MF A01 


State Criminal Justice Telecommunications 
(Stacom). Volume 2: Requirements Analysis and 
Design of Ohio Criminal Justice Telecommunica- 
tions Network. 

N78-16219/5GI 78-11 17B PC A14/MF A01 


State Criminal Justice | Telecommunications 
(Stacom). Volume 3: Requirements Analysis and 
Design of Texas Criminal Justice Telecommunica- 
tions Network. 


N78-16220/3GI 78-11 17B PC A14/MF A01 


REILLY, PETER J. 


Simultaneous Application of Immobilized Glu- 
coamylase and Glucose Isomerase for the Produc- 
tion of Sugar Mixtures from Starch. 

PB-282 321/9GI 78-19 7D PC A09/MF A01 


REILLY, T. F. 


Outer Continental Shelf Impacts, Morgan City, Loui- 
siana, 
PB-283 351/5GI 


78-19 10A PC A16/MF A01 


REILLY, TERRY 


Agricultural Health and Safety Considerations for a 
Primary Rural Health Care System, 
PB-275 603/9GI 78-07 6J PC A06/MF A01 


Occupational Health and Safety for Agricultural 
Workers. Agricultural Health and Safety Considera- 
tions for a Rural Primary Health Care Systems, 

PB-274 760/8GI 78-05 6J PC A07/MF A01 


REILLY, W. W. 


Development and Evaluation of Elastomeric Materi- 
als for Geothermal Applications. 
N78-31237/8GI 78-26 11J PC A04/MF AO1 


REILMAN, ROBERT F. 


Reprint: Photoionization of Positive lons: Outer p 
Subshells of the Noble-Gas Isoelectronic Sequence. 
AD-A048 101/0GI 78-06 7D PC A02/MF A01 


Reprint: Relative Intensities in Photoelectron Spec- 
troscopy of Atoms and Molecules. 
AD-A046 187/1GI 78-02 7D PC A02/MF A01 


REIMAN, MARTIN IRA 


Queueing Networks in Heavy Traffic. 
AD-A049 594/5G! 78-09 12B PC A06/MF A01 


REIMAN, W. H. 


Reprint on room-temperature creep in iron under 
tensile stress and superposed alternating torsion. 
AD-455 682/5GI 78-14 11F PC A02/MF A01 


REIMANN, C. 


Economic Effects of Metallic Corrosion in the 
United States. Part |. A Report to the Congress by 
the National Bureau of Standards, 

PB-282 631/1GI 78-20 11F PC A04/MF A01 


REIMANN, C. W. 


Reprint: Hexakis(imidazole) 
Tetrahydrate. 
PB-282 007/4GI 


Nickel(ll) Chloride 


78-19 20B Not available NTIS 





REIMANN, K. J. 


Acoustic Emission from Fuel Pellets in a Simulated 
Reactor Environment. 
CONF-761233-1 78-03 18) PC A02/MF AO1 


Evaluation of a Pulsed Eddy-Current System for 
Subsurface Flaw Detection. 
ANL/MSD-78-1 78-15 148 PC A02/MF A01 


Three-Dimensional Thermal Neutron Radiography. 
PB-282 903/4GI 78-21 14B Not available NTIS 


REIMANN, M. 


Analytical Investigation of Annular Gap Gas Flow 
During Ballooning of Zircaloy Claddings. 
INEL-tr-20 78-14 181 PC A03/MF A01 


REIMER, EVERETT W. 


The Structural Energics of Learning: A Study of the 
Effect of Personality-Trend and Collective Struc- 
tures on Reading Rate Improvement 

AD-037 203/7GI 78-21 5! PC A04/MF A01 


REIMER, KEITH A. 


Protecting Ischemic Myocardium and Minimizing In- 
farct Size. 
PB-279 708/2GI 


REIMER, RITA 


Analysis of Federal and State Campaign Finance 
Law-Summaries and Quick-Reference Charts, 
PB-279 516/9GI 78-14 5D PC A15/MF A01 


REIMHERR, GEORGE W. 


Aerospace Computer Systems. Part 2. Space and 
Guided Missile Applications. Volume 2. 1976- 
February 1978 (A Bibliography with Abstracts). 

NTIS/PS-78/0290/3GI 78-11 9B PC NO1/MF NO1 


Applications of the Fast Fourier Transform. Volume 
2. September, 1977-August, 1978 (A Bibliography 
with Abstracts). 

NTIS/PS-78/0932/0GI 78-23 9D PC NO1/MF NO1 


Automata Theory (A Bibliography with Abstracts). 
NTIS/PS-78/1084/9GI 78-25 9B PC NO1/MF NO1 


Automated Text Editing (A Bibliography with Ab- 
stracts). 


NTIS/PS-78/0391/9GI 78-13 9B PC NO1/MF NO1 


Automatic Programming (A Bibliography with Ab- 
stracts). 


NTIS/PS-78/0920/5GI 78-23 9B PC NO1/MF NO1 


Bionics (A Bibliography with Abstracts). 
NTIS/PS-78/0550/0GI 78-16 6D PC NO1/MF NO1 


Computer Information Security and Protection 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0861/1GI 78-21 98 PC NO1/MF NO1 


Computer Information Security and Protection. 
Volume 2. July, 1977-May, 1978 (Citations from the 
NTIS Data Base). 

NTIS/PS-78/0860/3GI 78-21 9B PC NO1/MF NO1 


Computer Networks. Volume 3. August, 1977-July, 
1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0878/5GI 78-21 9B PC NO1/MF NO1 


Computer Performance Evaluation (A Bibliography 
with Abstracts). 
NTIS/PS-78/1078/1GI 78-25 9B PC NO1/MF NO1 


Computer Software Maintenance (A Bibliography 
with Abstracts). 
NTIS/PS-78/0318/2GI 78-12 9B PC NO1/MF NO1 


Computer Software Reliability. Volume 1. 1970- 
June, 1977 (A Bibliography with Abstracts). 
NTIS/PS-78/0642/5GI 78-18 9B PC NO1/MF NO1 


Computer Software Reliability. Volume 2. July, 
1977-May, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0643/3GI 78-18 9B PC NO1/MF NO1 


Computer Software Standards (A Bibliography with 
Abstracts). 


NTIS/PS-78/0541/9GI 78-16 9B PC NO1/MF NO1 


Computer Software Transferability and Portability (A 
Bibliography with Abstracts). 
NTIS/PS-78/0552/6GI 78-16 9B PC NO1/MF NO1 


Computer Storage Management (A Bibliography 
with Abstracts). 


NTIS/PS-78/0803/3GI 78-20 9B PC NO1/MF NO1 
Construction Management (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/0319/0GI 


78-15 60 PC A10/MF A01 


78-12 13B PC NO1/MF NO1 


Control Theory. Volume 3. August, 1976-July, 1978 
(A Bibliography with Abstracts). 
NTIS/PS-78/0925/4GI 

78-23 12A PC NO1/MF NO1 


Cosmology (A Bibliography with Abstracts). 
NTIS/PS-78/0089/9GI 78-08 3B PC NO1/MF NO1 


Data Base Language (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/0977/5GI 78-23 9B PC NO1/MF NO1 
Data Base Management (Citations from the En- 


gineering Index Data Base). 
NTIS/PS-78/0329/9GI 78-12 9B PC NO1/MF NO1 


Data Base Management (Citations from the NTIS 
Data Base). 


NTIS/PS-78/0328/1G! 78-12 9B PC NO1/MF NO1 


Decision Making in Management (A Bibliography 
with Abstracts). 
NTIS/PS-78/0605/2G!I 78-17 5A PC NO1/MF NO1 


Distributed Data Processing (Citations from the En- 
gineering Index Data Base). 
NTIS/PS-78/0672/2GI 78-19 98 PC NO1/MF NO1 


Distributed Data Processing (Citations from the 
NTIS Data Base). 
NTIS/PS-78/0671/4GI 78-19 9B PC NO1/MF NO1 


Economic Models. Volume 3. April, 1975-April, 1977 
(A Bibliography with Abstracts). 
NTIS/PS-78/0440/4GI 78-15 5C PC NO1/MF NO1 


Economic Models. Volume 4. May, 1977-April, 1978 
(A Bibliography with Abstracts). 
NTIS/PS-78/0441/2GI 78-15 5C PC NO1/MF NO1 


Effects of Inflation (A Bibliography with Abstracts). 
NTIS/PS-78/0804/1GI 78-20 5C PC NO1/MF NO1 


Electroluminescent Display Devices (A Bibliography 
with Abstracts). 
NTIS/PS-77/1047/8GI 78-03 9E PC NO1/MF NO1 


Electron Beam Fusion (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0921/3GI 
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Attack in Turbulent Flow. Part ll. The Aeroelastic 
Vibration of the Square and H-Shaped Sections in 
Turbulent Cross Flows. 

PB-282 439/9GI 78-19 


ROBERSON, KENNETH 
Copper River-Prince William Sound Sockeye Sal- 


mon Inventory and Assessment. 
PB-281 814/4GI 78-17 6C PC AO5/MF A01 


ROBERT, A. 


6.13 MeV gamma Reference Source, Measurement 
of the Emission Rate. 
CEA-R-4848 


ROBERT, F. X. 
COCHISE Studies |: Fluid Dynamical and Infrared 


Spectral Analyses. 
AD-A053 218/4GI 


ROBERT, G. 


Relationships Between Microstructure and Creep 
Fracture of a Low Carbon Austenitic Steel. 
ORNL-tr-4383 78-06 11F PC A02/MF A01 


ROBERT, J. P. 


Minimum lonizing Particle Detection by Secondary 
Electron Emission. 
CEA-CONF-3850 


ROBERT, M. 


Field Emission Electric Propulsion System Study, 
Volume 1. 
N78-13128/1GI 78-08 22B PC A08/MF A01 


Field Emission Electric Propulsion System Study, 
Volume 2. 
N78-13129/9GI 78-08 22B PC A06/MF A01 


Two-Dimensional Turbulent Separated Flow. Com- 
parison of Criteria for Industrial Application Decol- 
lements Turbulents Bidimensionnels. Comparaison 
de Criteres a Usage Industriel. 

N78-11358/6GI 78-06 20D PC A02/MF A0O1 


ROBERTS, A. 


Acoustic Detection of Neutrino Interactions in the 
Ocean: The 1977 DUMAND Summer Workshop, 
Held at Moscow, on 26-28 Jun 1977. 

AD-A048 061/6GI 78-06 20H PC A02/MF A01 


ROBERTS, A. S. 


Analysis of Spread Multi-Jet VTOL Aircraft in Hover. 
N78-16046/2GI 78-11 1C PC AO5/MF A01 


ROBERTS, A. W. 


Effect of Dotted Extended Lane Lines on Right Sin- 
gle Deceleration Lane Use. 
PB-280 082/9GI 78-15 


ROBERTS, ALAN H. 


Authoritarianism, Punitiveness, and Perceived So- 
cial Status 
AD-215 477/1GI 78-11 


ROBERTS, ALBERT S. JR. 


High velocity electron streams research. 
AD-467 862/9GI 78-20 201 PC AO5/MF A01 


ROBERTS, B. 


Development of a 9 Cr Steel with Improved Strength 
and Toughness. 
CONF-770545-2 


ROBERTS, BRYAN W. 


Nitrogen-15 magnetic resonance spectroscopy. VI. 
Pyrimidine derivatives. 
AD-467 861/1GI 


ROBERTS, C. W. 


Principal Facts, Accuracies, Sources, Base Station 
Descriptions, and Plots for 2227 Gravity Stations on 
the Chico 1 Degree x 2 Degrees Quadrangle, 
California. 

PB-276 770/5GI 


ROBERTS, CLIFFORD R. 


Reprint: The Use of Cl 744 as an Anesthetic for 
Laboratory Animals. 
AD-A051 044/6G! 


ROBERTS, D. D. 


Energy Recovery from Monroe County's Solid 
Waste: The Complexities of Being an Innovator 
among Local Government. 

SRC-TR-77-595-2 78-23 13B PC A04/MF A01 


Onondaga County Steam Station: A Flawed Attempt 
at Adopting Resource Recovery. 
SRC-TR-77-595-1 78-23 13B PC A04/MF AO1 


Renovating the Halls of Local Government with In- 
novative Heat Pump Technology: Rochester and 
Monroe County. 

SRC-TR-77-595-5 78-23 13A PC A03/MF AO01 


Street Lighting in Rochester: The Search for In- 
novation in Technology and Joint Decision-Making. 
SRC-TR-77-595-3 78-23 10A PC AQ3/MF AO1 


Syracuse Street Lighting: Defensive Decision-Mak- 
ing by a City Faced with Escalating Energy Costs. 
SRC-TR-77-595-4 78-23 10A PC AQ2/MF AO1 
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ROBERTS, D. I. 


Alloy 800 for Nuclear Reactor Applications. 
GA-A-14111 78-07 11F PC A03/MF A01 


Design Codes and Lifetime Prediction Aspects for 
Alloy 800 for Nuclear and Non-Nuclear Applications. 
GA-A-14747 78-22 11F PC A02/MF A01 


Metallurgical Examination of Primary Circuit Com- 
ponents from the Peach Bottom HTGR. 
GA-A-14506 78-18 181 PC A17/MF AQ1 


ROBERTS, DONALD R. 


Reprint: A Method of Evaluating Ovipositional At- 
tractants of ‘Aedes Aegypti’ (Diptera: Culicidae), 
with Preliminary Results. 

AD-A049 607/5GI 78-09 6C PC A02/MF A01 
Vectors and Natural Reservoirs of Oropouche Virus 
in the Amazon Region. 

AD-A053 168/1GI 78-15 6M PC A02/MF A01 


ROBERTS, DONALD RAY 


Process for Increasing Oleoresin Synthesis in Pinus 
Species. 
PAT-APPL-869 891/GI 78-22 7C PC A02/MF A01 


ROBERTS, DONALD V. 


Evaluation of the Cox Deflection Devices. 

PB-274 045/4GI 78-03 13B PC A04/MF A01 
ROBERTS, E. 8. 

Energy Requirements of Alternatives in Water 

Supply, Use, and Conservation, and Water Quality 

Control in California. Final Report. 

UCRL-13784 78-16 13B PC AO7/MF A01 

Pumping Energy Requirements for Irrigation in 

California. 

UCRL-13788 


ROBERTS, E. JR.. 


78-16 2C PC A04/MF A01 
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Microwave Absorption and Molecular Structure in 
Liquids. XI. The Relaxation Times of Three Nearly 
Spherical Molecules in the Pure Liquid and in Solu- 


14B PC A02/MF A01 
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Evaluation of Women in the Army. 
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ROBERTS, H.C. 
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Fatigue Machine 
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ROBERTS, H. L. 
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ROBERTS, H. N. 
Micro-Reduction and Enlargement of Graphic Infor- 


mation Study (MEGIS). 
AD-A051 532/0GI 78-12 


ROBERTS, HARRY H. 


Reprint: Acoustical Penetration and Shear Strength 
in Gas-Charged Sediment. 
AD-A051 906/6GI 78-13 8H PC A02/MF A01 


Documentation and Analysis of Coastal Processes, 
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AD-A048 012/9GI 78-06 8G PC A06/MF A01 


Field Guidebook to the Reefs and Geology of Grand 
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AD-A046 346/3GI 78-03 8A PC A04/MF A01 


Reprint: High-Frequency Techniques and Over-the- 
Horizon Radar in Coastal Research. 
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ROBERTS, LORETTA 


AD-462 329/4GI 78-16 7D PC A03/MF A01 


Conformational properties of cyclobutanes; varia- 
tion of geminal fluorine-fluorine chemical-shift dii- 
ferences with temperatures; NMR spectroscopy. 

AD-463 482/0GI 78-16 7D PC A03/MF A01 


Conformational properties of cyclobutanes; varia- 
tion of vicinal hydrogen-fiuorine coupling constants 
with temperature; NMR spectroscopy. 

AD-463 483/8G! 78-16 7D PC A02/MF A01 


Long-Range Proton Spin-Spin Coupling in Dimethyl 
Sulfone, 
AD-425 978/4GI 78-14 7D PC A02/MF A01 


Magnetic resonance spectroscopy in a study of 
configurational stability of grignard reagents. 
AD-455 119/8GI 78-14 7D PC A04/MF A01 


Nitrogen-15 magnetic resonance spectroscopy IV. 
The degenerate bimolecular exchange of protons in 
ketimines. 

AD-464 462/1GI 78-14 7D PC A03/MF A01 


Nitrogen-15 magnetic resonance spectroscopy. V. 
Oxygen-nitrogen compounds. 
AD-464 353/2GI! 78-14 7D PC A02/MF A01 


Nitrogen-15 magnetic resonance spectroscopy. VI. 
Pyrimidine derivatives. 
AD-467 861/1GI 78-14 7D PC A02/MF A01 


Nuclear magnetic resonance spectroscopy. Analysis 
and temperature dependence of spectra of 
cycloheptatriene and 7-7-bistrifluoromethyl- 
icycloheptatriene. 

AD-464 463/9GI 78-14 7D PC A02/MF A01 


Nuclear magnetic resonance study of configuration 
stability of Grignard reagents. 
AD-455 118/0GI 78-14 7D PC A04/MF A01 


Stereochemical aspects of the Diels-Alder reaction. 


Digital Enhancement of Computerized Axial Tomo- 
grams. 
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ROBERTS, EOWARD B. 
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ROBERTS, EDWIN H. 
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Multi-Level Sampling. 
E78-10118 
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Annual Report on the Characteristics of High-Level 
Waste Glasses. 
BNWL-2252 78-01 18G PC A06/MF A01 
Considerations for Sampling Nuclear Materials for 
SNM Accounting Measurements. 
PB-282 169/2GI 78-17 18J PC A03/MF A01 
Phase Behavior and Radiation Effects in High Level 
Waste Glass. 
BNWL-SA-6168 78-01 18G PC A02/MF A01 


Procedures for Rounding Measurement Results in 

Nuclear Materials Control and Accounting, 

PB-280 066/2GI 78-14 18J PC A02/MF AO1 
ROBERTS, FRED S. 

Building an Energy Demand Signed Digraph Il: 
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ROBERTS, FREDDY L. 


A Program for Improvement of Bituminous Surface 
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PB-272 378/1GI 78-03 13C PC A07/MF A01 
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Pellet-Cladding Interactions and Length Changes in 
SGHWR Fuel Pins. Part 1. Fundamental Equations. 
CEGB-RD/B/N-3972 78-21 18J MF A01 


ROBERTS, G. A. 


Low Sidelobe SAW Filters Using Overlap and 
Withdrawal Weighted Transducers, 
AD-A052 703/6GI 78-14 20A PC A02/MF A01 


ROBERTS, G. L. 


Homogeneous Catalytic Hydrogenations of Complex 
Carbonaceous Substrates. 
BNWL-SA-6055 78-03 21D PC A02/MF A01 


ROBERTS, G. LOUIS 


Reprint: Mineralogy of Surface Sediments From the 
Panama Basin, Eastern Equatorial Pacific. 
AD-A050 451/4GI 78-10 8G PC A02/MF A01 


ROBERTS, G. O. 
Two-Dimensional Numerical Model of the Near- 


AD-457 062/8GI 78-14 7C PC A02/MF A01 
ROBERTS, JOHN E. 


Piecewise Linear Predictive Coding System. 
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ROBERTS, JOHN R. 


Trends in Education Data Bases: Present and Fu- 
ture Applications and Capabilities, 
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ROBERTS, JOSEPH 


Reprint: Characterization of Crystals of L-Glu- 
taminase-Asparaginase from Acinetobacter Glu- 
taminasificans and Pseudomonas 7A. 

PB-276 205/2GI 78-08 6A Not available NTIS 
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The Economic Rate of Return to Federally Sup- 
ported Post-Ph.D. Training in the Biosciences. 
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ROBERTS, KENNETH E. 


A New Look at France: US Defense Interests in a 
Changing Environment. 
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ROBERTS, KENNETH J. 


Status Report on the Commercial Snapper-Grouper 
Fisheries Off South Carolina, 
PB-272 819/4GI 


ROBERTS, KING M. 


Perceptual Factors and Meanings of Symbolic Infor- 
mation Elements. Volume |. Executive Summary. 
PB-274 615/4GI 78-04 13B PC A03/MF A01 


Perceptual Factors and Meanings of Symbolic Infor- 
mation Elements. Volume II. Technical Report. 
PB-274 616/2GI 78-04 138 PC A07/MF A01 


ROBERTS, L. J. 


Transonic Wind Tunnel Tests on a Fin Stabilised 
Bomb Model. 


AD-A047 008/8G! 78-04 198 PC A03/MF A01 


Transonic Wind Tunnel Tests on a 1/8th Scale 
Mk82 Bomb Model. 
AD-A048 031/9GI 


ROBERTS, L. W. 


Reprint: Numbers of ‘Leptotrombidium 
(Leptotrombidium) deliense’' (Acarina: Trombicu- 
lidae) and Prevalence of ‘Rickettsia tsutsugamushi’ 
in Adjacent Habitats of Peninsular Malaysia. 

AD-A046 197/0GI 78-02 6M PC A02/MF A01 


Reprint: Sex Ratios in ‘Rickettsia tsutsugamushi'- 
Infected and Noninfected Colonies of Leptotrom- 
bidium (ACARI: Trombiculidae). 
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Reprint: Holocene Sedimentation at Cape Sable, 
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Reprint: Satellite Observation of the Subaerial 
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A Guide to Environmental Benefits Assessment in 
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HRP-0024741/1GI 78-16 6E Not Available NTIS 
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for Field Theory. 
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EBT Time-Dependent Point Model Code: Descrip- 


tion and User's Guide. 
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ROBERTS, J. H. 
SSTR And Emulsion Techniques and Their Applica- 


tions for FBR, LWR, and MFER Programs. 
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ROBERTS, J. J. 

Evaluation of Emission Control Strategies for Sulfur 

Dioxide and Particulates in the Chicago 

Metropolitan Air Quality Control Region. 
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ROBERTS, J. PETER 


Reprint: Multiple Endocrine Adenomatosis Type lib 
Diagnosis and Treatment. 
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ROBERTS, J. R. 


Reprint: Transition Probabilities for the 3s-4p 
Transitions of Ne I. 
PB-275 013/1GI 
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Field Flow for an Ocean Thermal Power Plant. Part 


|. The Theoretical Approach and a Laboratory Simu- 
lation. 


DSE/1005-5 
ROBERTS, GARY W. 


Test Probe Tool for Printed Circuit Boards. 
PAT-APPL-913 990/GI 


78-05 10B MF AO1 


Configurational stability of primary Grignard re- 
agents. Nuclear magnetic resonance spectrum of 
methylene hydrogen 3,3-dimethylbutyimagnesium 
chloride and 2-phenyl-3-methylbuty! Grignard re- 
agents. 

AD-405 804/6GI 


Conformational 
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78-14 7D PC A02/MF A01 


barriers in trans-cyclodecene- 


Reprint: Virulence and Antigenic Properties of 
‘Rickettsia tsutsugamushi’ in a Naturally Infected 
Laboratory Colony of ‘Leptotrombidium 
(Leptotrombidium)' arenicola. 

AD-A046 194/7GI 78-02 6M PC A02/MF AO1 


ROBERTS, LORETTA 


Labor-Management Issues in the Health Care Field. 
HRP-0017598/4GI 78-14 5A _ Not Available NTIS 
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ROBERTS, M. 


Draft Program Plan for TNS: The Next Step after the 
Tokamak Fusion Test Reactor. Pert |. Summary. 
ORNL/TM-5982 78-15 18A PC AOS/MF A901 


Draft Program Pian for TNS: The Next Step after the 
Tokamak Fusion Test Reactor. Part ll. R and D 
Needs Assessment. 

ORNL/TM-5983 78-15 18A PC A07/MF A0O1 


Oak Ridge TNS Program: Context, Scope, and 
Baseline Design of the FY 1978 Activities. 
ORNL/TM-6201 78-25 18A PC A04/MF A01 


Oak Ridge Tns Program 1976--1977. Integration of 
Engineering Reality Brings Us Closer to Realizable 
Reactor. 

CONF-771029-150 78-14 18A PC A02/MF AO1 


ORNL Fusion Power Demonstration Study: An Illus- 
trative Example of Planning for the Demonstration 
of the Commercial Feasibility of Tokamak Fusion 
Power in This Century (A Demonstration Study). 

ORNL/TM-6212 78-25 18A PC A03/MF A01 


Tns Design Space Exploration Has Brought Us a 
Large Step Closer to Realizable Reactor. 
CONF-771056-1 78-12 18A PC A03/MF A01 


TNS Program: The Next Step in Confinement Fu- 
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CONF-771109-66 


ROBERTS, M. L. 


Stainless Steel Panel for Selective Absorption of 

Solar Energy and the Method of Producing Said 
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ROBERTS, P. B. 


Critique of the Use of the Linear No-Threshold 
Hypothesis in the Estimation of Radiation Risks to 
Large Populations. 

INS-R-195 78-09 6R MF AO1 


Radiation in Relation to Mutation Rate, Mutational 
Damage and Human Iil-Health. 
INS-R-196 78-09 6R MF AO1 


Wide Range Operation of Advanced Low NOx Com- 
bustors for Supersonic High-Altitude Aircraft Gas 
Turbines. 

N78-14047/2GI 


ROBERTS, P. E. 


Quadrupole Mass-Filter Sensitivities of H sub 2 , 
HD, D sub 2 , and T sub 2, and the Kinetics of beta 
-Particle Induced Exchange Between H sub 2 , D 
sub 2, and T sub 2 at 25.4 exp OC. 

UCRL-52391 78-21 7D PC A03/MF A01 


Three-Phase Region of D sub 2 -DT-T sub 2. 
UCRL-79036 78-01 18A PC A02/MF A01 


Three-Phase Region of D sub 2 -DT-T sub 2. 
UCRL-79036(Rev.1) 78-06 7D PC A02/MF AO1 


ROBERTS, P. O. 


Analysis of the Incremental Cost and Trade-Offs 
Between Energy Efficiency and Physical Distribu- 
tion Effectiveness in Intercity Freight Markets. 
FEA/D-77/375 78-13 10A PC A08/MF A01 
Models for Freight Tariff Estimation. 

CTS-76-7 78-26 SC PC A03/MF A01 
Models of Freight Loss and Damage. 

CTS-76-6 78-26 5C PC A03/MF A01 
Models of Travel Time and Reliability for Freight 
Transport. 

CTS-76-16 78-26 138 PC A03/MF AQ1 
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Estimating Freight Flows. 

CTS-76-8 78-26 10A PC A03/MF A01 
Transport in Intercity Markets: An Overview of the 


Physical Distribution System. 
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ROBERTS, PAUL H. 
Reprint: A Theory of Temperature-Dependent Ener- 
gy Levels: Thermodynamic Properties of He II. 
AD-A052 885/1GI 78-15 20M PC A04/MF A01 
ROBERTS, R. 
Determination of Tolerable Flaw Sizes in Full Size 
Welded Bridge Details. 
PB-281 877/1GI 78-19 138 PC A19/MF A01 


Experimental Clean Combustor Program, Phase 3. 
N77-32161/0GI 78-02 218 PC A06/MF A01 


Fracture Behavior of A36 Bridge Steels. 
PB-277 908/0GI 78-11 11F PC A04/MF A01 


ROBERTS, R. A. 


Coal Gasification Valves. Phase |. Annual Report, 29 
May 1976--31 May 1977. 
FE-2355-20 78-12 13K PC A08/MF A01 


Coa! Gasification Valves. Phase |. Failure Modes 
and Effects Analysis: 8-Inch Valves, Types |, Il, and 
iv (CCC P/N 75895). 
FE-2355-22 


78-09 21E PC A03/MF A01 


13B PC A03/MF A01 


78-09 13K PC A02/MF A01 


PA-1190 


Coal Gasification Valves. Phase |. Quarterly Techni- 
cal Progress Report, September--November 1976. 
FE-2355-2(Rev.A) 78-12 13K MF AO1 


Coal Gasification Valves. Phase |. Thermal Analysis 
Report. 

FE-2355-16 78-03 7A PC A04/MF AO1 
Coal Gasification Valves. Phase |. Thermal Analysis 
Report, 8-Inch, Types |, Il, and IV Vaives. 
FE-2355-19 78-03 7A PC A03/MF A01 


ROBERTS, R. BRUCE 


The FRL Manual. 
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The FRL Primer. 
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78-14 9B PC A03/MF A01 


78-15 6D PC A02/MF A01 


ROBERTS, R. C. 


Development of Ultrafiltration and Inorganic Adsor- 
bents for Reducing Volumes of Low-Leve! and !n- 
termediate-Level Liquid Waste: April--June 1977. 

MLM-2464 78-11 18G PC A02/MF A01 


Development of Ultrafiltration and Inorganic Adsor- 
bents for Reducing Volumes of Low-Level and In- 
termediate-Level Liquid Waste: January--March 
1978. 

MLM-2513 78-21 18G PC A02/MF A01 


Development of Ultrafiltration and Inorganic Adsor- 
bents for Reducing Volumes of Low-Level and In- 
termediate-Level Liquid Waste: July--September 
1977. 

MLM-2499 78-20 18G PC A02/MF A01 


Development of Ultrafiltration and Inorganic Adsor- 
bents for Reducing Volumes of Low-Level and In- 
termediate-Level Liquid Waste: October--December 
1977. 


MLM-2503 78-17 18G PC A02/MF A01 


Evaluation of Ultrafiltration Membranes for Treating 
Low-Level Radioactive Contaminated Liquid Waste. 
MLM-2?448 78-20 18G PC A02/MF A01 


Removal of Plutonium and Uranium from Process 
Streams Using Ultrafiltration Membranes. 
MLM-2423(0P) 78-02 18G PC A02/MF A01 


ROBERTS, R. G. 


Bibliography of High Energy Two-Body and Inclu- 
sive Scattering Data. 
RL-77-105/C 78-20 20H MF A01 


Can the Fermi-Motion of Partons Recover Canoni- 
cal Scaling in Hadronic High-Psub(T) Processes. 
RL-77-115/A 78-22 20H MF AO1 


Evidence for Exchange Degeneracy Reanalysed. 
RL-77-088(A) 78-13 20H MF AO1 


Generalization of Quark Parton Model - a Study of 
sigma/sub L//sigma/sub T/ and Large K/sub T/. 
RL-77-117/A 78-22 20H MF A01 


ROBERTS, R. L. 


Superconducting 2.6T High Accuracy Magnet. 
RL-77-099/B 78-21 9A MF A01 


ROBERTS, REBECCA S. 


Potential for Agricultural Development on the 
Umatilla Indian Reservation, Oregon. 
PB-274 945/5GI 78-05 2B PC A04/MF A01 


Termination of Loran-A. An Evaluation of Alterna- 
tive Policies. 
PB-279 593/8GI 


78-14 17G PC A07/MF A01 


ROBERTS, ROBERT E. 


Dental Care for Handicapped Children Reexamined 
-- | -- Dental Training and Treatment of the Han- 
dicapped. 


HRP-0024776/7GI 78-26 6E Not Available NTIS 


ROBERTS, ROBIN S. 


Nurse Practitioners in Primary Care. V. Develop- 
ment of the Utilization and Financial Index to Mea- 
sure Effects of Their Deployment. 

HRP-0015242/1Gi 78-16 6E Not Available NTIS 


Nurse Practitioners in Primary Care. VI. Assessment 
of Their Development with the Utilization and 
Financial Index. 


HRP-0015243/9GI 78-16 6E Not Available NTIS 


ROBERTS, ROY 


Manufacturing Methods and Technology (MM and 
T) Measure for Fabrication of Low Voltage Start 
Sealed Beam Arc Lamps. 

AD-A053 376/0GI 78-16 13A PC A02/MF A0O1 


Manufacturing Methods and Technology (MMTE) 
Measure for Fabrication of Low Voltage Start 
Sealed Beam Arc Lamps. 


AD-A049 018/5GI 78-08 13A PC A03/MF A01 


ROBERTS, SHEPERD K. 


Physiology of Deep-Sea Animals: Diurnal Locomo- 
tor Patterns in Animals from 600 Meters 
AD-248 952/4GI 78-11 6C PC A03/MF A01 


ROBERTS, STEPHEN S. 


The Decline of the Overseas Station Fleets: The 
United States Asiatic Fleet and the Shanghai Crisis, 
1932, 

AD-A047 245/6GI 


ROBERTS, THOMAS G. 


Self-Protecting Infrared Detector with a Continu- 
ously Variable Attenuator. 
PATENT-4 063 096 
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78-04 15G PC A02/MF A01 


17E Not available NTIS 
ROBERTS, V. W. 


EPRI Annual Geothermal Program. Project Review 
and Workshop, Kah-Nee-TA, Warm Springs, 
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Appendix on Wave Tank Tests). 
AD-040 813/8GI 78-21 


ROCKWOOD, CATHERINE A. 
Aging: Issues and Concerns; Report of Workshop/ 


Institute, July 11-28, 1977. 

PB-276 506/3GI 78-10 5K PC A08/MF A01 
ROCKWOOD , DAVID M. 

Proceedings of a Seminar on Real-Time Water Con- 

trol Management Held on 17-19 November 1975, at 


Davis, California, 
AD-A052 606/1GI 


ROCKWOOD, S. D. 


Laser Isotope Separation by Multiple Photon Ab- 
sorption. 
PATENT-4 049 515 


78-15 18A PC A02/MF A01 


78-02 13J PC A03/MF A01 
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PC A03/MF A01 


PC A04/MF A01 


Not available NTIS 
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78-01 5H PC A06/MF A01 


13F PC AOS/MF A01 


78-13 SE PC A12/MF A01 


8F PC AOS/MF A01 


78-14 13B PC A16/MF A01 


78-17 188 Not available NTIS 





ROCZNIAK, W. R. 


improved Marine Boiler Reliability, Phase li. Volume 
1. Superheater Corrosion Rates. 950 deg F Outlet 
Steam Temperature. 

PB-284 996/6GI 78-25 11F PC A08/MF A01 


improved Marine Boiler Reliability, Phase li. Volume 
il: Economizer Corrosion Rates. 
PB-284 026/2GI 78-23 13J PC AOS/MF A01 


ROD, S. R. 


The NRL One Kilojoule CO sub 2 Laser. 
AD-A049 116/7GI 78-08 20E PC A03/MF AO1 


RODABAUGH, BARBARA J. 


Impact of Educational Innovation on Student Per- 
formance: Project Methods and Findings for Three 
Cohorts. Project LONGSTEP Final Report: Volume I. 
SHR-0001907 78-04 51 PC A16/MF A01 


RODABAUGH, E. C. 


Appropriate B indices for Evaluating Load-Con- 
trolling Stresses in Piping Products at Elevated 
Temperatures. 

Al-ERDA-13202 78-05 18J PC A0S/MF A01 
End Effects on Elbows Subjected to Moment 
Loadings. 

ORNL/Sub-2913/7 78-25 13K PC A04/MF A01 


Evaluations of the Piping System Inelastic Analysis 
Computer Program PIRAX2. 
Al-DOE-13216 78-16 181 PC A04/MF A01 


Residual Stresses at Girth-Butt Welds in Pipes and 
Pressure Vessels. 
PB-273 547/0GI 


RODAL, J. J. A. 


Experimental Transient and Permanent Deformation 
Studies of Steel-Sphere-impacted or Explosively- 
Impulsed Aluminum Panels. 
N78-15234/5GI 78-10 


RODDIN, M. 


Assessment of the Satellite Transit System (STS) at 

the Seattle-Tacoma International Airport. 

PB-281 820/1GI 78-19 13B PC A07/MF A01 
RODDIN, MARC F. 

Qualifying the Benefits of Separating Pedestrians 

and Vehicles. 

PB-286 045/0GI 


RODDY, J. E. 


investigation of Semiconductor Lasers for Wide- 
band Recording. 
AD-B004 233/3GI 


RODDY, J. W. 


Correlation of Radioactive Waste Treatment Costs 
and the Environmental impact of Waste Effluents in 
the Nuclear Fuel Cycle: Conversion of Recycle 
Uranium to UF sub 6. 
ORNL/NUREG/TM-37 
78-05 


78-03 13E PC A08/MF A01 


11F PC A07/MF A01 


78-26 13B PC$7.00/MF A01 


78-10 20E PC A0S/MF A01 


18G PC A07/MF AO1 
RODDY, PAMELA C. 
Physician Manpower Requirements. Graduate Medi- 
cal Education National Advisory Committee 
(GMENAC) Staff Paper No. 1. 
HRP-0024882/3GI 78-17 5I 


RODE, C. 
Energy Doubler Refrigeration System. 
CONF-770313-97 78-02 20G PC A02/MF A01 
RODE, J. S. 
0.20-M (8-in.) Primary Burner Development Report. 
GA-A-14643 78-17 18J PC A0B/MF A01 


Design Evaluation of the 20-cm (8-Inch) Secondary 

Burner System. 

GA-A-14510 78-08 13A PC A08/MF A0O1 

Design Evaluation of the 40-cm (16-inch) Primary 

Burner System. 

GA-A-14452 78-06 18J PC A08/MF A01 

Preliminary Maintainability Analysis of the HTGR 

Dry Head-End Reprocessing Systems. 

GA-A-14678 78-14 18J PC A07/MF A01 
RODEHEAVER, GEORGE T. 

Decontamination of Combat Wounds in the Injured 

Soldier. 

AD-A058 634/7GI 


RODEMAN, R. 
Underground Siting of Nuclear 
Potential Benefits and Penalties. 
SAND-76-0412 78-05 18E PC A12/MF A01 
RODEMANN, ALFRED H. 
Holographic Terrain Simulation. 
AD-A053 472/7GI 78-16 8F PC A03/MF A01 
Pilot Training Simulator. 
PAT-APPL-840 201/GI 
78-07 
RODENBURG, MARTIN 


Dementia Rating Scale for Use with Psychogeriatric 
Patients. 


PC A06/MF A01 


78-25 6E PC A05/MF A01 


Power Plants: 


14B PC A02/MF A01 


HRP-0017365/8GI 78-02 6E Not Available NTIS 


RODENBURG, W. W. 


Evaluation of Calibration Alternatives for the 
Calorimetric Assay of Reactor Grade PuO sub 2. In- 
terim Report. 
MLM-MU-77-68-0002 

78-20 18G PC A03/MF A01 


An Evaluation of the Use of Calorimetry for 
Shipper-Receiver Measurements of Plutonium, 
PB-281 941/5GI 78-17 18J PC AOS/MF A0O1 


Traceability of the Nondestructive Assay of Plutoni- 
um Using Calorimetry for Measurement Control. 
MLM-2442(OP) 78-26 18J PC A02/MF A01 


RODENBUSCH, GEORGE 


Dynamics of the Inclining Spar Current Sensor. 
PB-278 165/6GI 78-10 13J PC AQ3/MF A01 


RODER, DAVID M. 


Development of Methodology for a Study of the Ef- 
fect of Community Water Supply Fluoridation on 
Demand for Dental Care Among Older Adults. 

HRP-0900316/1GI 78-23 6E PC A02/MF AQ1 


Development of Methods for a Study of the Effect 
of Water-Supply Fluoridation on Demand for Dental 
Care Among Older Adults. 

HRP-0900300/5GI 78-24 6E PC A07/MF A01 


Evaluation of Dental Health Education in a School 
Dental Care Program. 
HRP-0024775/9GI 78-26 6E Not Available NTIS 


RODER, H. M. 


The PVT Surface of Simple Liquids at Densities 
Near Melting. 


PB-278 937/8GI 78-13 70 Not available NTIS 


RODER, HANS M. 


The Thermodynamic Properties of Slush Hydrogen 
and Oxygen. 


PB-274 186/6GI 78-03 7D PC A02/MF A01 


RODERER, N. K. 


Statistical Indicators of Scientific and Technical 
Communication (1960-1980), 1977 Edition. 
PB-278 279/5GI 78-12 5B PC A16/MF A01 


Systems Analysis of Scientific and Technical Com- 
munication in the United States. Annex 1: Commu- 
nication Functions in Science and Technology. 

PB-281 848/2GI 78-18 5B PC AOS/MF A01 


Systems Analysis of Scientific and Technical Com- 
munication in the United States. Annex 2: The Cur- 
rent Practices. 

PB-281 849/0GI 78-18 5B PC A14/MF A01 


Systems Analysis of Scientific and Technical Com- 
munication in the United States. Annex 3: An Elec- 
tronic Alternative. 

PB-281 850/8G! 78-18 17B PC AQS/MF A01 


Systems Analysis of Scientific and Technical Com- 


munication in the United States. Annex 4: The Cost 
Model. 


PB-281 851/6GI 78-18 178 PC A06/MF A01 


Systems Analysis of Scientific and Technical Com- 
munication in the United States: The Electronic Al- 
ternative to Communication Through Paper-Based 
Journals. 


PB-281 847/4GI 78-18 5B PC A07/MF A01 


RODERER, NANCY K. 


Library Photocopying in the United States: With Im- 
plications for the Development of a Copyright 
Royalty Payment Mechanism. 

PB-278 300/9GI 78-12 5B PC A12/MF A01 
Statistical Indicators of Scientific and Technical 


Communication Worldwide. 
PB-283 439/8GI 78-22 5B PC A07/MF A01 


RODERICK, GILBERT L. 


Use of Dredgings for Landfill. Technical Report No. 
2. Stabilization of Dredged Material. 
PB-282 781/4GI 78-20 138 PC A14/MF A01 


RODERICK, J. W. 
The Analysis of Composite Beams. 
PB-275 454/7GI 78-07 13M PC A03/MF A01 
The Behaviour of Built-Up Composite Columns. 
PB-275 456/2GI 78-07 13M PC A0Q3/MF AO1 
RODERICK, N. F. 


Reprint: Swelling Effects of Electromagnetic Waves 
Near the Critical Density. 
AD-A057 525/8GI 78-23 20F PC A0Q2/MF AQ1 


Reprint: Two-Dimensional Simulation of the 
Hydromagnetic Rayleigh-Taylor Instability in an Im- 
ploding Foil Plasma. 
AD-A057 526/6G! 


RODERICK, ROGER D. 


Community Development Program Evaluation. 
PB-278 923/8G! 78-13 138 PC A02/MF AO01 


78-23 20! PC A0Q2/MF A01 


RODGERS, WILLIAM 


RODERICK, T. H. 


Improved Mutagen-Testing Systems _ in 
Progress Report, 1 June 1976--31 August 1977. 
COO-3267-15 78-14 6C PC A02/MF A01 
RODERICK, WILLIAM I. 
Reverberation-Limited Sonar Performance Predic- 
tions from Experimental Volume-Scattering- 
Strength Data. 
AD-A052 335/7G! 
RODES, CHARLES E. 


Monitoring for Polychlorinated Bipheny! Emissions 
from an Electrolytic Capacitor Disposal Project. 
PB-284 378/7GI 78-24 7D PC A02/MF A01 


RODEY, GLENN E. 


A Study of the Prevalence of Specific HLA Antigens 
in Pigeon Breeders Disease. 
PB-284 964/4GI 78-25 6E PC A03/MF A01 


RODGERS, AUBREY 


Ring-Wing Canard Spin-Up Control Mechanism. 
PATENT-4 069 990 
78-25 


Mice. 


78-14 17A PC A02/MF A01 


17G_ Not available NTIS 
RODGERS, B. R. 


Filering Coal-Derived Oil Through a Filter Media 
Precoated with Particles Partially Solubilized by 
Said Oil. 

PATENT-4 046 690 


78-17 21D Not available NTIS 


Filtration of Micron-Sized Particles for Coal Liquids: 
Carbonaceous Precoats. 
CONF-770810-6 78-07 21D PC A02/MF A01 


Separation of Micron-Sized Particles from Coal 
Liquids: Verification of Surface Charge. 
CONF-780454-1 78-26 70 PC A02/MF A01 


Supporting Research and Development on Separa- 
tions Technology. Final Report. 
ORNL/TM-5843 78-12 7A PC AOS/MF A01 


RODGERS, BARBARA N. 


New Portrait of Social Work -- A Study of the Social 
Services in a Northern Town from Younghusband to 
Seebohm. 

HRP-0023237/1G! 


RODGERS, CHARLES 
Interim Start-up Report for the Minnesota Work 
Equity Program. 
PB-283 166/7GI 
RODGERS, COLIN 


Test Evaluation of Stationary and Rotating Diffusers 
for a High Pressure Ratio Radial Compressor. 
AD-A049 856/8G! 78-09 13G PC A04/MF A01 


RODGERS, ELIZABETH 


Hospital Cost Inflation and Physician Payment. 
HRP-0023675/2GI 78-15 5C Not Available NTIS 


RODGERS, ELIZABETH B. 


Browns Ferry Biothermal 
Colonization by Periphyton, 
Macroinvertebrates. 
PB-280 675/0GI 


RODGERS, JAMES B. 


Archaeological Investigation of the Granite Reef 
Aqueduct, Cave Creek Archaeological District, 
Arizona. 

PB-277 395/0GI 


RODGERS, JANET A. 
Today's Preparation for Tomorrow's Practice: The 
Lehman College Nursing Programme. 
HRP-0017422/7G! 78-09 51 Not Available NTIS 
RODGERS, JOHN C. 


Radon Progeny Exposure Measurement 
Lead-210, 
PB-273 869/8GI 
RODGERS, S.J. 

Cold Trapping Effects of a Freeze Seal in the Drain- 
Fill Pipe on a Sodium-Filled Nickel System (Part |) 
Some Effects of a Nickel Cold Trap on a Sodium- 
Filled Stainless Steel System (Part I!) 

AD-026 189/1GI 78-21 11A PC AOQ2/MF A01 


Removal of Na20O from a Sodium System Using 
Natural Circulation Cold Traps 
AD-009 555/4GI 78-18 


RODGERS, SHERIDAN J. 
Analysis of Toxic Fumes Generated During Shot Fir- 


78-11 5K Not Available NTIS 


78-22 5K PC AOS/MF A01 


Research Series |. 
Zooplankton, and 


78-17 6F PC A04/MF A01 


78-11 SF PC A0S/MF A01 


Using 


78-02 18H PC AOS/MF A01 


11F PC A02/MF AO1 


ing. 
PB-280 116/5GI 


Determination of Respirator Filtering Requirements 
in a Coke Oven Atmosphere, 


78-16 8! PC A03/MF A01 


PB-276 345/6GI 
RODGERS, WILLIAM 


Rural Enterprises: An Overview of the Role and 
Potential of Rural Enterprises to Contribute to the 
Employment and Income of the Rural Poor, 

PB-285 984/1GI 78-26 2B PC A02/MF A01 


78-09 6J PC A04/MF A01 
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RODI, W. L. 


Seismic Studies of Surface and Body Waves for Im- 

proved Yield Determination. 

AD-A049 958/2G! 78-10 
RODIN, ALVIN E. 


Needs Assessment for Hospital Continuing Medical 

Education Programs. 

HRP-0024537/3GI 
RODIN, K. G. 


The Effect of Cooling Air on the Aerodynamic 

Characteristics of Turbine Nozzle Cascades--Trans- 

lation. 

AD-A045 988/3G! 
RODIONOV, A. |. 


Processing of Events Measured with Hpd Before 
Geometrical Reconstruction. 
JINR-R-10-9314 


RODIONOVA, I. V. 


Sialic Acid in the ‘F tularensis’ and ‘F. novicida’ An- 
tigens--Translation. 
AD-A051 731/8GI 


RODKEY, F. LEE 


Reprint: Determination of Cyanide and Nitroprus- 
side in Blood and Plasma. 
AD-A050 085/0GI 78-10 6A PC A02/MF A01 


RODKEY, WILLIAM G. 


Reprint: Epineurial and Perineurial Fascicular Nerve 
Repairs: A Critical Comparison. 
AD-A057 944/1GI 78-24 6E PC A02/MF A01 


RODKIN, S. 


Atmospheric Vibration Tests of an HTGR Thermal 

Barrier Cover Plate. 

GA-A-14430 
RODON, I. 

Panel Bed Filter. Final Report. 

EPRI-AF-560 78-16 13B PC A18/MF A01 
RODOWSKAS, CHRISTOPHER A. 


Present Status and Forecasted Growth of Institu- 
tional Pharmacy Manpower. 
HRP-0005608/5GI 78-11 


RODRICK, T. 


Airborne Systems Software Acquisition Engineering 

Guidebook for Reviews and Audits. 

AD-A058 429/2G! 78-25 9B PC A04/MF A01 
RODRICKS, J. V. 

Toxicants of Natural Origin in the Food Supply. 

PB-273 235/2GI 78-02 6T PC A02/MF A01 
RODRIGO OTERO, A. 


Aluminium Dissolution for Spray Pulverization with 

Nitric Acid. 

JEN-371 78-23 11F PC AQ2/MF A01 

Treatment of Uranyl Nitrate and Fluorine Solutions. 

JEN-365 78-01 18J MF AO1 
RODRIGO VILASECA, F. 

Aluminium Dissolution for Spray Pulverization with 

Nitric Acid. 

JEN-371 


17J PC A05/MF A01 


78-21 51 Not Available NTIS 


78-02 21E PC A02/MF A01 


78-08 18D MF A01 


78-13 6M PC A02/MF A01 


78-18 181 PC AC8/MF A01 


6E PC A02/MF A01 


78-23 11F PC A02/MF A01 


Treatment of Urany! Nitrate and Fluorine Solutions. 
JEN-365 78-01 18J MF A01 


RODRIGUE, G. 


Incomplete Cholesky Conjugate Gradient Method 
for the STAR (5-Point Operator). 
UCID-17574 78-08 9B PC A02/MF A01 


RODRIGUE, G. H. 


Odd--Even Reduction for Pentadiagonal Matrices. 
UCRL-79147 78-01 12A PC A02/MF A01 
Operator Splitting on the STAR Without Transpos- 
ing. 

UCID-17515 78-01 9B PC A02/MF AO1 


Operator Splitting on Vector Processors. 
UCRL-79316 78-03 12A PC A02/MF A0O1 


Operator Splitting on Vector Processors. 
UCRL-79316(Rev.1) 78-03 12A PC A02/MF A01 


RODRIGUES, C. 


Evaluation of Precision in Measurements of Urani- 
um tsotope Ratio by Thermionic Mass Spec- 
trometry. 

1EA-465 78-10 


RODRIGUES DE MIRANDA, WILLIAM R. 


Manufacturing Methods and Technology Engineer- 
ing for Tape Chip Carrier. 
AD-A053 088/1GI 78-15 


RODRIGUES, J. 


Computer Family Architecture Selection Committee 
Final Report. Volume V. Procedure For and Results 
of the Evaluations of Software Bases of the Can- 
didate Architectures for the Military Computer 
Family. 

AD-A049 484/9G! 


18B MF AO1 


13H PC A04/MF A01 


78-09 9B PC A06/MF A01 


PA-1196 


RODRIGUES, THERESA 
Use of Mechanical and Chemical Restraints in 
Nursing Homes. 
HRP-0019805/1Gi 78-09 5K Not Available NTIS 
RODRIGUEZ-ANTUNEZ, ANTONIO 
Further Progress in CT Scanning and Computerized 
Radiation Therapy Treatment Planning. 
HRP-0018247/7Gi 78-10 6L Not Available NTIS 
RODRIGUEZ ESTEBAN, A. 
Enclosure for Handling High Activity Materials Ab- 
Stract. 
JEN-376 
RODRIGUEZ, J. R. 
Airflow and Thrust Calibration of an F100 Engine, 
S/N P680059, at Selected Flight Conditions. 
N78-21112/5GI 78-16 21E PC A03/MF A01 
Altitude Calibration of an F100, S/N P680063, Tur- 


bofan Engine. 
N78-23095/0GI 


RODRIGUEZ, JOSE L. 


Study of Traffic Flow on a Restricted Facility. Re- 
port Ill-1. Vehicular Platoon Parameters: A 
Methodology for Traffic Control. 

PB-282 512/3GI 78-20 


RODRIGUEZ, LICESIO J. 
Reprint: Kinetic Studies of Complexation of Divalent 
Strontium, Barium, Lead, and Mercury Cations by 


Aqueous 15-Crown-5 and 18-Crown-6. 
AD-A056 186/0GI 78-21 7D PC A02/MF A01 


RODRIGUEZ, M. 

Implosions in Inert and Detonating Media. 

JEN-367 78-08 19D MF AO1 
RODRIGUEZ, M. V. 


Asesoria Tecnica Industrial, S.a. De C.V. A Mexican 
Experiment in Technological Integration Activities 
in the Metalworking Sector. 
UCRL-Trans-11204 78-15 
RODRIGUEZ, P. 

Scattering of Terrestrial Kilometric Radiation at 
Very High Altitudes. 

N78-26350/6GI 78-21 


RODRIGUEZ, ROBERT N. 


Superposition and Approximation in 
Theory. 
AD-A048 182/0GI 


RODRIGUEZ, S. E. 


Engineering Property Data on Rocket Propeliants. 
AD-378 858/5GI 78-16 211 PC A04/MF A01 


Engineering Propeviy Data on Rocket Propeliants. 
AD-383 081/7GI 78-16 211 PC A03/MF A01 


78-18 18F MF AO1 


78-18 21E PC A02/MF A01 


13H PC A03/MF A01 


20N PC A03/MF A01 


Renwal 


78-06 12A PC A07/MF A01 


Engineering Property Data on Rocket Propellants. 


AD-385 671/3GI 
RODRIQUEZ, OSVALDO 


Reprint: Synthesis of Alpha-Peroxylactones by 
Direct Oxygenation of Ketenes. Evidence for an In- 
termediate. 

AD-A053 908/0GI 


RODSTEIN, MANUEL 


Initial Adjustment to a Long-Term Care Institution -- 
Medical and Behavioral Aspects. 
HRP-0019595/8GI 78-09 5J Not Available NTIS 


RODWAY, B. 


Design Loadings for Foundations on Shale and 
Sandstone in the Sydney Region. 
PB-283 738/3GI 78-23 13B PC A03/MF A0O1 


RODWELL, E. 


Design of the US-CRBRP Sodium/Water Reaction 

Pressure Relief System. 

CONF-760735-2 78-15 181 
RODWELL, VICTOR W. 


Enzymatic Methods of 
Selected Other Work. 
PB-274 487/8GI 


ROE, ANNE 


Nursing in the Seventies. 
HRP-0024549/8GI 78-24 6E Not Available NTIS 


ROE, B. 


Notes on Luminosity Variation at ISABELLE. 
BNL-23660 78-17 20G PC A02/MF A01 
Projection Chambers and de/DxX at Isabelle. 
BNL-23423 78-13 18D PC A02/MF A01 
ROE, DAPHNE A. 

Physical Rehabilitation and Employment of AFDC 
Recipients. 
PB-283 256/6GI 


ROE, DONALD E. 


EPA Program Status Report: Synthetic Fuels from 
Coal, Including Process Overview with Emphasis on 
Environmental Considerations, 


78-16 211 PC A04/MF A01 


78-16 7C PC A02/MF AO1 


PC A02/MF AQ1 


Making Fructose, and 


78-04 70 PC A06/MF A01 


78-21 Si PC A14/MF A01 


13B PC A04/MF A01. 


PB-284 336/5GI 
ROE, GLENN M. 


Reprint: Reactions Involving Hydrogen Peroxide, 
lodine, and lodate ion. 6. Oxidation of lodine by 
Hydrogen Peroxide at 50 deg C. 

AD-A051 828/2GI 78-13 7D PC AQ2/MF A01 

ROE, J. M. 

Electromagnetic Chamber Modifications and Mea- 
surements. 

AD-A051 222/8GI 78-12 14B PC A06/MF A01 


Integrated Circuit Electromagnetic Susceptibility In- 

vestigation - Phase Ill. 

AD-A046 286/1GI 
ROE, JOHN 


Problems and Techniques of Sound Ranging. 

AD-A055 436/0GI 78-20 20A PC A10/MF AO1 
ROE, P.G. 

The Use of Waste and Low-grade Materials in Road 

Construction. 7. Miscellaneous Wastes, 

PB-281 416/8GI 78-18 13C PC A02/MF AO1 
ROE, RYONG-JOON 

Evaluation of the Polymer-Polymer 

Parameter from the 


modynamic Theory. 
AD-A055 484/0GI 


ROE, THORNDYKE JR. 


1977 Inspection of Experimental Marine Piling at 
Pearl Harbor, Hawaii. 
AD-A049 229/8G! 78-08 11L PC A02/MF A01 


In-Service Performance of Six Barrier Systems on 

Marine Borer-Damaged Wood Piles. 

AD-891 471/5GI 78-02 11C PC A02/MF A01 
ROEBERT, G. A. 


Geesthacht Research Reactor (FRG-2) as an Irradia- 

tion Reactor. 

GKSS-76/E/46 
ROEBUCK, J.R. 

A Precision Multiple-Mercury-Column Manometer 

AD-041 297/3GI 78-18 148 PC A02/MF A01 
ROECK, DOUGLAS 


Impact of Modification/Reconstruction of Steam 
Generators on SO2 Emissions. 
PB-281 333/5GI 78-18 13A PC A03/MF A01 


ROECKER, EUGENE T. 


Spall Ring Diameter and Paths of Peripheral Spall 
Particles from Shaped Charge Jet Perforation of 
Armor Plate. 

AD-A045 585/7GI 


ROEDDE, K. 


A CCD Memory Chip for Radar image Processing. 

N78-23302/0GI 78-18 171 PC A02/MF A01 
ROEDDER, EDWIN 

Phase Equilibrium Relationships in the System 

K20-FeO-A1203-Si02 

AD-024 190/1GI 78-21 7D PC A02/MF A01 

Phase Equilibrium Relationships in the System 

K20-FeO-Al203-Si02 

AD-063 744/7GI 
ROEDER, CHARLES W. 

Inelastic Behavior of Eccentrically Braced Steel 

Frames Under Cyclic Loadings, 

PB-275 526/2GI 78-06 13M PC A15/MF AQ1 


ROEDERER, A. 


Antenna Arrays Applied to Communications Satel- 
lites. 
N78-22286/6GI 


ROEDERER, DOUG 


Occupational Licensing: Questions a Legislator 
Should Ask. 
PB-285 547/6GI 


ROEDERER, R. DOUGLAS 


Health Manpower Licensing: California's Demon- 
stration Projects, 
PB-284 899/2GI 


ROEDING, M. 


Fracture Toughness Testing of a Reactor Grade 

Graphite. 

GERHTR-166 78-05 118 PC AOS/MF A01 
ROEFS, HENRICUS FRANCISCUS ALBERTUS 


Binary Sequences for Spread-Spectrum Multiple- 

Access Communication. 

AD-A056 552/3GI 78-21 
ROEHLICH, FERDINAND 

Determination of Respirator Filtering Requirements 

in a Coke Oven Atmosphere, 

PB-276 345/6GI 78-09 6J PC A04/MF A01 


ROEHLICH, FERDINAND JR. 


Demonstration of Fire Suppression Systems on Un- 
derground Mining Equipment. 


78-24 7A PC A06/MF A01 


78-03 9E PC A06/MF A01 


Interaction 
Equation-of-State Ther- 


78-20 111 PC A02/MF A01 


78-04 18K MF A01 


78-01 19D PC A02/MF A01 


78-02 20L PC A02/MF A01 


78-17 9E PC A03/MF A01 


78-26 SI 


PC A03/MF A01 


78-23 5I 


PC A03/MF A01 


17B PC AO7/MF A01 





PB-278 904/8GI 78-14 81 PC A04/MF A01 
ROEHM, H. J. 
Simple Calculation of the Steady State of Circula- 


tion Plants. 
GKSS-77/E/6 78-10 7A MF AO1 


ROEHM, L. H. 


Design and Analysis of Auburn Dam. Volume Four, 
Appendices, Dynamic Studies, 
PB-283 886/0GI 78-22 13B PC A16/MF A01 
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of Light Hydrocarbons from Synthesis Gas. Annual 
Report, August 1, 1976--July 31, 1977. 

FE-2467-4 78-14 7D PC A06 


Transition Metal-Graphite Catalysts for Production 
of Light Hydrocarbons from Synthesis Gas. Quar- 
terly Report, August 1, 1977--October 31, 1977. 

FE-2467-5 78-20 7A PC A03/MF A01 


Transition Metal-Graphite Catalysts for Production 
of Light Hydrocarbons from Synthesis Gas. Quar- 
terly Report, February 1, 1977--April 30, 1977. 

FE-2467-3 78-15 7D PC A03/MF A01 


Transition Metal-Graphite Catalysts for Production 
of Light Hydrocarbons from Synthesis Gas. Quar- 
terly Report, November 1, 1976--January 31, 1977. 

FE-2467-2 78-01 7A PC A03/MF A01 


ROSZKOWSKI, T. R. 


Process Engineering Evaluations of Alternative Coal 
Liquefaction Concepts; and a Supplemental Report 
on the Effect of Purchased Power and Steam Tur- 
bine Drives on the Solvent Refined Coal Process. 
Final Report. 

EPRI-AF-741(V.1) 


ROSZNER, E. S. 


Transit Station Planning and Design: State of the 
Art 


PB-275 279/8GI 
ROSZNER, ERVIN S. 


Planning and Design of Intermodal Transit Facili- 

ties. 

PB-275 300/2GI 
ROTBARD, G. 

Shape Transition Between N= 40 and 42 in the Ga 

and Ge Isotopes. 

IPNO-PhN-77-23 78-23 20H PC A02/MF A01 

Study of exp 68 Zn, exp 70 Zn and exp 74 Ge Using 

the (D, exp 3 He) Reaction. 

iPNO-PHN-77-12 78-14 20H MF A01 


Study of exp 191 Pt, exp 193 Pt, exp 195 Pt and exp 
197 Pt Using Pick-Up Reactions. 


13A PC A02/MF A01 


78-05 5! PC A08/MF A01 


78-13 201 PC AOS/MF A01 


78-06 10C PC A07/MF A01 


14B PC AOS/MF A01 


78-07 6E PC AO5/MF A01 


78-26 7A PC A12/MF A01 


78-06 


13F PC A09/MF A01 


78-06 13B PC A03/MF AQ01 


ROTEM-BORENSZTAQJN, Y. 


Virus Concentration by Hollow Fiber Membranes: 
Where to Now. 
N78-25746/6GI 
ROTER, DEBRA L. 
Patient Participation in the Patient-Provider Interac- 
tion -- The Effects of Patient Question Asking on 
the Quality of Interaction, Satisfaction and Com- 
pliance. 
HRP-0025384/9G! 


ROTH, ALBERT 
Digital Correlator. 
PATENT-4 032 885 78-01 


Variable-to-Block-with-Prefix 
Technique. 
PATENT-4 075 622 

78-25 


78-20 13B PC AQ2/MF A0O1 


78-25 6E Not Available NTIS 


9E Not available NTIS 
Source Coding 


17B Not available NTIS 
ROTH, ALEDA V. 
LPNs -- 1974 Inventory of Licensed Practical Nur- 


ses. 
HRP-0023240/5GI 
ROTH, D. R. 


Performance Measurement System 
Simulators. Interim Report. 
EPRI-NP-783 78-25 181 


ROTH, E. 


Tritium Production in France. 
ERDA-tr-286 78-02 18B Not available NTIS 


Using Geochemistry to Assess the Extent and 
Frequency of Phenomena of the Oklo Type. 
LA-tr-77-40 78-03 8G PC A02/MF A01 


ROTH, E. P. 


Alumina Column Rb-82 Generator. 
LBL-7422 78-25 188 PC A02/MF A01 


ROTH, FRANK J. 


Observations on Microfouling Applicable to OTEC 
Systems. 
AD-A047 302/5G! 


ROTH, G. J. 


Reprint: The Renal Effect of Intravenous Adenine in 

Humans. 

AD-A051 662/5G! 
ROTH, H. D. 


Evaluation of CHESS: New York Asthma Data 1970- 

-71. Final Report. Volume |. Findings and Support- 

ing Tables. 

EPRI-EA-450(V.1) 
ROTH, H. MARK 

Area Handbook for Mozambique, 

AD-A048 572/2GI 78-07 5D MF AQ1 
ROTH, J. 

Behavior of Implanted D and He in Pyrolytic Gra- 

phite. 

CONF-780431-12 78-25 11B PC A03/MF A01 

Electronically Driven Phonon Anomalies and Phase 

Transformations. 

AD-A055 746/2GI 
ROTH, J. A. 

Solid Phase Epitaxial Growth. 

AD-A048 261/2GI 78-06 20L PC A03/MF A01 
ROTH, J. R. 

Alternative Approaches to Plasma Confinement. 

N77-34000/8GI 78-04 201 PC AOS/MF A01 


A Fluctuation-Induced Plasma Transport Diagnostic 
Based Upon Fast-Fourier Transform Spectral Analy- 


78-18 5i Not Available NTIS 


for Training 


PC A06/MF A01 


78-04 11F PC A03/MF A01 


78-13 6T PC A0Q2/MF AO1 


78-02 6F MF A01 


78-20 20L PC A02/MF A01 


sis. 
N78-26926/3GI 


Fluctuation Spectra in the NASA Lewis Bumpy- 
Torus Plasma. 
N78-26927/1GI 


Inward Transport of a Toroidally Confined Plasma 
Subject to Strong Radial Electric Fields. 


78-21 201 PC A02/MF A01 


78-21 201 PC A03/MF A01 


N78-10883/4GI 78-05 20! PC A02/MF A01 


Low-Frequency Fluctuation Spectra and Associated 
Particle Transport in the NASA t.ewis Bumpy-Torus 
Plasma. 

N78-30944/0GI 78-25 201 PC A04/MF A01 


Microwave Radiation Measurements Near the Elec- 
tron Plasma Frequency of the NASA Lewis Bumpy 
Torus Plasma. 

N78-27914/8GI 78-23 201 PC A02/MF AO1 


A Model for Particle Confinement in a Toroidal 
Plasma Subject to Strong Radial Electric Fields. 
N78-10884/2GI 78-05 201 PC A02/MF A01 


ROTH, L. 


Control of Smoke Movement in Buildings: A Litera- 
ture Survey. 
PB-283 830/8GI 


78-23. 13M Not available NTIS 


The Scattering of Conduction Electrons by Impuri- 
ties in Metals 
AD-147 173/9GI 78-11 11F PC A04/MF A01 


Reprint: Semi-Empirical Calculations of Hydrogen 
Defects in Silicon. 
AD-A053 666/4GI 78-16 20L PC A02/MF A01 


Reprint: Vibrational and Electronic Structure of 
Hydrogen-Related Defects in Silicon Calculated by 
the Extended Huckel Theory. 


AD-A045 548/5GI 78-01 20B PC A02/MF A01 


ROTH, LAWRENCE H. 


Rapid Monitoring of Coal Refuse Embankments. 
PB-277 975/9GI 78-12 8! PC A06/MF A01 


ROTH, LESTER C. 


Active-R Bandpass Filter Design Using Hybrid-Pi 
Transistor Model. 


AD-A053 144/2G! 78-15 9E PC AOS/MF A01 


ROTH, MARTIN S. 


Software Support Tools. 
AD-A057 450/9G! 78-23 9B PC A04/MF AO1 


ROTH, MILTON 


Continuous Monitoring of Pink Water from Carbon 
Adsorption Process. 
AD-A056 242/1GI 78-21 19A PC A03/MF AO1 


Correlation of Oxygen Demand and Total Organic 
Carbon Tests on Wastewaters from Ammunition 
Plants. Part |. COD and TOC of Pure Explosives. 

AD-A058 594/3GI 78-25 138 PC A03/MF A01 


Development of an Explosive Slurry Monitor. 
AD-A054 736/4GI 78-18 13B PC A03/MF A01 


The Removal of 2,4,6-Trinitrotoluene (TNT) from 
Aqueous Solution with Surfactants. 
AD-A048 332/1GI 78-07 19A PC A03/MF A01 


ROTH, P. 


Applications of Microwaves 
Geometry of Slim Steel Tubes. 
CS-INIS-16 


ROTH, PHILIP M. 


A Preliminary Evaluation of the Potential Influence 
of Varying HC/NOx Ratios on the Design of Oxidant 
Control Strategies. 
PB-273 289/9GI 


ROTH, R. 


Atmospheric Environmental Conditions During Test- 
ing of the WOL-1 Airship in Ghana and Upper Volta 
Bericht ueber Begleitende Untersuchungen bei der 
Erprobung des Luftschiffes WDOL-1 in Gaana und 
Obervolta. Atmosphaerische Umgebungsbedingun- 


in Testing Internal 


78-01 14B MF A01 


78-01 13B PC A04/MF A01 


gen. 
N78-14004/3GI 
ROTH, R. A. 


Supralinear Detectors in Neutron Dosimetry. 
COO-1671-72 78-17 18D PC A0Q2/MF A01 


ROTH, R. S. 


Reprint: Alkali lon Exchange Reactions with RbAI- 
SiO4: A New Metastable Polymorph of KAISiO4. 
PB-284 625/1GI 78-23 20B Not available NTIS 


Crystal Chemistry and Oxidation-Reduction of 
Phases in Rare Earth Tantalate-Niobate Systems. 
PB-284 595/6GI 78-24 70 Not available NTIS 


Reprint: Crystal Chemistry of Cerium Titanates, 
Tantalates and Niobates. 
PB-278 404/9GI 78-11 7D Not available NTIS 


High-Temperature Reactions of Uranium Dioxide 
with Various Metal Oxides. 
PB-274 249/2GI 78-03 7B PC A03/MF A0O1 


Reprint: Neutron Powder Diffraction Study of the 
intermediate-Tem perature Form of Lithium Tanta- 
late. 

PB-281 053/9GI 78-17 208 Not available NTIS 


Reprint: Oxidation-Reduction Reactions of CeM04+ 
x (M= Ta or Nb) Phases. 
PB-278 407/2GI 78-11 7D Not available NTIS 


Phase Relationships and Crystal Chemistry of Com- 
pounds Containing Cerium Oxide. 
PB-285 026/1GI 78-25 7D Not available NTIS 


Reprint: Study of the Low-Temperature Phase 
Transition in Hg(2)CI(2). 

PB-280 805/3GI 78-16 7D Not available NTIS 
Reprint: The System K20-Al203-SiO2. Part 1. 
Phases on the KAISiO4-KAIO2 join. 

PB-278 421/3GI 78-12 208 Not available NTIS 


Topics in Dual Models and Extended Solutions. 
LBL-6461 78-06 20H PC A03/MF A01 


78-09 1C PC A0QS/MF A0O1 


ROTH, S. 


Tables of Electronic and Nuclear Stopping Powers, 
and Energy Straggling for Low Energy lons. 
HMI-B-175 78-14 18F MF A01 


ROTH, SIDNEY G. 


Research Management and Computer Use. 


PA-1209 





PB-283 648/4GI 78-23 5A PC AQ9/MF A01 
ROTH, THOMAS A. 


Interfacial Energies of Some Elemental and Alloy 
Aerospace Materials. 
AD-A051 181/6GI 78-12 11F PC A02/MF A01 


ROTH, W.L. 
Hydrogen Conductors Based on the beta-Alumina 


Structure. Final Report. 
EPRI-EM-449 78-07 10B PC A04/MF A0O1 


ROTH, WILLIAM B. 


Methanol Treated Activated Sludge as an Agricul- 
tural Chemical Carrier. 
PATENT-4 065 287 78-09 2A Not available NTIS 


ROTHACKER, F. 
TRANSPORT: A Computer Program for Designing 


Charged Particle Beam Transport Systems. 
SLAC-91(Rev.2) 78-23 20G PC A07/MF A01 


ROTHBART, HERBERT L. 


Physiochemically Designed Fat Compositions from 
Tallow and Process for Making. 
PAT-APPL-891 956/G!I 78-16 6H PC A03/MF A01 


ROTHBERG, HERMAN 


Job Redesign for Older Workers--Ten Case Studies. 
PB-279 959/1GI 73-16 5!| PC A04/MF AO1 


ROTHBERG, HERMAN J. 


Labor and Material Requirements for Private One- 
Family House Construction. 
PB-279 956/7GI 78-16 5i PC A03/MF A01 


Labor Requirements for Hospital Construction. 
PB-279 951/8GI 78-16 5i PC AQ4/MF A01 


Labor Requirements for School Construction. 
PB-279 949/2GI 78-16 51 PC A04/MF A01 


ROTHBERG, JOSEPH M. 


Reprint: An Application of Stepwise Discriminant 
Analysis to the Characterization of Military Heroin 
Dependents, Illicit Drug Users, and Psychiatric Pa- 
tients. 

AD-A046 332/3GI 78-03 6E PC A02/MF A01 


Reprint: Military Outcome of Trainees: A Partial 
Replication. 
AD-A051 031/3G! 78-11 5J PC A02/MF A01 


ROTHE, CARL F. 


Reprint: Monitoring of Low-Frequency Phenomena, 
PB-275 967/8GI 
78-07 6B (Order as PB-275 966, MF A01) 
ROTHE, E. W. 
Electron Affinity of UF sub 6 . Final Report, March 
1, 1976--June 30, 1977. 
COO-2850-2 78-01 70 MF AO1 


ROTHE, ERHARD W. 


Reprint: Chemi-lonization in Thermal Energy Colli- 
sions of K2 and Cs2 With Halogen Molecules. 
AD-A051 012/3GI 78-11 7D PC A02/MF A01 


Reprint: Chemi-lonization Reactions of Alkali 
Dimers with Halogen Molecules. 
AD-A048 082/2GI 78-06 7D PC A02/MF A01 


Reprint: Chemi-lonization Reactions of Alkali 
Dimers with Halogen Molecules. 
AD-A051 011/5GI 78-11 7D PC A02/MF A01 


Reprint: lonization Reactions of Metal Hexafluorides 
with Alkali Atoms and Dimers. 
AD-A051 006/5GI 78-11 70 PC A02/MF A01 


Reprint: Isotope Fractionation in Two-Step 
Photoionization of Lithium Dimer. 
AD-A052 966/9G! 78-15 7D PC A02/MF A0O1 


Reprint: Near-Threshold lonization of Excited Na(3- 
doublet P' by Collisions with Molecular Oxygen and 
Sulfur Dioxide 

AD-A051 007/3G! 78-11 7D PC A02/MF A01 


Reprint: Negative Gaseous lons From Nitric Acid. 
AD-A051 227/7GI 78-12 7D PC A02/MF A01 


Reprint: Negative lon Formation in Halocarbons by 
Charge Exchange With Cesium. 
AD-A051 010/7GI 78-11 7D PC AQ2/MF A01 


Reprint: Negative lons from Phosphorus Halides 
due to Cesium Charge Exchange. 
AD-A051 013/1GI 78-11 7D PC AQ2/MF A01 


ROTHE, FREDERICK A. 


Adaptive Exponential Smoothing. 
AD-A049 250/4GI 78-08 12A PC A02/MF A01 


ROTHE, K. D. 


Fields and Observables in the Massive Schwinger 
Model. 


PUC-TN-9/76 78-19 20H MF AO1 
ROTHE, K. W. 


Remote Sensing Using Tunable Lasers. 
AED-Conf-77-165-002 78-16 7D PC A0Q2/MF A01 


Remote Sensing Using Tunable Lasers. 
N78-26439/7GI 78-21 20F PC AQ2/MF A01 


PA-1210 


ROTHE, P. H. 


Preliminary Analysis of Condensation-induced 
Transients. Quarterly Progress Report, July 1, 1977- 
-September 30, 1977. 

CREARE-TN-271 78-14 181 PC A04/MF A01 


Preliminary Ramped Transient Analysis with Super- 
heated Walls. Quarterly Progress Report, April 1, 
1977--June 30, 1977. 

CREARE-TN-261 78-07 181 PC A03/MF A01 


ROTHE, R. E. 


Reference Critical Experiments. 
PB-283 380/4GI 78-20 18K PC A03/MF A01 


Reference Critical Experiments. Progress Report, 
April 1, 1977--June 30, 1977. 
RFP-NUREG-2690 78-06 18J PC A03/MF A01 


Reference Critical Experiments. Progress Report, 
January 1, 1977--March 31, 1977. 
RFP-NUREG-2660 78-05 18F PC A02/MF A01 


Reference Critical Experiments. Progress Report, 
July 1, 1977--September 30, 1977. 
RFP-NUREG-2715 78-13 18J PC A03/MF AO1 


Reference Critical Experiments. Progress Report, 
October 1, 1977--December 31, 1977. 
RFP-NUREG-2746 78-16 18J PC A03/MF A01 


ROTHE, W. 

Occupational Radiation Exposure in the GOR in 

1973. 

SAAS-216 78-10 6J MF AO1 
ROTHENBERG, JEFF 

SIGMA Message Service Reference Manual. Version 

1.75. 

AD-A055 834/6G! 78-20 178 PC A04/MF A0O1 
ROTHENBERG, M. 

Evaluation of the Kalanianaole Highway Carpool/ 


Bus Lane. 
PB-275 232/7GI 78-06 138 PC A07/MF A01 


Evaluation of the Moanalua Freeway Carpool/Bus 
Bypass Lane. 
PB-275 205/3GI 78-06 13B PC A07/MF A01 


ROTHENBERG, M. J. 
Evaluation of Alternative Traffic Operations Plans 
for the Commuter Lanes on the Shirley Highway in 
Virginia. 
PB-275 233/5GI 78-06 138 PC AOS/MF A01 
ROTHENSTEIN, JULIUS 
Explosive Composition Containing a Hydroxyalkyl 
Acrylate Copolymer Binder. 
PATENT-4 050 968 
78-17 19A Not available NTIS 
Perchlorate Sensitizing Agent. 
PATENT-4 040 880 
78-17 19A Not available NTIS 
ROTHER, M. 
Recommendations Concerning the Equipment of 
Unitary Stomatologic X-Ray Working Places. 
SAAS-212 78-09 6L MF A01 
ROTHERMEL, WALTER J. 


Gravitational Modeling. 
AD-A045 789/5GI 78-01 8E PC A07/MF A01 


ROTHERY, JOHN L. 
Transmit Antennas for Portable VLF to MF Wireless 


Mine Communications. 
PB-285 004/8GI 78-26 81 PC A08/MF A01 


ROTHFUS, JOHN A. 


Production of Homodeoxyharringtonine and Other 
Cephalotaxine Esters by Tissue Culture. 
PAT-APPL-840 423/GI 78-06 7D PC A02/MF A0O1 


ROTHFUS, R. R. 


Concurrent Studies of Enhanced Heat Transfer and 
Materials for Ocean Thermal Exchangers. Progress 
Report, July 1, 1975--July 31, 1976. 

COO/2641-1 78-06 10A PC A03/MF A01 
Heat Exchanger Design Using Experimental Data on 
Fluted Vertical Tubes. Part I. 

COO/2895-8 78-03 13A PC A03/MF A01 
Heat Transfer Research and Power Cycle Transient 
Modeling. 

COO/2641-4 78-10 108 PC A06/MF A01 


ROTHFUS, ROBERT R. 


Effects of Fluid Flow on Heat Exchanger Concepts. 

PB-281 758/3GI 78-18 10B PC A04/MF A0O1 
ROTHMAN, A. B. 

Transient-Overpower Test E8 on FFTF-Type Low- 

Power-irradiated Fuel. 

ANL-77-93 78-25 181 PC A06/MF A01 
ROTHMAN, A. J. 

Experimental Work on Oil Shale at Lawrence Liver- 

more Laboratory and Predictions of Retorting 

Characteristics of Oil Shale. 

UCRL-79630 78-03 8! PC A03/MF A01 


Modified in-Situ Oil Shale Technology at the 
Lawrence Livermore Laboratory: Experimental 
Results and Present Status. 

UCRL-79149 78-04 81 PC A02/MF A01 


ROTHMAN, DANIEL A. 


Nurse and Informed Consent. 
HRP-0024286/7Gi 78-23 6E Not Available NTIS 


Professional Nurse and the Law. 
HRP-0024526/6GI 78-17 6E Not Available NTIS 


ROTHMAN, JACK 


Promoting Innovation and Change in Organizations 
and Communities. A Planning Manual. 
HRP-0016864/1GI 78-06 6E Not Available NTIS 


ROTHMAN, L. S. 


Reprint: AFGL Trace Gas Compilation. 
AD-A054 387/6GI 78-17 4A PC A02/MF A01 


ROTHMAN, NANCY L. 


Nurse and Informed Consent. 
HRP-0024286/7GI 78-23 6E Not Available NTIS 


ROTHMAN, NANCY LLOYD 


Professional Nurse and the Law. 
HRP-0024526/6GI 78-17 6E Not Available NTIS 
ROTHMULLER, I. J. 

Magnetic Substorms and lonospheric Storms. A 
Measurement Network Covering at Least the Entire 
Pacific Area is Seen as the Key to the Development 
of Complete Storm Morphologies and a Prediction 
Capability. 

AD-A057 975/5G! 78-24 4A PC A03/MF AO1 


X-Ray Flare and Short-Wave Fade Duration Model. 
Outage Time is Directly Related to Solar Peak of X- 
Ray Event by Use of Event Rise Characteristics. 

AD-A057 284/2G! 78-23 38 PC A02/MF AO1 


ROTHROCK, MARK D. 


Research on Aeroelastic Phenomena in Airfoil 
Cascades; An Experimental Investigation of the Un- 
steady Aerodynamics of a Classical Airfoil Cascade 
in Translation. 

AD-A053 931/2G! 78-16 20D PC A04/MF A01 


ROTHSCHILD, R. 
The Cosmic X-Ray Experiment Aboard HEAO-1. 
N78-27041/0GI 78-21 3B PC A04/MF A01 
Recognition of Compact Astrophysical Objects. 
N77-34063/6G! 78-04 3B PC A09/MF A01 
ROTHSCHILD, R. E. 


Discovery of Iron Line Emission in the Hercules X-1 
Low State Spectrum with Heao-1. 
N78-31038/0GI 78-25 38 PC A02/MF A01 


Extended Observations of Vela X-1 by OSO-8. 
N78-17958/7GI 78-12 3B PC A02/MF A01 


ROTHWAPF, A. 
Advances in the Development of Efficient Thin Film 


CdS/Cu sub 2 S Solar Cells. 
TID-27697 78-03 10B PC A0Q2/MF A01 


ROTHWAPAF, F. 
Design of Biasing Magnets for E-F and |-J Band 
Cross-Field Amplifier Tubes. 
AD-A057 436/8G! 78-23 9A PC AQ2/MF A01 


Reprint: Low-Temperature Specific Heat Anomalies 
in the Group V Transition Metals. 
AD-A049 105/0G! 78-08 7D PC A03/MF A01 


ROTHWELL, MARILYN G. 

Patient-Centered Group Practice. 

HRP-0019894/5Gi 78-24 6E Not Available NTIS 
ROTHWELL, P. L. 


Calibration of the SSJ/3 Sensor on the OMSP Satel- 
lites. 
AD-A045 997/4G! 78-02 148 PC A03/MF AO1 


Reprint: Particle Induced Visual Phenomena in 
Space. 
AD-A053 213/5G! 78-15 6P PC A02/MF A01 


Reprint: Role of Nuclear Stars in the Light Flashes 
Observed on Skylab 4. 
AD-A053 214/3GI 78-15 6P PC A0Q2/MF A01 


ROTHWELL, STUART C. 


Ports and Hinterlands of Rio Grande Do Sul State, 

Brazil 

AD-251 126/9GI 78-21 5C PC A06/MF A01 
ROTI, LINDA W. ROTI 

The Synthesis of 6-Amino-4-Methy!-8-(beta-D-Ribo- 

Furanosyl)Pyrrolo(4, 3, 2-DE)Pyrimido(4, 5- 

C)Pyridazine-5'-Phosphate as a Novel Compound 

and Its Utility Against L-1210 Mouse Leukemia. 

PAT-APPL-804 601/Gi 78-02 7C PC A02/MF A01 
ROTKOVITCH, RACHEL 


Heartbeat of Nursing Services -- Standard IV. 
HRP-0023481/5GI 78-23 GE Not Available NTIS 


ROTMAN, B. 


On the Origin of the Carbon in the induced Synthe- 
sis B-Galactosidase in Escherichia Coli 





AD-053 516/1GI 
ROTMAN, WALTER 


RF Loop Intruder Detection System. 
PAT-APPL-840 355/GI 
78-04 17! 


78-16 6A PC A02/MF A01 


PC A02/MF A01 
ROTOLO, L.S. 
Algebraic Method for Simplification of Boolean 


Functions 
AD-203 834/7GI 


ROTSZTEIN, Y. 


Analysis of Three-Dimensional Optimal Evasion with 
Linearized Kinematics, 
AD-A058 191/8GI 78-24 


ROTTER, CARL A. 


Ultrasonic equation of state of iron. 1. 
sure, room temperature 
AD-470 813/7GI 78-14 


ROTTER, H. 


Evaluation Criteria for Classifiers for Automatic 
Spectra Interpretation (Pattern Recognition). 
UCRL-Trans-11277 78-08 7D PC A02/MF AOi 


ROTTIG, W. 


Stage and Development Possibilities of the Fischer- 
Tropsch-Synthesis for the Production of Primary 
Chemicals and Feedstocks. 

N78-29581/3GI 78-24 7A PC AO06/MF A01 


ROTTKAMP, BARBARA C. 


Attrition Rates in Basic Baccalaureate Nursing Pro- 
grams. 
HRP-0017183/5GI 78-07 6E Not Available NTIS 


Behavior Modification Approach to Nursing 
Therapeutics in Body Positioning of Spinal Cord-in- 
jured Patients -- An Experimental Nursing Study. 

HRP-0023003/7GI 78-14 6E Not Available NTIS 


ROTTLER, A. 


Basic Principles of Nuclear Physics in Radiation 
Measurement and Radiation Shielding. 
AED-Conf-76-660-060 78-01 18F MF A01 


Basic Principles of Nuclear Physics in Radiation 
Measurement and Radiation Shielding. 
N77-32866/4GI 78-02 180 PC A02/MF A01 


ROTTMAYER, E. 


Proposed Design and Test of Pilot Channel 
AD-022 778/5GI 78-21 148 PC A02/MF A01 


ROTTY, R. M. 


Atmospheric CO sub 2 Consequences of Heavy De- 
pendence on Coal. 
ORAU/IEA(M)-77-27 78-18 4A PC A03/MF AO1 


Energy and the Climate. 
ORAU/IEA(M)-75-3 78-16 4B PC A03/MF A01 


Net Energy from Nuclear Power. 
N77-33676/6GI 78-04 18E PC A02/MF A01 


Thermodynamics and Energy Policy. 
ORAU/IEA(M)-77-18 78-09 10A PC A03/MF A01 


Uncertainties Associated with Future Atmospheric 
CO sub 2 Levels. 
ORAU/IEA(O)-77-16 


ROTZ, F. B. 


Parallax Measurement Using an image Matched 
Filter Correlator. 
AD-B004 489/1GI 


ROUBEN, B. 


Confirmation of CANDU Shutdown System Design 
and Performance During Commissioning. 
AECL-5914 78-23 181 PC A02/MF A01 


ROUECHE, BERTON 


Together -- A Case Book of Joint Practices in Pri- 
mary Care. 
HRP-0025102/5GI 


ROUGE, A. 


Backward rho (-) Production in the Reaction pi (-) 
Proton Yields Proton pi (-) Pi (0) at 9 and 12 GeV/c. 
N78-24917/4GI 78-19 20H PC A02/MF A01 


Baryon Exchange in the Reaction pi exp - p implies 
n* exp 0 pi exp 0 at 9GEV/C and 12GEV/C. 
LPNHEX-77-01 78-14 20H MF A0O1 


Baryon Exchange in the Reaction pi (-) Proton 

Yields n* (0) pi (0) at 9 and 12 GeV/c. 

N78-24916/6GI 78-19 20H PC A02/MF A01 
ROUGER, M. 

Minimum lonizing Particle Detection by Secondary 


Electron Emission. 
CEA-CONF-3850 


ROUGHAN, JOHN B. JR. 


Neighborhood Economic Revitalization Program 
Report, Lowell, Massachusetts, 
PB-277 151/7GI 78-10 5C PC A07/MF A01 


78-24 12A PC AQ2/MF A01 


168 PC A02/MF A01 


Low pres- 


11F PC A03/MF AO1 


78-06 48 PC A02/MF A01 


78-10 8B PC A06/MF A01 


78-20 6E Not Available NTIS 


78-10 18D MF A01 


ROUGHTON, ANNE 


Libraries and Literacy: The Problem of Illiteracy in 
the United States and What Libraries Can Do About 
It. Proceedings of a Workshop. 
ED-148 392 78-26 5i 


ROULET, C. 
High Spin States in Lead Isotopes with A Between 


193 and 199. 
IPNO-PHN-77-17 


ROUMIANTSEV, A. N. 


Nuclear Power Project Planning and Implementa- 
tion. 
AED-Conf-76-660-061 


ROUND, G. E. 


Response of LASL Detonators to A.C. Voltage. 
MLM-2492 78-16 19A PC A02/MF A01 


ROUNDS, JOHN 


Deep Cutting Continuous Miner. (Effect of Drum 
Rotational Speed and Depth of Cut on Airborne 
Respirable Dust and Specific Energy). 

PB-274 345/8GI 78-04 8! PC A13/MF A01 


ROUNSEFELL, THANE D. 


The Vinyl! Reactivity of (Eta (5)-Vinyicyclopentadie- 
nyl) Dicarbonyinitrosyichromium. A Novel Vinyl! Or- 
ganometallic Monomer. 
AD-A055 012/9GI 


ROUNTREE, R. 


Reprint: The Payoff in COBOL Compiler Validation - 
What Has Been Gained. 
PB-280 404/5GI 78-16 9B Not available NTIS 


ROURKE, SHEILA M. 


Reprint: Cultivation of Dengue Virus Type 2 in Can- 
didate Substrates for Vaccine Production. 
AD-A054 521/0GI 78-17 6M PC A02/MF A01 


ROURKE, T. J. 


Selection of Traffic Controls for Severe Weather 
Conditions. 
PB-273 473/9GI 


ROUSAR, D. C. 


Piug Cluster Module Demonstration. 
N78-28168/0GI 78-23 21H PC AOQ8/MF A01 


Supercritical Oxygen Heat Transfer. 
N78-17342/4GI 78-12 7D PC AOS/MF A01 


ROUSE, G. E. 


Ground-Water Elements of in situ Leach Mining of 
Uranium. 
PB-286 856/0GI 


ROUSE, GEORGE B. 


An Approach to Understanding the Mixed Alkali Ef- 
fect. 
AD-A051 156/8GI 78-12 118 PC A0Q3/MF A01 


Far Infrared Studies of lon Clustering in lonomers. 
AD-A051 894/4GI 78-13 70 PC A02/MF A01 


ROUSE, HUNTER 


Notes on 1952-53 Visits to European Laboratories 
AD-022 451/9GI 78-21 20D PC A02/MF A01 


ROUSE, K. D. 


Computer Program for Determining Multiplicities of 
Bragg Reflections for Any Space Group. 
AERE-R-8456 78-04 208 MF A01 


ROUSE, L. J. JR. 


Reprint: Comparison on Onshore and Offshore 
Radiosondings and the Correction of Sea-Surface 
Temperature from Satellite Infrared Measurements. 

AD-A054 400/7GI 78-17 8J PC A02/MF A01 


ROUSE, LAWRENCE J. JR. 


Reprint: Satellite Observation of the Subaerial 
Growth of the Atchafalaya Delta, Louisiana. 
AD-A057 622/3GI 78-23 8F PC A02/MF A01 


Surface Temperatures and Temperature Gradient 
Features of the U.S. Gulf Coast Waters. 
AD-A051 660/9G! 78-13 8C PC A02/MF A01 


ROUSE, SANDRA H. 


Data Base Mapping Model and Search Scheme to 
Facilitate Resource Sharing. Volume 1. Mapping of 
Chemical Data Bases and Mapping of Data Base 
Elements Using a Relational Data Base Structure. 

PB-283 892/8GI 78-23 9B PC A15/MF A01 


Data Base Mapping Model and Search Scheme to 
Facilitate Resource Sharing. Volume 2. Directory of 
Chemical Data Bases. 
PB-283 893/6GI 


ROUSH, A. H. 


Reprint: Acrylamide Gel Electrophoretic Studies of 
Extracellular Sucrose-Metabolizing Enzymes of 
‘Streptococcus mutans’. 

AD-A050 863/0G! 78-11 


Not available NTIS 


78-22 20H MF A0O1 


78-01 181 MF AO1 


78-18 7C PC A03/MF A01 


78-02 138 PC A10/MF A01 


78-26 81 PC A09/MF A01 


78-23 98 PC A19/MF A01 


6M PC A02/MF A01 


ROVIG, LANCE 


ROUSH, CALVIN T. JR. 
The United States Steel Industry and Its Interna- 
tional Rivals: Trends and Factors Determining Inter- 
national Competitiveness. 
PB-277 491/7GI 78-12 SC PC A25/MF A01 


ROUSH, FRED W. 


Reprint: On General Linear Semigroups. 

AD-A046 941/1GI 78-04 12A PC A02/MF A01 
ROUSH, GREGORY C. 

Time Delay Computer Using Fuze Doppler for Air- 

To-Air Missiles. 

PAT-APPL-868 157/GI 


78-22 16C PC A02/MF A01 


ROUSH, ROBERT E. 
Basic Rehabilitation Nursing Techniques -- A 
Cooperative Hospital/Medical School Model for 
Continuing Education. 
HRP-0025189/2G! 78-23 5I 
ROUSSEAU, A. L. 
Linear 1 KW Multitone Troposcatter TWT. 
AD-A055 667/0G! 78-20 9A PC A03/MF A01 


Linear 1 kW Multitone Troposcatter TWT. 
AD-A058 608/1GI 78-25 9A PC A03/MF A01 


ROUSSEAU, DAVID G. 
Analysis of Empirically Determined Aerodynamic 
and Ram Coefficients for a Power-Augmented-Ram 
Wing-in-Ground Effect. 
AD-A049 636/4G! 
ROUSSEAU, GORDON 


Hazardous Waste Containers and Labeling: Applica- 
bility of Department of Transportation Regulations. 
PB-284 319/1GI 78-24 13D PC A07/MF A01 


ROUSSEAU, J. 


Complements, 
Disrupt. 
AD-A058 108/2G! 


ROUSSEAU, JEAN J. 


Tax Exempt Funding for Health Care Facilities. 
HRP-0025241/1Gi_ 78-25 6E Not Available NTIS 


ROUSSEL, P. 


Strong Polarization of the Residual Nucleus in a 
Heavy-lon Induced Transfer Reaction. 
IPNO-PhN-77-09 78-14 20H MF AO1 


ROUSSIN, R. W. 


Activities of the Shielding Subcommittee of the 
ENDF/B Cross Section Evaluation Working Group. 
CONF-770401-26 78-05 18F PC A02/MF A01 


Role of “Standard™ Fine-Group Cross Section 
Libraries in Shielding Analysis. 
CONF-770401-12 78-02 18F Not available NTIS 


Rsic after 14 Years: Where Do We Go from Here. 
CONF-770401-27 78-05 18F PC A02/MF A01 


ROUSTAYIAN, S. 


Fuel Requirements (Without Reprocessing) for Iran 
1, 2,3 and 4 Nuclear Power Plants. 
AEOI-65 78-10 18! 


ROUTE, GARY P. 


Computer Science and Technology: UNIVAC 1108 
EXEC Level 32R2 Performance Handbook. 
PB-283 153/5G! 78-21 9B PC A07/MF A01 


ROUTH, D. E. 


Method of Construction of a Multi-Cell Solar Array. 
PAT-APPL-863 773/GI 
78-12 


Not Available NTIS 


78-09 1C PC A02/MF A01 


Mollifiers and the Propensity to 


78-24 12B PC A02/MF A01 


MF AO1 


10B PC A02/MF A01 
ROUTH, W. E. 


Aircraft Structural Design Handbook for Lower Cost 
Maintenance and Repair. 
AD-B018 757/5G! 78-11 1C PC A08/MF A01 


Lower Cost by Substituting Steel for Titanium. 
AF 1410 Steel-Detail Design and Development Tests. 
AD-A046 705/0G! 78-03 1C PC A14/MF A01 


ROUTSON, R. C. 
Ground Disposal of Oil Shale Wastes: A Review 
with an Indexed Annotated Bibliography Through 


1976. 
PNL-2200 


ROUVILLOIS, G. 


Thermal Countercurrent and Isotope Separation in 
a Centrifuge with an Isothermal Side Wail. 
CEA-CONF-3785 78-01 188 MF A01 


ROVELLI, A. 


On the Mellor-Durbin Theory of 
mocline. 
N78-24778/0GI 


ROVIG, LANCE 


The Virgin River Basin Study: A Regional Approach 
to Multiobjective Planning for Water and Related 
Resources, 

PB-273 647/8GI 


78-18 8! PC AGS/MF A01 


Marine Ther- 


78-19 4B PC A02 


78-02 138 PC A08/MF A01 


PA-1211 





ROVIN, BARBARA 
NPSPS (National Program for Selected Population 
Segments). Manual 5. Women. Women Embark on 
New Careers: The Displaced Homemakers Program, 
Fort Wayne, Indiana. 
PB-283 370/5GI 
ROW, T. H. 


Very-High-Temperature Gas Reactor Environmental 
Impacts Assessment. 
ORNL/TM-5914 


ROWAN, RUTH E. 


The MRIO Model at the Research-Policy Interface: 
The impact of National Health Insurance on Mas- 
sachusetts, 

PB-281 300/4GI 


ROWAN, W. J. 


Nuclear Reactor. 
PATENT-4 053 359 78-24 181 


ROWATT, R. J. 
Research on Advanced Oxidizers Having Kinetically 


Derived Stability. 
AD-389 579/4GI 


ROWATT, ROBERT J. 
Research on Advanced Oxidizers Having Kinetically 


Derived Stability. 
AD-394 848/6G! 


ROWCLIFFE, A. F. 
Effect of Solute Additions on the Swelling of an Fe- 


-7.5 Cr--20 Ni Alloy. 
CONF-770641-5 78-05 11F PC A02/MF A01 


Simulation of High Fluence Swelling Behavior in 
Technological Materials. 
HEDL-SA-1163 78-15 


ROWCLIFFE, D. J. 


Development of a Low-Cost Process for the Fabri- 
cation of Fully Dense Silicon Nitride High-Tempera- 
ture Gas Turbine Components. 

PB-280 653/7G! 78-17 118 PC AOS/MF A01 


ROWE, A. P. 


Errosion/Corrosion of Turbine Airfoil Materials in 


the High-Velocity Effluent of a Pressurized Fluidized 
Coal Combustor. 


N78-28225/8GI 
ROWE, C. L. 


LPTR Irradiation of LLL Vanadium Tensile 

Specimens and LLL Nb--1Zr Tensile Specimens. 

UCID-17668 78-13 11F PC A02/MF A01 
ROWE, D. S. 


Fuel Performance Improvement Program. Quarterly 

Progress Report, April--June 1977. 

COO/4066-1 78-14 183) PC A04/MF A01 
ROWE, DONALD R. 

Hydrology and Water Quality in the Central Ken- 

tucky Karst: Phase I! Part A: Preliminary Summary 

of the Hydrogeology of the Mill Hole Sub-Basin of 

the Turnhole Spring Groundwater Basin. 

PB-282 606/3GI 78-20 8H PC A04/MF A01 
ROWE, ELINOR J. 


An Occupational Profile of Employment in Selected 
Federal - State and Local Government Agencies in 
Massachusetts 1975. 
PB-274 434/0GI 


ROWE, G. T. 
Reprint: Nutrient Regeneration in Sediments Off 
Cap Blanc, Spanish Sahara, 
PB-276 545/1GI 78-08 8A Not available NTIS 
ROWE, GENE 
Food Stamp Participation of Hired Farmworker 


Families. 
PB-281 610/6GI 


ROWE, GILBERT T. 
Sediment Data from Short Cores Taken in the 


Northwest Atlantic Ocean. 

AD-A057 132/3GI 78-22 8J PC AQ4/MF A01 
ROWE, H. E. 

Characterization of Gigahertz (Ghz) 

Photomultipliers. 

N78-16342/5GI 78-11 9E PC A03/MF A01 

Prelaunch Testing of the GEOS-3 Laser Reflector 

Array. 

N78-16354/0GI 78-11 20E PC A04/MF A01 

Prelaunch Testing of the Laser Geodynamic Satel- 

lite (LAGEOS). 

N78-10200/1GI 78-05 22B PC AOS/MF A01 

Systems for Measuring Response Statistics of 

Gigahertz Bandwidth Photomultipliers. 

N78-16343/3GI 78-11 9E PC A03/MF A01 


ROWE, HAROLD R. 


Junior Colleges Hold Their Nursing Students. 
HRP-0017182/7GI 78-07 5! Not Available NTIS 


78-22 51 PC AOS/MF AQ1 


78-05 181 PC AQ5/MF A01 


78-18 SC PC A06/MF A0O1 


Not available NTIS 


78-14 211 PC A03/MF A01 


78-14 211 PC A04/MF A01 


18J PC A03/MF A01 


78-23 11F PC A03/MF A01 


78-04 51 PC A02/MF A01 


78-18 5K PC AOS/MF A01 


Bandwidth 


PA-1212 


ROWE, J. M. 


Reprint: Comment on ‘High Temperature Ther- 
modynamics of Palladium-Hydrogen. li. Tempera- 
ture Dependence of Partial Molar Properties of 
Dilute Solutions of Hydrogen in the Range 500- 
700K." 

PB-282 872/1GI 78-21 7D Not available NTIS 
Reprint: Inelastic-Neutron-Scattering Line Shapes 
in PdDO.63. 

PB-278 956/8GI 78-14 20B Not available NTIS 


Reprint: Low-Temperature Lattice Properties of PdD 
Alloys. 
PB-277 306/7GI 78-11 20L Not available NTIS 
Reprint: Nature of the Phase Transition in KCN at 
168 K. 
PB-281 976/1GI 78-19 70 Not available NTIS 


Reprint: Neutron Scattering Studies of Crystal 
Dynamics and Order-Disorder Phase Transitions in 
Alkali Cyanides. 
PB-276 223/5GI 


ROWE, .!. W. 
Water Management in Oil Shale Mining. Volume |. 
Main Text. 
PB-276 085/8GI 78-09 8! PC A19/MF A01 
Water Management in Oil Shale Mining. Volume Il. 


Appendices. 
PB-276 086/6GI 


ROWE, JOHN W. 
Clinical Research On Aging -- 


Directions. 
HRP-0024471/5GI 


ROWE, JOSEPH E. 
Analysis of Distributed-Emission Crossed-Field Am- 


plifiers. 

AD-A050 185/8GI 
ROWE, MURRAY W. 

Analysis of Demands on the Naval Station, San 

Diego. 

AD-A048 349/5GI 78-07 5A PC A03/MF A01 

Analysis of Demands on the San Diego-Based Inter- 


mediate Maintenance Activities. 
AD-A046 610/2GI 78-03 5A PC A02/MF A01 


ROWE, R. K. 
Application of the Finite Element Method to the 


Prediction of Collapse Loads. 
PB-280 287/4GI 78-16 


ROWE, W. D. 


Risk Assessment Review Group Report to the U.S. 
Nuclear Regulatory Commission. 
PB-286 859/4GI 78-26 18! 


ROWELL, G. 


Study of Conversion of Mustard Agent to Useful 
Products. 
AD-B015 134/0GI 


ROWELL, M. H. 


Reclamation and Vegetation of Surface Mined 

Areas in the Athabasca Tar Sands. Environmental 

Research Monograph 1977-1. 

NP-22029 78-02 8! 
ROWELL, M. J. 

Continued Studies of Soil Improvement and 

Revegetation of Tailings Sand Slopes. Environmen- 


tal Research Monograph 1977-4. 
NP-22748 78-17 8 


ROWEN, J. W. 


Reprint: The importance of Externally Imposed Heat 
Flux on the Burning Behavior of Materials. 
PB-281 431/7GI 78-17 21B Not available NTIS 


ROWLAND, A. J. 
Control of Communicable Disease at District Level. 
HRP-0024547/2GI 78-26 6E Not Available NTIS 
ROWLAND, CLAYTON R. 


Cost-Benefit and Cost-Effectiveness -- Methodolo- 


gies for Evaluating Innovative Pharmaceutical Ser- 
vices. 


HRP-0025011/8GI 78-26 6E Not Available NTIS 
ROWLAND, GEORGE E. 


The Naval Aviator and Reserve Participation 

AD-064 499/7GI 78-02 Si PC AO9/MF A01 
ROWLAND, H. L. 

Collisionless Effects on the Spectrum of Secondary 

Auroral Electrons at Low Altitudes. 

AD-A049 115/9GI 78-08 4A PC A02/MF AO1 


78-08 20L Not available NTIS 


78-09 8! PC A14/MF A01 


Strategies and 


78-16 5K Not Available NTIS 


78-10 9E PC A07/MF A01 


13M PC A04/MF A01 


PC AOS/MF AO1 


78-19 


15B PC A10/MF A01 


PC A09/MF A01 


PC A08/MF AO1 


One Dimensional D.C. Resistivity Due to Strong Low 
Frequency Turbulence. 
AD-A053 949/4GI 


78-16 201 PC A02/MF A01 
ROWLAND, STANLEY P. 


Fixation of Multivalent Metal Salts of Carboxyl-Con- 
taining Vinyl Monomers on Fibrous Substrates. 
PATENT-4 072 784 78-18 7C Not available NTIS 


High Performance Durable-Press Cotton Fabrics. 


PAT-APPL-809 356/GI 


78-18 11E PC A0Q3/MF A01 


ROWLANDS, G. F. 


The Transmission of Vertical Vibration to the Heads 
and Shoulders of Seated Men. 
AD-A052 089/0G! 78-13 5E PC A06/MF A01 


ROWLETT, B. H. 
Near-Term Electric Vehicle Program: Phase |, Final 


Report. 
SAN/1213-1 


ROWLEY, C. 


Attitude and Orbit Control Systems. 
N78-20198/5GI 78-15 22C PC A24/MF A01 


ROWLEY, D. B. 
Radiation and Heat 


Acinetobacter in Meats. 
AD-A051 558/5G! 78-12 6H PC A03/MF A01 


ROWLEY, J. C. 


Magnetic Induction Technique for Mapping Vertical 
Conductive Fractures: Status Report. 
LA-7049-SR 78-14 81 PC A02/MF A01 


New Turbodrill for Geothermal Drilling. 
LA-UR-77-1355 78-05 8! PC A02/MF A01 


ROWLEY, J. D. 


Nonrandom Involvement of Chromosomal Segments 
in Human Hematologic Malignancies. 
CONF-770986-2 78-17 6C PC A02/MF A01 


ROWLEY, J. K. 


Recent Results from the Cl--Ar Solar Neutrino Ex- 
periment and Progress in the Development of Other 
Radiochemical Solar Neutrino Experiments at 
Brookhaven National Laboratory. 

BNL-23418 78-13 3B PC A02/MF A01 


ROWLEY, M. J. 


Effect of Graded Doses of lonizing Radiation on the 
Human Testis. Progress Report, October 1, 1975-- 
Septemer 30, 1976. 
RLO/2405-2 


ROWLEY, N. 
Low Partial Waves in exp 12 C+ exp 12 C Elastic 


Scattering. 
IPNO-TH-77-12 


ROWLEY, R. B. 


Electromagetic Compatibility of an Avionic sub- 
System. 
N78-20412/0GI 


ROWLEY, RICHARD M. 


Third-Stage Development of the Vulnerability 
Model. A Simulation System for Assessing Damage 
Resulting from Marine Spills. 

AD-A053 151/7GI 78-15 138 


ROWLINSON, H.C. 


The interaction of Deuterium 
Hydrocarbons on Nickel Catalysts 
AD-045 264/9G! 78-21 7D 
ROWSE, GLENWOOD L. 
Opportunities for improvement in Health Systems 
Engineering. 
HRP-0017745/1G! 


ROXE, DAVID M. 
Comparisons of 
Hemodialysis. 
PB-275 516/3GI 

ROY, A. N. 
Progress Report of the Radiation Technology and 
Industrial Applications Section, Isotope Group for 
the Period Ending August 1977. 

BARC-958 78-26 18B PC A04/MF A01 

ROY, ALBERT J. 

Kinetics of Neutrophil-Releasing Activity of Post- 
Leukopheresis Plasma. 
AD-A052 780/4G! 


ROY, CALLISTA 
Introduction to Nursing -- An Adaptation Model. 
HRP-0023137/3G1 78-11 5i Not Available NTIS 
ROY, D. M. 


Borehole Cement and Rock Properties Studies. 
Progress Report for the Period Up to 1 August 
1976 


ORNL/SUB-4091/5 78-15 18G PC A03/MF A01 


Borehole Cement and Rock Properties Studies: 
Progress Report, October 1, 1976--September 30, 
1977. 

Y/OWl/SUB-4091 /6 78-14 8G PC A06/MF A01 


Mineralogical, Chemical, and Petrographic Analysis 
of Selected Rock Samples. 
ORNL/Sub-4091/4 78-12 8G PC A03/MF A01 


ROY, D. P. 


Evidence for Exchange Degeneracy Reanalysed. 
RL-77-088(A) 78-13 20H MF AO1 


78-07 13F PC A12/MF A01 


Resistance of Moraxelia- 


78-13 6R PC A04/MF A01 


78-08 20H MF A01 


78-15 


1C PC AQ2/MF A01 


PC A03/MF A01 


and Saturated 


PC A02/MF A01 


78-08 6E Not Available NTIS 


Maintenance Peritoneal and 


78-06 6E PC A0S/MF A01 


78-14 6P PC A03/MF A01 





ROY, N.L. 
Apparatus for Handling Micron Size Range Particu- 
late Material. 

PATENT-3 387 218 

78-12 14B Not available NTIS 
Particle Parameter Analyzing System. 
PATENT-3 423 627 

78-12 18D Not available NTIS 

ROY, P. R. 

Comparative Study of Zircaloy and Stainless Steel 
as Cladding Material for Pressurised Water Reactor. 
BARC-914 78-09 18J MF A01 

ROY, R. 

Reprint: Dye Laser Statistics and the Phase Transi- 
tion. 
AD-A051 105/5GI 


ROY, R.NEIL D. 

Neonatal Transport. 

HRP-0024756/9GI 78-17 6E Not Available NTIS 

NETS -- A New System for Neonatal Transport. 

HRP-0024757/7GI_ 78-17 6E Not Available NTIS 
ROY, S.N. 

Confidence Bounds on Canonical Regressions 

AD-035 149/4GI 78-21 12A PC A02/MF A0O1 

A New Test of Compound Symmetry 

AD-035 150/2GI 78-21 12A PC A02/MF A01 
ROY, WILLIAM R. 

Overutilization of Health Care. 

HRP-0024229/7GI_ 78-23 6E Not Available NTIS 
ROYAL, D. 

Aircraft Radio. Direction Finding and Homing 


Systems in the 40-100 mc Range 
AD-033 561/2GI 78-18 17C PC A04/MF AO1 


ROVANIAN, SIMIN 
Analysis of the Federal Medical Assistance Percent- 
age (FMAP) Formula, Volume Ii. Main Text. 
PB-283 545/2GI 78-22 6E PC A09/MF A01 
ROYBAL, E. U. 
Annotated Bibliography on High-intensity Linear 


Accelerators. 
LA-7124-MS 


ROYCE, B.S. H. 
Radiation Effects on MOS/SOS Semiconductor 
Devices. 
AD-A055 925/2GI 78-20 9A PC A04/MF AO1 
Radiation Effects on MOS/SOS Semiconductor 


Devices. 
AD-A056 005/2GI 


ROYDEN, H.L. 
Bounds on a Distribution Function when Its First N 
Moments Are Given 
AD-048 046/7GI 
ROYER, E. R. 


Microbial Load Monitor. 
N78-13406/1GI 78-08 6M PC A02/MF A01 


Microbial Load Monitor. 

N78-17648/4GI 78-12 6M PC A02/MF A01 
ROYER, JACK P. 

Policy and Program Analysis of an Open Land Ap- 

proach to Flood Plain Management. 

PB-285 930/4GI 78-26 8H PC AO7/MF A01 
ROYL, P. 


Analysis of Severe Hypothetical Accidents for the 
SNR-300 Mark 1A Reactor Core. 
EURFNR-1366 78-05 181 PC A16/MF A01 


LMFBR Post Accident Heat Removal Testing Needs 
and Conceptual Design of a Test Facility. 
KFK-EXT-8/76-4 78-10 18! 


ROYNETTE, J. C. 
Time Scale of the exp 40 Ca + 


Damped Reactions. 
IPNO-PhN-77-02 


ROYSTER, D. M. 


Effects of Fabrication and Joining Processes on 
Compressive Strength of Boron/Aluminum and Bor- 
sic/Aluminum Structural Panels. 

N78-20256/1GI 78-15 110 PC A04/MF A01 


ROZALSKY, I. 


The Effect of Prestraining under Different Stress 


States on the Fracture and Flow Properties of 2S-O 
Aluminum 


AD-022 199/4GI 78-21 11F PC AQ2/MF A01 


Overcoming Rheotropic Embrittlement by Torsional 
Prestrain 


AD-035 307/8GI 
ROZANOVA, V. I. 


Effect of Electrode Processes on Characteristics of 
Pulse MHD Generators. 
1AE-2542 


78-12  20E PC A02/MF A01 


78-17 20G MF A0O1 


78-21 20L PC AQ3/MF A01 


78-21 12A PC A03/MF A01 


MF AO1 


exp 40 Ca Strongly 
78-14 20H MF A01 


78-21 11F PC AQ3/MF A01 


78-14 10B MF A01 


ROZANSKA, M. 
Multiwire Proportional Chambers with a Small Sen- 


sitive Area. 
INP-864/PH 


ROZELLE, RALPH B. 
Fuel Cell Electrode Processes. |. 


Chemisorption 
AD-232 641/1GI 


ROZEN, A. M. 
Developing an Apparatus to Clear the Solutions Be- 
fore Extractive Reprocessing of Lwr Fuel Elements. 
KFK-tr-517 78-10 148 MF AO1 
ROZENBERG, J. 
Control of Corrosion Product Movement and 


Deposited Activities in Reactor Circuits. 
CEA-CONF-3772 78-02 18! 


ROZENDAAL, H. L. 


Nseg: A Segmented Mission Analysis Program for 


Low and High Speed Aircraft. Volume 2: Program 
Users Manual. 
N77-33100/7GI 


ROZENFELD, M. 


Evaluation of the Need for Radiotherapy Calibra- 

tions in the United States. 

CONF-771209-9 78-17 6E PC A02/MF A01 
ROZENMAN, TZVI 

Optimization of Design Specifications for Large Dry 

Cooling Systems. 

PB-285 924/7GI 78-26 


ROZHDESTVENSKII, B. V. 


Magnetic System for Investigations in the Stationary 
Magnetic Fields to 25 T. 
\AE-2436 


ROZHIN, JURUJ 
Facile Synthesis of 
Phosphosulfate (PAPS). 
PAT-APPL-840 783/GI 78-13 7C PC A02/MF A01 
ROZMAN, ROBERT S. 
Reprint: The Disposition of 
Piperidy!)-2-Trifluoromethyl-6-(4- 
Trifluoromethylphenyl)-4-Pyridinemethanol 
Phosphate in Mice. 
AD-A054 392/6GI 
ROZMIAREK, H. 
Experimental Q Fever Infection 
Athymic Nude Mice. 
AD-A054 620/0GI 78-17 6M PC A02/MF AO1 


ROZNER, ALEXANDER G. 
Fast Reactions of Aluminum - A Literature Review, 
AD-A057 215/6GI 78-22 19D PC A03/MF A01 


High Strength Nickel-Base Alloys. 
PATENT-3 351 463 
78-07 


ROZNIECKI, EOWARD J. 


Mechanism for Exhausting Impurities from Engine 

Fuel. 

PATENT-4 081 373 

78-25 

ROZOVSKY, LORNE E. 

Curbing Hospital Insurance Costs. 

HRP-0024162/0GI 78-16 6E Not Available NTIS 
ROZSA, R. B. 

Hoe Creek Il Field Experiment on Underground 

Coal Gasification, Preliminary Results. 

UCRL-80592 78-26 7A PC AQ2/MF A01 


RUANE, T. F. 


Absolute Electron-Nuclear Differential Scattering 
Cross Section at 1.00 Mev, 1.75 Mev, and 2.50 Mev, 


78-26 18D PC A02/MF A01 


Catalysis and 


78-16 10B PC A03/MF A01 


MF A01 


78-04 9B PC A08/MF AQ01 


13A PC A16/MF A01 


78-10 20C MF A01 


3'-Phosphaodenosine 5'- 


Threo-Alpha-(2- 


78-17 60 PC A02/MF A01 


in Congenitally 


11F Not available NTIS 


13K Not available NTIS 


2 
AD-214 827/8GI 
RUBALCAVA, HECTOR 


Infrared investigations Relating to the Structure of 
Polypeptides and Proteins 


78-11 20H PC AQ2/MF A01 


AD-044 933/0GI 
RUBBERT, P. E. 


A Mach Line Panel Method for Computing the 

Linearized Supersonic Flow over Planar Wings. 

N78-27087/3GI 78-23 1A PC AOS/MF AO1 
RUBBERT, PAUL E. 


Flow Field Matching. 
AD-A050 323/5GI 


RUBEGA, R.A. 
Doppler Study Phase of the Target Classification 
Program 
AD-316 102/3GI 78-18 17A PC A04/MF A01 


pattern recognition and echo amplitude pattern- 
sfrom 3 submarine model targets for underwater 
target classification. 
AD-329 651/4GI 


78-21 7D PC A06/MF A0O1 


78-10 20D PC A03/MF A01 


78-16 17A PC A06/MF A01 


RUBIN, DAVID 


The Prediction of Target Strength Change Due to 
Changes in Target Size, Target Shape and Signal 
Frequency 

AD-312 784/2GI 78-18 17A PC A02/MF A01 


Underwater Target Classification 
AD-315 225/3GI 78-18 17A PC AOS/MF A01 


RUBEL, ARTHUR 
Computations of Jet Impingement on a Fiat Sur- 
face, 
AD-A056 790/9G! 
RUBEN, HAROLD 
Probability Content of Regions under Spherical 


Normal Distributions, | 
AD-254 229/8GI 


RUBENFELD, L. A. 


Reprint: Nonlinear Dynamic Theory for a Double- 
Diffusive Convection Model. 
AD-A046 661/5GI 78-03 20D PC A02/MF A01 


RUBENFELD, STEVEN A. 


Labor Relations in Urban Transit. 
PB-274 059/5GI 78-03 5A PC A15/MF AO1 


RUBENSTEIN, ALBERT H. 


Analysis of Federal Stimuli to Development of New 
Technology by Suppliers to Automobile Manufac- 
turers. An Exploratory Study of Barriers and 
Facilitators. 

PB-282 176/7GI 78-19 13F PC A05/MF A01 


Critical Field Experiments on Uses of Scientific and 
Technical Information, 
ED-143 302 78-21 5B Not available NTIS 


Critical Field Experiments on Uses of Scientific and 
Technical Information. 
PB-279 693/6GI 78-15 5B PC A03/MF A01 


Designing Organizations for integrating Technology 
Exchange Transactions (TETs) in Developing Coun- 
tries, 

ED-143 301 


RUBERTO, R. G. 


Investigation of Mechanism of Reactions Involving 
Oxygen-Containing Compounds in Coal Hydrogena- 
tion. Annual Report. 
EPRI-AF-442 


RUBEY, W. A. 


Laboratory Evaluation of High-Temperature 
Destruction of Polychlorinated Biphenyls and Re- 
lated Compounds, 
PB-279 139/0GI 


RUBIN, A. L. 


Separation of Lymphocytes by Electrophoresis 
under Terrestrial Conditions and at Zero Gravity. 
N78-22125/6GI 78-17 6C PC AOS/MF A01 


Separation of Lymphocytes by Electrophoresis 
under Terrestrial Conditions and at Zero Gravity, 
Phase 3. 

N78-21753/6GI 


RUBIN, A. M. 


Hazards and Materials Compatibility of Ammonia for 
Power Plant Applications. 
CONF-770515-1 78-01 


RUBIN, ARTHUR I. 


The National Cancer Institute's Emergency Virus 
Isolation Facility: A Case Study for Use in Develop- 
ing a Methodology of Post-Occupancy Evaluation. 

PB-275 410/9GI 78-07 148 PC A04/MF A01 


Window Blinds as a Potential Energy Saver - A 
Case Study. 
PB-281 304/6GI 


Energy Storage Systems for Automobile Propulsion. 
Volume 1. Overview and Findings. 
UCRL-52303(V.1) 78-18 13F PC A04/MF A01 


Energy Storage Systems for Automobile Propulsion. 
Volume 2. Detailed Report. 
UCRL-52303(V.2) 78-17 


RUBIN, CHARLENE 


Auditing the POMR System. 
HRP-0017976/2GI 78-11 


VT-340 Display with TPA-! Computer. 
JINR-10-9644 78-23 9B PC A02/MF A01 


Environmental Effects of the Secondary Discharges 

from Fly Ash Ponds. 

ORNL/MIT-200 
RUBIN, DAVID 

Broadband Millimeter Wave Amplifier. 

PATENT-4 063 186 78-14 9E Not available NTIS 


Millimeter Wave MIC Diplexer. 
PAT-APPL-844 563/GI 78-12 9E PC AQ2/MF A01 


78-22 20D PC A02/MF A01 


78-13 12A PC A02/MF A01 


78-20 5A Not available NTIS 
78-01 


7D PC AOS/MF AO1 


78-14 148 PC A04/MF A01 


78-16 6E PC A0Q3/MF A01 


10B PC A0Q2/MF AO1 


78-18 10A PC AO5S/MF A01 


13F PC A99/MF A01 


6E Not Available NTIS 


78-06 6F PC AQ3/MF A01 


PA-1213 





RUBIN, EUGENE S. 
A High Temperature Stream Tube for a Supersonic 
Wind Tunnel 
AD-200 634/4GI 78-11 14B PC A06/MF A01 


Preliminary Tests of a Missile Window Design 

AD-154 698/5GI 78-11 16D PC A03/MF A01 

A Window for Infrared-Reconnaissance 

AD-149 964/9GI 78-13 20F PC A06/MF A01 
RUBIN, H. 

Asymptotic Distribution of Symmetric Statistics. 

AD-A049 395/7G! 78-09 12A PC A02/MF A01 


Probability Distributions Related to Random Trans- 

formations of a Finite Set 

AD-027 350/8G! 78-21 
RUBIN, HERMAN 


On Minimizing an Expectation Subject to Certain 
Side-Conditions 

AD-042 257/6G! 78-21 12A PC A02/MF A01 
Reduction in Expected Kill as a Function of Disper- 
sion of Applied Dosages 

AD-081 995/3GI 78-24 6T PC A02/MF AO1 
Statistical Inference in Factor Analysis 

AD-063 955/9G! 78-20 12A PC AO0S/MF A01 
The Theory of Decision Procedures for Distributions 
with Monotone Likelihood Ratio 

AD-057 430/1G! 78-21 12A PC A03/MF AO1 


RUBIN, HILLEL 


Reprint: Prediction of Littoral Drift for Lakes and 
Bays from Wind Observations, 
PB-273 623/9GI 
RUBIN, |. 
Hexagon Solar Power Panel. 
PATENT-4 089 705 
78-23 10B Not available NTIS 
Ku-Band Signa! Design Study. 
N78-22270/0GI 78-17 
RUBIN, IZHAK 


Integrated Random-Access Reservation Schemes 
for Multi-Access Communication Channels, 
AD-A046 353/9GI 78-03 17B PC AOS/MF A01 


12A PC A03/MF A01 


78-02 8G PC A02 


17B PC A10/MF A01 


RUBIN, L. A. 


A New Sensing System for Pre-Excavation Subsur- 
face lnvestigation for Tunnels in Rock Masses. 
Volume |. Feasibility Study and System Design. 


PB-276 720/0GI 78-09 13B PC A10/MF A01 


A New Sensing System for Pre-Excavation Subsur- 
face Investigation for Tunnels in Rock Masses. 
Volume Il. Appendices: Detailed Theoretical, Experi- 
mental and Economic Foundation. 

PB-276 721/8GI 78-09 138 PC A22/MF A01 


RUBIN, MARK 
Earthquake Ordinances for the City of Los Angeles, 
California. A Brief Case Study, 
PB-280 763/4GI 78-17 13M PC A04/MF A01 
RUBIN, MICHAEL R. 
Information Economy: The Interindustry Transac- 
tions Matrices (1967), 
ED-142 207 78-20 5C Not available NTIS 
The Information Economy: The 
Matrices (1967), 
ED-142 208 78-20 5C Not available NTIS 
The Information Economy: The ‘Total Effect’ 
Matrices (1967), 
ED-142 209 78-20 5C Not available NTIS 


A User's Guide to the Office of Telecommunications 
Retrieval System for FCC Decisions, 
PB-276 713/5GI 78-10 17B PC A04/MF AO1 


RUBIN, PHILIP A. 


The Optical Nation, 
ED-148 323 


RUBIN, R. J. 


Reprint: Dynamics of a Polymer Attached to a Sur- 
face: Bead and Spring Model. 
PB-280 440/9GI 78-17 7D Not available NTIS 


Reprint: Span of a Random-Flight Model of a Star- 
Branched Polymer Chain. 

PB-280 818/6GI 78-16 7D Not available NTIS 
Reprint: Spans of Polymer Chains Measured with 
Respect to Chain-Fixed Axes. 

PB-280 820/2G! 78-16 70 Not available NTIS 


RUBIN, REVA 
Research in Clinical Nursing. 
HRP-0025154/6Gi 78-21 6E Not Available NTIS 
RUBIN, RICHARD B. 
Air Quality impacts of Transit Improvement, 
Preferential Lane, and Carpool Programs: An An- 


notated Bibliography of Demonstration and Analyti- 
cal Experience. 
PB-282 347/4GI 


Technology 


78-25 17B Not available NTIS 


78-19 13B PC AOS/MF A01 


PA-1214 


Air Quality Impacts of Transit improvement, 
Preferential Lane, and Carpool/Vanpool Programs. 
PB-282 346/6GI 78-19 13B PC A06/MF A01 


RUBIN, ROBERT T. 


Reprint: Preparation of !-125 Polypeptide Hormones 
for Radioimmunoassay Using Glucose Oxidase with 
Lactoperoxidase. 


AD-A049 095/3GI 78-08 6A PC A02/MF A01 


RUBIN, S. 


A Nondestructive Method for the Determination of 
Forward-Biased Safe-Operating-Area Limits for 
Power Transistors. 

PB-280 817/8GI 78-17 9A Not available NTIS 


Space Shuttle Pogo Studies. 
N78-15159/4GI 78-10 22B PC A08/MF A01 


A Test Unit for the Nondestructive Determination of 
Forward-Biased Safe-Operating Area Limits for 
Power Transistors. 


PB-280 819/4GI 78-17 9A Not available NTIS 


Filtering of Non-Linear Instabilities. 
N78-17996/7GI 78-13 20D PC A03/MF A01 


Reprint: Polynomial interpolation Methods for 
Viscous Flow Calculations. 
AD-A053 059/2GI 78-15 20D PC A03/MF A01 


Reprint: Turbulent Boundary Layers with and 
without Mass Injection. 
AD-A055 475/8GI 78-20 20D PC A02/MF A01 


RUBIN, STANFORD E. 


The Development of a Quick Measure of Rehabilita- 
tion Client Adjustment via Ciuster Analysis. 
PB-282 331/8GI 78-19 5J PC A02/MF A01 


RUBIN, STEVEN 


HARP: A Low-Cost 25 MIPS Digital Processor. 
AD-A056 070/6G! 78-21 9B PC A02/MF A0% 


RUBINCAM, D. P. 


Information Theory and the Earth's Density Distribu- 
tion. 


N78-20692/7GI 78-15 8G PC A03/MF A01 


RUBINGER, BRUCE 


Computer-Based Resource Accounting Model for 
Generating Aggregate Resource Impacts of Alterna- 
tive Automobile Technologies. Volume |. Fleet At- 
tributes Model. 
PB-279 671/2G! 


78-15 13F PC A04/MF A01 


RUBINSHTEIN, G.SH. 


A Generalization of the Problem Concerning the Ex- 
treme Intersection Point of an Axis with a Convex 
Polyhedron 

AD-203 112/8GI 78-16 12A PC A02/MF A01 


On the Development and Applications of Linear 
Programming in the USSR 


AD-247 723/0GI 78-21 12B PC A03/MF A01 


RUBINSTEIN, I. 


IHR (infrared Heterodyne Radiometer) for Low Al- 
titude Temperature Profile Retrieval. 
AD-A053 159/0GI 78-15 4B PC A04/MF A01 


RUBINSTEIN, N. 


Guideline for Ride-Quality Specifications Based on 
TRANSPO ‘72 Test Data. 


PB-273 272/5GI 78-02 13F PC A0Q3/MF A01 


RUBINSTEIN, S. 


Risk Analysis in Environmental Studies. |. Risk Anal- 
ysis Methodology: A Statistical Approach; Il. Data 
Management for Environmental Studies. 

RHO-SA-33 78-20 6F PC A03/MF A01 


RUBIO, DAVID 


Automated Computer Support of C3 Functions in 
Small Tactical Units. Part |. Adaptive Information 
Selection. 


AD-A056 279/3GI 78-21 17B PC A03/MF A01 


RUBIO, ROBERT 


Investigation of Abrupt Decreases in Atmospheri- 
cally Backscattered Laser Energy. 
AD-A052 231/8GI 78-14 20F PC A02/MF AQ1 


lonospheric D-Region Electron Density Data Availa- 
bility. 


AD-A049 275/1GI 78-08 4A PC A02/MF A01 


RUBLIN, ANN 


Impact of Intra-institutional Relocation -- Clinical 
Aspects Of Facilitating Relocation. 
HRP-0023949/1GI 78-12 6E Not Available NTIS 


RUBLOFF, G. W. 


Cyclohexane Dehydrogenation of Clean Pd Sur- 
faces Studied by UV Photoemission. 
AD-A054 106/0GI 78-17 70 PC AO2/MF A01 


Selection Rule Effects in Electronic Excitations of 
Chemisorbed Molecules as Studied by Energy Loss 
Spectroscopy. 


AD-A054 105/2GI 78-17 70 PC A02/MF A01 


Surface Optical Excitations Associated with CO 
Chemisorption on Ni (Ili). 
AD-A050 549/5GI 78-11 


RUBOW, KENNETH 


Dynamic Particle Size Measurement of Coal Dust. 
PB-285 096/4GI 78-25 148 PC A08/MF A01 


RUBY, J. D. 
Cogeneration at Navy Bases, Navy Energy Guidance 
Study. 
AD-A057 405/3G! 78-23 10B PC AQS/MF A01 


Cost Assessment for the Emplacement of 

Hazardous Materials in a Salt Mine. 

PB-276 730/9GI 78-09 13B PC A09/MF A01 
RUBY, JAMES D. 


High-Bulk Modulus Cellular Rubber for Weapon Ap- 
plications. 
AD-A046 783/7GI 78-03 11J PC AO2/MF A01 


Rubber Compounds as Energy-Storing Devices for 
Weapons. 
AD-A046 784/5GI 


RUBY, L. 
Cryopump, Neutral-Beam Compatibility Test. 
LBL-5943 78-15 18A PC A02/MF A01 
Explosion Potential of Neutral-Beam Source 


Cryopumps for TFTR. 
LBL-7246 


RUBY, S. L. 


Symmetric Radiant State in Nuclear Resonant 
Bragg Scattering. 
CONF-770688-1 


RUBY, STANLEY L. 


On the Structure of Starch-lodine. 
AD-A049 185/2G! 78-08 7D PC A02/MF A01 


RUBZOV, I. A. 
Aquatic Mermithidae of the Fauna of the USSR. 


Volume I--Translation. 
PB-275 764-T/GI 


RUCH, F. 


Microscope Fiuorometer with Sequence Control 
and a PDP-8/E Computer. Software. Cytofluoromet- 
ric Analysis CYFLAN 108. Program Description. 

LA-tr-76-14 78-05 14B PC A03/MF A01 


RUCH, JOHN 
Enhancement of Virulence of Malleomyces Pseu- 
domaliei 
AD-106 715/6GI 78-22 6T PC A02/MF A01 
Enhancement of Virulence of Malleomyces Pseu- 


domallei for Mice 
AD-068 667/5GI 


RUCH, T.C. 


Non-Neurogenic Basis of Bladder Tonus 
AD-119 733/4GI 78-22 6P PC A02/MF A01 


RUCH, WILLIAM A. 
Measuring the Quality Dimension of 


Productivity, 
PB-282 243/5GI 


RUCHARDT, H. 
Microwave Studies of Color Centers in Barium 


Oxide 
AD-207 203/1GI 


RUCHLIN, HIRSCH S. 
New Strategy for Regulating Long-Term Care Facili- 


ties. 
HRP-0024193/5GI 


RUCINSKI, S. M. 


Reprint: Spectroscopic Orbit of CC Comae. 
AD-A053 723/3G! 78-16 3B PC A02/MF A01 


RUCK, G. W. 
Compact Poloidal Divertor Reference Design for 
TNS. 
WFPS-TME-055 78-16 18A PC AQ3/MF A01 


Westinghouse Compact Poloidal Divertor Reference 
Design. 
WFPS-TME-042 


RUCKER, R. A. 


Analysis of Steam-Entry Experiments in the Phase-! 
GCFR Critical Assembly. 
GA-A-14798 78-21 18! 


RUCKH, P. B. 


Reprint: A Computerized Food Microbiologic Data 
Collection Program and Its Potential in Formulating 
Data for Microbiologic Standards. 

AD-A051 644/3G! 78-13 6H PC A02/MF AO1 

RUD, V. 1. 

Analysis of the pi exp - p implies pi exp - pi exp + 
N Reaction at 5 Gev/C within the Framework of the 
One-Pion-Exchange Regge Model. 

JINR-1-8902 78-08 20H MF A01 


7D PC A03/MF A01 


78-03 11J PC A02/MF A01 


78-18 18A PC A02/MF AO1 


78-10 7D PC A02/MF A01 


78-07 6C PC A13/MF A01 


78-20 6M PC A02/MF A01 


Service 


78-19 5A PC A10/MF A01 


78-23 20F PC A02/MF A01 


78-15 6E Not Available NTIS 


78-15 18A PC AOS/MF A01 


PC A03/MF A01 





RUDA, R. 
Oft-1 Reference Flight Profile. Deorbit Through 
Landing. 
N77-31215/5GI 


RUDAKOV, L. I. 
Energy and Relativistic Electron Beam Transport in 
Pulsed Thermonuclear Devices. 
SAND-78-6004 78-17 18A PC A02/MF AO1 


Transport of a Relativistic Electron Beam to a Ther- 
monuclear Target. 
SAND-77-6011 


RUDASILL, C. L. 


Coal and Nuclear Generating Costs. 
EPRI-PS-455-SR 78-03 10B PC A03/MF A01 


RUDD, M. J. 


Development of an Optical Convolution Velocimeter 
for Measuring Stack Flow. 
PB-279 013/7GI 78-14 


RUDDELL, C. 


Middle Atlantic Outer Continental Shelf Environ- 
mental Studies. Volume II-B. Chemical and Biologi- 
cal Benchmark Studies. 

PB-281 298/0GI 78-18 


RUDDER, F. F. JR. 


Sonic Fatigue Design Guide for Military Aircraft. 
AD-8004 600/3GI 78-02 1C PC A25/MF A01 


Update of TSC Highway Traffic Noise Prediction 
Code (1974). 
PB-284 636/8GI 78-24 


RUDDICK, BARRY RAYMOND 


Observations of Interaction between the internal 
Wavefield and Low Frequency Flows in the North 
Atlantic. 


AD-A047 093/0GI 
RUDDIMAN, W. F. 


Reprint: Glacial/interglacial Response Rate of Sub- 
polar North Atlantic Waters to Climatic Change: The 
Record in Oceanic Sediments, 

PB-279 147/3GI 78-15 8G Not available NTIS 


RUDDIMAN, WILLIAM F. 


Reprint: Late Quaternary Deposition of Ice-Rafted 
Sand in the Subpolar North Atlantic (lat 40 deg to 
65 deg N). 

AD-A050 710/3GI 78-11 8G PC A02/MF A01 


Reprint: Late Quaternary Surface Ocean Kinematics 
and Climatic Change in the High-Latitude North At- 
lantic. 

AD-A047 454/4GI 


RUDDY, R. H. 


Field Evaluation of Selected Delineation Treatments 
on Two-Lane Rural Highways. 
PB-278 516/0GI 78-12 


RUDE, J. M. 


Excision Repair in Mammalian Cells and the Cur- 
rent Status of Xeroderma Pigmentosum. 
CONF-770551-1 78-05 6R PC A02/MF A01 


RUDE, NANCY 
Death and Dying -- Selected Attitudes and Ex- 


periences of Minnesota's Registered Nurses. 
HRP-0023736/2Gi 78-11 5J Not Available NTIS 


RUDENBERG, K. 

On the Two-Center Exchange Integrals 

AD-009 911/9GI 78-18 7D PC A02/MF AO1 
RUDENKO, A. I. 

Direct Measurement of the Formation Rate of Pp 


mu and Pd mu Molecules in Gaseous Hydrogen. 
JINR-R1-9256 78-08 7E MF AQ1 


RUDENKO, N. S. 


Viscosity of Low-Temperature Substances at Pres- 
sure. Review. 
KFTI-76-33 


RUDER, BRIAN 


Computer Science and Technology: An Analysis of 
Computer Security Safeguards for Detecting and 
Preventing Intentional Computer Misuse. 

PB-275 514/8GI 78-07 98 PC AOS/MF A01 


RUDER, JOSEPH M. 

Gas Generating System. 

PAT-APPL-838 598/GI 78-16 70 PC A02/MF A01 
RUDERMAN, A. PETER 


Introduction to the Theme: 
Socioeconomic Development. 
HRP-0014480/8GI 78-06 6E Not Available NTIS 


RUDERMAN, HENRY 


Energy Modeling and Forecasting: Proceedings of 
the Conference on Energy Modeling and Forecast- 


ing Held at Berkeley, California on June 28, 29, 
1974 


N77-85869/4GI 


78-01 22C PC AO8/MF A01 


78-03 18A PC A02/MF A01 


14B PC AOQ2/MF A01 


13B PC A99/MF A01 


13B PC AQ4/MF AO1 


78-04 8C PC A15/MF A01 


78-05 8G PC A02/MF A01 


13B PC A15/MF A01 


78-09 20D MF A01 


Health and 


78-17 10A PC A09/MF A01 


RUDERMAN, M. A. 
Assessment of Some Mechanisms for Near IR Nar- 


row Pass-Band Filters. 
AD-A046 310/9GI 


RUDERMAN, WARREN 


High Performance Pyroelectric Materials. 
AD-A049 204/1GI 78-08 20L PC A0S/MF A01 


RUDEY, RA. A. 
Characteristics and 
Hydrocarbon Fuels. 
N78-24370/6GI 78-19 21D PC A03/MF A01 


Impact of Future Fuel Properties on Aircraft En- 
gines and Fuel Systems. 
N78-24369/8GI 78-19 21D PC A03/MF A01 


RUDGE, M. R. H. 


Reprint: A Local-Potential Method for Calculating 
Atomic Bound States and Elastic Scattering. 
AD-A048 712/4GI 78-07 7D PC A02/MF A01 


RUDGERS, ANTHONY J. 
Spatial Impulse Response of an Acoustic Line 
Radiator - A Study of Boundary-Diffraction-Wave 
Phenomena and their Experimental Detection. 
AD-A053 395/0GI 78-16 20A PC A1t/MF A01 
RUDIN, F. 


Measurements at Cooling Tower Plumes. Part Il. 
Lidar Measurements at Cooling Tower Plumes. 
ANL-Trans-1116 78-17 13B PC A04/MF A01 


RUDINGER, GEORGE 
A Flow Instability Following Shock Reflection from 
a Flared End of a Duct 
AD-070 001/3GI 78-20 20D PC A02/MF A01 


Improved Wave Diagram Procedure for Shock 
Reflection from an Open End of a Duct 
AD-064 152/2GI 78-20 20D PC A02/MF A01 


Nonsteady Discharge of Subcritical Flow 

AD-239 648/9GI 78-11 20D PC A03/MF A01 

Nonsteady Supercritical Discharge Through an Ori- 

fice 

AD-250 107/0GI 
RUDIS, ROBERT P. 

Automatic Base Gate Positioning Circuit. 

PAT-APPL-903 518/GI 

78-17 


78-03 20F PC A03/MF A01 


Combustion of Future 


78-14 20D PC A02/MF A01 


14B PC A02/MF A01 
RUDISH, RONALD M. 
Quasi-Optical Techniques for Simultaneous Recep- 
tion of Mulitple Millimeter Signals. 
AD-906 392/6GI 78-14 17B PC A06/MF A01 
RUDISILL, J. E. 
Laser Window Materials and Optical 
Science. 
AD-A053 261/4G! 78-15 20F PC A07/MF A01 
Study of Surface Finishing and Coating of DF Laser 
Windows. 
AD-A050 443/1GI 


RUDITSKAYA, I. A. 


Study of Recording Possibilities of Emulsions in 

Autoradiography Conditions. 

AED-Conf-76-421-007 
78-04 


Coating 


78-10 20E PC A03/MF A01 


18D Not available NTIS 
RUDLING, L. 
Oil Pollution in the Baltic Sea. A Chemical Analyti- 


cal Search for Monitoring Methods. 
SNV-PM-783 78-15 7D PC AOQS/MF A01 


RUDMAN, P. S. 


Alloying behavior of the refractory platnium-group 
metals. Lattice parameter determinations on Ru-Mo, 
Ru-W, Ru-Ta. 

AD-429 068/0GI 


RUDMAN, RONALD H. 


Variable Spring Rate Equilibrators. 
PATENT-4 040 332 


78-01 11F PC AQ2/MF A01 


78-19 
RUDMAN, STANLEY 


Progress Report on Analytic Investigation of Mul- 
tinozzle Plume Flow Fields. 
AD-A055 395/8G! 78-20 20D PC A02/MF A01 
RUDMANN, A. A. 
Coupling Device for Moving Vehicles. 
PAT-APPL-907 436/GI 
78-20 22B PC A02/MF A01 


19F Not available NTIS 


RUDNER, R.S. 


Logical Analysis, the Sentential Calculus, and High- 
Speed Computer Techniques in Small Group 
Research 

AD-057 634/8GI 


RUDNICK, DOROTHEA 


Development of Glutamotransferase and Glutamine 
Synthetase in the Nervous System of the Chick 
AD-093 851/4GI 78-22 6A PC AO2/MF A01 


78-21 9B PC A0Q3/MF A01 


RUDSTAM, G. 


Development of Glutamotransferase in the Nervous 
System of the Chick 
AD-094 898/4GI 


RUDNICK, I. 


Acoustic Driving of Rotor. 
PAT-APPL-SN-812 447/GI 
78-17 131 PC A02/MF A01 


Measurements of the Attenuation of a Repeated 
Shock Wave 
AD-010 268/1GI 78-18 20D PC A02/MF A01 


Theory of the Attenuation of Very High Amplitude 
Sound Waves 
AD-021 268/8G! 


RUONICK, J. 


Effect of Ethanol on Galactose Tolerance in Man. 
LA-UR-78-1416 78-25 6T PC A02/MF A01 


RUDNICK, K. VINCENT 


Comparison of a Private Family Practice and a 
University Teaching Practice. 
HRP-0017358/3GI 78-05 6E Not Available NTIS 


RUONICK, PHILIP 


Detection in Non-Gaussian Background, 
AD-A053 117/8GI 78-15 17A PC A03/MF A01 


RUDNICKI, A. R. JR. 


Development of a Computer Program for Store Air- 
loads Prediction Technique. 
AD-B018 949/8G! 78-13 1A PC A11/MF A01 


External Store Airloads Prediction Technique. 
Volume I. Technical Summary. 
AD-8019 911/7G! 78-13 1A PC A08/MF AO1 


External Store Airloads Prediction Technique. 
Volume Il. Detailed Data. Book 1. Initial Airloads 
Prediction. 

AD-8019 637/8G! 78-13 1A PC A06/MF A01 


External Store Airloads Prediction Technique. 
Volume Il. Detailed Data. Book 2. Single Carriage 
Airloads Predictions. 

AD-B019 638/6G! 78-13 1A PC A15/MF AO1 


External Store Airloads Prediction Technique. 
Volume Il. Detailed Data. Book 3. MER Carriage 
Side Force and Yawing Moment Predictions. 

AD-B019 639/4G! 78-13 1A PC A12/MF A01 


External Store Airloads Prediction Technique. 
Volume Il. Detailed Data. Book 4. MER Carriage 
Normal Force and Pitching Moment Predictions. 

AD-B019 640/2G! 78-13 1A PC A13/MF A01 


External Store Airloads Prediction Technique. 
Volume Il. Detailed Data. Book 5. MER Carriage 
Axial Force and Rolling Moment Predictions and 
TER Carriage Predictions. 

AD-B019 641/0G! 78-13 


RUDOLF, P. 


Electrical Resistivity of Thin Copper Films Vapor- 
Coated under Different Residual Gas Pressures. 
BNWL-tr-305 78-20 11F PC A02/MF AO1 


RUDOLF, RONALD J. 


Physician Care end Government Programs -- An 
Analysis of the Distribution of Health and Health 
Services in New York City and the Nation. 

HRP-0023357/7GI_ 78-14 6E Not Available NTIS 


RUDOLPH, G. 


Solidification of High-Level Fission Products by a 
Thermite Reaction. Pt. 2. Tests in a Pilot Plant. 
KFK-2427 78-19 18G MF A01 


RUDOLPH, J. 


Sensitive Method for Continuous Air Monitoring for 
exp 14 C and exp 3 H. 
MLM-2441(TR) 


RUDOLPH, JAMES D. 


Area Handbook for Venezuela, 
AD-A046 789/4G! 


RUDOLPH, JEROME J. 


Reprint: An Evaluation of Commercial Pastes for 

Finishing Composite Resin Surfaces. 

AD-A048 501/1GI 78-07 6L PC A02/MF A01 
RUDOLPH, LOUIS R. 

internal Calibration System. 

PATENT-4 053 890 78-04 17! 
RUDOLPH, R. R. 


Alternative Fuel Cycie Options: 
Characteristics and impact 
Growth Potential. 
ANL-77-70 


RUDSER, RONALD 


A Study of Combination School/Public Libraries in 

North Dakota, 

PB-277 634/2GI 
RUDSTAM, G. 

Characterization of Delayed-Neutron Spectra. 

LF-70 78-03 20H MF A01 


78-22 6A PC A02/MF A01 


78-21 20A PC A02/MF A01 


1A PC A10/MF AQ1 


78-03 18H PC A02/MF A01 


78-03 5C MF A01 


Not available NTIS 


Performance 
on Nuclear Power 


78-11 181 PC AQ3/MF A01 


78-11 5B PC AOS/MF A01 


PA-1215 





Energy Spectra of Delayed Neutrons from the 
Precursors exp 79 (Zn, Ga), exp 80 Ga, exp 81 Ga, 
exp 94 RB, exp 95 RB, exp 129 in, and exp 130 in. 

LF-77 78-03 20H MF A01 


Study of Short-Lived Fission Products with the Aid 
of an Isotope Separator Connected to Reactor R2-0. 
LFK-74 78-13 20H MF A01 


Total (Beta)-Decay Energies and Masses of Short- 
Lived Isotopes of Zinc, Gallium, Germanium and Ar- 
senic. 

LF-74 78-08 20H MF A01 


Total (Beta)-Decay Energies and Masses of Strongly 
Neutron-Rich Indium tsotopes Ranging from a = 
120 to 129. 

LF-76 78-08 20H MF AO1 


Total (Beta)-Decay Energies and Masses of Tin, An- 
timony, and Tellurium Isotopes in the Vicinity of exp 
13250 SN sub 82. 

LF-75 78-08 20H MF A0O1 


Total Binding Energy of the Doubly Closed Shell 
Nuclide exp 13250 SN sub 82. 
LF-73 

RUDY, C. E. 


Refining and Upgrading of Synfuels from Coal and 
Oil Shales by Advanced Catalytic Process. Quarterly 
Report, April--June 1977. 

FE-2315-15 78-13 7A PC AOS/MF A01 


Refining and Upgrading of Synfuels from Coal and 
Oil Shales by Advanced Catalytic Processes. 
FE-2315-18 78-09 7A PC A03/MF A01 


Refining and Upgrading of Synfuels from Coal and 
Oil Shales by Advanced Catalytic Processes. 
Monthly Report, April 1977. 

FE-2315-13 78-06 21D PC A02/MF A01 


Refining and Upgrading of Synfuels from Coal and 
Oil Shales by Advanced Catalytic Processes. 
Monthly Report, May 1977. 

FE-2315-14 78-06 21D PC A02/MF A01 


Refining and Upgrading of Synfuels from Coal and 
Oil Shales by Advanced Catalytic Processes. Quar- 
terly Report, July--September 1977. 

FE-2315-19 78-26 7A PC A0S/MF A01 


RUDY, C. R. 
Tritium Half-Life. 
MLM-2458 

RUDY, K. M. 

Flight Prototype CO2 and Humidity Control System. 
N78-15694/0GI 78-10 6K PC A09/MF A01 

RUDY, SAMUEL 

Investigation of Municipal Waste Water Constituents 


Detrimental to Froth Flotation Recovery of Copper 
and Molybdenum Sulfides. 


PB-282 372/2GI 78-19 81 PC A02/MF AO1 
RUDY, T. E. 

Finite Difference Programs and Array Processors. 

UCRL-80025 78-07 9B PC A02/MF A01 

SIMPLE Code. 

UCID-17715 
RUDY, THOMAS P. 


Development of Propellants Containing an Ener- 
getic Oxidizer. 
AD-378 820/5GI 


78-08 20H MF A01 


78-15 20H PC A02/MF A01 


78-'6 200 PC A03/MF A0O1 


78-16 211 PC A02/MF AO1 


Development of Propellants Containing an Ener- 
getic Oxidizer. 
AD-383 765/5GI 


78-16 211 PC AOS/MF A0O1 


RUECKLE, B. 


Beam Deviation Method as a Diagnostic Tool for 
the Plasma Focus. 


N78-29931/0GI 78-24 201 PC AQ3/MF A01 


Electron Density Measurements on the Plasma 
Focus. 
IPF-76-1 


RUEDENAUER, F.G. 


Computer Program for Peak Identification in Secon- 
dary lon Mass Spectra. 
SGAE-2421 


RUEOGER, W. HOWARD 


AFAL Simulation Facility/Capability Manual. Volume 


|. Executive Summary and Systems Avionics Divi- 
sion. 


AD-A055 591/2GI 
RUEEGG, A. 

Crystallographic Studies on Phase Transformations 

in (NH4)2H3IO06 and Ag2H3I06 Kristallographische 

Utersuchungen der Phasenumwandlungen — in 

(NH4)2H3106 und Ag2H3I06. 

N78-24955/4GI 78-19 7D PC AO5/MF A01 


RUEGER, L. 


Dissemination of Time and Frequency by satellites. 
PB-273 124/8GI 78-01 14B Not available NTIS 


78-10 201 MF AO1 


78-22 7D MF A0O1 


78-20 1C PC A18/MF A01 


PA-1216 


RUEGG, F.C. 
Electron Probe Testing for Homogeneity of Stan- 
dards. 

PB-282 878/8GI 78-21 


RUEGG, R. T. 
Economic Analysis of Alternative Window Strate- 
gies. 
PB-285 144/2GI 
RUEGG, ROSALIE T. 


Reprint: Cost Savings from Reduced-Sized Venting. 
PB-274 982/8GI 78-05 13K Not available NTIS 


Reprint: Life-Cycle Cost Evaluation of the Personal 
Patrol Car Program. 
PB-274 985/1G! 78-05 


A New Look at Windows, 
PB-276 747/3GI 78-09 13A PC A03/MF A01 


The Police Patrol Car: Economic Efficiency in 
Acquisition, Operation, and Disposition, 
PB-281 805/2GI 78-18 5C PC A07/MF A01 


RUEGGER, RICHARD A. 


Bending and Cutting Tool. 
PATENT-4 033 388 78-07 13! Not available NTIS 


RUEHLE, H. 
Problem of Detection Limits for the Residual beta 
Activity in Water. 
WaBoLu-21/75 78-08 7D MF A01 


Radioactive Substances in Waste Waters Due to the 
Use of Radionuclides. Report on a Statistic from 
Berlin (West). 

WaBoLu-32/76 78-08 18G MF A01 


Tritium in the Environment Due to the Peaceful Use 
of Nuclear Energy. 
WaBcLu-30/75 


RUEHLE, R. 


Experience with a Modular Application System with 
Central Data Base for Scientific-Technical Calcula- 
tions. 

IKE-4-69 78-01 181 MF AO1 


Indentification and Structuring of Data for Auto- 
matic Processing. 
IKE-4-68 


RUEPPEL, D. W. 


Environmental Neutron Spectrum Outside the LI 
High-intensity 14-Mev Neutron Facility. 
UCRL-78946 78-08 20G PC A02/MF A01 


Neutron Spectrum Measurements for Radiation Pro- 
tection Purposes. 
UCRL-52415 


RUESCH, D. 


Design Modification and Test of a Flexible Solar 

Cell-Blanket for a Roll-Up Solar Array. 

N77-32611/4GI 78-02 10B PC A07/MF A01 
RUESS, JOHANNA 

Right to Know: Giving the Patient His Medical 


Record. 
HRP-0016030/9GI 


RUETENIK, J. RAY 


Measurements of Blast Pressures on a Rigid 65 

Deg. Sweptback Wing at Mach 0.76 from Rocket 

Propelled Sled Tests. Volume |. Test Documenta- 

tion. 

AD-A053 468/5GI 
RUETER, F. 

Report of a Study of the Licensee Contractor and 

Vencor Inspection Program (LCVIP). 

PB-284 233/4GI 78-22 18E PC A0S/MF A01 
RUETSCHI, PAUL 

Hydrogen Overvoltage and Electrode Material, a 

Theoretical Analysis 

AD-037 326/6GI 78-21 7D PC A02/MF A01 


Influence of Electrode Material on Oxygen Overvolt- 
age - a Theoretical Analysis 

AD-047 570/7GI 78-21 7D PC A02/MF A01 
Potential at Zero Charge for Reversible and Ideal 


Polarized Electrodes 
AD-047 691/1GI 78-21 


RUETTEN, H. J. 
Pebble-Bed HTR in the “Once Through" Fuel Cycle. 
ERDA-tr-318 78-12, 18J PC A02/MF AQ1 
RUF, H. 
Determination of Uranium in Minerals by Instrumen- 
tal Neutron Activation Analysis and Spec- 
trophotometry, Two Independent Methods. 
KFK-2458 78-18 81 MF AO1 


Use of Anion Exchange Resin and Acidic-Organic 

Mixtures in the Separation of Na, Cs and Ba. 

KFK-2460 78-21 7D MF A01 
RUFENER, BRENT L. 


Insurance Regulations Affecting Prepaid Dental 
Care Plans -- A State-by-State Analysis. 


14B Not available NTIS 


78-24 10A_ Not available NTIS 


13F Not available NTIS 


78-08 18H MF A01 


78-08 9B MF A01 


78-26 18D PC A07/MF A01 


78-06 6E Not Available NTIS 


78-16 19D PC A07/MF A01 


7D PC AO2/MF A0O1 


HRP-0900345/0G! 78-24 6E PC A10/MF A01 


RUFENER, F. 


Catalogue of the Photometric Parameters for Stars 
Measured in the Geneva Observatory System. 
N78-14971/3GI 78-09 3A PC AO5/MF AO1 


RUFF, A. W. 


Erosion Measurements on Metals at Elevated Tem- 
peratures. 
PB-274 986/9GI 78-05 11F Not available NTIS 


Reprint: Measurements of Plastic Strain in Copper 
Due to Sliding Wear. 
PB-278 943/6GI 78-14 11F Not available NTIS 


Quantitative Methods in Wear Debris Analysis. 
PB-278 941/0GI 78-14 11F Not available NTIS 


Transmission and Scanning Electron Microscopy 
Studies of Deformation at Erosion Impact Sites. 
PB-278 940/2GI 78-14 11F Not available NTIS 


RUFF, JAN A. 


An Investigation of Operational Decision Aids. 
AD-A047 147/4GI 78-04 15G PC A06/MF A01 


RUFF, PAUL E. 


Development of MIL-HDBK-5 Design Allowable Pro- 
perties and Fatigue-Crack Propagation Data for 
Several Aerospace Materials. 
AD-A054 430/4GI 


78-17 11F MF AO1 


RUFF, R. C. 


Evaluation of AAFE Apparatus to Measure Residual 
and Transient Convection in Zero-Gravity. 
N78-31382/2GI 78-26 20B PC A03/MF A01 


RUFF, R. E. 


Results of Research Related to Stratospheric Ozone 
Protection. 


PB-284 400/9GI 78-24 4A PC A03/MF AO1 


RUFFIN, D. S. 


Methodology and Instrumentation to Measure Gase- 
ous Ammonia. 


PB-273 018/2GI 78-01 14B PC A06/MF A01 


RUFFOLO, J. J. 


Biological Applications and Effects of Optical 
Masers. 


AD-A050 057/9GI 78-10 6R PC A02/MF A01 


RUGER, JAMES R. 


Survey of Concepts and Practices of Drug Informa- 
tion Services. 


HRP-0025645/3GI 78-23 6E Not Available NTIS 


RUGERRA, PAUL S. 


Performance of X-Ray Measurement Instruments 
When Subjected to Environmental Level RF Fields. 
PB-283 364/8GI 78-22 6R PC A02/MF A01 


RUGGE, HUGO R. 


Compilation of Scientific Results from the Satellite 
OV1-17. 


AD-A050 483/7GI 78-10 3B PC A14/MF AO1 


RUGGERI, R. S. 


Performance with and Without Inlet Radial Distor- 
tion of a Transonic Fan Stage Designed for 
Reduced Loading in the Tip Region. 

N78-30057/1GI 78-25 21E PC A05/MF A01 


RUGGIERO, A. G. 


Computer Simulation of Bunch Lengthening and 
Widening in Proton Storage Rings. 
CONF-770709-10 78-07 20G PC A02/MF A01 
Computer Simulation of the Electron-Bunch Widen- 
ing as Due to Self-Bunching. 

CONF-770313-99 78-02 20G PC AQ2/MF A01 


RUGGLES, BERTRAND F. 


A Review of Certificated Airport Crash Fire Rescue 
Service Criteria. 


AD-A053 110/3G! 78-15 1& PC A03/MF A01 


RUGGLES, D. |. 


In vivo Cytogenetic Investigation of Amaranth (FD 
and C Red No. 2) and Its R-Salt and Metabolites in 
Rat Bone Marrow. Cytogenetic Evaluation of 
Amaranth, 


PB-274 671/7GI 78-06 6T PC A02/MF A01 


RUGGLES, L. E. 


Thomson Parabola lon Analyzer. 


SAND-78-0336 78-25 201 PC A02/MF A01 


RUGIENIUS, A. V. 


The Dissection of an Aircraft Loads Spectrum 
Produced by Peak-Counting Accelerometers. 
N78-16391/2GI 78-11 10 PC A0Q2/MF AO1 


RUHE, RAYMOND L. 


Hazard Evaluation and Technical Assistance Report 
No. TA 76-92, Harpers Ferry Center Museum 
Laboratory, Harpers Ferry, West Virginia, 

PB-278 842/0GI 78-14 6J PC A02/MF A01 


Health Hazard Evaluation Determination Report 
Number 75-30-266, Steiger Tractor, Inc., Fargo, 
North Dakota, 





PB-273 711/2GI 78-03 6J PC A02/MF AO1 


Health Hazard Evaluation Determination Report 
Number 76-83-360, General Refractories Company, 
Baltimore, Maryland, 

PB-273 718/7GI 78-03 6J PC A02/MF A01 


Health Hazard Evaluation Determination Report 
Number 77-9-391, Corrugated Paper Company, 
Westboro, Massachusetts, 

PB-273 775/7GI 78-03 6J PC A02/MF A01 


RUHS, N. 


Multiparticle Model for the Description of the 

Neutron-Production in the Plasma Focus. 

LA-tr-77-58 78-12 201 PC AOS/MF A01 
RUHTER, W. 

Operations Manual for the Megachannel gamma- 


Ray Coincidence System. 
UCID-17603 78-15 


RUHTER, W. D. 


Development of a Minicomputer System for on-Line 
Processing of gamma--Gamma Coincidence Events 
and Measurements of E2/M1 Mixing Ratios in exp 
110 Cd and exp 134 Ba. 


UCRL-52360 78-10 9B PC A08/MF A01 
RULJGROK, TH. W. 


Reprint: Monte Carlo Study of the Maier-Saupe 
Model on Square and Triangle Lattices. 
PB-282 193/2GI 78-19 20L Not available NTIS 


RUINA, J.P. 


Radar Range Tracking and Noise 
AD-020 442/0GI 78-16 171 PC A03/MF A01 


Some Statistical Properties of Gated Signal Plus 
Narrow Band Noise 
AD-017 942/4GI 


RUIZ, A. 


Search for Collective Pion Production in 2 GeV/ 
Nucleon Heavy lon Reactions. 
LUIP-7708 


RUIZ, C. 


Plane-Strain General Yielding of a Pressurised 
Cylindrical Shell Containing a Long Part-Through 
Notch. 

N78-18470/2GI 


RUIZ, N. 


NOSPLOT: A Computer Program for 
SCORS Output on a Tektronix Terminal. 
SAND-77-1123 78-14 9B MF AO1 


RUIZ, N. K. 


Data Display for Continuum Mechanics Programs: 
Proposal for Redevelopment of Plotting Capabili- 
ties. 


SAND-76-0733 78-13 9B PC A03/MF A01 


Installation Independent Version of the Sandia 
SCORS Plot System. 


SAND-77-1179 78-16 9B PC AQ3/MF A01 


PENAP: An Interactive Computer Program for Cal- 
culating Surface Loads on Conical- and Ogival- 
Nosed Earth Penetrators. 

SAND-77-1359 


RUKOS, E. 


Dynamic Response Analysis of Two-Dimensional 
Structures with Initial Stresses and Non-Homogene- 
ous Damping. 
AD-874 628/1GI 
RUKWIED, A. 

Design Analysis and Testing of Solar Cell Modules, 
Phase 2. 
N78-26615/2GI 


RULAND, JAMES K. 


Military Manpower versus Hardware Procurement 
Study (HARDMAN). 
AD-A047 069/0GI 


RULE, D. W. 
Charge-Equilibrium and Radiation of Low-Energy 


Cosmic Rays Passing Through Interstellar Medium. 
N78-15984/5GI 78-10 38 PC A04/MF A01 


RULEY, LAURA ANNE 


Water Quality of North Carolina Coastal 
Streams and Effects of Channelization, 
PB-278 273/8GI 78-13 13B PC A09/MF A01 


RULIFSON, JOHNS F. 


QA4: A Procedural Calculus for Intuitive Reasoning. 
AD-A052 440/5GI 78-14 9B PC A16/MF AO1 
RULIFSON, ROBERT L. 

Sediment and Water Quality: A Review of the Litera- 
ture Including a Suggested Approach for Water 
Quality Criteria with Summary of Workshop and 
Conclusions and Recommendations, 

PB-279 469/1GI 78-15 13B PC A12/MF A01 


RUMBLE, B. J. 


Portsmouth Gaseous Diffusion Plant Environmental 
Monitoring Report for Calendar Year 1976. 


18D PC A03/MF AO1 


78-14 9E PC A03/MF A01 


78-22 20H MF A01 


78-13 20K PC A0Q2/MF A01 


Plotting 


78-16 19A PC AQ4/MF A01 


78-24 13M PC AO5/MF AO1 


78-21 


10B PC A14/MF A01 


78-04 SI PC A16/MF A01 


Plain 


GAT-914 
RUMMEL, F. 


Possibilities for the Application of Hydraulic Frac- 
turing. 
NP-22779 78-17 81 PC AO2/MF AO1 


Report on the LASL Hot-Dry-Rock Geothermal Pro- 

ject. 

NP-22783 
RUMMER, PATRICIA 

Too Many Beds, Not Enough Market Pressures Fuel 


Hospital Cost Rocket. 
HRP-0023177/9GI 78-15 6E Not Available NTIS 


RUMMO, NICHOLAS 


Reprint: The Effect of Ozone on Human immunity: 
In vitro Responsiveness of Lymphocytes to 
Phytohemmagglutinin. 
PB-284 764/8GI 


RUMP, W. M. 


Supply of Carbon Dioxide for Enhanced Oil 
Recovery. Final Report, October 15, 1976--Sep- 
tember 1, 1977. 
FE-2515-10 


RUMPF, H. G. 


Experience with Heat Pumps, the Heat Being Taken 

from Running Waters. 

AED-CONF-77-072-006 
78-09 


78-06 13B PC A03/MF A01 


78-14 81 PC A03/MF A01 


78-24 6T PC A02/MF AO1 


78-14 81 PC A07/MF AO1 


13A PC A02/MF A0O1 
RUMSBY, P. T. 
Macroparticle Acceleration by Laser Induced Abla- 


tion Pressure. 
AED-Conf-76-506-017 


RUMSEY, V. H. 


Antenna Analysis in General with Specific 
Reference to Frequency Independent Antennas 
AD-214 292/5GI 78-23 9E PC A03/MF AO1 


Huygens’ Principle as an Exact Physical Concept 
AD-057 863/3GI 78-21 20N PC A03/MF A01 


RUMYANTSEYV, V. A. 


Excerpts from all Union Hydrological Congress, 
1973. Volume 7--Translation. 
AD-A052 397/7GI 


RUMYANTSEV, V. S. 


Technique of Study on the pi exp - p implies p pi 

exp + pi exp - pi exp - + M pi exp 0 and pi exp - p 

implies N piexp + piexp + piexp - piexp-+M 

pi exp 0 Reactions at 5GeV/C by Means of a One- 

Meter Propane Bubble Chamber. 

JINR-1-8514 78-23 20H PC A02/MF AO1 
RUNAVOT, J. J. 


Study of Attitude Acquisition Systems Based on 
Momentum Exchange. 
N78-24268/2GI 


RUNBECK, G. T. 


Reprint: Electrosorption of L-alpha-Dipal- 
mitoylphosphatidyicholine at the Mercury Solution 
Interface. 

AD-A052 217/7GI 


RUNDALL, THEODORE 


Simulator Pilot Consoles for NAS Enroute and 
ARTS Ill Facilities. 
AD-A047 567/3GI 


RUNDEL, R. D. 


The Effect of Changes in Space Shuttle Parameters 
on the NASA/MSFC Multilayer Diffusion Model Pre- 
dictions of Surface HCI Concentrations. 

N78-30714/7GI 78-25 4A PC A04/MF A01 


RUNDELL, D. J. 


Variable Mixer Propulsion Cycle. 
PATENT-4 069 661 


78-01 20! MF AO1 


78-14 8L PC AOS/MF A01 


78-19 22A PC A18/MF A01 


78-14 7D PC A02/MF AO1 


78-05 5i PC A06/MF A01 


78-13 21E Not available NTIS 
RUNDQUIST, D. E. 
Assessment of Thick Section Radiography. Final 
Report. 
EPRI-NP-461 


RUNGE, CARLISLE P. 


Faculty Land Use Problem Definition Seminar. Sym- 
posium: A Survey of Programs for Statewide Land 
Resource Inventories, Held at Madison, Wisconsin 
on March 22-23, 1972, 
PB-273 453/1GI 


RUNGE, M. L. 


The Role of Chemical Bonding in Adhesion. 

AD-A047 091/4GI 78-04 7D PC A0Q2/MF A01 
RUNHA, S. D. M. 

A Methodology to Regional Planning Uma 

Metodologia de Planejamento Regional. 

N78-29967/4GI 78-24 5C PC A09/MF A01 


RUNKEL, J. GEORGE 


Archaeological Investigations of the Crooked Cou- 


lee Site Complex, Liberty County, Montana. 
(24LT25), 


78-04 14B PC AQ8/MF A0O1 


78-02 13B PC AQ9/MF AQ01 


RUPPERSBERG, G. H. 


PB-284 251/6GI 
RUNKLE, STEVE N. 


Relationships Between Skid Numbers, Paving 
Materials and Mix Design, and Accumulated Traffic. 
PB-274 953/9GI 78-05 13B PC A05/MF A01 


RUNNELS, O. D. 


Measurement of Pressure, Fluidized Bed Level, and 
Density in the Synthane Pilot Plant Coal Gasifier. 
COO-0003-7 78-13 7A PC AQ2/MF AO1 


Valve Applications at the Synthane Plant in Mixed 
Phase Erosive Service. 
COO-0003/13 


RUNNELS, TOM 


Reprint: Effects of Diet and Temperature on Growth 
and Mortality of the Blue Crab, ‘Callinectes 
sapidus’, Maintained in a Recirculating Culture 
System, 

PB-275 206/1GI 


RUNNION, KENNETH N. 
Incineration of VX and GB with Emphasis on 


Phosphoric Acid Mist Removal. 
AD-B003 675/6G! 78-19 158 PC A0Q2/MF A01 


RUNSTADLER, P. W. JR. 


1/20 Scale Model Pump Test Program: Facility 
Description Report. Key Phase Report, March 1977. 
EPRI-NP-293 78-15 181 PC A06/MF A01 


RUNYAN, W.R. 
Nuclear Magnetic Resonance Study of Liquid 


Crystal Transitions 
AD-125 011/7GI 


RUPERT, GERALD B. 


Modified Roof Strain Indicator. 
PATENT-4 070906 78-15 8I 


RUPERT, J. G. 


Independent Stability and Control Analysis of 
Navigation Development Satellites for the Global 
Positioning System. Volume |. Technical report. 

AD-A056 811/3G! 78-22 17G PC A16/MF A01 


Independent Stability and Control! Analysis of 
Navigation Development Satellites for the Global 
Positioning System. Volume Il. Appendixes. 

AD-A056 812/1G! 78-22 17G PC A09/MF A01 


NTS-2 Independent Stability and Control Analysis. 
Volume |. Technical Report. 
AD-A052 633/5G! 78-14 22B PC A13/MF A01 


NTS-2 Independent Stability and Control Analysis. 
Volume Il. Appendices. 
AD-A052 634/3G! 78-14 22B PC A12/MF A01 


RUPERT, P. R. 
25 Megajoule Energy Storage and Delivery System 
for the Shiva Laser. 
UCRL-79700 
RUPERT, V. C. 
Brillouin Scatter in Laser-Produced Plasmas. 
UCRL-79769 78-08 20! Not available NTIS 


Energy Balance Measurements for Shiva. 
UCRL-79801 78-14 18A PC A02/MF A01 


Evidence for Efficient Brillouin Backscatter in Disks 
Irradiated by One Micron Light. 

UCRL-79477 78-07 20F PC A02/MF AQ1 
Scattered Light Evidence for Short Density Scale 
Heights Near Critical Density in Laser-irradiated 
Plasmas. 
UCRL-78444(Rev.2) 


RUPP, C. C. 


Tetherline System for Orbiting Satellites. 
PATENT-4 083 520 


78-20 22B Not available NTIS 


78-24 5SF PC A0Q6/MF A01 


78-13 7A PC A02/MF A01 


78-05 6C PC A02 


78-22 7D PC A02/MF AO1 


Not available NTIS 


78-12 18A PC A02/MF A01 


78-02 201 PC A03/MF A01 


RUPPE, DAVID 


Technical Features of Electronic Controllers used 
for Numerical Control of Machine Tools. 
AD-A047 002/1G! 78-04 131 PC A03/MF A01 


RUPPE, H. O. 


Rocket Stage Mass Model for Performance Predic- 
tion. 
N78-18115/3GI 


RUPPERSBERG, G. H. 


Mission Definition for the First Flight of a Mul- 
tidisciplinary Lidar System Formulated Following 
Discussions with Representatives of Various In- 
stitutes Missionsdefinition fuer Erste Flugzeugein- 
saetze Eines Multidisziplinaeren Lidar-Systems For- 
muliert Auf Grund von Diskussionen MIT Vertretern 
Verschiedener Institutionen. 

N77-33513/1GI 78-04 14B PC A02/MF A01 


Mission Description for a Multidisciplinary Lidar 
System in Spacelab Aufgabenbeschreibung fuer Ein 
Multidisziplinaeres Lidar-System in Spacelab. 

N78-14064/7GI 78-09 20F PC A02/MF A01 


Optical Range, Target Recognition Sichtweite, Er- 
kennbarkeit von Zielen. 


78-13 22B PC A03/MF A01 


PA-1217 





N78-14897/0GI 78-09 17H PC A02/MF A01 
RUPPRECHT, G. 


Ice in Space: An Experimental and Theoretical In- 
vestigation. 
N77-34067/7GI 78-04 3B PC A09/MF A01 


RUPPRECHT, PETER 

Wandering. 

HRP-0026051/3G! 78-24 5J Not Available NTIS 
RUSAKOV, V. A. 

Light System for the “Lyudmila’’ 2-M_ Liquid- 

Hydrogen Buble Chamber. 

JINR-13-9442 78-20 18D MF A01 
RUSAKOV, V. S. 

Program for Processing of Moessbauer Spectra. 

1AE-2541 78-20 20L MF A0O1 
RUSCHE, RENE 


RDA Ruby Laser Frequency Doubler System. 
AD-923 260/4G! 78-24 20E PC A02/MF A01 


RUSCHE, RENE A. 


RDA Ruby Laser Frequency Doubler System. 
AD-B012 269/7GI 78-19 20E PC A03/MF AO1 


RUSCHMANN, PAUL 
Data Sources to Support the NHTSA Defects In- 


vestigation System. 
PB-285 761/3GI 78-26 13F PC A07/MF A01 


RUSCICA, J. J. 


1977 Breeding Bird Censuses and Vegetation Sur- 

veys in Two Successional Stages of Oak--Pine 

Forest. 

BNL-50775 78-23 6F PC A03/MF A01 
RUSCITTO, D. 

Hydrodynamic Air Lubricated Compliant Surface 

Bearing for an Automotive Gas Turbine Engine. 1: 


Journal Bearing Performance. 
N78-21472/3GI 78-16 21E PC A07/MF A01 


Hydrodynamic Air Lubricated Compliant Surface 
Bearing for an Automotive Gas Turbine Engine. 2: 
Materials and Coatings. 

N78-29449/3GI 78-24 131 PC A07/MF AQ1 

RUSCONI, J. 

Feasibility Studies of a Bidirectional Auger System 
and a Machine Mining Plan. Volume |. Bidirectional 
Auger System, 

PB-283 407/5GI 78-22 81 PC A08/MF AO1 


Feasibility Studies of a Bidirectional Auger System 
and a Machine Mining Plan. Volume Il. Machine 
Mining Plan. 

PB-283 408/3GI 78-22 81 PC AOS/MF AO1 


RUSCONI, J. B. 


Longwall-Caving Mining Method for Thick Coal. 
Design and Feasibility Study. Volume I. 
PB-275 240/0GI 78-06 8! PC A18/MF A01 


RUSH, D. J. 


Corrosion and impurities Deposition Effects under 
ONB Conditions. 
GEFR-SP-045 78-19 18E PC A02/MF A01 


RUSH, EDGAR S. 


Limited Evaluation of Experimental and Standard 
Tractor Dozer Blades. 
AD-A053 767/0GI 78-16 13C PC A06/MF AO1 


RUSH, J. J. 


Reprint: Comment on ‘High Temperature Ther- 
modynamics of Palladium-Hydrogen. Il. Tempera- 
ture Dependence of Partial Molar Properties of 
Dilute Solutions of Hydrogen in the Range 500- 
700K." 

PB-282 872/1GI 78-21 7D Not available NTIS 


Deuterium-Site Occupancy in the alpha and beta 
Phases of TiD(x). 
PB-282 140/3GI 78-19 20L Not available NTIS 


Reprint: Inelastic-Neutron-Scattering Line Shapes 
in PdDO.63. 
PB-278 956/8GI 78-14 20B Not available NTIS 


Reprint: Nature of the Phase Transition in KCN at 
168 K. 


PB-281 976/1GI 78-19 7D Not available NTIS 


Reprint: Neutron Scattering Studies of Crystal 
Dynamics and Order-Disorder Phase Transitions in 
Alkali Cyanides. 

PB-276 223/5GI 78-08 20L Not available NTIS 


RUSH, K. 


User Manual for the Q-5485, 1.0-Nsec Fast Pream- 
plifier and Q-5487, 1.0-Nsec Fast Amplifier. 
ORNL/TM-6239 78-26 18D PC A02/MF A01 


Evaluation of Three 20 MW Prototype Flue Gas 
Desulfurization Processes. Final Report. 
EPRI-FP-13-SY(V.1) 78-21 7A PC AQS/MF A0O1 


Evaluation of Three 20 MW Prototype Flue Gas 
Desulfurization Processes. Final Report. 
EPRI-FP-713(V.2) 78-25 13B PC A20/MF A01 


PA-1218 


Evaluation of Three 20 MW Prototype Flue Gas 
Desulfurization Processes. Final Report. 
EPRI-FP-713(V.3) 78-25 138 PC A09/MF A01 


RUSH, R. W. 


Conceptual Design and Engineering, Economic and 

Environmental Analysis of Surface Pit Slope Caving 

Mining System. 

PB-274 427/4GI 78-04 8i PC A99/MF A01 
RUSH, RITA 

How to Develop the Librarian's Role in Career Edu- 


cation, 
ED-139 424 78-18 5B Not available NTIS 


RUSHBROOK, CAROL J. 


Study of the Mutagenic Effects of Ammoniated Gly- 
cyrrhizin (71-1) by the Dominant Lethal Test in Rats. 
PB-279 650/6GI 78-15 6H PC A04/MF A01 


Study of the Mutagenic Effects of Butylated Hydrox- 
ytoiuene (71-25) by the Dominant Lethal Test in 
Rats. 

PB-278 026/0GI 78-12 6T PC A06/MF A01 


RUSHE, RANDALL GEORGE 
A Microcomputer Data Acquisition System for 


Materials Testing. 
AD-A055 466/7GI 78-20 9B PC A06/MF A01 


RUSHING, J. W. 


Gas Cooled Reactor Technology. A Bibliography. 
TID-3339-S2 78-25 181 PC A17/MF AQ1 


Reactor Safety: A Literature Search. 
TID-3525-R5-S10 78-01 18E PC A11 


RUSHING, WILLIAM A. 


Profit and Nonprofit Orientations and the Dif- 
ferentiations - Coordination Hypothesis for Or- 
ganizations: A Study of Small General Hospitals. 

HRP-0016564/7Gi 78-01 6E Not Available NTIS 


Relation Between Social Class and Functional 
Status: A New Look at the Drift Hypothesis. 
HRP-0017197/5GI 78-07 5K Not Available NTIS 


RUSHMER, ROBERT F. 


Home Care -- A Biomedical Engineering Challenge. 
HRP-0023621/6GI 78-25 6E Not Available NTIS 


RUSHTON, B. L. 


Three-Dimensional Pin Powers from LOFT Core-1 
Tip Data. 
LTR-111-87 78-18 181 PC A03/MF A01 


RUSHTON, R. J. 


National Waste Terminal Storage Program: Low 
Level Transuranic Waste Transportation Studies. 
RFP-2728 78-23 18F PC A03/MF A01 


RUSK, HOWARD A. 


An Experiment in the Care and Rehabilitation of 
Severely Disabled Young Adults in a Long-Term 
Hospital with Implications for Long-Term Care and 
Rehabilitation of Patients of Any Age, 

PB-280 292/4GI 78-16 6E PC A07/MF A01 


RUSKIN, ARTHUR 


Directory of Drug Experience Resources - An Inter- 
national Listing of Persons and Programs Active in 
Drug Studies and Drug Information, 

PB-275 609/6GI 78-06 60 PC A08/MF A01 


RUSKIN, H. 


IUPAP Conference on Statistical Physics (13th). 
AD-A050 790/5GI 78-11 20M PC A02/MF A01 


RUSNAK, TERRANCE JOHN 


Development of an Empirical Relationship for the 
Prediction of Damping in Steel-Framed Buildings. 
AD-A054 438/7GI 78-17 13M PC A10/MF A01 


RUSS, G. R. 


A Comparison of the Marine Fouling Occurring at 
the Two Principal Australian Naval Dockyards, 
AD-A048 029/3GI 78-06 8A PC AQ4/MF A01 


RUSS, SAM WALLACE JR. 
Studies in Support of the Application of Statistical 
Theory to Design and Evaluction of Operational 
Tests. Annex C. A Cost Optimal Approach to Selec- 
tion of Experimental Designs for Operational Test- 


ing under Conditions of Constrained Sample Size. 
AD-A052 075/9GI 78-13 12A PC AQ6/MF A01 


RUSSAK, |. BERT 


On General Problems with Higher Derivative 

Bounded State Variables. 

AD-A046 263/0G! 78-02 12A PC A03/MF A01 
RUSSAM, K. 

The Psychology of Children in Traffic, 

PB-276 915/6GI 78-09 5J PC A02/MF A0O1 
RUSSEL, MICHAEL 

An Atlas for Industrial Bottomfish Fishermen in the 


Northern Gulf of Mexico, 
PB-273 620/5GI 78-02 6C PC A02/MF A01 


RUSSELL, A.M. 
Variation with Vibration of the Fluorine Spin-Rota- 


tion Interaction in Li6f 

AD-081 063/0GI 78-24 7D PC A02/MF A01 
RUSSELL, ALLAN M. 

Magnetic Moments Due to Rotation in Li6F and 

Li7F 

AD-219 329/0GI 78-24 20L PC A02/MF A01 

Rotational Magnetic Moments of Li Super 6 F and 

Li Super 7 F 

AD-140 302/1GI 78-23 20L PC A02/MF AQ1 


RUSSELL, B. E. 


Colorado River Desalinization Wild Duck Study. 
PB-275 681/5GI 78-06 13B PC A03/MF A01 


RUSSELL, CAROL M. 


Environmental Quality and the Community Health 
Educator. 
HRP-0016997/9GI 78-05 6E Not Available NTIS 


RUSSELL, DAVID A. 


Reprint: Flow Lasers. 
AD-A050 621/2GI 78-11 20E PC A03/MF A01 


RUSSELL, E. A. JR. 


Psychomotor Responses of Dentists Using Nitrous 
Oxide - Oxygen Psychosedation, 
AD-A0Q52 159/1GI 78-13 60 PC A02/MF A01 


RUSSELL, E. S. 
inborn Anemias in Mice. Progress Report, 1 May 
1976--31 July 1977. 
COO-3264-16 78-16 6E PC A02/MF A01 


RUSSELL, EMERY A. JR. 


Odontogenic Fibromyxoma: Report of a Case, 
AD-A051 998/3G! 78-13 6E PC A02/MF A01 


Recovery from Nitrous Oxide-Oxygen Psychoseda- 
tion as Determined by the Fusion Frequency of 
Flicker, 

AD-A052 820/8G! 78-14 60 PC A02/MF A01 


Solubility of Injectable Valium in Intravenous Solu- 
tions. 
AD-A054 721/6GI 78-17 60 PC A0Q2/MF AO1 


RUSSELL, F. M. 
Performance of a Frozen Spin Polarised Proton Tar- 


get. 
RL-77-142/B 78-25 20G PC A03/MF A01 
RUSSELL, FINDLAY E. 


Behavior, Ecology and Toxicity of Venomous 
Marine Fishes. 
AD-A054 925/3G! 78-18 6T PC A02/MF A01 


Properties of the Venom of the Stingray 
AD-120 873/5GI 78-10 6T PC AQ2/MF AO1 


Venom of the Weevers Trachinus Draco and 
Trachinus Vipera 
AD-260 946/9GI 78-13 6T PC A02/MF A01 


RUSSELL, G. J. 


Experimental Program to Validate Analyses of Ac- 
celerator Breeder Concepts. 
LA-UR-77-2552 78-18 20G PC A03/MF A01 


RUSSELL, G. MICHAEL 


Bottom Obstructions in the Southwestern North At- 
lantic, Gulf of Mexico, and Caribbean Sea. 
PB-273 621/3GI 78-02 6C PC A03/MF A01 


RUSSELL, GEORGE A. 


lonic Conductivity of NaCl and KCI 
AD-035 880/4GI 78-21 20 PC A02/MF AO1 


RUSSELL, J. A. 


Definition of Aviation Turbine Fuel Contamination 
under Simulated Combat Conditions. 
AD-A047 223/3G! 78-04 21D PC A07/MF AO1 


RUSSELL, J. D. 


The LARSYS Educational Package: Instructor's 
Notes for Use with the Data 100. 
N78-18493/4GI 78-13 98 PC AO5/MF A01 


RUSSELL, J. E. 


Analysis and Evaluation of the Rock Mechanics 
Aspects of the Proposed Salt Mine Repository. 
Summary Progress Report RSI-0002. 

ORNL/SUB-3706/1 78-12 18G PC A03/MF AQ1 


Analysis and Evaluation of the Rock Mechanics 
Aspects of the Proposed Sait Mine Repository. 
Summary Progress Report Rsi-0005. 

ORNL/SUB-3706/2 78-03 18G PC A08/MF A01 


General Description of the Finite-Element Method 
of Analysis in Engineering Mechanics. 
ORNL/SUB-3706/3 78-09 13M PC A02/MF AO1 


In Situ Experiments Related to Waste Repository 
Design. 
Y/OWl/TM-25 78-08 18G PC A02/MF A01 


Presentation to Department of Energy Task Force 
on Waste Management. 
Y/OWI/TM-50 78-17 18G PC A02/MF A01 





RUSSELL, J. L. JR. 


Fixed Mirror Solar Concentrator for Power Genera- 
tion. 
GA-A-14883 78-26 10B PC A02/MF A01 


Preliminary System Analysis of a Fixed Mirror Solar 
Power Central Station. Final Report. 
EPRI-ER-434 78-03 10B PC A04/MF A01 


Solar Collector Subsystem Program on the Fixed 
Mirror Solar Concentrator. Design and Tests. Re- 
port of Work Performed September 30, 1976-- 
February 28, 1977, Following Issuance of Final Re- 
port GA-A-14209 (Rev.). 

GA-A-14595 78-23 10A PC A03/MF AO1 

RUSSELL, JAMES H. 

Methanation Activity of Raney Nickel Catalysts. Ef- 
fect of Proportion of NiAI3 and Ni2AI3 in Precursor 
Alloys. 

PB-279 656/3GI 78-15 70 PC A02/MF AO1 


Method for Producing Supported Raney Nickel 
Catalyst. 
PATENT-4 049 580 

78-06 11F Not available NTIS 


RUSSELL, JOHN A. 
Engine Lubricant Requirements for Remotely 
Piloted Vehicles (RPV). 
AD-A046 238/2GI 78-02 11H PC A02/MF A01 


Evaluation of Environmental and Economic Benefits 
through Use of Synthetic Motor Oils. 
AD-A046 277/0GI 78-03 11H PC A03/MF AO1 


RUSSELL, JOHN W. 


Reprint: Pulsed Positive Negative lon Chemical 
lonization Mass Spectrometry. 
AD-A045 847/1GI 78-01 7D PC A02/MF A01 


RUSSELL, JUDY A. 


Bibliography of New Mexico Geology and Mineral 
Technology, 1971-1975, 
PB-278 348/8GI 78-12 8G PC A07/MF A01 


RUSSELL, L. M. 


Flow Visualization of Film Cooling with Spanwise 
Injection from a Small Array of Holes and Com- 
pound-Angle Injection from a Large Array. 

N78-21113/3GI 78-16 21E PC A02/MF A01 


Hydrogen Film Cooling of a Small Hydrogen-Ox- 
ygen Thrust Chamber and Its Effect on Erosion 
Rates of Various Ablative Materials. 

N78-13124/0GI 78-08 21H PC A03/MF AO1 


RUSSELL, L. R. 


Application of Proof Tests to Silicon Nitride, 
PB-276 652/5GI 78-09 11B PC A02/MF A01 


RUSSELL, LARRY 


Process Control! Manual for Aerobic Biological 
Wastewater Treatment Facilities. 
PB-279 474/1GI 78-15 138 PC A15/MF A0O1 


RUSSELL, LEO K. 


Arizona's Rural Emergency Medical Services Com- 
munications System. 
HRP-0023243/9Gi 78-13 6E Not Available NTIS 


RUSSELL, M. C. 


Hybrid Photovoltaic/Thermal Solar Energy System. 
COO-4577-1 78-23 13A PC A03/MF A01 


RUSSELL, M. L. 


LOFT Fuel Modules Design, Characterization, and 
Fabrication Program. 
TREE-NUREG-1131 78-05 18J PC A06/MF A01 


RUSSELL, MARILYN A. 


Expansion of Home Health Services and the Com- 
munity Health Service System 
HRP-0024068/9GI 78-18 6E Not Available NTIS 


RUSSELL, MICHAEL L. 


Role of the Allied Health Professional in Improving 
Patient Adherence. 
HRP-0025395/5GI 78-23 5I Not Available NTIS 


RUSSELL, NANCY E. 


Microanalytic Approach to the Development of a 
System of Health Accounts: A Case Study of Child 
Health Status. 

HRP-0016147/1GI 78-01 6E PC AOS/MF AQ01 

RUSSELL, O. 

Evaluation of Aerial Remote Sensing Techniques for 
Defining Criticai Geologic Features Pertinent to 
Tunnel Location and Design. 

PB-278 032/8GI 78-13 8G PC A16/MF A01 


RUSSELL, P. B. 


Development of a Vertical Mixing Data Base in the 
San Francisco Bay and Delta Region. Volume |. 
Main Report. 

PB-282 455/5GI 78-20 4A PC A03/MF A01 


Development of a Vertical Mixing Data Base in the 
San Francisco Bay and Delta Region. Volume Il. 
Data Appendices. 

PB-282 456/3G! 78-20 4A PC A06/MF A01 


Results of Research Related to Stratospheric Ozone 
Protection. 
PB-284 400/9GI 78-24 4A PC A03/MF A01 


Sam-2 Ground-Truth Plan: Correlative Measure- 
ments for the Stratospheric Aerosol Measurement-2 
Sam 2) Sensor on the Nimbus G Satellite. 

N78-27689/6GI 78-23 4B PC A06/MF A01 


RUSSELL, P. G. 


Electrochemical Characteristics of ZrO sub 2 --Y 
sub 2 O sub 3 Solid Electrolytes for Fuel Cells. 
BNL-22881 78-01 108 PC A02/MF A01 


RUSSELL, P. S. J. 


Analysis of a One Dimensionally-Confined Planar 
Optical Directional Coupler. 
N78-26914/9GI 78-21 20F PC A03/MF A01 


RUSSELL, PAUL N. 


Thermionic Emission and Electron Diffraction from 
Thin Films of Barium Oxide 
AD-013 839/6GI 78-18 20L PC A02/MF A01 


RUSSELL, PAULETTE 


Method of Integrating Family Nursing in an Un- 
dergraduate Curriculum. 
HRP-0015651/3GI 78-01 5! Not Available NTIS 


RUSSELL, PHILIP B. 


Acoustic Sounder Array for Application to Air Pollu- 
tion. Volume |: Executive Summary and User Guide. 
PB-282 064/5GI 78-19 4A PC A03/MF A01 


Acoustic Sounder Array for Application to Air Pollu- 
tion. Volume Il: Case Studies and Other Appen- 
dices. 

PB-282 065/2GI 78-19 4A PC A06/MF A01 


Acoustic Sounder Array for Application to Air Polliu- 
tion. Volume Ill: Hourly Digital Mixing Depth and 
Stability Data. 

PB-282 066/0GI 78-19 4A PC A0Q4/MF AO1 


RUSSELL, PHILIP K. 


Reprint: Antigenic Characterization of Two Sindbis 
Envelope Glycoproteins Separated by Isoelectric 
Focusing. 

AD-A046 537/7GI 78-03 6M PC A02/MF AO1 


Reprint: Swine influenza A at Fort Dix, New Jersey 

(January-February 1976). IV. Summary and Specula- 

tion, 

AD-A051 628/6GI 78-12 6E PC AO2/MF A01 
RUSSELL, PHILLIP K. 


Reprint: Virulence and Immunogenicity of a Tem- 
perature-Sensitive Dengue-2 Virus in Lower Pri- 
mates. 

AD-A046 989/0G! 78-04 6M PC A02/MF AO1 


RUSSELL, R. B. C. 


Bituminous Bases and Surfacings for Low-Cost 
Roads in the Tropics, 
PB-276 757/2GI 78-09 13C PC A03/MF AO1 


RUSSELL, R. J. 


Development of Plating Thickness Standards for the 
Physical Vapor Deposition of Aluminum on Kapton. 
BDX-613-1634(Rev.) 78-14 11F PC A03/MF A01 


Development of Plating Thickness Standards. 
Milestone Report. 
BOX-613-1709(Rev.) 78-19 11C PC A02/MF A01 


Multilayered Plating Thickness Measurement. 
BDX-613-1632(Rev.) 78-05 14B PC A02/MF A01 


RUSSELL, RICHA COX 
Primary Nursing -- One Nurse - One Client Planning 


Care Together. 
HRP-0024062/2GI 78-18 6E Not Available NTIS 


RUSSELL, RICHARD J. 


Alluvial Morphology of Anatolian Rivers 
AD-075 419/2GI 78-20 8H PC A03/MF A01 


Long, Straight Beaches 
AD-239 897/2GI 78-11 8G PC A02/MF A01 


Preliminary Notes on Caribbean Beach Rock 
AD-206 025/9GI 78-23 8G PC A02/MF AO1 


Trafficability and Navigability of Delta-Type Coasts. 
Trafficability and Navigability of Louisiana Coastal 
Marshes. Photo-Interpretation Keys of Selected 
Coastal Marshland Features. 

AD-496 068/8GI 78-20 8F PC A02/MF A01 


RUSSELL, ROBERT WAYNE 

Design Study of a Centerplate Mount for Wind Tun- 

nel Models. 

AD-A047 204/3GI 78-04 148 MF A01 
RUSSELL, ROGER wW. 

Methods of studying gastric activity: the electrogas- 

trogram. 

AD-461 080/4GI 77-20 6P PC A0Q3/MF AO1 
RUSSELL, STEVEN S. 


Performance Comparison of Bipolar Alternate Mark 
inversion and Conditioned Diphase Waveforms Over 
Wireline Media. 

AD-B017 742/8GI 78-19 17B PC A06/MF AO1 


RUSSO, RAYMOND M. 


RUSSELL, SUZANNE J. 


Skid Resistant Characteristics of Illinois Aggregates. 
PB-285 241/6GI 78-25 138 PC A07/MF A01 


RUSSELL, T. J. 


A Comparison of Electrical and Visual Alignment 
Test Structures for Evaluating Photomask Align- 
ment in Integrated Circuit Manufacturing. 

PB-275 143/6GI 78-07 13H Not available NTIS 


RUSSELL, W. A. 


Simulation Experiments and Solar Wind Sputtering. 
CONF-780314-1 78-19 38 PC A02/MF A01 


RUSSELL, W. L. 


Comments on Mutagenesis Risk Estimation. 
CONF-7610137-1 78-12 6C PC AQ2/MF A01 


RUSSELL, WALLACE A. 


Associative Clustering During Recall 
AD-140 003/5GI 78-23 5J PC AQ2/MF A01 


An Atlas of Semantic Profiles for 360 Words 
AD-129 903/1GI 78-22 5G PC A02/MF A01 


Implicit Verbal Chaining in Paired-Associate Learn- 
ing - the Role of Language in Behavior 
AD-040 967/2GI 78-21 5J PC A02/MF AQ1 


Studies on the Role of Language in Behavior - the 
Complete Minnesota Norms for Responses to 100 
Words from the Kent-Rosanoff Word Association 
Test 

AD-043 237/7GI 78-21 5J PC A03/MF A01 


RUSSELL, WANDA N. 


Variations in Utilization of a Multi-State Company 
Dental Plan. 
HRP-0024185/1GI 78-22 6E Not Available NTIS 


RUSSELL, WILLIAM J. 


Characterization of Chromic-Acid Anodized 2024-T3 
Aluminum Adherends. 
AD-A048 756/1GI 78-07 11F PC A03/MF A01 


Chromate-Free Method of Preparing Aluminum Sur- 
faces for Adhesive Bonding. An Etchant Composi- 
tion of Low Toxicity. 

AD-A056 241/3GI 78-21 13H PC A02/MF A01 


Rapid Universal Sensing Cell. 
PATENT-4 058 438 
78-25 14B Not available NTIS 


Russo, A. 


Experimental Investigation of a Resonant Wave En- 
gine 
AD-056 237/1GI 78-14 21E PC A04/MF A01 


RuSSO, A. J. 


Evaluation of Polyethylene versus Aluminum Alloy 
Closures for Hydraulic Components. 
AD-A056 932/7GI 78-22 13E PC A02/MF A01 


Numerical Codes for MHD Flows. Quarterly Techni- 
cal Progress Report, April--June 1977. 
SAND-77-1659 78-14 10B PC A02/MF A01 


Numerical Codes for MHD Flows. Quarterly Techni- 
cal Progress Report, January--March 1977. 
SAND-77-1658 78-14 108 PC A03/MF A01 


Numerical Codes for MHD Flows. Quarterly Techni- 
cal Progress Report, January--March 1978. 
SAND-78-0925 78-26 108 PC A03/MF A01 


Numerical Codes for MHD Flows. Quarterly Techni- 
cal Progress Report, July--September 1976. 
SAND-77-1656 78-14 108 PC A03/MF A01 


Numerical Codes for MHD Flows. Quarterly Techni- 
cal Progress Report, July--September 1977. 
SAND-78-0079 78-16 108 PC A0Q3/MF A01 


Numerical Codes for MHD Flows. Quarterly Techni- 
cal Progress Report, October--December 1976. 
SAND-77-1657 78-14 10B PC A03/MF A01 


Numerical Codes for MHD Flows. Quarterly Techni- 
cal Progress Report, October--December 1977. 
SAND-78-0326 78-23 10B PC A03/MF AO1 


Renormalization Methods for Several Marching Al- 
gorithms Used in the Direct Solution of Elliptic 
Equations. 

SAND-78-0736 78-25 9B MF A01 


Transient Behavior of the Fluid and Electrical Pro- 
perties in the Turbulent Boundary Layer of an MHD 
Channel. 

SAND-77-1952C 78-14 10B PC A02/MF A01 


RUSSO, A.L. 


The Investigation of a Resonant Wave Engine 
AD-129 618/5GI 78-16 21E PC A04/MF AO1 


RUSSO, MARIANNE L. 


An Archeological Survey and Cultural Resource 
Evaluation of the Tuolumne Rancheria, Tuolumne 
County, California. 

PB-286 008/8G! 78-26 5F PC AOS/MF A01 


RUSSO, RAYMOND M. 


Triage Abilities of Nurse Practitioner vs Pediatrician. 
HRP-0016562/1G!i 78-02 6E Not Available NTIS 


PA-1219 





RUST, B. W. 


Inductive Modelling of Population Time Series. 
CONF-770689- 78-09 13B PC A04/MF AO1 


RUST, DAVID M. 
Reprint: EUV Emission, Filament Activation and 


Magnetic Fields in a Slow-Rise Flare. 
AD-A050 111/4GI 78-10 3B PC A02/MF A01 


Reprint: The Work of the Diode Array: He 10830 Ob- 
servations of Spicules and Subflares. 
AD-A048 393/3GI 78-07 3B PC A02/MF A01 


RUST, EDGAR 


The Evolving Pattern of Village Alaska, 
PB-279 905/4GI 78-15 13B PC AOS/MF A01 


RUST, J. H. 


Analysis of the Gas Core Actinide Transmutation 
Reactor (GCATR). 
N78-10861/0GI 78-05 18E PC A07/MF A01 


Analytical Approaches to and Interpretations of 
Data on Time, Rate, and Cause of Death of Mice 
Exposed to External gamma Irradiation. 

CONF-780306-8 78-23 6R PC AO02/MF A01 


Gas Core Reactors for Actinide Transmutation and 
Breeder Applications. 
N78-22884/8GI 


RUST, K. 


PEW: A Fortran IV-Program for the Calculation of 


Physical Material Properties for LWR-Fuel Rods and 
Its Simulators. 
KFK-EXT-7/76-1 


RUSTAD, B. M. 


Reprint: An Eruptive Prominence of June 10, 1973. 
AD-A050 447/2GI 78-10 3B PC A02/MF A01 


RUSTAGI, JAGDISH SHARAN 


On Minimizing and Maximizing a Certain Integral 
with Statistical Applications 
AD-075 875/5GI 78-20 


RUSTANOVICH, D. N. 
Investigation of Small Earthquakes in Southwestern 


Turkmenia. 
UCRL-Trans-11363 


RUSTIA, JANICE KUBAT 


Orug - Drug interactions Among Residents in 
Homes for the Elderly: A Pilot Study. 
HRP-0016320/4Gi_ 78-03 60 Not Available NTIS 


RUSTON, HENRY 
Software Modeling Studies. Volume |. Summary of 


Technical Progress. 
AD-A052 615/2GI 


RUTAN, ELBERT L. 


USAF Limited Flying Qualities Evaluation of an F-4E 
with Fixed Leading Edge Slats. 
AD-884 954/9GI 78-13 


RUTH, B. E. 
Satellite Applications to a Coastal Inlet Study, 


Clearwater Beach, Florida. 
N78-23700/5GI 78-18 8J PC A02/MF A01 


RUTH, J. 


The Modular Solar Energy Satellite. 
Proposal and Development Strategy. 
N78-23598/3GI 78-18 10B PC A02/MF A01 


RUTH, L. A. 


Miniplant Studies of Pressurized Fluidized-Bed Coal 
Combustion: Third Annual Report. 
PB-284 534/5GI 78-23 7A PC A11/MF AO1 


RUTH, LAWRENCE C. 


Experimental Evaluation of the Seaworthiness 
Characteristics of Flexibly Connected Barge Trains. 
PB-273 691/6GI 78-02 13J PC AQ4/MF A01 


RUTH, R. P. 


Chemical Vapor Deposition Growth. Quarterly Re- 
port No. 4. 
ERDA/JPL/954372-77/2 


78-05 10B PC A0S/MF A01 


Thin Films of Gallium Arsenide on Low-Cost Sub- 
Strates. Quarterly Project Report No. 1, July 5--Oc- 
tober 2, 1976. 

SAN/1202-76/1 78-05 10B PC A04/MF A01 


Thin Films of Gallium Arsenide on Low-Cost Sub- 
strates. Quarterly Project Report No. 2, October 3, 
1976--January 1, 1977. 
SAN/1202-77/1 


78-17 181 PC A07/MF A01 


78-08 18J MF A01 


12A PC A04/MF A01 


78-25 8K PC A03/MF A01 


78-14 9B PC A03/MF A01 


1C PC A0S/MF A01 


Project 


78-07 10B PC A04/MF A01 


Thin Polycrystalline Films of Indium Phosphide on 
Low-Cost Substrates. Quarterly Report No. 1, Sep- 
tember 30, 1976--January 1, 1977. 


ALO/3727-77/1 
RUTHBERG, S. 


Radioisotope Hermetic Test Precision. 
PB-275 141/0GI 78-06 14B Not available NTIS 


78-09 10B PC A04/MF A01 


PA-1220 


RUTHBERG, ZELLA G. 


Computer Science and Technology: Audit and 
Evaluation of Computer Security. Proceedings of 
the NBS Invitational Workshop Held at Miami 
Beach, Florida on March 22-24, 1977. 

PB-272 971/3GI 78-01 9B PC A12/MF AO1 
RUTHER, W. E. 

EBR-I| Experience with Sodium Cleaning and 


Radioactivity Decontamination. 
CONF-780232-1 78-21 181 PC A03/MF AO1 


Proof Tests of Irradiated and Unirradiated EBR-II 
Subassembly Ducts. 
CONF-770807-44 


RUTHERFORD, J. A. 
Measurements of Selected 


Processes at Low Energies. 
AD-A054 360/3G! 78-17 4A PC A02/MF A01 


RUTHERFORD, JAMES A. 


Automobile Exhaust Emission Surveillance - Analy- 
sis of the FY 1975 Program, 
PB-279 355/2GI 78-13 


RUTHERFORD, P. H. 
Stability and Magnetic Tearing of 
Modified Drift Waves. 
PPPL-1376 78-08 201 PC A02/MF A01 


Stability Limit on beta in a Tokamak Using the Col- 
lisionless Energy Principle. 
PPPL-1418 78-18 201 


RUTHERFORD, STEVEN R. 
Results of a Study of the Ocean Bottom Interaction 


of Underwater Sound. 
AD-A052 295/3GI 


RUTHI, L. 


A Contribution to the Tornado Intercept Project 
1977. 
PB-281 818/5GI 


RUTHLING, CARLETON 


Shipping Operations Information System - Standard 
Recommendations. 
PB-277 070/9GI 


RUTHROF, K. 


Safety Technology Research Program in the Field 
of Pressurized Water Reactors. 1. Technical Report 
on Advancement Project RS 36/2. Emergency Cool- 
ing Program Service Life Experiments: Reflooding 
Experiments Involving the Primary Loop Systems. 

LA-tr-77-44 78-05 18! PC A09/MF A01 


RUTKOWSKI, M. J. 
Aeroelastic Stability Analysis of the AD-1 Manned 


Oblique-Wing Aircraft. 
N78-13037/4GI 


RUTKOWSKI, WALLACE 


Shape Completion. 
AD-A047 682/0GI 78-05 9D PC A03/MF A01 


RUTLAND, CHARLES MICHAEL 


A Comparative Analysis of the Relationship between 
Social Background Factors and Training Per- 
formance of Male and Female Security Specialists. 

AD-A058 410/2GI 78-25 5!i PC A11/MF A01 


RUTLAND, SAMUEL P. 


Human Services and Needs Assessment Capacity 
Building Project: General Report. An Integrated Ap- 
proach to Human Service Planning, Delivery, and 
Resource Allocation. 
SHR-0001956 


RUTLEDGE, ALLISON 


Community Planning for Mental Iliness, Alcohol and 

Drug Abuse and Developmental Disabilities Ser- 

vices. A Procedural Manual for Citizen Planning 

Groups. Section |: Concepts and Principles. 

HRP-0016799/9GI 78-02 6E PC A06/MF A01 
RUTLEDGE, KAREN A. 

A Chesapeake Bay Directory. 

PB-285 610/2GI 78-25 5B PC A07/MF A01 
RUTLEDGE, L. Cc. 

Reprint: An Analysis of Sand Fly Light Trap Collec- 

tions in the Panama Canal Zone (Diptera: 

Psychodidae). 

AD-A050 735/0GI 78-11 6F PC A02/MF A01 

Reprint: Genetic Transmission of Host-Seeking 

Behavior in Colonized ‘Aedes aegypti’ (L). 

AD-A051 667/4GI 78-13 6C PC A02/MF A01 

Reprint: An ‘in Vitro’ Blood-Feeding System for 

Quantitative Testing of Mosquito Repellents. 

AD-A057 925/0GI 78-24 6F PC A02/MF A01 


Reprint: Notes on the Host Ranges on Some 
Phiebotomine Sand Flies in Panama. 
AD-A057 172/9GI 78-22 6C PC A02/MF A01 


Reprint: Rapid Counting Methods for Mosquito Lar- 
vae. 
AD-A058 253/6GI 


78-08 181 PC A02/MF A01 


Charge’ Transfer 


13B PC A09/MF A01 


Finite- beta 


PC A02/MF A01 


78-14 20A PC A09/MF A01 


78-17 4B PC A04/MF A01 


78-11 13J PC A03/MF A01 


78-08 1C PC A02/MF A01 


78-10 SK PC A04/MF A01 


78-24 6C PC A02/MF A01 


Reprint: A Transect Study of Sand Fly Populations 
in Panama (Diptera, Psychodidae). 
AD-A057 096/0G! 78-22 6C PC A02/MF A0O1 


RUTLEDGE, LOUIS C. 


Reprint: Production of Phiebotomine Sandfiles on 
the Open Forest Floor in Panama: Hydrologic and 
Physiographic Relations. 

AD-A050 954/7GI 78-11 6C PC A02/MF A01 


Reprint: Production of Phlebotomine Sandflies on 
the Open Forest Floor in Panama: Phytologic and 
Edaphic Relations. 

AD-A051 666/6G! 78-13 6F PC AQ2/MF A01 


Reprint: Production of Phiebotomine Sandflies on 
the Open Forest Floor in Panama: The Species 
Complement. 

AD-A051 665/8GI 


RUTLEDGE, R.L. 
Electron Spin Resonance Studies of Photochromic 


Solids 
AD-201 681/4GI 


RUTLEN, FRANS F.H. 
Referrals and Demand for Specialist Care in the 


Netherlands. 
HRP-0024181/0GI 


RUTMAN, IRVIN D. 


Rehabilitating the Mentally Ill in the Community. A 
Study of Psychosocial Rehabilitation Centers. 
HRP-0013247/2GI 78-02 6E Not Available NTIS 


RUTT, DAVID P. 
An Application of Multidimensional Scaling in the 
Collection on Qualitative Information for Decision 


Making, 
ED-140 790 


RUUSKANEN, V. 


Okubo-Zweig-lizuka Rule and Unitarity. 
HU-TFT-77-3 78-23 20H PC A04/MF A01 


RUWE, A. H. JR. 


Stable Isotope Sales; Mound Facility Customer and 
Shipment Summaries, FY 1977. 
MLM-2504 78-22 18B PC A02/MF A01 


Stable Isotope Sales: Mound Laboratory Customer 
and Shipment Summaries, FY 1976 and FY 1976A. 
MLM-2403 78-03 18B PC A03/MF A01 


RUWE, VICTOR W. 


Thermal Characteristics of Hybrid Circuits. 
AD-A053 009/7GI 78-15 9E PC A0OS/MF A01 


Thick-Film Fine Line Printing. 
AD-A053 010/5G! 78-15 9E PC A02/MF A01 


RUZECKI, E. P. 


Middie Atlantic Outer Continental Shelf Environ- 
mental Studies. Volume II-A. Chemical and Biologi- 
ca! Benchmark Studies. 

PB-281 297/2GI 78-18 


RUZEK, SHERYL 


Humanizing Health Care -- The Implications of 
Technology, Centralization, and Self-Care. 
HRP-0024818/7GI_ 78-20 5K Not Available NTIS 


RUZEK, SHERYL K. 


Women and Health Care: A Bibliography with 
Selected Annotation. 
HRP-0015873/3GI 


RUZIC, CHARLES P. 


Extending and Interfacing the MSEP Semiconduc- 
tor Damage Data Bank for Analysis and Retrieval by 
DAMTRAC. 

AD-A050 845/7G!I 


RUZICKOVA, V. 


Applicability of Chromosomal Aberrations in 
Peripheral Blood Lymphocytes in Determination of 
Radiation Burden in Man. 
CS-INIS-12 


RYABOV, Y. V. 


Measurement of alpha (Esub(N))= Sig- 
masub(C)(Esub(N))/Sigmasub(F)(Esub(N)) in the 
Resonance Energy Region of Interacting Neutrons. 

INDC(CCP)-96/U 78-03 20H MF A01 


RYABOV, YU. V. 


Measurement of the Capture-Fission Cross-Section 
Ratio ( Alpha ) of exp 239 Pu in the 0.007 Ev-12 Kev 
Neutron Energy Range. 
INDC(CCP)-95/U 


RYABOVA, N. D. 


Thermographic 
Zeolites. 
INEL-tr-28 


RYABTSOV, V. D. 


Multichannel Drift Chamber Systems for Experi- 
ments on Elastic Scattering of Pions and Kaons on 
Electrons. 

JINR-R-13-9351 


78-13 6F PC A02/MF A01 


78-13 7D PC A02/MF A01 


78-22 6E Not Available NTIS 


78-14 51 Not available NTIS 


13B PC A07/MF A01 


78-01 6E Not Available NTIS 


78-11 


9A PC A06/MF A01 


78-02 6R MF A01 


78-03 20H MF A01 


Investigation of Some Synthetic 


78-25 70 PC A02/MF A01 


78-08 18D MF A01 





RYAN, A. 
Reprint: Effectiveness of Parenteral and Oral 
Typhoid Vaccination in Mice Challenged with a 
‘Salmonella typhi-Salmonella typhimurium’ Hybrid. 
AD-A045 680/6GI 78-01 6M PC A02/MF A01 
RYAN, BENNETT Y. JR. 


Waiter Related Constraints in Energy Production. 
PB-285 713/4GI 78-26 10A PC A12/MF A01 


RYAN, BETTY JANE 
Nursing Care Plans: A Systems Approach to 
Developing Criteria for Planning and Evaluation. 
HRP-0015109/2GI 78-10 6E Not Available NTIS 
RYAN, C. J. 


Choices in the Next Energy and Social Revolution. 
TID-28197 78-17 10A PC A03/MF AO1 


RYAN, CHARLES E. 


Topics in Optica! Materials and Device Research. 
AD-A055 432/9GI 78-20 20F PC A07/MF A01 


RYAN, EILEEN M. 


Study to Expand and Refine the Case Date Set 
Being Implemented in HMO Demonstration Centers 
with Information Specific to Nursing. 

HRP-0016154/7G1 78-02 6E PC A06 


RYAN, HOLLIS F. 


Array Scanning Techniques. 
AD-A055 176/2GI 78-18 8B PC A0S/MF A01 


RYAN, J. A. 


CRBRP Flow Induced Vibration Program. 
CONF-770933-1 78-07 181 PC AQ4/MF A01 


FFTF Scale-Model Characterization of Flow-induced 
Vibrational Response of Reactor Internals. 
HEDL-SA-1298 78-13 181 PC AOS/MF A0O1 


RYAN, J. J. 


Reprint: Genetic Requirements for Mixed Lympho- 
cyte Culture Response of Peripheral Blood Lympho- 
cytes of Mice Depleted of Alloantigen-Reactive 
Lymphoid Cells. 

AD-A045 639/2GI 


RYAN, J. PATRICK 


Lead - 1977, 

PB-277 501/3GI 
RYAN, J. W. 

Precision Surveying Using Very Long Baseline In- 


terferometry. 
N77-33588/3GI 78-04 8B PC A02/MF A01 


Results of Research Related to Stratospheric Ozone 
Protection. 
PB-284 400/9G' 


RYAN, JAMES P. 


SEEK IGLOO Radar Clutter Study, 
AD-A047 897/4GI 78-06 171 


RYAN, JOHN L. 


Nursing Administrator's Growing Role in Facilities 
Planning. 
HRP-0017977/0GI 


RYAN, JOSEPH M. 


Effective Hospital Planning: An Empirical Investiga- 
tion. 
HRP-0016532/4GI 


RYAN, L. M. 


Chemical Shift Anisotropies of exp 1 H in H sub 2 
O(S), H sub 2 S(S), and C sub 6 H sub 6 (S). 
1S-T-784 78-07 7D PC A04/MF A01 


RYAN, LEONARD E. 


Utilization of Device 2F87F Oft to Achieve Flight 
Hour Reductions In P-3 Fleet Replacement Pilot 
Training, 

AD-A053 650/8GI 


RYAN, LOWELL 


Fire Control System Analysis. Volume |. Analysis 
Tasks. 
AD-A051 885/2GI 


RYAN, M. T. 


Measurement of Airborne Concentrations of Radon- 


220 Daughter Products by alpha-Particle Spec- 
trometry. 


CONF-780110-1 
RYAN, P. W. 


Characterization of Substances in Products, Ef- 
fluents and Wastes from Synthetic Fuel Develop- 


ment Processes. Quarterly Report, Fourth Quarter 
1976. 


BNWL-2224 
RYAN, R. K. 


Liquid Wastes from Mining and Milling of Uranium 
Ores: A Laboratory Study of Treatment Methods. 
AAEC/E-394 78-08 8! MF A0O1 


78-01 6C PC A02/MF A01 


78-11 8! PC A0Q3/MF A01 


78-24 4A PC A03/MF A01 


PC A07/MF AO1 


78-04 5A Not Available NTIS 


78-04 6E Not Available NTIS 


78-16 Si PC A03/MF A01 


78-13 19E PC A10/MF A01 


78-17 7D PC A02/MF AQ1 


78-07 13B PC A02/MF AQ1 


RYAN, ROBERT M. 
Field Experience in Education for Management in 
Social Welfare. 
SHR-0002122 


RYAN, ROBERT P. 


Glaucoma: A Review for the USAF Flight Surgeon, 
AD-A046 413/1GI 78-03 6E& PC A03/MF A01 


RYAN, S. R. 
Reprint: Metastable Hydrogen Atom Detector Suita- 


ble for Time-of-Flight Studies. 
AD-A049 371/8GI 78-09 7D PC A02/MF A01 


RYAN, T. 


Hybrid Vehicle Technology Constraints and Applica- 
tion Assessment Study. Volume Il. Sections 1 
through 4. 


PB-278 119/3GI 78-12 13F PC A10/MF A01 


Hybrid Vehicie Technology Constraints and Applica- 
tion Assessment Study. Voiume ill. Sections 5 
through 9. 

PB-278 120/1GI 78-12 13F PC A09/MF A01 


Hybrid Vehicle Technology Constraints and Applica- 
tion Assessment Study. Volume IV. Sections 10, 11, 
and Appendix. 

PB-278 121/9GI 78-12 13F PC A10/MF A01 


Hybrid Vehicle Technology Constraints and Applica- 
tion Assessment Study. Volume 1. Summary. 
PB-278 118/5GI 78-12 13F PC A06/MF A01 
RYAN, T. E. 
Innovative Concepts and Technology for Railroad- 
Highway Grade Crossing Motorist Warning Systems. 
Volume |. Overview and Concept Generation and 
Analysis. 
PB-273 354/1GI 


RYAN, T. L. 


Design of a Three-Meter, 7.5-Tesla Superconduct- 

ing Segment Test Facility. 

CONF-771029-109 78-12 
RYAN, TULA 

System for Determining Appropriate Nurse Staffing. 

HRP-0016844/3GI 78-02 6E Not Available NTIS 
RYAN, W. B. F. 

Reprint: Review of Heatflow Data from the Mediter- 

ranean and Aegean Seas. 

AD-A049 722/2GI 78-09 8J PC A02/MF A01 
RYAN, WILLIAM B. F. 

Smothering of Deep-Sea Benthic Communities from 

Natural Disasters. 

PB-279 527/6GI 78-13 8A PC A07/MF A01 

Reprint: Stable Isotopic Fractionation, Climate 

Change and Episodic Stagnation in the Eastern 

Mediterranean during the Late Quaternary. 

AD-A054 850/3G! 78-18 8G PC A02/MF A01 
RYASON, P. R. 

Improved Solar Photolysis of Water. 

PAT-APPL-838 336/G! 78-05 7E PC A02/MF A01 

Solar Photolysis of Water. 

PATENT-4 045 315 

78-02 


78-17 51 PC AOS/MF AQ1 


78-01 13B PC A10/MF A01 


18A PC A02/MF A01 


10B Not available NTIS 

RYAZANOV, A. I. 
Kinetics of Pores Coalescence in a Crystal with 
Dislocations under Conditions of Volumetric 
Generation of Point Defects. 
|AE-2493 

RYAZANOV, D. K. 
Fission Fragments Spectrometry Using a Pulse Cur- 
rent Regime in an lonization Chamber. 
NIIAR-P-254 78-20 18D MF A01 
Technique for Measuring Neutron Emission from 
Separate Fission Fragments. 
NIAR-P-269 

RYBACH, L. 


Extraction of Uranium and Thorium and Other 

Metals from Granite. 

LA-tr-77-42 
RYBICKA, M. 


Hyperfine Quadrupole Interaction Observed in Bi- 

nary Ag/sub X/Y/sub 1-X/. 

INP-866/PL 78-26 20L PC A02/MF A01 
RYBICKI, E. F. 


Residual Stresses at Girth-Butt Welds in Pipes and 
Pressure Vessels. 


PB-273 547/9GI 78-03 13E PC A08/MF A01 
Residual Stresses at Weld Repairs in Pressure Ves- 


78-13 18J MF AO1 


78-19 18D MF AO1 


78-01 8! PC A04/MF A01 


sels. 
PB-279 581/3GI 


Residual Stresses at Weld Repairs in Pressure Ves- 
sels. 
PB-281 853/2GI 


RYBICKI, G. B. 


Reprint: A Generalization of the Sobolev Method for 
Flows with Nonlocal Radiative Coupling. 


78-14 181 PC A03/MF A01 


78-19 18J PC A0Q3/MF A01 


RYKOV, V. L. 


PB-278 400/7GI 
RYBKO, V. A. 


Method of Measuring the Diameter of the Nozzie of 
a Gas Turbine Engine--Transiation. 
AD-A048 993/0G! 78-08 21E PC AQ2/MF A01 


RYCHLICKI, ZYGMUNT 


The Problem of Automatizing Engineering Work-- 
Translation. 
AD-A049 068/0G! 


RYCHNOVSKY, R. E. 


Parachute That Goes Up. 
SAND-77-8704 78-13 


RYCKMAN, L. FREDRICK 


Annotated Bibliography of Natural Resource Infor- 
mation: Southwestern North Dakota. 
PB-275 995/9GI 78-07 138 PC A10/MF A01 


RYCKMAN, LAWRENCE F. 


Aspects of the Development of a Commercial 
Fishery in Lake Ashtabula, North Dakota, Including 
Studies of Fish Growth and Accumulation of 
Nutrients. 
PB-279 973/2GI 
RYDBERG, J. 


Sorption of Long-Lived Radionuclides in Clay and 
Rock. Part 1. Determination of Distribution Coeffi- 
cients. 

UCRL-Trans-11340 


RYDELL, C. PETER 


Vacancy Duration and Housing Market Condition. 
PB-277 540/1GI 78-11 5K PC A0Q4/MF A01 


RYDER, CLAIRE F. 


Terminal Care: issues and Alternatives. 
HRP-0016025/9G!I 78-02 6E Not Available NTIS 


RYDER, E. E. 


Energetic Binder Production. 
AD-394 194/5GI 78-14 211 


RYDER, E. E. JR. 


Energetic Binder Production. 
AD-390 201/2G! 78-14 211 
RYDER, J. 


Formation and Stability of Sulfite Species in 
Aerosols. 
COO-2988-5 
RYDHAL, O. 


Extensions of the Computer Program ROT2. 

N78-24448/0GI 78-19 20N PC A04/MF A01 
RYDIN, R. A. 

Quick Computational Procedure for the Assessment 

of Xenon Stability in HTR Design Studies. 

Juel-1351 78-01 18! 
RYE, R. R. 

Chemical Information in Auger Spectroscopy. 

SAND-78-0141C 78-26 7D PC A02/MF A01 
RYERSON, F.E. 

A Study of Selected Metallic Borides, Nitrides, and 

Phosphides 

AD-012 451/1GI 78-18 7D PC A04/MF A01 
RYERSON, KATHERINE L. 

Reprint: Cell Surface Changes in Transformed 

Human Lymphocytes. |. Concanavalin A and E- 

Phytohemagglutinin Induce Unique Changes in Sur- 

face Topography. 

AD-A052 496/7GI 


RYERSON, R. A. 


Satellite Imagery Interpretation: Suggestions for 
Laboratory Design. 
N78-28593/9GI 


RYFFEL, GERHART U. 


Reprint: Nuclear Receptors for Thyroid Hormone: 
Evidence for Nonrandom Distribution Within Chro- 
matin. 

AD-A050 957/0G! 


RYGWELSKI, K. R. 


Survey of Chemical Factors in Saginaw Bay (Lake 
Huron). 
PB-275 680/7GI 


RYKEN, MARVIN L. 


1 to 18 GHz Microwave Signal Generator. 

PATENT-4 032 859 78-04 9E Not available NTIS 
RYKOV, A. G. 

Effect of Multipie-Charge Cations on Kinetics of 


Neptunium Redox Reactions. 
NIIAR-P-257 


RYKOV, V. L. 


Diagonality of Neutral Current and Gauge Schemes 
in Color Quark Models. 
IFVE-OTF-76-5 


78-12 38 Not available NTIS 


78-08 98 PC A02/MF A01 


1C PC A0Q2/MF A01 


78-14 6C PC A05/MF A01 


78-25 18G PC A04/MF A01 


PC A04/MF A01 


PC A03/MF A01 


78-05 6T PC A03/MF A01 


MF AO1 


78-14 6P PC A02/MF A01 


78-23 14E PC A02/MF A01 


78-11 6A PC A02/MF A01 


78-06 138 PC A08/MF A01 


78-08 7D MF A01 


78-18 20H MF A01 


PA-1221 





RYKOWSKI, RICHARD A. 
Shift Schedules for Emissions and Fuel Economy 
Testing, 
PB-274 865/5GI 


RYLAND, GARNETT Il. 
Structural Design Study of TAP-1 Supercavitating 


Foil and Strut. 
AD-A048 111/9GI 


RYLAND, H. G. 


A Computerized Command and Control System for 
the Los Angeles City Fire Department, 
AD-A054 750/5G! 78-18 13L PC A02/MF A01 


A Preparation Guide for Requests for Quotation for 
Tactical Data System Computer Programs, 
AD-A054 039/3GI 78-17 9B PC AOS/MF A01 


RYLAND, MERLE ALVIN 


Ambulatory Care Quality Assurance Project Volume 
1 -- Development and Application of a Model. 
HRP-0023794/1GI 78-18 6E Not Available NTIS 


Ambulatory Care Quality Assurance Project. Volume 
2 -- Development and Application of a Model. 
HRP-0023795/8Gi 78-18 6E Not Available NTIS 


RYLANDER, B.J. 


Behavior of Spontaneous Potentials from Chick 
Cerebellar Explant During 120 Hours in Culture 
AD-255 644/7GI 78-13 6C PC A02/MF A01 


Spontaneous Potentials from Explants of Brain Tis- 
sue in Culture 
AD-255 647/0GI 


RYLANDER, H. G. 


Circuit and Magnetic Analysis for a System of 
Faraday Rotator Coils Driven by a Two-Spool, Four- 
Rotor Homopolar Generator. 

CONF-771029-119 78-15 18A PC A02/MF A01 


Design, Fabrication, and Testing of a Fast 
Discharge Homopolar Machine (FDX). 
CONF-771029-117 78-15 18A PC A02/MF A0O1 


Electromagnetic Torques and Forces Due to Mis- 
alignment Effects and Eddy Currents in the 
Homopolar Generator, Power Supply for the Texas 
Experimental Tokamak (Text). 

CONF-771029-118 78-15 18A PC A02/MF AO1 


FOX: A Fast Discharge Homopolar Generator. 
ORO-5594-8 78-15 18A PC A02/MF A01 


Homopolar Generator Development at the University 
of Texas. 


ORO-5594-7 78-15 18A PC A02/MF A01 


Methods for Producing the Plasma Initiation Pulse 
in Ohmic Heating Circuits in Tokamak Power Reac- 
tors: Resistive Dissipation, Transient Inductive 
Storage, and Transient Capacitive Storage. 

CONF-771029-120 78-15 18A PC A02/MF A01 


System Engineering and Design of a Pulsed 
Homopolar Generator Power Supply for the Texas 
Experimental Tokamak. 

CONF-771029-114 78-15 18A MF A01 


Test Data on Electrical Contacts at High Surface 
Velocities and High Current Densities for 
Homopolar Generators. 

CONF-771029-121 78-15 


Text Energy Storage System. 
ORO-5594-9 78-14 


RYLATT, J. A. 


Design of the Core Support and Restraint Struc- 
tures for FFTF and CRBRP. 
CONF-771217-7 78-17 181 


78-05 138 PC A03/MF A01 


78-06 20D PC AO5/MF A01 


78-16 6C PC A02/MF A01 


18A PC A02/MF A01 


18A PC A02/MF A01 


PC AO2/MF A01 


Nuclear Reactor Removable Radial Shielding As- 
sembly Having a Self-Bowing Feature. 
PATENT-4 070 241 

78-26 


18F Not available NTIS 

Thermal Baffle for Fast-Breeder Reactor. 

PATENT-4 001079 78-04 18J Not available NTIS 
RYMER, MARILYN 

Comprehensive Review of Medicaid Eligibility. 

PB-280 207/2GI 78-16 6E PC A22/MF A01 
RYNDERS, B. 

Intermodal Management information System - 

Phase Il. State-of-the-Art Survey. 

PB-281 016/6GI 78-17 13B PC A08/MF A01 

Intermodal Management Information System - 

Phase I! Task 2 Interim Report: Review of General 

Specifications and Systems Assessment. 

PB-282 287/2GI 78-19 13B PC AOS/MF A01 
RYNER, PETER C. 

Chicago Lakefront Demonstration Project. Environ- 

mental Impact Handbook, 

PB-285 621/9GI 78-24 8H PC AOS/MF A01 
RYNES, P. 

Polarized Proton Target-ill. Operations Manual, 


Revision B. 


ANL-HEP-PR-78-06 78-22 20G PC A06/MF A01 


PA-1222 


RYON, R. W. 


Removal of Silica from Spent Geothermal Brine. 
UCID-17702 78-14 8! PC A02/MF AO1 


RYONO, TAKASHI 


Erosion and Sedimentation in San Diego County 
Watersheds, 


PB-282 056/1G! 78-19 8H PC A04/MF A01 


RYSKEVIC, E. 


Preparation of Pure Crystalline Boron and Measure- 
ment of Its Hardness. 


UCRL-Trans-11323 78-18 20L PC A0Q2/MF A01 


RYSSMAN, ALICE LYNN 


Communication Patterns of Doctors and Their 
Assistants. 


HRP-0018093/5GI 78-06 6E Not Available NTIS 


RYTHER, J. H. 


Cultivation of Macroscopic Marine Algae and Fresh- 
water Aquatic Weeds. Progress Report, May 1, 
1976--December 1, 1976. 

COO/2948-1 78-14 8A PC A03/MF A01 


Reprint: Productivity and Nitrogen Balance in Large 
Scale Phytoplankton Cultures, 
PB-278 151/6GI 


78-12 13B PC A02 


RYTHER, JOHN H. 


Bivalve Mollusc Culture in a Waste Recycling 
Aquaculture System. 
PB-275 180/8GI 78-05 6C PC A06/MF A01 


Investigative Research and Management of Effluent 
from Secondary Waste Water Treatment Utilizing a 
Marine-Aquaculture System for the Removal of In- 
organic Nutrients. 

PB-283 249/1GI 78-22 13B PC A04/MF A01 


Preliminary Results with a _ Pilot-Plant Waste 
Recycling-Marine Aquaculture System, 


PB-274 639/4GI 78-04 13B PC A03 


RYTZ, A. 


Description of the 4 pi beta (CP)- Gamma Unit No. 3 
in Use at B.1.P.M. 
BIPM-75-2 


78-19 18D MF A01 


RYUGER, KH. 


Streamer Chamber Power Supply on the Base of a 
500KV Pulse Transformer. 


JINR-R-13-9306 78-08 18D MF A01 


RYZHOV, A. A. 


Fuel Pressure Increase Limiter--Translation. 
AD-A049 393/2G! 78-09 21E PC A02/MF A01 


RYZHOV, M. N. 


International Safeguards Against Proliferation of 
Nuclear Weapons. 


ERDA-tr-292 78-06 18J PC A02/MF A01 


RZASNICKI, W. 


Room Temperature Crack Growth Rates and -20 
Deg F Fracture Toughness of Welded 1 1/4 Inch a- 
285 Steel Plate. 
N78-13182/8GI 


78-08 11F PC AQ2/MF A01 


RZEPA, HENRY 


Reprint: Electrocyclic Ring Opening of 1 Alpha, 4 
Alpha-and 1 Alpha, 4 Beta-Bicyclo(2.2.0)Hexa-2,5- 
Dienes ('Cis' and ‘Trans’ Dewar Benzenes): MNDO 
(Modified Neglect of Diatomic Over- 
lap)Semiempirical Molecular Orbital Calculations. 

AD-A053 892/6GI 78-16 70 PC A02/MF A01 


RZEPA , HENRY S. 


Reprint: The Cope Rearrangement. MINDO/3 Stu- 
dies of the Rearrangements of 1,5-Hexadiene and 
Bicyclo (2.2.0)hexane. 

AD-A050 995/0GI 78-11 70 PC A02/MF A01 


Reprint: Dissociative Pathways and Molecular 
Vibrations. Compliance Constants and Minimum 
Energy Coordinates for Boron Trifluoride and Sulfur 
Trioxide. 

AD-A053 890/0GI 78-16 7D PC A02/MF A01 


Reprint: Gaseous lons. 4. MINDO/3 Calculations for 
Some Simple Organic Cations and for Their 
Hydrogen Elimination Reactions. 

AD-A053 891/8GI 78-16 7D PC A02/MF A01 


Reprint: Ground States of Molecules. Part XLIi. 
Vibrational Frequencies of Isotopically Substituted 
Molecules Calculated Using MINDO/3 Force Con- 
stants. 


AD-A051 106/3GI 78-12 70 PC AOQ2/MF A01 


Reprint: An MNDO Study of the Structures, Vibra- 
tional Frequencies, and lonization Energics of the 
First Five Poly-ynes. 


AD-A053 889/2GI 78-16 70 PC A02/MF A01 


RZHANITSYN, A.R. 


The Shape at Collapse of Elastic-Plastic Plates 
Simply Supported Along the Edges 
AD-121 396/6GI 78-16 20K PC A03/MF A01 


RZHIKOVSKA, I. 


System of Computer Programs for gamma and beta 
Spectra Processing. 


JINR-10-8928 78-21 
RZHIZEK, |. 
Lower Bound Estimates on the Energy of a Many- 
Body Quantum System. 
JINR-R4-9237 
Ss, 
Environmental Monitoring. 
PPGM-L114-76 78-26 18H PC A02/MF A01 
Fundamentals of Nuclear Power Plants with Light 
Water Reactors. Pt. 1. 
AED-Conf-76-660-067 78-01 18E MF A01 


Measurement of Strontium 90 in the Rain Fall-out. 
PPGM-L105-76 78-26 18H PC A02/MF A01 


SAAD, SAMIA 


Water Reuse in Poultry Processing, 
PB-283 695/5GI 78-23 13B PC A02/MF AQ1 


SAALBERG, JOHN J. 


Exploratory Examination of Purge Techniques. 
AD-A047 354/6GI 78-05 15G PC A08/MF A01 


SAANEN, A. M. G. H. 


Some Remarks Concerning the Occurrence of a 
Direct Acoustic Path Between the AFAR Towers 
Echo-November and Echo-Sierra. 

N78-26884/4GI 78-21 17A PC A02/MF A01 


SAAS, A. 


Techniques for Rapid Determination of the 

Radionuclide-Pollutant Synergetic Effects. 

BNWL-tr-239 78-05 13B PC A02/MF A0O1 
SAAS, S. 

Effect of the Pollutant Burden of Waters on the 

Behavior of Radionuclides. 

BNWL-tr-238 78-05 18H PC A02/MF A01 
SAASKI, E. W. 

Study of a High Performance Evaporative Heat 

Transfer Surface. 

N78-10411/4GI 78-05 13A PC AOS/MF A01 

Two-Phase Working Fluids for the Temperature 

Range 50 to 350 C. 

N78-16329/2GI 78-11 13A PC A06/MF A01 


Use of Two-Phase Heat Transfer for improved 

Transformer Cooling. Final Report. 

EPRI-EL-588 78-14 9A PC A10/MF A01 
SABA, VIRGINIA K. 

Management Information Systems for Public Health 

/ Community Health Agencies: An Outline of the 


Objectives, Basic Types, Factors at Play and State 
of the Art. 


HRP-0014884/1Gi 78-03 6E Not Available NTIS 
Management Information Systems for Public Health 
Nursing Services. 
HRP-0900513/3G! 


SABADO, M. M. 
Selection of Materials for Limiters of Doublet Ill. 
GA-A-14676 78-14 11F PC AOQ2/MF AO1 
SABATIER, P. C. 


Inverse Scattering Problems for Non-Linear Appli- 
cations. : 
N78-13821/1GI 78-08 12A PC A02/MF A01 
On the Solutions of an Infinite System of Non- 
Linear Equations. 
N78-13820/3G! 


SABATINI, ROMEO R. 
A Preliminary Study of the Applicability of Nimbus 6 


ESMR to Sea-Surface Wind Speed Estimates. 
AD-A046 629/2G! 78-03 4B PC A03/MF A01 


SABAU, C. 
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AD-A057 232/1GI 78-22 15G PC A07/MF A01 


The CCTC Quick-Reacting General War Gaming 
System (QUICK). Users Manual. Weapon Allocation 
Subsystem. Change 4. 

AD-A047 210/0GI 78-04 15F PC A04/MF A01 


The CCTC Quick-Reacting General War Gaming 
System (QUICK). Volume IV. Sortie Generation 
Subsystem. Part |. Program Maintenance Manual. 

AD-A058 436/7GI 78-25 15G PC A12/MF A01 


The CCTC Quick-Reacting General War Gaming 
System (QUICK). Volume IV. Sortie Generation 
Subsystem. Part Il. Program Maintenance Manual. 

AD-A058 406/0GI 78-25 15F PC A20/MF A01 


SANDERS, DUANE R. 


Elastic-Plastic-Creep-Large Strain Analysis at 
Elevated Temperature by the Finite Element 
Method. 


AD-A057 788/2GI 78-24 20K PC A03/MF A01 
SANDERS, F. BROOKS 


Keeping Pace with Medical Knowledge. 
HRP-0018130/5GI 78-01 5! Not Available NTIS 


SANDERS, F. S. 


Coal Conversion and Aquatic Environments: Over- 

view of impacts and Strategies for Monitoring. En- 

vironmental Sciences Division Publication No. 1112. 

CONF-771135-1 78-10 13B PC A02/MF AO1 
SANDERS, FREDERICK 


A Study of Forecast Errors in a Barotropic Opera- 

tional Model for Predicting Paths of Tropical 

Storms. 

AD-A050 173/4GI 78-10 4B PC A03/MF A01 
SANDERS, HOWARD L. 

The Cephalocarida, a New Subclass of Crustacea 

from Long Island Sound 

AD-059 922/5GI 78-16 6C PC A02/MF A01 

The Herring (Clupea Harengus) of Block Island 

Sound - Oceanic Biology Project 

AD-054 856/0GI 78-21 6C PC A02/MF A01 
SANDERS, J. E. 

Continuous cores of Bahamian calcareous sands 

made by vibrodrilling. 

AD-429 390/8GI 77-20 138 PC A02/MF A01 


A new internal curved-gate core retainer. 
AD-417 128/6GI 77-20 8J PC A0Q2/MF A01 


SANDERS, J. H. 


An Evaluation of the Impact of Communications 
Technology and Improved Medical Protocol on 
Health Care Delivery in Penal Institutions. Volume 1. 
Executive Summary, 

PB-274 439/9GI 78-05 6E PC A03/MF A01 

SANDERS, J.L. 

Influence of Slowly Varying River Discharge on the 
Salt Wedge in an Estuary 

AD-010 186/5GI 78-14 8J PC A02/MF A01 


On the Stationary ‘Salt Wedge". A Two Layer Free 

Surface Flow 

AD-010 184/0GI 78-14 8J PC A03/MF A01 
SANDERS, J.L. JR. 

Plastic Stress-Strain Relations Based on Linear 

Loading Functions 

AD-017 946/5GI 78-21 20K PC A02/MF AO1 


SANDERS, NINA Z. 


SANDERS, J. LYELL JR. 


Nonlinear Theories for Thin Shells 
AD-253 822/1GI 78-13 20K PC A03/MF A01 


On the Griffith-irwin Fracture Theory. 
AD-226 049/5GI 78-11 20K PC A02/MF AO1 


Plastic Stress-Strain Relations Based on infinitely 
Many Plane Loading Surfaces 
AD-028 206/1GI 78-21 20L PC A04/MF A01 


The Stress Field of a Slipped Crystal and the Early 
Plastic Behavior of Polycrystalline Materials 
AD-235 934/7GI 78-09 20L PC A03/MF A01 
SANDERS, J. P. 

Evaluation of the General Atomic Codes TAP and 
RECA for HTGR Accident Analyses. 
ORNL/NUREG/TM-178 

78-25 181 PC A03/MF A01 


High-Temperature Gas-Cooled Reactor Safety Stu- 
dies for the Division of Reactor Safety Research. 
Quarterly Progress Report, April 1--June 30, 1977. 
ORNL/NUREG/TM-138 

78-07 181 PC A02/MF A01 


High-Temperature Gas-Cooled Reactor Safety Stu- 
dies for the Division of Reactor Safety Research. 
Quarterly Progress Report, January 1, 1977--March 
31, 1977. 
ORNL/NUREG/TM-115 

78-01 181 PC A02/MF A01 


High-Temperature Gas-Cooled Reactor Safety Stu- 
dies for the Division of Reactor Safety Research. 
Quarterly Progress Report, July 1--September 30, 
1977. 
ORNL/NUREG/TM-164 

78-16 181 PC A02/MF A01 


High-Temperature Gas-Cooled Reactor Safety Stu- 
dies for the Division of Reactor Safety Research 
Quarterly Progress Report, October 1--December 
31, 1977. 
ORNL/NUREG/TM-195 

78-18 181 PC A02/MF AO1 


High-Temperature Gas-Cooled Reactor Safety Stu- 
dies. Progress Report for January 1, 1974--June 30, 
1975. 

ORNL-5183 78-08 18! PC A13/MF A01 


SANDERS, JAMES R. 


Case Studies in Science Education. Booklet Vil. 
School Without Schools: Columbus, Ohio's Educa- 
tional Response to the Energy Crisis of 1977. 

PB-282 849/9GI 78-20 5i PC A02/MF A01 


A Study of School without Schools: The Columbus, 
Ohio Public Schools During the Natural Gas 
Shortage, Winter, 1977. Volume |. Main Report, 

PB-283 877/9GI 78-23 51 PC A16/MF A01 


SANDERS, JOHN E. 


Mounting and Polishing Mineral Grains on a Micro- 
scopic Slide for Study with Reflected and Polarized 
Light, 

AD-438 186/9G! 77-20 8G PC A02/MF A01 

SANDERS, L. G. 

Nuclear Physics Division Progress Report for the 
Period 1ST April 1976 to 31 December 1976. 
AERE-PR/NP-24 78-20 20H MF A01 


SANDERS, M. 
Assessment of Solid Low-Level Radioactive Waste 


Management. 

Y/DD-238(Rev.) 78-08 18G PC A03/MF A01 
SANDERS, MARK S. 

Anthropometric Survey of Truck and Bus Drivers: 

Anthropometry, Control Reach and Control Force. 

PB-273 514/0GI 78-03 5E PC A07/MF A01 

Comparative Studies of Organizational Factors in 

Military Maintenance. 

AD-A046 005/5G! 78-02 5J PC A05/MF A01 

Comparative Studies of Organizational Factors in 

Military Maintenance. 

AD-A050 403/5G! 78-10 Si PC A08/MF A01 

The Effect of Organizational Climate and Policy on 

Coal Mine Safety. 

AD-A053 160/8G! 78-15 8! PC AQ9/MF A01 

Health and Safety Implications of Diesel Locomotive 

Emissions. 

AD-A053 455/2GI 78-16 6F PC A04/MF AO1 

A Nationwide Survey of Truck and Bus Drivers. 

PB-274 102/3GI 78-03 5! PC A05S/MF A01 


SANDERS, MICHAEL G. 


An Evaluation of Perceptual-Motor Workload during 
a Helicopter Hover Maneuver. 
AD-A058 016/7G! 78-24 1B PC A02/MF A01 


Visual Workload of the Copilot/Navigator During 
Terrain Flight. 
AD-A055 038/4G1 78-18 5i PC AQ3/MF A01 


SANDERS, NINA Z. 


Present Concepts in Internal Medicine at Gastroen- 
terology Symposium, Fall 1977, 


PA-1231 





AD-A048 893/2GI 78-08 6E PC A05/MF A01 


Present Concepts in Internal Medicine Hematology- 
Oncology Symposium, Winter 1977-1978, 
AD-A057 334/5G! 78-23 6E PC A06/MF A01 


SANDERS, OLIVER PAUL 
On a Theory of Distributions for Ultra-Hyperbolic 
Equations 
AD-094 814/1GI 


SANDERS, ROBERT G. 
Feasibility Study of Simplified Chemical Agent De- 
tectors. 

AD-838 292/1GI 78-19 158 PC A06/MF A01 
Feasibility Study of Simplified Chemical Agent De- 
tectors ‘Minikit’. 
AD-820 128/7GI 


SANDERS, S. M. 


Methodology for the Isolation and Characterization 
of individual Plutonium-Bearing Particles in At- 
mospheric Effiuents from a Nuclear Processing 
Plant. 
OP-MS-77-27 
SANDERS, S. M. JR. 
Characterization of Airborne Plutonium-Bearing 
Particles from a Nuclear Fuel Reprocessing Plant. 
DP-1470 78-14 18G PC A03/MF A01 
SANDERS, T. H. 


Heavy Lift Helicopter Flight Control System. Volume 
ll. - Primary Flight Control System Development and 
Feasibility Demonstration. 

AD-A049 580/4GI 78-09 


SANDERS, T. H. JR. 


Effect of Microstructure on Fatigue Crack Growth 

of 7XX% Aluminum Alloys under Constant Am- 

plitude and Spectrum Loading. 

AD-A057 129/9GI 78-22 11F PC A12/MF A01 
SANDERS, T. J. 

Radiation Hardened Field Oxide. 

SAND-77-1044c 78-05 20L PC A03/MF A01 
SANDERS, W. M. 

Computer Applications. 

1976--September 30, 1977. 

LA-7213-PR 78-22 2E PC A02/MF A01 

Serologic Test Systems Development. Progress Re- 

port, July 1, 1976--September 30, 1977. 

LA-7078-PR 78-20 6E PC A03/MF A01 
SANDERS, W. R. 

Rotary Vane Positive Displacement Air 

Machine for Army ECS Applications. 

AD-A051 622/9G! 78-12 13G PC A04/MF A01 
SANDERSON, BENJAMIN S. Ill 

Disproportionation Equilibrium of 

Trichloride 

AD-062 622/6GI 


SANDERSON, C. 


Summary Report of the Department of Energy, Divi- 

sion of Operational and Environmental Safety: 

Quality Assurance Programs 1 Through 4. 

EML-336 78-25 6F PC A03/MF A01 
SANDERSON, ELLIS W. 


Public Groundwater Supplies in Edwards County, 

PB-281 309/5GI 78-18 138 PC A02/MF A01 
SANDERSON, GLENN A. 

Driver Visibility Quality: An Electro-Optical Meter for 

In-Vehicle Measurement of Modulation Transfer 

(MTF). 

PB-281 894/6GI 
SANDERSON, J. E. 


Acetic Acid Production from Marine Algae. Progress 
Report No. 1, July 1--September 30, 1977. 
COO-4388-1 78-23 7A PC A03/MF A01 


SANDES, CLAUDIA R. 


Costs of Motor Vehicle Related Spinal Cord Injuries. 

HRP-0026002/6Gi 78-25 6E Not Availabie NTIS 
SANDFORD, M. C. 

Solar Cell Angular Position Transducer. 

PAT-APPL-876 299/GI 

78-13 

SANDGREN, MARVIN A. 

Study of the Feasibility of Using Plastic Balloons to 

Carry an Array of Loads at an Altitude of 100,000 

Feet 

AD-083 858/1GI 


SANDHOLTZ, W. A. 


Operating Laboratory Oil Shale Retorts in an in-Situ 
Mode. 
UCRL-79035 


SANDHU, JAGTAR S. 


Isomerization of 1-bromopentaborane(9) by base 
catalysis. 
AD-463 877/1GI 


78-02 12A PC A04/MF A01 


78-14 15B PC A02/MF A01 


78-12 18G PC A03/MF AO1 


1C PC A06/MF A01 


Annual Report, July 1, 


Cycle 


Titanium 


78-20 7D PC A03/MF A01 


78-18 SE PC A08/MF A01 


14B PC A02/MF A01 


78-92 1C PC A06/MF A01 


78-06 8! 


PC A03/MF A01 


78-16 7D PC A02/MF A01 


PA-1232 


Lewis acid-base reactions 
dimethylaminoboron hydrides. 
AD-460 415/3GI 78-16 7D PC A02/MF A01 


SANDHU, R. S. 
Computer Program (NOLAST) for Non-Linear Analy- 
sis of Composite Laminates. 
AD-B010 592/4GI 78-19 
SANDIFER, MYRON G. 
Ward Function Inventory (WFl) -- A Scale for Use 


with Geriatric and Demented Inpatients. 
HRP-0019771/5Gi 78-10 6E Not Available NTIS 


SANDIFER, PAUL A. 
Reprint: Engineering 
Aquaculture of 


South Carolina, 
PB-286 675/4GI 


SANDIFER, PAUL D. 
Declining Enrollment: 


Carolina School Districts, 
PB-277 140/0GI 78-10 5l 
SANDIFER, S. H. 

Reprint: DDT and Polychlorinated Biphenyl (Aroclor 
1242(Trade Name)) Effects of Uptake on E. Coli 
Growth, 
PB-279 713/2GI 

78-15 6F (Order as PB-279 709, MF A01) 


Reprint: The Diagnosis and Treatment of Or- 
ganophosphate Insecticide Poisoning, 
PB-280 900/2GI 

78-17 6E (Order as PB-280 889, MF A01) 


Reprint: Effect of DDT on Antibody Response to 
Typhoid Vaccine in Rabbits and Man, 
PB-279 712/4GI 

78-15 6T (Order as PB-279 709, MF A01) 


Reprint: Pesticide Effects on Occupationally Ex- 
posed Workers: A Summary of Four Years Observa- 
tion of Industry and Farm Volunteers in South 
Carolina, 
PB-276 881/0GI 

78-10 6J (Order as PB-276 880, MF A01) 
Reprint: Pesticide Morbidity in South Carolina, 
PB-280 092/8G! 

78-16 6T (Order as PB-280 085, MF A01) 


SANDIFER, SAMUEL H. 


Reprint: Decay of Parathion Residues on Field- 
Treated Tobacco, South Carolina-1972 (Il), 
PB-278 105/2GI 

78-12 6F (Order as PB-278 102, MF A01) 


Reprint: Pesticides in Pecple: DDT and ODODE 
Residues in Blood from Children, South Carolina- 
1970, 
PB-280 832/7GI 

78-16 6T (Order as PB-280 830, MF A01) 


Reprint: Polychlorinated Biphenyls (Aroclor 1242): 

Effects of Uptake on E. coli Growth, 

PB-279 750/4GI 
78-15 6T 


SANDIN, R.B. 


Electron Spin Resonance Studies of a Weakly Cou- 
pled Biradical 
AD-250 680/6GI 


SANDLER, FLORENCE 
Guidelines for Initiating Nursing Audit. 
HRP-0019470/4GI 78-16 6E Not Available NTIS 
SANDLER, MELVIN H. 
Evaluation of Military Specification 


Coatings (AVSCOM Number 77-18). 
AD-A046 708/4GI 78-03 1C PC A03/MF A01 


SANDOVAL, A. 
Multiplicity and Charged Particle Emission in 
Relativistic Heavy lon Collisions. 
LBL-6537 78-06 20H PC A02/MF A01 
SANDOVAL, J. 
Evaluation of Gas Volumes Evolved During Vacuum 


Stability Testing of HNS. Period Covered: October-- 
December 1976. 


MHSMP-77-50 78-09 19A PC A02/MF A01 
Improvement of Water Soluble Test for HNS. Period 
Covered: January--March 1977. 

MHSMP-77-185 78-01 19A PC A02/MF A01 


SANDOZ, GEORGE 


An Overview of Materials Science and Engineering 
in Japan. 
AD-A055 431/1GI 


SANDQUIST, GARY M. 


Borehole Logging with Neutron Activation; a 
Laboratory Assessment. 
PB-273 454/9GI 


SANDRI, TUIDO 


Recent Results Obtained in the Modeling of Turbu- 
lent Flows by Second-Order Closure. 
AD-A052 415/7GI 78-14 20D PC A02/MF A01 


among 


11D PC A04/MF A01 


Considerations in the 
‘Macrobrachium rosenbergii’ in 
78-26 6C PC A02 


Implications for South 


PC AG3/MF A01 


(Order as PB-279 739, MF A01) 


78-21 7D PC A04/MF A01 


Aircraft 


78-20 5B PC A06/MF A01 


78-02 8! PC A03/MF A01 


SANDROCK, G. D. 


interrelations Between Phase Diagrams and Hydrid- 
ing Properties for Alloys Based on the Intermetallic 
Compound FeTi+ . 
BNL-22308 


SANDS, FRANKLIN F. 
Proceedings of the 1977 National Symposium of the 
Military Services on Utilization of People-Related 
Research, Development, Test and Evaluation (ROT 
and E). 

AD-A051 195/6GI 


SANDSTROM, D. E. 


Reprint: Catalysis by Solid Surfaces. 
PB-282 202/1GI 78-19 7D Not available NTIS 


SANDSTROM, D. J. 


Some Microstructures Developed in 303 Stainless 
Steel Which Has Been Shock Loaded to the 
Megabar Range. 
LA-UR-77-1875 


SANDSTROM, W. A. 


Modification and Operation of the Atmospheric 
Ash-Agglomerating Gasifier on Coal. Project 9020 
Interim Report No. 1, Modification of AAG Equip- 
ment. 

FE-2336-10 78-12 7A PC A03/MF A0O1 


Modification and Operation of the Atmospheric 
Ash-Agglomerating Gasifier on Coal. Project 9020 
Monthly Progress Report, August 1977. 

FE-2336-15 78-12 7A PC A02/MF A01 


Modification and Operation of the Atmospheric 
Ash-Agglomerating Gasifier on Coal. Project 9020 
Monthly Progress Report for April 1977. 

FE-2336 78-01 7A PC AQ2/MF A01 


Modification and Operation of the Atmospheric 
Ash-Agglomerating Gasifier on Coal. Project 9020 
Monthly Progress Report for June 1977. 

FE-2336-13 78-06 7A PC A03/MF A01 


Modification and Operation of the Atmospheric 
Ash-Agglomerating Gasifier on Coal. Project 9020 
Monthly Progress Report, July 1977. 

FE-2336-14 78-08 7A PC A03/MF A01 


Modification and Operation of the Atmospheric 
Ash-Agglomerating Gasifier on Coal. Project 9020 
Monthly Progress Report, September 1977. 

FE-2336-16 78-14 7A PC A02/MF A01 


SANDSTROM, W.M. 


The Zenith Angle Dependence of Cosmic Ray 
Protons 
AD-017 779/0GI 


SANDUS, OSCAR 
Mechanism of the Formation of Pink Water. 
AD-A056 314/8G! 78-21 19A PC A02/MF AO1 
SANDUSKY, G. T. 
GE Core Engine Noise Investigation - Low Emission 
Engines. 
AD-A048 590/4GI 
SANDVER, MARCUS H. 


The Trends and Determinants of Compensation for 
the Principal Officers of National and Local Unions, 
1962-1973. 

PB-281 077/8GI 


SANE, J. O. 


Design of the US-CRBRP Sodium/Water Reaction 
Pressure Relief System. 
CONF-760735-2 78-15 181 


SANER, JOHN L. 


Zinc Anodes to Control Bridge Deck Deterioration. 
PB-277 646/6GI 78-12 13C PC AO2/MF A01 


SANFILIPPO, G. P. 


Oil Recovery by Carbon Dioxide Injection. Annual 
Report, July 1976--July 1977. 

ORO-5301-18 78-14 81 PC A07/MF A01 
Oil Recovery by Carbon Dioxide injection. Quarterly 
Report, April--June 1977. 

ORO-5301-15 78-21 8! PC A03/MF A01 
Oil Recovery by Carbon Dioxide Injection. Quarterly 


Report, January--March 1977. 
ORO-5301-11 78-21 8! 


78-05 11F PC A03/MF A01 


78-12 5A PC A12/MF A01 


78-07 11F PC A02/MF A01 


78-21 20H PC A94/MF A01 


78-07 20A PC A17/MF A0O1 


78-18 51 PC A15/MF A01 


PC A02/MF A01 


PC A02/MF AO1 


Oil Recovery by Carbon Dioxide Injection. Quarterly 
Report, October--December 1976. 


ORO-5301-7 
SANFORD, J. R. 


Isabelle: A Proton--Proton Colliding Beam Facility 
at Brookhaven. 
BNL-22517 


SANFORD, RUSSELL L. 


Ejection Under Deceleration. 
AD-A046 117/8GI 78-02 


SANGADJI, 


integral Equations and Computation Problems. 
PPGM-R96-76 78-26 12A PC AQ2/MF A0O1 


78-25 81 PC A03/MF A01 


78-02 20G PC A02/MF A01 


1C PC A03/MF A01 





SANGER, FREDERICK J. 


USSR Contribution Permafrost International Con- 
ference (2nd) July 13-28, 1973, 
AD-A053 295/2GI 78-15 8L Not available NTIS 


SANGHI, A. K. 


Determination of Optimal Well Capacities for Con- 
tinuous Irrigation Programs, 
PB-282 349/0GI 78-19 2B PC A04/MF A01 


SANGHI, AJAY K. 
The Ground Water and Energy Supply Situation for 
Great Plains Irrigation, 
PB-286 002/1GI 78-26 10A PC A03/MF AO1 


SANGIORGIO, G. 


Effects of Stores on Longitudinal Aerodynamic 
Characteristics of a Fighter at Supersonic Speeds. 
N78-22028/2GI 78-17 1C PC A03/MF A01 


Longitudinal Aerodynamic Characteristics at Mach 
0.60 to 2.86 of a Fighter Configuration with Strut 
Braced Wing. 

N78-16000/9GI 78-11 1C PC AQ7/MF A01 

SANGIOVANNI-VINCENTELLI, ALBERTO 

Reprint: An Efficient Heuristic Cluster Algorithm for 
Tearing Large-Scale Networks. 

AD-A052 947/9GI 78-15 12A PC A02/MF A01 


SANGIOVANNI-VINCENTELLI, ALBERTO L. 


Reprint: On Equivalent Dynamic Networks: Elimina- 
tion of Capacitor Loops and Inductor Cutsets. 
AD-A057 717/1GI 78-23 9E PC A02/MF A01 


SANGL, JUDITH 


Mathematical Models for Decision-Making in 
Planning Drug Abuse Control Programs. 
HRP-0025792/3GI 78-24 6E Not Available NTIS 


SANGSTER, R. 


Destroyer Engineered Operating Cycle (DDEOC), 
System Maintenance Analysis DDG-37 Class, Exteri- 
or Radio Communications System SMA 37-301-441, 
Review of Experience, 

AD-A057 301/4GI 78-23 15E PC A04/MF A01 


Destroyer Engineered Operating Cycle (DDEOC). 
System Maintenance Analysis DDG-37 Class. Tele- 
type and Facsimile Systems. SMA _ 37-302-445. 
Review of Experience, 

AD-A051 711/0GI 78-13 13J PC A03/MF A01 


SANGSTER, RAYMOND C. 


Collected Executive Summaries: Studies of the Na- 
tional Measurement System 1972-75, 
PB-276 494/2GI 78-10 14B PC A04/MF A01 


Guidelines for Specification and Procurement of 
Measurement Instrumentation, 
PB-285 238/2GI 78-25 14B PC A03/MF A01 


Structure and Functions of the National Measure- 
ment System, 
PB-274 048/8GI 78-03 14B PC A07/MF A01 


Visiting Team Report on 1977 Industrial Survey in 
Korea on Precision Measurements and Standards. 
PB-275 561/9GI 78-08 14B PC A03/MF A01 


SANI, R. L. 


Variational Wind Field Adjustment over Complex 
Terrain Using Finite Element Techniques. 
UCRL-80531 78-26 10A PC A02/MF A01 


SANIN, V. M. 


Complete Experimental Problem and Multipole 
Analysis of the gamma N Implies N pi Reactions in 
the p sub 33 (1236) Resonance Region. 

KFTI-76-18 78-09 20H MF AO1 


SANJURJO, A. 


Novel Duplex Vapor-Electrochemical Method for 
Silicon Solar Cells. 
N78-24634/5GI 78-19 10B PC A0Q3/MF AO1 


Novel Duplex Vapor-Electrochemical Method for 
Silicon Solar Cells. Quarterly Progress Report No. 4, 
November 1, 1976--January 31, 1977. 
ERDA/JPL/954471-77/1 


78-03 10B PC A02/MF A01 


Novel Duplex Vapor-Electrochemical Method for 
Silicon Solar Cells. Quarterly Progress Report No. 5, 
February 1, 1977--April 30, 1977. 
ERDA/JPL/954471-77/2 


78-08 10B PC A0Q3/MF A01 


Novel Duplex Vapor-Electrochemical Method for 
Silicon Solar Cells. Quarterly Progress Report No. 6, 
May 1, 1977--July 31, 1977. 
ERDA/JPL/954471-77/3 

78-14 108 PC A0Q3/MF A01 


Novel Duplex Vapor-Electrochemical Method for 
Silicon Solar Cells. Quarterly Progress Report No. 7, 
August 1, 1977--October 31, 1977. 

DOE/JPL/954471-4 78-21 10B PC A03/MF A01 


Novel Duplex Vapor--Electrochemical Method for 
Silicon Solar Cells. Quarterly Progress Report No. 8, 
November 1, 1977--January 31, 1978. 

DOE/JPL/954471-1 78-26 10B PC A02/MF A01 


SANKAR, L. N. 
A Numerical Study of Viscous Flows Around Air- 
foils. 
AD-A046 084/0GI 78-02 1A PC A02/MF AO1 
SANKAR, S. G. 
Influence of Crystal Field Interaction on the Thermal 
Behavior of Eral sub 2. 
IS-M-81 78-05 11F PC A02/MF A01 
Sublattice Magnetization of ErFe2-H. 
PB-284 603/8GI 78-24 20L Not available NTIS 


SANKARAN, R. 


Heterojunction Gate GaAs FET Study. 
AD-A052 292/0GI 78-14 9A PC AO5/MF AO1 


SANKARANARAYANAN, R. 


The Determination of Safe Loads of Beams Sub- 
jected to Combined Bending, Bending, and Twist- 
ing Moments 

AD-202 190/5GI 78-13 13M PC A03/MF A01 


SANKARANARAYANAN, S. 


Estimation of Photo and Fission Neutron Source 
Strengths in the Fuel Handling Flask of the R-5 
Reactor Containing an Irradiated Fuel Rod. 
INIS-mf-3490 78-04 18J MF A01 
Nuclear Heating of Materials in the R-5 Reactor. 
INIS-mf-3488 78-04 18J Not available NTIS 
Optimization of the Heavy Water Scatterer 
Thickness in the Through Tubes of R-5 Reactor. 
INIS-mf-3489 78-02 18! Not available NTIS 
Physics Safety Analyses for the Plugging of a Ca- 
landria Tube in CIRUS. 
INIS-mf-3485 78-01 181 MF A01 
Slow Neutron Flux Extrapolation Distances in R-5 
and Cirus Reactors. 
INIS-mf-3491 78-04 18K MF AO1 
Some Physics Aspects of the Finalised R-5 Reactor 
Design. 
INIS-mf-3486 78-04 181 MF A01 
SANKER, PHILIP E. 

Method for Producing Supported Raney Nickel 
Catalyst. 
PATENT-4 049 580 

78-06 11F Not available NTIS 
Process for Purifying a Titanium-Bearing Material 


and Upgrading IImenite to Synthetic Rutile with Sul- 
fur Trioxide. 


PAT-APPL-830 523/GI 78-06 81 PC A02/MF A01 
SANKO, P.M. 


Fire Protection Covering for Small Diameter Mis- 

siles. 

PAT-APPL-854 920/GI 

78-08 11C PC A02/MF A01 

SANMARTIN, J. R. 

Self-Similar Motion of Laser Half-Space Plasmas. 1. 

Deflagration Regime. 

JEN-395 78-26 18A PC A03/MF A01 
SANNIKOV, V. V. 

Electron Temperature Measuring in the Tokamak-6 
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SAROFF, H.A. 


Low and High Ph Effects in Serum Albumin 

AD-197 876/5GI 78-22 7D PC A02/MF A01 
SAROFIM, A. F. 

Radical Overshoot in the Reaction Zone of 

Methane-Air Diffusion Flames. 

SAND-77-8684 78-15 21B PC A03/MF A01 
SAROGLU, F. 
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Investigation of Pressure Oscillations in Axi-Sym- 
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AD-A045 872/9GI 78-01 
SAROSO, JULIE SULIANTI 
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SAROYAN, R. A. 
Requirements and New Materials for Fusion Laser 


Systems. 
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SARPKAYA, TURGUT 
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AD-A051 781/3G! 78-13 200 PC A03/MF A01 
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Uniform Flow. Part |. 
AD-A049 825/3G! 


SARRAILHE, S. R. 
The Performance of Conventional and Energy Ab- 
sorbing Restraints in Simulated Crash Tests, 
AD-A047 532/7G! 78-05 13L PC A03/MF A01 
SARTORE, RICHARD 


Tin Oxide Room Temperature Emitter Study. 
AD-A054 449/4G! 78-17 9A PC A03/MF AQ1 


SARTORIS, J. J. 


Historical, Physical, and Chemical Limnology of 
Twin Lakes, Colorado, 
PB-283 848/0GI 


SARTORY, W. K. 


Creep Deformation and Rupture Behavior of Type 
304/308 Stainless Stee! Structural Weldments. 
ORNL-5265 78-05 11F PC A07/MF A01 


Verification by Comparison of independent Com- 
puter Program Solutions. 
CONF-770903-7 78-06 98 PC A03/MF A01 


SARUBBI, R. SG. 
Use of Fluidized Bed Heat Exchangers in Heat 


Pump Systems for improved Performance. Techni- 


cal Status Report, September 1, 1977--November 
31, 1977. 
CO00/4490-1 


SARUKHANYAN, E. I. 


Reprint: A Comparison of Summer Current Mea- 

surements in the Drake Passage, 

PB-275 286/3GI 78-06 8C Not available NTIS 
SARVER, EMORY W. 


Methodology Development for the Identification and 
Analysis of Trace Contaminants Found on Army iIn- 
Stallations, 

AD-A056 483/1G! 


SARVER, WILLIAM G. 
Lateral Load Test of a Drilled Shaft in Clay. 
PB-284 906/5GI 78-25 13M PC A06/MF A01 
SARYCHEVA, L. I. 
To the Problem of Novel Mechanism of Nuclear 
Cascades Generation at High Energies. 
EFI-191(37)-(76) 78-09 20H MF A01 
SASABE, H. 
Physical Properties of Hydrogenated Dimers of Nor- 
bornadiene and Exo-Tetrahydrodicyclopentadiene 


and their Mixtures. 
AD-A048 894/0G! 


SASADA, T. 


Viscoelastic relaxation mechanism of 

polymers; sodium polyphosphates. 

AD-462 469/8GI 78-16 70 PC A03/MF AO1 
SASAJIMA, H. 


PURSE: Plutonium Radiation Source Code. 
PNCT-841-75-37 78-03 18J MF AO1 


78-13 14C PC A06/MF A01 


78-21 8K PC A02/MF A01 


20D PC A03/MF A01 


78-23 6E PC A02/MF AQ1 


78-18 20F MF AO1 


78-09 20K PC AOQ5/MF A01 


78-23 8H PC A06/MF A0O1 


78-14 13A PC A02/MF A01 


78-21 7D PC AQ2/MF A01 


78-08 7D PC A03/MF A01 
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SASAKI, H. 
Measurement of the Betatron Oscillation Frequency 
in the Booster by the RF Knock-out Method. 
KEK-76-16 78-18 20G MF A01 


SASAKI, S. 
Digital Computer 
Steam Table. 
JAERI-M-6967 


SASAKI, T. 


Radiation-Induced Graft and CO-Graft Polymeriza- 

tion of Butadiene and Other Monomers onto 

Polyethylene and Properties of Graft Copolymers. 

JAERI-M-6999 78-19 7D MF AO1 
SASAKI, Y. K. 


Dynamical Model of Gust Front. 
PB-283 425/7GI 78-19 4B PC A03/MF A01 


SASAMOTO, N. 


Effects of the Capture gamma-Ray Spectra on the 
Absorbed Dose. Analytical Study. 
JAERI-M-6934 78-19 18F MF A01 


Unfolding Code System for the NE213 Liquid Scin- 
tillator. 
JAERI-M-6952 


SASMOR, LOUIS 


An Evaluation of the Impact of Communications 
Technology and Improved Medical Protocol on 
Health Care Delivery in Penal Institutions. Volume 1. 
Executive Summary, 
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SASOR, S. ROBERT 


Pavement Heating. Exec-itive Summary. 
PB-276 504/8GI 76-08 13B PC A03/MF A01 


Pavement Heating, 1969-1975. 
PB-276 609/5GI 78-09 


SASS, D. E. 
Vibro-impact Responses of a Tube with Tube--Baf- 


fle Interaction. 
ANL-CT-78-11 


SASS, J. 


Reprint: Azaarenes in Recent Marine Sediments. 
AD-A048 087/1GI 78-06 8J PC A02/MF A01 


SASS, SAMUEL 


Gas Chromatographic Methods for the Analysis of 
Trace Quantities of GB and Associated Compounds 
(Demilitarization Effluent, Brine, Dried Salts, Muni- 
tion Exudates). 

AD-B015 464/1GI 


SASSER, D. W. 


Users Guide for Evaluating Alternative Fixed-Site 
Physical Protection Systems Using ‘“FESEM". 
SAND-77-1367 78-16 181 PC A11/MF A01 


SASSEVILLE, DENNIS R. 


Paleogeochemistry and Interstitial Water Chemistry 
from Sediments of Five Maine Lakes. 
PB-279 799/1GI 78-16 8H PC A0Q3/MF A01 


SASSEVILLE, PAUL 


An Analysis of Two Two-Echelon Inventory Systems. 
AD-A050 184/1GI 78-10 15€ PC A03/MF A01 


SASSIN, W. 
Medium-Term Aspects of a Coal Revival: Two Case 
Studies. 
NWASA-CP-77-5 78-16 10A PC AO5/MF AO1 


Which Way to Go. Observations Based on Discus- 
sion on Global Perspectives and Energy Strategies. 
HNASA-PP-77-9 78-15 10A PC A02/MF A01 


Which Way to Go Observations Based on Discus- 
sion on Global Perspectives and Energy Strategies. 
N78-23600/7GI 78-18 10A PC A02/MF A01 


Which Way to Go. Observations Based on Discus- 
sion on Global Perspectives and Energy Strategies. 
N78-25597/3GI 78-20 10A PC A02/MF A01 


SASTRE, J. 


Optimization of exp 11 C Labelling of Radiophar- 
maceuticals: Exp 11 C Clomipramine as an Exam- 
ple. 
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SASTRY, A. N. 


The Larval Development of the Rock Crab, ‘Cancer 
irroratus' Say, 1817, under Laboratory Conditions 
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PB-281 624/3GI 78-17 8A PC A02 


Survival of Communally Reared Larval and Juvenile 
Lobsters ‘Homarus americanus’, 
PB-275 746/6GI 


SASTRY, M. D. 


Subroutine STEAM for JSME 
78-17 7D MF A011 


78-17 18D MF AO1 


78-05 6E PC A03/MF A01 


13B PC A10/MF A01 


78-18 13A PC A04/MF A01 


78-19 15B PC A02/MF A01 


78-08 60 MF A01 


78-06 6C PC A02 


Computer Program for Spectrochemical Analysis. 


BARC-879 78-10 7D MF A01 
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SASUGA, T. 
Radiation-Induced Graft and CO-Graft Polymeriza- 
tion of Butadiene and Other Monomers onto 
Polyethylene and Properties of Graft Copolymers. 
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Critical Dynamics of a Stochastic n-Vector Model 
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SATAROV, L. M. 
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Angular Dependence of Cross-Sections of the ( Pi 
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SATER, B. 
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SATER, B. L. 
Method of Cold Welding Using lon Beam Technolo- 


78-16 20H MF AO1 


78-09 18F MF A01 


78-08 20H MF A01 
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78-25 13H PC AQ2/MF A01 
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PB-280 063/9GI ¥8-16 13H PC A08/MF A01 


SATHER, A. 
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Description of the General Program Structure of the 
Third-Generation NCAR General Circulation Model. 
PB-276 694/7GI 78-09 4B PC A04/MF A01 
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Radioisotopes from Fuel 
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Not available NTIS 
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PC A02/MF A01 


PC A02/MF A01 


Liquid 


78-11 


7D PC A02/MF A01 


78-08 6C PC A02/MF A01 


PC A02/MF AO1 
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Reprint: Autoradiographic Localization of Vitamin A 
in the Kidney of Rats. 
AD-A057 891/4GI 78-24 6B PC A02/MF A01 


Establishment and Assessment of Certain US Milita- 
ry Nutrient Requirements. 
AD-A053 774/6GI 78-16 6P PC A02/MF AO1 
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78-21 201 PC AQ2/MF A01 


78-13 14B PC A02/MF A01 


78-25 20F PC A03/MF A01 
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78-22 6A PC A02/MF A01 


13C PC A13/MF A01 


78-16 SF PC A02/MF A01 
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LBL-6179 


SAUER, R. H. 
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SAULE, A. V. 


Far-Field Multimodal Acoustic Radiation Directivity. 
N78-13855/9GI 78-08 20A PC A02/MF A01 


SAUNDERS, CHARLES 


Economic Impact Analysis of Anticipated Hazardous 
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Manual for the Application of NURE 1974--1977 
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SAUNDERS, G. C. 
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LA-7247-PR 78-23 6T PC A02/MF A01 


Serologic Test Systems Development. Progress Re- 
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LA-7078-PR 78-20 6E PC A03/MF A01 


SAUNDERS, J. P. 
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SAUNDERS, K. D. 


OTEC Physical and Climatic Environmental Impacts: 
An Overview of Modeling Efforts and Needs. 
CONF-780236-1 78-23 10A PC A02/MF A01 


Water Resources Research Program. Pollution of 
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SAUNDERS, R. A. 
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Concentrations of Hydrazine Compounds in Air. 
AD-A054 636/6GI 78-17 14B PC A03/MF A01 


SAUNDERS, R. B. Il. 


Combustion of Alternative Fuel Study (CAFS). 
SAN-1261/1 78-14 21D PC A04/MF A01 


SAUNDERS, R. C. tll 


System Optimization of Gasdynamic Lasers, Com- 
puter Program User's Manual. 
N78-29436/0GI 78-24 20E PC A03/MF A01 


SAUNDERS, R. D. 


Reprint: Spectral Irradiance Standard for the UI- 
traviolet: The Deuterium Lamp. 
PB-280 824/4GI 78-17 20F Not available NTIS 


SAUNDERS, R. D. JR. 


Accurate Spectroradiometry of Solar Simulators in 
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PB-280 823/6GI 78-17 3B Not available NTIS 

SAUNDERS, ROBERT M. 
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Seed Products. 
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Preparation of Protein Concentrates from Whey and 
Seed Products. 

PATENT-4 064 283 78-10 7D Not available NTIS 


SAUNDERS, ROY B. 
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AD-070 039/3GI 78-02 9E PC A02/MF A01 


SAUNDERS, SAM CUNDIFF 


Sequential and Randomized 
Tolerance Limits 


78-12 6A PC A0Q2/MF A01 


78-02 6M PC A02/MF A01 


13B PC A07/MF A0O1 
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78-21 21E PC AQ2/MF AO1 
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SAUTTER, C. A. 


AD-109 361/6GI 
SAUNDERS, STEVE 
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AD-A056 070/6G! 78-21 9B PC A02/MF A01 


SAUNDERS, W. L. 


A Comparative Analysis of UNISIST Short Courses, 
ED-143 356 78-22 5! Not available NTIS 


SAUNDERS, WILLIAM K. 
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SAUR, A.J. 
Progress to Date in Deep Sound Channel Measure- 


ments of Ambient Noise 
AD-041 258/5GI 78-18 20A PC A02/MF A01 


SAUR, J. F. T. 
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AD-A052 100/5G! 


SAURET, J. 
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ORNL-tr-4469 78-10 20G PC A03/MF A01 


Summary Table of Magnetic Tolerances for the Css 
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ORNL-tr-4393 78-12 20G PC A02/MF A01 
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GA-A-14324 78-05 18J PC A02/MF A01 


STAT, GAPS, STRAIN, DRWDIM: A System of Com- 
puter Codes for Analyzing HTGR Fuel Test Element 
Metrology Data. User's Manual. 

GA-A-14274 78-08 18) PC A10/MF A01 


SAUS, A. 
Radiation Chemical Addition of Dimethylformamide 
to alpha -Olefins. 
BMFT-FB-K-77-03 
SAUTER, H. 


Measuring Station Pheinhausen for Heat Exchange 
Between Atmosphere and Rivers. 
KFK-2374 78-21 


SAUTERON, J. 


Reprocessing of ‘Fast’ Fuel in France. 
|AEA-AG-63-5 78-23 18J PC A0Q2/MF A01 


SAUTHOFF, N. 


Soft X-Ray Measurements on the PLT Tokamak. 
PPPL-1383 78-08 201 PC A02/MF A01 


SAUTHOFF, N. R. 


Analysis of Magnetohydrodynamic 
Tokamaks by X-Ray Techniques. 
CONF-770434-3 78-01 201 PC A02/MF A01 


Study of Disruptive instabilities in the PLT Tokamak 
Using X-Ray Techniques. 
PPPL-1379 78-16 


SAUTIER, JEAN LUC 


Calibration and Sensitivity Analysis of the Continu- 
ous Runoff Simulation Model ‘STORM’. 
PB-285 818/1GI 78-26 8H PC AO5S/MF A01 


SAUTKULIS, C. 


Cause Identification Analysis of Fatal Accident Data 
for Canoes/Kayaks/Inflatable Craft. 
AD-A053 964/3G! 78-16 13L PC AQ9/MF A01 


Estimate of the Potential Benefit of the Pressure 
Relief Vent/Filame Deflector Concept Using In- 
Depth Accident Investigations. 
AD-A045 402/5G! 78-01 


SAUTKULIS, C. J. 


Level Flotation Education Requirements: People 
and Label Experiments. A Preliminary Evaluation. 
AD-A047 152/4GI 78-04 51 PC A03/MF A01 


SAUTTER, C. A. 


Solvent Refined Coal (SRC) Process: Trace Ele- 
ments. Research and Development Report No. 53; 
Interim Report No. 26. Volume Ill. Pilot Plant 
Development Work. Part 6. The Fate of Trace Ele- 
ments in the SRC Process for the Period August 1, 
1974--July 31, 1976. 
FE-496-T17 


78-22 12A PC A04/MF A01 


78-18 20C PC A02/MF AO1 


78-13 8C PC A03/MF A01 


78-12 20G PC A06/MF A01 


78-26 7E PC A03/MF A01 


7D MF AO1 


Modes _in 


18A PC A04/MF A01 


13J PC A10/MF AO1 


78-21 21D PC A09/MF AO1 


PA-i237 





SAUTTER, F. K. 
Reprint: Electrodeposition of Cobalt using an In- 


soluble Anode. 
AD-A045 632/7GI 78-01 70 PC A02/MF A01 


SAUTTER, RICHARD D. 


Clinical Trial of Aspirin, Sulfinpyrazone or Placebo 
for the Prevention of Deep Vein Thrombosis in Pa- 
tients Undergoing Total Hip Replacement. 

PB-283 463/8G! 78-22 6E PC A03/MF A01 


SAUVAGE, G. 
Transition and Synchrotron Radiation Produced by 
Electrons and Particle Discrimination. 
LAL-1286 78-01 18D MF A01 
SAUVAGE, H. 


Tritium Production in France. 
ERDA-tr-286 78-02 18B Not available NTIS 


SAUZAY, G. 


In-Situ Testing Methods Using Radioactive Tracers. 
CEA-CONF-3760 78-08 8H MF AO1 
SAVA, P. G. 
Theoretical and Experimental Determination of the 
Properties of an Elliptic Acoustical Mirror for Appli- 
cation to Study of Noise Sources in a Jet Deter- 
mination Theorique et Experimentale des Proprietes 
d'UN Miroir Acoustique Elliptique en Vue de Leur 


Application a l'Etude des Sources de Bruit dans UN 
Jet. 


N77-32849/0GI 78-02 20A PC A04/MF A01 
SAVAGE, B. D. 
A Survey of Interstellar Hi from L alpha Absorption 


Measurements 2. 
N78-13984/7GI 78-08 3B PC A03/MF A01 


SAVAGE, CARLA DIANE 


Parallel Algorithms for Graph Theoretic Problems. 
AD-A056 888/1GI 78-22 9B PC A07/MF A01 


SAVAGE, D. Vv. 


Floating Deck Grid Modulator. 
AD-A047 051/8GI 78-04 9E PC A02/MF A01 


Floating Deck Grid Modulator. 
AD-A055 681/1GI 78-20 9E PC A02/MF A01 


SAVAGE, ELDON P. 


National Study to Determine Levels of Chlorinated 
Hydrocarbon Insecticides in Human Milk: 1975-1976 
and Supplementary Report to the National Human 
Milk Study: 1975-1976. 
PB-284 393/6GI 78-24 6F PC A11/MF A01 
Reprint: Pesticide Safety-All Users are Responsible, 
PB-277 007/1GI 

78-10 6F (Order as PB-277 000, MF A01) 
Reprint: The Price for Pesticide Safety: Constant 
Vigilance, 
PB-277 006/3GI 

78-10 6J (Order as PB-277 000, MF A01) 

SAVAGE, H. T. 
Domain Orientation in Single Crystal TbFe(2) and 
Tb(.27)Dy(.73)Fe(2), 
AD-A055 025/1GI 78-18 20L PC A02/MF A01 
SAVAGE, |. RICHARD 

Cycling 
AD-088 659/8GI 78-22 15€ PC A03/MF A01 
Mixed Variables and Attributes Pianes: The Ex- 
ponential Case 
AD-064 417/9GI 78-20 12A PC A03/MF A01 
Statistical Production Models and Continuous Sam- 
pling Plans 
AD-103 569/0GI 78-22 12A PC A03/MF A01 
A Three Decision Continuous Sampling Plan for At- 
tributes 
AD-054 352/0GI 78-21 12A PC A03/MF A01 


SAVAGE, JAMES R. 


Report on the Feasibility of an Information Collec- 
tion System for Emergency Service in Newark, N.J. 
HRP-0018429/1GI 78-07 6E PC AO5/MF A01 


SAVAGE, LEONARD J. 


The Nonexistence of Certain Statistical Procedures 

in Non Parametric Problems 

AD-139 357/8GI 78-23 12A PC A02/MF A01 

Symmetric Measures on Cartesian Products 

AD-139 356/0GI 78-23 12A PC A03/MF A01 

Three Problems in Rationing Capital 

AD-102 564/2GI 78-22 5C PC A02/MF AO1 
SAVAGE, P. G. 

Strap-Down Inertial Systems. 

AD-A055 778/5GI 78-20 17G PC A12/MF A01 
SAVAGE, R.N. 


Development and Characterization of a Miniature 


Inductively Coupled Plasma Source for Atomic 
Emission Spectrometry. 
AD-A056 139/9G! 78-21 7D PC A03/MF A01 


PA-1238 


Enhancement of Pneumatic Nebulization Efficiency 
through Application of an Electric Field. 
AD-A045 528/7GI 78-01 14B PC A03/MF AO1 


SAVAGE, R. O. JR. 
Fine Particle Li-Ferrite for APS Millimeter-Wave 


Phase Shifter. 
AD-A049 136/5G! 78-08 9E PC A02/MF A01 


SAVAGE, ROBERT M. JR. 


A Brief Survey of Fallout Prediction Models and In- 

troduction of a Fallout Prediction Model Utilizing 

Altitude Dependent Winds. 

AD-A053 443/8GI 78-16 18H PC A04/MF AO1 
SAVAGE, ROBERT O. 

Semi-insulating Gallium Arsenide for Microwave 

and Millimeter-Wave Device Applications, 

AD-A056 403/9GI 78-21 9A PC A02/MF A01 
SAVAGE, ROBERT O. JR. 

Growth and Spectral Analysis of Cerium Magnesium 

Aluminate. 

AD-A046 561/7GI 78-03 7D PC A02/MF A01 

Properties of Composite Magnetic Components for 

Use With HEMAC. 

AD-A054 280/3GI 78-17 9E PC A04/MF A01 


SAVAGE, W. F. 


Localized Corrosion and Stress Corrosion Cracking 
Behavior of Austenitic Stainless Steel Weldments 
Containing Retained Ferrite. Annual Progress Re- 
port, June 1, 1977--March 31, 1978. 

COO-2462-4 78-21 11F PC AQ2/MF AO1 
Prevention of Hydrogen-Induced Cracking in HY- 
130 Weldments. 

AD-A047 195/3GI 78-04 13E PC A04/MF A01 


SAVANICK, GEORGE A. 


Well Perforating Method for Solution Well Mining. 
PAT-APPL-809 881/G!I 78-07 81 PC A02/MF A01 


SAVANIN, N. K. 


Calculation of Turbulent Heat Transfer in Infinite 
Rectangular Lattice Channels with Cylindrical Fuel 
Elements. 


FEI-602 78-20 181 MF A01 
SAVARA, B. S. 

Acupuncture in the Management of Injury and 

Operative Pain under Field Conditions. 

AD-A049 774/3GI 78-09 6E PC A04/MF A01 

Electrical Enhancement of Healing in Combat Inju- 

ries to Hard and Soft Tissues. 

AD-A055 531/8GI 78-20 6E PC A03/MF AO1 
SAVARA, BHIM S. 

The Application of Electrical Current in Dental 


Anesthesia. 

AD-A049 874/1GI 78-09 6P PC A04/MF A01 
SAVAS, E. S. 

Evaluating the Organization of Service Delivery: 

Solid Waste Collection and Disposal. A Summary, 

PB-275 699/7GI 78-07 13B PC A02/MF A01 
SAVATIERRA, O. 

Organization of an Effective Cadaver Renal Trans- 


plantation Program. 
HRP-0017991/1GI_ 78-06 6E Not Available NTIS 


SAVCHENKO, I. A. 

Damping Capacity of Ni--SiO Composite Film 

Materials. 

BNWL-tr-316 78-25 11D PC A02/MF AO1 
SAVCHENKO, V. G. 

Free Internal Waves in Ice-Covered Seas--Transla- 

tion. 

AD-A046 102/0GI 78-02 8C PC A02/MF A0O1 
SAVEL'EV, M. V. 

Some Regularities of Meson Mass Spectrum of 

Natural Parity. 

IFVE-OTF-75-138 78-04 20H MF AO1 


SAVENKO, B.N. 


Method of the Inverse Geometry with a Double 

Filter on a Pulsed Reactor. 

JINR-13-8727 78-01 180 MF AO1 
SAVERINO, MICHAEL 

Reprint: Optical Image Processing for Missile 

Guidance. 

AD-A053 801/7GI 78-16 17G PC A02/MF A011 


SAVERY, C. W. 
Double-Exposure Collector System for Solar Heat- 
ing Applications. 
CONF-780114-6 78-23. 13A PC A0Q2/MF A01 


Double-Exposure Collector System. Technical 


Progress Report, September 30, 1977--December 
30, 1977. 


TID-28291 78-22 13A PC A02/MF A01 
Physical and Chemical Phenomena Responsible for 
Odor Formation in Diesel Engines. 

PB-280 544/8GI 78-17 7D PC AO5/MF A01 


Water Entrainment in Intercompartmental Flow. 
Final Report. 
EPRI-NP-648 78-17 181 PC AOS/MF A011 


SAVESTRE, A. 


Numerical Methods in Differential Equations. Appli- 

cation to the Particle Trajectory Calculation. 

CEA-R-4864 78-25 20H PC A06/MF A01 
SAVETT, LAURENCE A. 

Computer - Compatible Solution to the Medical 

Record Problem. 

HRP-0014643/1GI 78-08 6E Not Available NTIS 


SAVICEVIC, MIOMIR 


Health Care in Yugoslavia and the United States. 
HRP-0025269/2GI 78-24 6E Not Available NTIS 


SAVICHEV, V. V. 


Space Technology and Production. 
N78-26158/3GI 78-21 22A PC A04/MF A01 


SAVILLE, D. A. 
Fluid Mechanics of Continuous Flow Electrophore- 


sis. 
N78-24303/7G! 78-19 7D PC AOS/MF A01 
SAVINA, L. K. 


Excerpts from all Union Hydrological Congress, 
1973. Volume 7--Translation. 
AD-A052 397/7GI 78-14 8L PC AOS/MF A0O1 


SAVING, THOMAS R. 


Supply Rate and Equilibrium Inventory of Air Force 
Enlisted Personnel: A Simultaneous Model of the 
Accession and Retention Markets Incorporating 
Force Level Constraints. 

AD-A058 097/7GI 78-24 51 PC AO6/MF AO1 


SAVINO, ANTHONY 


Reprint: The Effect of Ozone on Human Cellular 
and Humoral Immunity: Characterization of T and B 
Lymphocytes by Rosette Formation. 

PB-284 383/7GI 78-23 6T PC A02/MF A01 


SAVINO, J. M. 
Brief Summary of the Attempts to Develop Large 
Wind-Electric Generating Systems in the U.S. 
DOE/NASA/1004-77/7 
78-20 10B PC A02/MF AO1 


Improved Yield Determination and Event Identifica- 
tion Research. 
AD-A046 568/2G! 78-03 17J PC A04/MF A01 


Seismic Studies for Improved Yield Determination. 
AD-A046 569/0G! 78-03 17J PC AOS/MF A01 


Wake Characteristics of a Tower for the DOE--NASA 
MOD-1 Wind Turbine. 
DOE/NASA/1028-76/17 

78-23 10B PC AOS/MF A01 
Wake Characteristics of a Tower for the DOE-NASA 
MOD-1 Wind Turbine. 
N78-23558/7GI 78-18 10A PC AO5/MF A01 
Wake Characteristics of an Eight-Leg Tower for a 


MOD-O Type Wind Turbine. 
N78-24615/4GI 78-19 10B PC A04/MF A01 


Wind Tunnel Measurements of the Tower Shadow 
on Models of the ERDA/NASA 100 KW Wind Tur- 
bine Tower. 

DOE/NASA/1004-77/11 


78-20 10A PC A03/MF A01 
SAVINOV, A. A. 


Interference of a Wing and a Jet in a Carrying Flow- 
-Translation. 
AD-A046 867/8G! 78-03 1A PC A03/MF A01 


SAVINOVA, N. N. 


‘Filter’ Program Algorithm. 
ITEF-121 78-17 18D MF AO1 


SAVISAAR, A. 


Air Force Avionics Standardization: an Assessment 
of System/Subsystem Standardization Opportuni- 


ties. 
AD-A052 235/9GI 78-14 15E PC AQ4/MF A01 


Air Force Avionics Standardization: An Examination 
of Implementation Alternatives for an Avionics 
Form, Fit, and Function Procurement Concept (18 
February to 15 December 1976). 

AD-A051 802/7GI 78-13 17G PC AQ6/MF AO1 


SAVITS, THOMAS H. 
Multivariate IFRA Distributions. 
AD-A048 438/6GI 78-07 12A PC A02/MF AO1 
Reliability Systems with Exponential System Life 
and IFRA Component Lives. 
AD-A052 775/4GI 78-14 14D PC A02/MF AO1 


SAVITSKI, G. A. 


Investigation of Giant Multipole Resonances in 
Nuclei. 


KFT!-76-16 78-09 20H MF A01 





SAVITSKY , E. J. 


System integration and evaluation program for per- 
seas. Laser ranger (optical scoring technique) final 


report. 

AD-478 598/6GI 
SAVITSKY, ELIAS 

Initial Adjustment to a Long-Term Care Institution -- 

Medical and Behavioral Aspects. 

HRP-0019595/8GI 78-09 5J Not Available NTIS 
SAVITT, JACOB 

Direct contact 

tests. 

AD-368 900/7GI 78-13 19A PC A04/MF A01 

New Explosives Evaluation Techniques 

AD-352 972/4GI 78-13 19A PC A04/MF AO1 
SAVOY, WALLACE JACKSON 

The Evolution of the American Modern Light Field 

Gun. 

AD-A058 332/8GI 
SAVRIN, V. 1. 


Nuclear Formfactor and 
Secondary Particles. 
IFVE-STF-75-23 


SAVVIDI, G. K. 
Vacuum Polarization by a Source - Free Gauge 
Field. 
EFI-198(44)-C76) 

SAVVIDY, G. K. 
Vacuum Polarization Induced by the Intense Gauge 
Field. 
EFI-172(18)-76 


SAVVIN, V. A. 


Theory of Pulse Shaping by a Nonuniform Forming 
Line on an Arbitrary Load. 
JINR-9-9006 


SAWADA, M. 
Calculation of the Transmission Factor in X-Ray 


Scattering 
AD-212 358/6G! 


SAWADA, TATSURO 


Nuclear optical model calculations. 
AD-460 436/9Gi 78-16 20H PC A06/MF A01 


SAWADA, Y. 


The effect of geometry of a medium on its optical 
response. 
AD-471 319/4GI 77-20 20L PC A03/MF A01 


Potentiostatic Study on Anodic Behavior of Iron-- 
Chromium Alloys. 
ORNL-tr-4622 


SAWAI, S. 


Heavy-Water-Moderated 
Safety. 
AECL-5856 


SAWARD, ERNEST W. 
Regionalization of 
Revised Edition. 
HRP-0023412/0GI 


SAWAYER, KAREN 


Nurse Practitioner Management of 
Respiratory and Genitourinary 
Protocols. 

HRP-0018094/3GI 


SAWCHUK, A. A. 
Reprint: Nonlinear Optical Processing: Analysis and 
Synthesis. 
AD-A052 504/8GI 78-14 20F PC A02/MF A01 
Reprint: Nonlinear Optical Processing: 
monotonic Halftone Cells and Phase Halftones. 
AD-A052 505/5GI 78-14 20F PC A02/MF A01 
SAWCZUK, ANTONI 


Comparison of Yield Conditions for Circular Cylin- 
drical Shells 
AD-217 264/1GI 


SAWICKI, C. R. 


Reprint: Monitoring Airborne Particulate Mass by 
Beta Absorption. 
PB-278 338/9GI 


SAWICKI, P. 


Public Participation in Energy Related Decision 
Making: Six Case Studies. 
PB-283 546/0GI 78-22 


SAWIN, V.L. 


Hybridization in Situ of exp 125 I--CRNA Trans- 
cribed from Sorted Metaphase Chromosomes. 
UCRL-79480 78-02 6A Not available NTIS 


SAWITZKI, F. 


New Technologies for Silicon High-Power Elements. 
Structures with High Turn-off Gain. 
BMFT-FB-T-76-65 78-06 9A PC A04/MF A01 


78-19 17H PC A03/MF A01 


detonation explosives sensitivity 


78-25 19F PC A06/MF A01 


Inclusive Spectrum of 


78-09 20H MF AQ01 


78-09 20H MF A01 


78-20 20H MF A01 


78-20 20G MF A01 


78-23 70 PC A02/MF A01 


78-23 11F PC A02/MF A01 


Pressure-Tube Reactor 


78-23 181 PC AOS/MF A01 


Personal Health Services. 


78-14 6E Not Available NTIS 


Common 
Infections, Using 


78-10 6E Not Available NTIS 


Non- 


78-11 20K PC A02/MF A01 


78-12 


14B Not available NTIS 


10A PC A16/MF AQO1 


SAWKO, P. M. 


Catalysts for imide Formation from Aromatic Iso- 
cyanates and Aromatic Dianhydrides. 
PAT-APPL-SN-883 961/GI 

78-17 70 PC A02/MF AQO1 


intumescent-Ablator Coatings Using Endothermic 
Fillers. 
N78-27180/6GI 


intumescent 
Dinitrosulfanilide. 
PATENT-4 061 579 


78-23 
Coatings 


11C Not available NTIS 
Containing 44- 


78-09 11C Not available NTIS 


Structural Wood Panels with Improved Fire Re- 
sistance. 
PAT-APPL-929 086/GI 


78-25 11D PC A02/MF A01 


SAWLEY, M. 


Nonlinear Behaviour of Axisymmetric Hydromag- 
netic Waves in a Partially lonized Plasma. 
FUPH-R-143 78-20 201 


SAWLEY, M. L. 


Observation of Nonlinear Effects in the Propagation 
of M = 0 Torsional Hydromagnetic Waves. 
FUPH-R-144 78-20 201 


SAWOCHKA, S. G. 


Effects of Hydrogen Peroxide Additions on Shut- 
down Chemistry Transients at Pressurized Water 
Reactors. Final Report. 

EPRI-NP-692 78-25 181 PC A11/MF AO1 


PWR Secondary Water Chemistry Study. 
EPRI-NP-516 78-08 18! PC A08/MF A01 


SAWTELL, R. R. 


Effect of Microstructure on Fatigue Crack Growth 
of 7XXX Aluminum Alloys under Constant Am- 
plitude and Spectrum Loading. 

AD-A057 129/9GI 78-22 11F PC A12/MF A01 


SAWTELLE, G. R. 


Development of Relap/Slip for the Semiscale Blow- 
down Heat Transfer Test S-02-6 (NRC Standard 
Problem 6). 

EPRI-NP-343 78-02 181 PC A08/MF A01 


RETRAN Sensitivity Studies of Light Water Reactor 

Transients. Final Report. 

EPRI-NP-454 78-08 18! 
SAWYER, C. D. 


Control for Nuclear Thermionic Power Source. 
PATENT-4 085 004 


MF AO1 


MF AO1 


PC A11/MF A01 


78-25 10B Not available NTIS 


SAWYER, C. W. Ill. 


Evaluation of a Low Aspect Ratio Smali Axial Com- 
pressor Stage, Volume 1. 
N78-12081/3GI 78-07 21E PC A07/MF A01 


Evaluation of a Low Aspect Ratio Small Axial Com- 

pressor Stage, Volume 2. 

N78-12082/1GI 78-07 21E PC A10/MF A01 
SAWYER, CHARLES H. 

The Rabbit Diencephaion 


dinates 
AD-059 167/7GI 


SAWYER, CHARLES J. 


Survey of Techniques fer Monitoring Sewage 
Sludge Charged to Municipal Sludge Incinerators. 
PB-279 006/1GI 78-13 13B PC A0S/MF A01 


SAWYER, D. E. 


Reprint: Laser Scanning of Active Integrated Cir- 
cuits and Discrete Semiconductor Devices. 
PB-273 081/0GI 78-01 13H Not available NTIS 


Measurement Techniques for Solar Cells. Quarterly 
Report: September 15 to December 31, 1977. 
PB-283 881/1GI 78-23 108 PC A0Q3/MF A01 


SAWYER, E. S. 


Reprint: Pathogenic Vibrios in Confinement-Reared 
and Feral Fishes of the Maine-New Hampshire 
Coast, 

PB-285 814/0GI 


SAWYER, HAROLD E. 


An Experimental Air-Sea-Rescue Drift Buoy 
AD-042 149/5GI 78-14 6G PC A07/MF AO1 


SAWYER, HORACE Ww. 


Development of Personal, Social and Community 
Adjustment Programs -- A Legitimate Mandate for 
Rehabilitation Professionals. 

HRP-0024733/8GI 78-17 5J Not Available NTIS 


SAWYER, JAMES W. JR. 


The Electric Power and Synthetic Fuels Industries 
in the Southwest: Production and Environmental 
Control Technologies, 
PB-273 847/4GI 


SAWYER, JOHN W. 


Physiological Transport Parameters in Patients in 
Peritoneal and Hemodialysis. 


in Stereotoxic Coor- 


78-10 6P PC AQ2/MF A01 


78-24 6M PC A02 


78-04 10A PC A11/MF A01 


SAXENA, JITENDRA 


PB-275 519/7GI 
SAWYER, K. W. 


A Model of the Near-Earth Plasma Environment and 
Application to the Isee-a and -B Orbit. 
N77-32661/9GI 78-02 4A PC A04/MF A01 


SAWYER, P. L. 


Numerical Procedure to Determine Geometric View 
Factors for Surfaces Occluded by Cylinders. 
N78-31354/1GI 78-26 200 PC A03/MF A01 


SAWYER, R. F. 


Bulk Quenching of Hydrocarbon Oxidation in an 
Expanding Combustion Chamber. 
UCRL-79580 78-01 21G PC A03/MF A01 


Combustion of Coal in an Opposed Flow Diffusion 
Burner. 
LBL-6339 78-08 13A PC A02/MF A01 


Combustion of Solvent Refined Coal in an Opposed 
Flow Diffusion Flame. 
LBL-6897 78-23 21B PC A02/MF A01 


Fuel Nitrogen Conversion and Catalytic Com- 
bustion. 
LBL-6396 78-15 13B PC A03/MF A01 


Inhibition Effects on Extinction of Polymer Burning. 
LBL-6898 78-25 21B PC A02/MF A01 


SAWYER, R. J. JR. 


Continental Margin Atmospheric Climatology and 
Sea Level (Historical Setting 1974--1975). 
SRO-902-8 78-23 48 PC A13/MF A01 


Onslow Bay Physical/Dynamical Experiments, 
Summer 1976. 
SRO-902-7(V.1) 78-21 8J PC A0S/MF AQ1 


Onslow Bay Physical/Dynamical Experiments, 
Summer, 1976. Volume Il. Data Products. 
SRO-902-7(V.2) 78-21 8J PC A20/MF A0O1 


SAWYER, ROBERT N. 


Sprayed Asbestos-Containing 
Buildings: A Guidance Document. 
PB-280 376/5GI 78-16 13B PC A06/MF A01 


SAWYER, W. W. 


Longitudinal Aerodynamic Characteristics at Mach 
Numbers from 1.60 to 2.86 for a Fixed-Span Missile 
with Three Wing Planforms. 

N78-12032/6GI 78-07 


SAX, ELLEN 


Distribution of Health Personnel -- An Annotated 
Bibliography. 
HRP-0025228/8G! 78-21 5i PC AQ3/MF A01 


Review of Incentive Programs Promoting Practice in 
Underserved Areas. 
HRP-0017608/1G! 


SAX, ROBERT I. 


The FACE Confirmatory Program (FACE-2): Design 
and Evaluation Specifications, June 1, 1978. 
PB-286 741/4GI 78-26 48 PC A04/MF A01 


SAX, ROBERT L. 


Relationships Between Noise and mb Bias Applied 
to Seismic Station Site Selection and Performance 
Evaluation. 

AD-A058 227/0G! 78-24 17J PC A06/MF A01 


VELA’ Network Evaluation and 
Processing Research. 
AD-A047 310/8G! 78-04 17J PC AOQ2/MF AO1 


VELA’ Network Evaluation and 
Processing Research. 
AD-A052 872/9G! 


SAX, S. E. 


Energy Analysis of Resource Recovery Options. 
Final Report. 
NP-22443 


SAXBERG, BORJE O. 
Administering Long-Term Care Services -- A Deci- 
sion-Making Perspective. 
HRP-0025449/0Gi 78-19 5A Not Available NTIS 
SAXENA, A. 
Development of Standard Methods of Testing and 
Analyzing Fatigue Crack Growth Rate Data. 
AD-A058 320/3G! 78-24 11F PC A12/MF A01 
SAXENA, A. M. 


Low Angie Neutron Data Acquisition System for 
Molecular Biology. 
BNL-23370 


SAXENA, J. 


Method Development and Monitoring of 
Polynuclear Aromatic Hydrocarbons in Selected 
U.S. Waters. 

PB-276 635/0GI 


SAXENA, JITENDRA 


Investigation of Selected Potential Environmental 
Contaminants: Nitroaromatics. 
PB-275 078/4GI 78-05 138 PC A99/MF A01 


78-06 6P PC A12/MF A01 


Materials in 


1A PC A03/MF A01 


78-01 6E PC A03/MF AO1 


Automatic 


Automatic 
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Dimensional Transonic Flow Over Wing-Body Com- 
binations, Including Viscous Effects. Volume lil. An 
Implicit Method for the Calculation of Three-Dimen- 
sional Boundary Layers on Finite, Thick Wings. 

AD-A055 263/8G! 78-18 1C PC A0S/MF A01 


SCRUGGS, ROY M. 


Further Development of a Viscous Vortex/Wing In- 
teraction Program. 
AD-A046 342/2GI 78-03 1A PC A05/MF A01 


Verification of a Three-Dimensional Turbulent 
Boundary-Layer Calculation Method. 
AD-A055 606/8G! 78-20 20D PC A04/MF A01 


SCUDDER, J. D. 


The Radial Gradients and Collisional Properties of 
Solar Wind Electrons. 
N78-15982/9GI 78-10 38 PC A03/MF A01 


A Theory of Local and Global Processes Which Af- 
fect Solar Wind Electrons. 1: The Origin of Typical 1 
au Velocity Distribution Functions: Steady State 
Theory. 
N78-31033/1GI 78-25 38 PC A04/MF AO1 
SCUDDER, L. R. 

Photovoltaic Highway Applications: Assessment of 
the Near-Term Market. 
DOE/NASA/1022-77/22 

78-14 108 PC A0Q2/MF A01 


Photovoltaic Highway Applications: Assessment of 
the Near-Term Market. 
N78-17935/5GI 78-12 5C PC A02/MF A01 


Photovoltaic Refrigeration Application: Assessment 
of the Near-Term Market. 
DOE/NASA/1022-77/23 

78-14 108 PC A02/MF A01 


Photovoltaic Refrigeration Application: Assessment 
of the Near-Term Market. 
N78-16435/7GI 78-11 10A PC A02/MF A01 


Photovoltaic Remote Instrument Applications: As- 
sessment of the Near-Term Market. 
DOE/NASA/1022-77/24 

78-20 10B PC A02/MF AO1 


Photovoltaic Remote Instrument Applications: As- 
sessment of the Near-Term Market. 
N78-19710/0GI 78-14 10B PC A02/MF A01 


Photovoltaic Village Power Application: Assessment 
of the Near-Term Market. 
DOE/NASA/1022-78/25 


78-20 108 PC A03/MF AO1 
Photovoltaic Village Power Application: Assessment 
of the Near-Term Market. 
N78-19643/3GI 78-14 10B PC A03/MF AO1 


Photovoltaic Water Pumping Applications: Assess- 
ment of the Near-Term Market. 
DOE/NASA/1022-78/29 

78-19 108 PC A02/MF A01 


PA-1267 





Photovoltaic Water Pumping Applications: Assess- 
ment of the Near-Term Market. 
N78-19644/1GI 78-14 10B PC A02/MF A01 


SCULLIN, RONALD L. 


An Assessment of Ozone and Chlorine Dioxide 
Technologies for Treatment of Municipal Water 
Supplies. 

PB-285 972/6GI 


SCULLY, L. W. 


Engineering Considerations for the Waste Isolation 
Pilot Plant. 
SAND-78-0483C 


SCULLY, M. O. 
Effect of Molecular Rotation on Vibrational Relaxa- 


tion. 
AD-A049 064/9GI 


78-26 13B PC A25/MF A01 


78-18 


18G PC A02/MF A01 


78-08 7D PC A0Q2/MF A01 


SCULLY, MARLAN O. 
Coherent X-Rays by Stimulated Emission of Radia- 


tion. 

AD-A045 724/2GI 78-01 20E PC A02/MF AO1 
Noninvasive Assessment of Pulmonary Hyperten- 
sion. 

PB-275 276/4GI 
X-Ray Generator. 


PATENT-4 012 640 
78-10 


78-08 6L PC A02/MF A01 


14B Not available NTIS 
SCULLY, R. 


Reprint: Ultrasonic Relaxation Studies in Potassi- 
um-Borate Melts. 
AD-A045 786/1GI 


SCURLOCK, A.C. 


Propagation of Turbulent Flames 
AD-022 660/5GI 78-21 218 PC A02/MF A01 


SCURLOCK, ARCH C. 


Experimental Studies on Turbulent Flames 
AD-038 641/7GI 78-21 21B PC A03/MF A01 


SCUTCHFIELD, F. DOUGLAS 


Estimation of Need, Utilization, and Costs of Per- 
sonal Care Homes and Home Health Services. 
HRP-0018445/7GI 78-10 6E Not Available NTIS 


SDOUZ, G. 


Application of the Reactor Kinetics Equations to the 
Reactor Safety Analysis. 
SGAE-2572 


78-01 11B PC A02/MF A01 


78-22 18K MF AO1 


CHAC-2. A Computer Program for Solving the Two- 
Dimensional! Multigroup Diffusion Equations. 
SGAE-2528 78-22 18F MF A01 


SEABAUGH, P. W. 


Interactive Data Management and Analysis System 
for the Eastern Gas Shale Program. 
MLM-2469(OP) 78-10 8! PC A02/MF A0O1 


Statistical Problems Arising from Simulation of a 
High-Throughput Nuclear Facility. 
MLM-2468(OP) 78-15 18J PC A02/MF A0O1 


SEABAUGH, R. W. 


Nuclear Power: New Technique for Safeguarding 
Special Nuclear Material. 
MLM-2474(OP) 78-09 


SEABER, PAUL R. 


Impact of Potential Phosphate Mining on the 
Hydrology of Osceola National Forest, Florida. 
PB-278 853/7GI 78-13 8H PC A08/MF A01 


SEABERGH, WILLIAM C. 


Comparison of Numerical and Physical Hydraulic 
Models, Masonboro Inlet, North Carolina. Appendix 
1. Fixed-Bed Hydraulic Model Results, 

AD-A052 796/0GI 78-14 13B PC A04/MF A01 


Improvements for Little River Inlet South Carolina. 
Hydraulic Model Investigation. 
AD-A049 639/8GI 78-09 8C PC A06/MF A01 


Improvements for Murrells Inlet, South Carolina. 
Hydraulic Model Investigation. 
AD-A054 242/3GI 78-17 138 PC A15/MF A01 


Physical Model Simulation of the Hydraulics of 
Masonboro Inlet, North Carolina. 
AD-A055 523/5G! 78-20 13B PC A12/MF A01 


SEABLOOM, ROBERT W. 
Vertebrates of Southwestern North Dakota: Am- 


phibians, Reptiles, Birds and Mammals. 

PB-283 467/9GI 78-22 6C PC A24/MF A01 
SEABOLD, RICHARD H. 

Exploratory Development of Structures for Tactical 


Container-Shelter System (TACOSS) Units X! and 
Xl. 


AD-A053 505/4G! 
SEABORG, G. T. 


History of Met Lab Section C-i, May 1943 to April 
1944. 
PUB-112(V.2) 


18J PC A02/MF A01 


78-16 130 PC A03/MF A01 


78-26 7E PC A25/MF A01 


PA-1268 


New Experimental Insights into the Production of 
Superheavy Elements Using Heavy lon Reactions. 
LBL-7710 78-26 20H PC A03/MF AO1 


Travels in the New World. Volume Il. 
PUB-113(V.2) 78-08 10A PC A99/MF A01 


Travels in the New World. Volume Ill. 
PUB-113(V.3) 78-14 5D Not available NTIS. 


SEABORN, C. C. 


Transportation Energy Conservation Data Book: A 
Selected, Annotated Bibliography. Edition 2. 
ORNL/EIS-114 78-08 10A PC A12/MF A01 


SEABORN, L. O. 


Creep as a Surface Dependent Phenomenon. 
AD-495 361/8GI 78-20 208 PC A03/MF A0O1 


SEACAT, MILVOY S. 


Neighborhood Health Centers -- A Decade of Ex- 
perience. 
HRP-0024975/5GI 


SEAGER, C. H. 


Electrical Properties of Dupont Birox and Cermalloy 
Thick Film Resistors ll: Conduction Mechanisms. 
SAND-76-0558 78-05 9A PC A07/MF A01 


Zero-Bias Resistance of Grain Boundaries in 
Neutron Transmutation Doped Polycrystalline Sil- 
icon. 

SAND-78-1159C 


SEAGREN, R. D. 
ORNL Radioactive Carrier Drop Test Facility: The 


Design, Construction, and Operating Capability. 
CONF-780506-21 78-23 18F PC A02/MF A01 


Safety Analysis Report for Packaging (SARP) Of the 
Oak Ridge National Laboratory Foamglas Shipping 
Container. 

ORNL-5407 78-23 18F PC AO5/MF A01 


Safety Analysis Report for Packaging (SARP) Of the 
Oak Ridge National Laboratory Garden Carrier No. 


78-18 6E Not Available NTIS 


78-26 10B PC A03/MF A01 


2. 
ORNL-5408 78-20 18F PC A08/MF A01 


Safety Analysis Report for Packaging (SARP) Of the 
Oak Ridge National Laboratory Shipping Cask D-38. 
ORNL-5406 78-20 18F PC AO6/MF AO1 


Safety Analysis Report for Packaging (SARP) Of the 
Oak Ridge National Laboratory TRU Californium 
Shipping Container. 
ORNL-5409 


SEALE, S. K. 


Lime/Limestone Scrubbing Sludge Characterization 
- Shawnee Test Facility. 
PB-284 111/2GI 78-23 


SEALE, STEPHEN K. 


Least-Squares Resolution of Gamma-Ray Spectra in 
Environmental Samples, 
PB-280 237/9GI 78-16 


SEALES, DAVID M. 


Visual Evoked Potential Change during Information 
Processing: Correlates of Cognition or Reactive 
Change. 

AD-A051 329/1GI 


SEALS, J. 
RF Dielectric Properties Measurement 
Human and Animal Data, 
PB-274 776/4GI 78-05 6R PC AO5/MF A01 
SEALS, ROGER K. 


In situ Determination of Permeability of Base and 
Subbase Courses - Phase |. 
PB-282 754/1GI 78-20 


SEALS, WILLIAM 
Water Deluge Fire Protection System for Conveyor 
Lines Transporting High Explosives. 

AD-A054 015/3GI 78-17 19A PC A03/MF A01 

SEAMAN, B. H. 
LMH-1/Hydrazine 
Development. 
AD-500 451/0GI 


SEAMAN, F. JAMES 
Typology, Classification, and Evaluative Criteria for 


NIAAA's Occupational Programs. 

PB-286 098/9G! 78-26 5K PC A06/MF AO1 
SEAMAN, G.R. 

Pyruvate Oxidation by Extracts of Tetrahymena 

Pyriformis 

AD-051 049/5GI 
SEAMAN, G. V. F. 

Separation of Lymphocytes by Electrophoresis 

under Terrestrial Conditions and at Zero Gravity, 

Phase 3. 

N78-21753/6GI 


SEAMAN, GERALD R. 


Discussion: Removal of Thioctic Acid from Enzyme 
Proteins 
AD-047 225/8GI 


78-22 18F MF A01 


13B PC A04/MF A0O1 


18H PC AOS/MF AO1 


78-12 5J PC A03/MF A01 


System: 


13B PC A06/MF A01 


Heterogeneous Propellant 


78-14 211 PC A0O6/MF A01 


78-16 6A PC A02/MF A01 


78-16 6E PC A03/MF A01 


78-14 7D PC AQ2/MF A01 


Metabolism of Vitamins, with Particular Emphasis 

on Thiamin and Thioctic Acid 

AD-047 224/1GI 78-14 6A PC A02/MF AO1 

Participation of Thioctic Acid in the Acetate-Activat- 

ing Reaction 

AD-031 401/3GI 78-16 6A PC A02/MF A01 

Research on Adaptive Metabolism of Protozoa 

AD-023 484/9GI 78-16 6C PC A02/MF A01 
SEAMAN, L. 


Computation of Crack Propagation and Arrest by 

Simulating Microfracturing at the Crack Tip. Final 

Report. 

EPRI-NP-412 
SEAMAN, RONALD RAY 


A Microcomputer Based Plasma Display System. 
AD-A055 426/1GI 78-20 9B MF AO1 
SEAMAN, WILLIAM JR. 


Freshwater and the Florida Coast: Southwest 
Florida. Proceedings of a Seminar for the 
Southwest Florida Water Management District, Held 
in Tampa, Florida on May 26-27, 1977, 

PB-277 238/2GI 72-09 13B PC A11/MF A01 


SEAMON, R. E. 


First Meeting of the Atomic and Molecular Data 
Centre Network, Vienna, 9-13 May 1977. Summary 
Report. 

INDC(NDS)-88/GB 78-20 18A MF A01 


Minutes of the Second Meeting of the Joint IFRC/ 
INDC sub-Committee on Atomic and Molecular Data 
for Fusion, Vienna, 14 May 1977. 

INDC(SEC)-63/GA 78-20 


SEAMONE, WOODROW 


Powered Wheel Chair. 
PATENT-4 050 533. 78-15 6L Not available NTIS 


Prosthetic Joint Lock and Cable Mechanism. 
PATENT-4 067070 78-13 6i Not available NTIS 


SEAMONS, L. O. 


Solar Thermal Test Facility Experiment Manual. 
SAND-77-1173 78-13 10B PC A03/MF A01 


SEAMONS, M. 
Integrated Minicomputer alpha Analysis System. 
LA-UR-77-2968 78-16 18G PC A03/MF A01 


Radiation Monitoring by Minicomputer. 
LA-UR-77-1907 78-06 18D PC A0Q2/MF A01 


SEARCH, DAVID L. 


In-Service Training Programs for Alternate Care 

Facilities. 

HRP-0023875/8GI 78-10 5! 
SEARCH, HARRY THOMAS 


A Feasibility Study of Heat Transfer Improvement in 
Marine Steam Condensers. 
AD-A048 783/5G! 78-07 


SEARCH, W. J. 


Source Assessment: Urea Manufacture. 
PB-274 367/2GI 78-04 13B PC A05/MF A01 


SEARCY, J. Q. 


Heuristic Approach to Spark Initiation of Reactive 
Solids. 
SAND-77-1649 


SEARCY, JOHN H. 


A Study of Electronic Methods for the Measurement 

of Small Direct Currents 

AD-015 894/9GI 78-14 
SEARCY, SETH S. Ill. 

Privacy and Public Records; Background Paper, 

PB-273 985/2GI 78-03 5A PC AOS/MF A01 
SEARIGHT, E.F. 

Laminar Burning Velocities of Methane-Oxygen- 

Diluent Gas Mixtures 

AD-129 902/3GI 78-13 21B PC A02/MF A01 

A Study of the Fundamentals of Combust+ on 

AD-096 177/1GI 78-22 218 PC A03/MF A01 

Study of the Fundamentals of Combustion 

AD-020 348/9GI 78-21 21B PC A02/MF A01 

Study of the Fundamentals of Combustion 

AD-027 151/0GI 78-21 21B PC A02/MF A01 
SEARIGHT, MARY W. 

Second Step: Baccalaureate Education for Re- 


gistered Nurses. 
HRP-0019677/4GI 


SEARL, M. F. 


Supply 77: EPRI Annual Energy Supply Forecasts. 

EPRI-EA-634-SR 78-26 10A PC A08/MF A01 
SEARL, R. D. 

Reprint: An Analysis of Petroleum Hydrocarbons in 

the Marine Environment: Results of an Interlabora- 

tory Calibration Exercise. 

PB-283 839/9GI 78-23 7D Not available NTIS 


78-01 18J PC A04/MF A01 


18A MF A0O1 


Not Available NTIS 


13J PC A07/MF A01 


78-13 70 PC A02/MF A01 


14B PC A04/MF A01 


78-14 51 Not Available NTIS 





SEARLE, BARBARA 
Application of Radio to Teaching Elementary 
Mathematics in a Developing Country. 
ED-145 855 78-12 51 Not available NTIS 


SEARLE, LLOYD V. 
An Air Force Guide to Computer Program Configu- 


ration Management. 
AD-A047 308/2GI 78-04 9B PC A07/MF A01 


An Air Force Guide to the Computer Program 
Development Specification. 
AD-A055 573/0GI 78-20 9B PC A06/MF A01 


SEARLE, N. 
Noise Characteristics of Upper Surface Blown Con- 
figurations. Experimental Program and Results. 
N78-10091/4GI 78-05 20A PC A23/MF A01 
SEARLE, W. F. JR. 


Underwater Electrical Safety Practices, 
AD-A054 623/4GI 78-17 13L PC A08/MF A01 


SEARS, D. RICHARD 
A Hypothetical 1000 MW(e) Photovoltaic Solar-Elec- 
tric Plant. 
PB-273 108/1GI 78-01 10B PC A10/MF A01 
SEARS, DAN 
Users’ Attitudes as a Guide to the Evaluation of 


Hospital Nursing Units. 

HRP-0024456/6GI 78-25 6E Not Available NTIS 
SEARS, J. T. 

Availability and Economics of CO sub 2 for 

Enhanced Oil Recovery in Appalachia. 

TID-22787 78-19 81 PC AO3/MF A0O1 

Role of the C--CO sub 2 Reaction in Gasification of 

Coal and Char. 

FE-0497-T-8 78-26 7A PC A02/MF AO1 

Role of the C--CO sub 2 Reaction ir Gasification of 

Coal and Char. 

TID-27942 78-13 70 PC A02/MF A01 
SEARS, M. B. 


Correlation of Radioactive Waste Treatment Costs 
and ihe Environmental Impact of Waste Effluents in 
the Nuclear Fuel Cycle: Conversion of Yellow Cake 
to Uranium Hexafluoride. Part |. The Fluorination- 
Fractionation Process. 

ORNL/NUREG/TM-7 78-10 18G PC A15/MF AO1 


Releases of Radioactivity from Uranium Mills and 
Effluent Treatment Costs. 
CONF-771109-63 78-13 18G PC A02/MF A01 
SEARS, R. D. 
Measurement of Spatial Structure in Optically Thick 
Barium lon Clouds. 
AD-A047 384/3GI 78-05 4A PC A03/MF AO1 
SEASE, J. D. 

Gas Scrubbing Liquids. 
PAT-APPL-761 037/GI 

78-10 13B PC A02/MF A01 
Improved Gas Distributor for Coating HTGR Fuel 
Particles. 
CONF-770611-2 78-02 18J PC A02/MF A01 
Inspection of High-Temperature Gas-Cooled Reac- 
tor Recycle Fuel. 
ORNL-5165 78-07 18J PC A03/MF A01 
Process to Minimize Cracking of Pyrolytic Carbon 
Coatings. 
PATENT-4 068 015 78-26 18J Not available NTIS 


SEASTON, C.V. 


The Relationship of the Antigenic Characteristics of 
Streptococci and Specific Antibody Responses Fol- 
lowing Streptococcal Infections 

AD-024 324/6GI 78-18 6M PC A02/MF A01 


SEASTONE, C.V. 

Acute Respiratory Infections 

AD-007 659/6GI 78-18 6E PC A02/MF A01 

Acute Respiratory Infections 

AD-008 389/9GI 78-18 6E& PC A02/MF A01 
SEATON, A. F. 

Advanced Microwave Radiometer Antenna System 

Study. 

N78-29304/0GI 78-24 9E PC A07/MF A01 
SEATON, KENDELL L. 

The Economic Impact of a Business and Industrial 


Guaranteed Loan in a Rural Community. 
PB-279 842/9GI 78-15 5C PC A05/MF A01 


SEAVER, DAVID A. 


Developing the Technology of Probabilistic In- 


ference: Aggregating by Averaging Reduces Con- 
servatism. 


AD-A048 569/8GI 78-07 5K PC A03/MF A01 


The Effects of Response Scales on Likelihood Ratio 
Judgments. 


AD-A048 570/6GI 78-07 5J PC A03/MF A01 


New and Old Biases in Subjective Probability Dis- 
tributions: Do They Exist and are They Affected by 
Elicitation Procedures. 

AD-A048 600/1GI 78-07 5J PC A03/MF A01 


Research on the Technology of Inference and Deci- 


sion. 

AD-A048 567/2GI 78-07 5J PC A03/MF A01 
SEAVER, DOUGLAS J. 

Hospital Revises Role, Reaches Out to Cultivate and 


Capture Markets. 
HRP-0025376/5GI 78-25 6E Not Available NTIS 


SEAVER, DOUGLASS J. 


Coping With Internal Disaster Is a Hospital Priority. 
HRP-0024481/4GI_ 78-21 6E Not Available NTIS 


SEAY, AUDREY B. 


Nursing Staffing Decisions. 
HRP-0018488/7GI 78-07 5A _ Not Available NTIS 


SEBACHER, D. I. 
A Gas Filter Correlation Monitor for CO, CH4, and 


HCl. 

N78-13408/7GI 78-08 14B PC A03/MF AO1 
SEBAN, R. 

UC-B Reflood Program: Experimental Data Report. 

Interim Report. 

EPRI-NP-743 78-23 181 PC A12/MF A01 


SEBAN, R. A. 


Calculations Relative to the Thermal Entry Length 
for Fluids of Low Prandtl Number, 
AD-495 362/6Gi 78-20 20D PC A03/MF A01 


Heat Transfer to a Fluid Flowing Turbulently in a 
Smooth Pipe with Walls at Constant Temperature, 
AD-495 380/8GI 78-20 20M PC A02/MF A01 


Prandtl Number Determination by Means of 
Recovery Factor Measurements 
AD-046 387/7GI 78-21 20D PC A03/MF AO1 


SEBASTIAN, J. D. 


The Practical Application of a Finite Difference 
Method for Analyzing Transonic Flow over Oscillat- 
ing Airfoils and Wings. 

N78-16999/2GI 78-12 1A PC AOS/MF A01 


A User's Guide for V174, a Program Using a Finite 

Difference Method to Analyze Transonic Flow over 

Oscillating Wings. 

N78-12013/6GI 78-07 1A PC AOS/MF A01 
SEBATA, K. 


Thermal Stability and Toxicity of Polymers: 
Polyphosphazenes. 
AD-A046 778/7GI 78-03 111 PC A0Q3/MF A01 


SEBELIEN, D. A. 


Statistically Designed Experiment to Determine the 


Effect of Non Homogeneity on NDA Measurements 
for Plutonium. 


ARH-SA-297 78-17 7D PC A02/MF A01 
SEBESTYEN, A. 


Rescaling Problem of Space-Times Admitting 
Groups of Conformal Motions. 
KFKI-76-60 78-16 20J MF A01 


SEBIAN, D. J. 


Geothermal Development on Federal Lands: The 
Impediments and Potential Solutions. Final Report, 
September 6, 1977--January 13, 1978. 

TID-28270 78-26 8! PC A0O7/MF AO1 


SEBO, S.A. 


Model Study of Electric Field Effects in Substations. 
Final Report. 
EPRI-EL-632(V.2) 78-17 9C PC A08/MF A0O1 


Model Study of Electric Field Effects in Substations. 

Final Report, Volume 1. 

EPRI-EL-632(V.1) 78-16 9C PC A07/MF A01 
SEBRECHTS, CHRISTOPHER 

A Course on - and Evaluation of - The Activated Pa- 

tient Concept. 

PB-280 276/7GI 78-16 5! PC AO9/MF A01 


A Course on - and Evaluation of - The Activated Pa- 
tient Concept: Executive Summary. 
PB-280 277/5GI 78-16 6E PC A02/MF A01 


SECHEN, C. M. 


Charge-Flow Structures as Polymeric Early-Warning 
Fire Alarm Devices. 
N78-25392/9GI 78-20 13L PC A0S/MF A01 


SECHREST, LEE 


Emergency Medical Services: Research Methodolo- 
gy. Proceedings of a Conference Held in Atlanta, 
Georgia on September 8-10, 1976, 

PB-279 096/2GI 78-14 6E& PC AO7/MF AO1 

SECHZER, JERI A. 

Reprint of research on interocular transfer of pat- 
tern discrimination in split-brain cats with shock- 
avoidance motivation. 

AD-455 923/3GI 77-20 6P PC A02/MF A01 


SEDNEY, R. 


SECKEL, EDWARD 
The Influence of Throttle Augmented Stability 
(APCS) and Short Period Control Characteristics on 
the Landing Approach. 
AD-A055 892/4GI 78-20 1B PC A09/MF A01 


instrumentation of a Tandem Helicopter for Static 

and Dynamic Stability and Control Flight Tests 

AD-096 282/9GI 78-22 1C PC A04/MF A01 
SECKEL, GUNTER R. 


Studies on Lake Washington Ship Canal 
AD-026 059/6GI 78-21 8J PC A06/MF A01 


SECKER, P. A. 
CHAP: A Composite Nuclear Plant Simulation Pro- 
gram Applied to the 3000 Mw(T) Htgr. 
LA-UR-77-1757 78-05 181 PC A02/MF A01 
SEDER, JOSEPH I. 


American Academy of Podiatric Sports Medicine. 
HRP-0007045/8G! 78-09 6E PC A02/MF A01 


SEDERQUIST, R. A. 
Parametric Analyses of 1.5-kW Methanol Fuel Cell 
Power Plant Designs. 
AD-A055 900/5G! 78-20 10B PC A06/MF AQ1 
SEDILLO, LUCIANO 


Evaluation of the Pilot Rocket Scrubber. 
AD-A053 792/8G! 78-16 218 PC A03/MF A01 


SEDLACEK, JAN 


Altitude Dependence of C sub T2 Over the Ocean. 
AD-A045 609/5G! 78-01 48 PC A03/MF A01 


SEDLACEK, W. A. 


Quartz Crystal Microbalances: A Refined Technique 
for Determining Changes in Mass Loading from 
Frequency Shifts. 

LA-7106-MS 78-19 148 PC A02/MF A01 


SEDLACKOVA, A. 


Effect of Large Quantities of Fly-Ashes Produced by 
Electric Power Plants on the Hydro-Physical Fro- 
perties of the Soil and on the Yields of Some 
Agricultural Vegetable Products. 

ORNL-tr-4470 78-08 13B PC A02/MF A01 


SEDLAG, R. 


Single and Complex Action of Airborne Ammonia 

and Hydrogen Sulfide on Small Test Animals (Rats) 

under Various Environmental Conditions. 1ST Com- 

munication: The Action of Ammonia. 

BNWL-tr-260 78-08 6T PC A02/MF A01 
SEDLAK, A. 

Applicability of Chromosomal Aberrations in 

Peripheral Blood Lymphocytes in Determination of 

Radiation Burden in Man. 

CS-INIS-12 78-02 6R MF AO1 

Application of Dielectric Materials in Autoradiog- 

raphy. 

CS-INIS-59 78-01 18D MF A01 
SEDLAK, V. A. 

Reprint: Determination of Pentachlorophenol in 

Blood, Urine, Tissue, and Clothing, 

PB-276 899/2GI 

78-09 7D (Order as PB-276 897, MF A01) 


Reprint: Studies on the Safety of DOVP for the Dis- 
insection of Commercial Aircraft, 
PB-277 612/8GI 
78-12 6T (Order as PB-277 586, MF A01) 
SEDLAK, VINCENT 
Reprint: Measurement of Endrin Following 
Epidemics of Poisoning, 
PB-276 305/0GI 
78-09 6T (Order as PB-276 303, MF A01) 
Reprint: Measurement of Endrin Following 
Epidemics of Poisoning, 
PB-279 182/0GI 
78-14 6T (Order as PB-279 175, MF A01) 
SEDLAK, VINCENT A. 
Field Study of the Safety of Abate for Treating Pota- 


ble Water and Observations on the Effectiveness of 
a Control Programme involving both Abate and 
Malathion, 
PB-278 106/0GI 

78-12 6F (Order as PB-278 102, MF A01) 
Reprint: Studies on the Toxicity of O,0-Dimethyl- 
2,2-Dichloroviny! Phosphate (DDVP), 
PB-278 093/0GI 

78-13 6T (Order as PB-278 081, MF A01) 

SEOLET, J. 

Environmental Monitoring at Argonne National 
Laboratory. Annual Report. 
ANL-78-26 78-21 18H PC AOS/MF A01 
Environmental Monitoring for Some Transuranium 
Elements. 
CONF-770409-5 78-02 18H Not available NTIS 


SEDNEY, R. 


Oscillations of a Liquid in a Rotating Cylinder. Part 
|. Solid-Body Rotation. 


PA-1269 





AD-A057 759/3GI 
SEDNEY, RAYMOND 

Conjecture for Anomalous Spin Decay of the 

155mm Binary Shell (XM667). 

AD-A050 311/0GI 78-10 19A PC AQ3/MF A01 


A Model for Bombiet Ejection from Missiles. 
AD-A054 641/6GI 78-17 19B PC A03/MF A01 


SEDORE, STEPHEN R. 
Modeling of Integrated Circuit Components for 


Transient Radiation Response Prediction. 

AD-853 832/4Gi 78-10 9E& PC A07/MF A01 
SEE, CAROLYN L. 

Rotifer Sensitivity to Combinations of Inorganic 


Water Pollutants, 
PB-277 123/6GI 


SEE, R. 
Reprint: Antibodies Against Murine Typhus in Sera 
from Indonesians. 
AD-A053 277/0G! 78-15 6E PC A02/MF A01 
Reprint: Parasites of Man in Remote Areas of Cen- 
tral and South Sulawesi, Indonesia. 
AD-A057 551/4GI 78-23 6E PC A02/MF A01 
SEE, RICHARD 
Reprint: Disease Survey of Palolo Valley, Central 
Sulawesi, Indonesia. |. Description of the Area and 
the Sample. Il. Intestinal Parasites, Malaria, and 
Filariasis. Ill. Serological Findings. 
AD-A047 690/3GI 78-05 6E PC A02/MF A01 
SEEBASS, A. R. 


Unsteady Transonic Flow Computations, 
AD-A049 188/6G! 78-08 20D PC A03/MF A01 


SEEBASS, R. 


Small Unsteady Perturbations in Transonic Flows, 
AD-A046 923/9GI 78-04 1A PC A03/MF A01 


SEEBECK, ROBERT N. 


The Effects of the Stock Coordination Program 
upon Inventory Management at the Naval Electronic 
Systems Command. 
AD-A057 994/6GI 


SEEBOLOT, J. 
Specification for Thermal Cycling Test on Sample 


of NIVR Solar Arrays. 

N78-26614/5GI 78-21 
SEED, H. BOLTON 

The Performance of Earth 

Earthquakes, 

PB-276 821/6GI 78-10 13B PC A04/MF A01 

A Simplified Procedure for Estimating Earthquake- 

Induced Deformations in Dams and Embankments, 

PB-276 820/8G! 78-10 13B PC A04/MF A01 
SEED, T. J. 

TRIDENT: A New Triangular Mesh Discrete Or- 

dinates Code. 

LA-UR-77-2511 78-16 18A PC AO2/MF A01 

Trident: A Two-Dimensional, Multigroup, Triangular 

Mesh Discrete Ordinates, Explicit Neutron Transport 


Code. 
LA-6735-M 


SEED, T. M. 


Relationship of Dose Rate and Total Dose to 
Responses of Continuously Irradiated Beagles. 
CONF-780306-7 78-23 6R PC A02/MF A01 


SEEGER, JAY 


Computer-Based Record and Clinical Monitoring 
System for Ambulatory Care. 
HRP-0016992/0Gi 78-07 5B Not Available NTIS 


SEEGER, R. 


GAUSSIAN 76: An Ab Initio Molecular Orbital Pro- 
gram. 

BNL-24136 
SEEGER, ROBERT W. 
Attacking the Cost Crisis. 

HRP-0024715/5GI 78-21 
SEEGMILLER, DAVID Ww. 


Aluminum-Chlorine Thermal Battery. 
PATENT-4 064 327 


78-09 


78-23 200 PC AQ3/MF A01 


78-10 6T PC A03/MF A01 


78-24 15€ PC AOS/MF A01 


10A PC AO2/MF AO1 


Dams During 


78-05 18F PC A04/MF AO1 


78-26 7D PC AO6/MF A01 


6E Not Available NTIS 


10C Not available NTIS 
SEEGMILLER, H. L. 
Torquing Preload in a Lubricated Bolt. 
N78-29451/9GI 78-24 131 PC A02/MF A01 
SEEKINS, MILTON D. 
An Economic Study of Voter Attitudes Toward Dif- 
ferent Proposals for the Use of an Undeveloped 


Island, Sears Island, Maine, 
PB-285 270/5GI 78-25 


SEEL, ELEANOR HANOKA 


Survey of Retired State Employees. A Background 
Paper on the Public Employees’ Retirement System, 
PB-277 269/7GI 78-10 5! PC A03/MF A01 


13B PC AO5S/MF A01 


PA-1270 


SEEL, F. 


Question of the Isometry of Dinitrogen Tetroxide: 
The Kinetics of the Conversion of Nitrogen Dioxide 
with Hydrazoic Acid in the Gas Phase. 

ORNL-tr-4438 78-07 7D PC A02/MF AO1 


SEELENBINDER, JACK 


Federal Supply Code for Manufacturers, U. S. and 
Canada, Code Sequence. 
NTISUB/D/110 78-10 5B Standing Order 


Federal Supply Code for Manufacturers, U. S. and 
Canada, Name Sequence. 
NTISUB/D/109 78-10 5B Standing Order 


NATO Supply Code for Manufacturers Excluding 
U.S. and Canada, Code Sequence. 
PB-276 518/8GI 78-09 5B CP TO02 


NATO Supply Code for Manufacturers Excluding 
U.S. and Canada, Code Sequence. 
PB-279 021/0GI 78-14 5B CP T02 


NATO Supply Code for Manufacturers Excluding 
U.S. and Canada, Name Sequence. 
PB-276 517/0GI 78-09 5B CP TO02 


NATO Supply Code for Manufacturers Excluding 
U.S. and Canada, Name Sequence. 
PB-279 020/2GI 78-14 5B CP TO2 


SEELEY, ELWIN W. 


Method for Determining Changes in Earth Resistivi- 
ty by Measuring Phase Difference Between Mag- 
netic Field Components. 
PATENT-4 079 309 

78-25 


VLF Loop Array Antenna. 
PAT-APPL-893 548/GI 78-22 9E PC A02/MF A01 


17F Not available NTIS 


SEELEY, LEONARD C. 


Development of the Armed Services Vocational Ap- 
titude Battery (ASVAB) Forms 2 and 3. 
AD-A053 457/8GI 78-16 5J PC A02/MF A01 


Early Development of the Military Aptitude Predictor 
(MAP). 
AD-A052 953/7GI 


78-15 5i PC AQ3/MF A01 


SEELIG, WILLIAM N. 


A Simple Computer Model for Evaluating Coastal 
Inlet Hydraulics. 
AD-A046 822/3Gi 78-03 8C MF A01 


A Spatially integrated Numerical Model of Inlet 
Hydraulics. 
AD-A050 315/1GI 


78-10 13B PC A06/MF A01 


SEELY, BEN K. 


Concentration Distributions in Aerosol Plumes 
Three to Twenty-Two Miles from a Point Source 
AD-065 780/9GI 78-20 138 PC A02/MF A01 


A Technique for Tagging and Tracing Air Parcels 
AD-070 677/0GI 78-20 13B PC A02/MF A01 


SEELY, JOHN C. 


Reprint: Leiomyosarcoma of the Canine Urinary 
Bladder, with Metastases. 
AD-A057 544/9GI 78-23 6E PC A02/MF A01 


SEELY, JOHN F. 


Reprint: Lasing on the Balmer-Alpha Line of Shock 
Tube Generated Plasma lons. 
AD-A046 944/5GI 78-04 20F PC A02/MF A01 


Reprint: Mercury-Cesium Vacuum-UV Laser Using 
Charge-Exchange Pumping. 
AD-A046 132/7GI 78-02 20E PC A02/MF A01 


SEELY, MIKELL L. 


Reprint: Ytterbium Hydride and Ytterbium Deuteride 
Molecules: ESR and Optical Spectroscopy in Argon 
Matrices at 4 Degrees K. 

AD-A051 947/0GI 78-13 70 PC A02/MF A01 


SEEMAN, JOHN 


Proceedings of a Seminar on Real-Time Water Con- 
trol Management Held on 17-19 November 1975, at 
Davis, California, 
AD-A052 606/1GI 


78-14 13B PC A16/MF A01 


SEEMAN, ROBERT 


Future Review of CAI and the Coming of Videodisk 
Technology, 


ED-144 526 78-08 5! Not available NTIS 


SEEMULLER, WILLIAM W. 


High Speed Parallel Sensing Scheme. 
AD-A050 034/8GI 78-10 98 PC A03/MF A01 


SEEPOLT, R. 


Experimental Determination of the Neutron Dose of 
the KRB Pressure Vessel and Its Operational Sig- 
nificance. 


AED-Conf-76-556-006 78-01 181 MF AO1 


SEFTOR, J. L. 


Calculation of Optimum Operating Parameters for a 
Gyrotron Travelling Wave Amplifier. 
AD-A049 506/9GI 78-09 9E PC A03/MF AO1 


SEGAL, B. 
Energy Use for Building Construction. Final Report, 
March 1, 1976--December 31, 1976. 
COO-2791-3 78-05 10A PC A0S/MF A01 
SEGAL, B. Z. 
Energy Conservation and Employment Impacts of 
Changes in Technology and Consumption. Annual 
Progress Report for Period April 21, 1976--April 20, 
1977. 
COO-2893-3 78-09 10A PC A09/MF A01 


Energy Use for Bulding Construction: Supplement. 
Final Report, February 1, 1977--October 31, 1977. 
COO-2791-4 78-26 10A PC AO6/MF A01 


SEGAL, ERWIN 


Certain Modifier Effects with Nouns Varying in 
Degree of Clustering Tendency 
AD-220 525/0GI 78-17 5J PC A02/MF A01 


Inappropriate Modification of Nouns in a Facilita- 
tion Design 
AD-220 524/3GI 


SEGAL, HERBERT E. 


Reprint: Observations on ‘Anopheles balabacensis' 
(Diptera: Culicidae) in Thailand. 
AD-A057 848/4GI 78-24 6E PC A02/MF A01 


SEGAL, HERBERT G. 


Reprint: Serodiagnosis of Hepatitis B Virus Infec- 
tion by Antibody to Core Antigen. 
AD-A048 522/7GI 78-07 6E PC A02/MF A01 


SEGAL, 1.E. 


Uniqueness of the Fine-Structure Constant 
AD-115 633/0GI 78-22 20J PC A02/MF A01 


SEGALL, HERBERT 


A Study of Nuclear Resonance of the Supercooled 
Rotational Transition of 2,3-Dimethylbutane 
AD-037 000/7GI 78-21 7D PC A02/MF A01 


SEGALL, MARY 


Analysis and Planning for Improved Distribution of 
Nursing Personnel and Services--A Blueprint and 
Recommendations for Improving Data. 

HRP-0023397/3G! 78-11 6E PC AOS/MF A01 


SEGALOV, Z. 


Beam Aberration in a Displaced Quadrupole Triplet 
Charge Selector. 
WIS-76/48-Ph 


SEGARS, RONALD A. 


Apparatus for Determining the Textural Qualities of 
Food. 
PATENT-4 007 632 78-10 6H Not available NTIS 


SEGASER, C. L. 


Electric Generators: Roesel. 
ANL/CES/TE-77-3 78-15 108 PC A03/MF A01 


Heat Recovery Equipment for Engines. 
ANL/CES/TE-77-4 78-14 10A PC AOS/MF AO1 


Internal Combustion Piston Engines. 
ANL/CES/TE-77-1 78-14 21G PC A0S/MF A01 


SEGEL, FRANK W. 


The polaris military essentiality system. 
AD-603 385/6GI 77-20 13J PC A03/MF A01 


SEGEL, L. 


Influence of Combined Highway 

Horizontal Alignment on Skidding. 

PB-284 709/3GI 78-24 13B PC$3.20/MF A01 

Steering Controllability Characteristics. 

PB-280 688/3GI 78-17 13F PC A0S/MF A01 
SEGEL, LEONARD 

Development of Techniques for Investigating Ac- 


cident Causation. 
PB-281 707/0GI 78-18 


SEGENREICH, SOLLY A. 


Reprint: Optimization of Continuous One-Dimen- 
sional Structures Under Steady Harmonic Excita- 


78-17 5J PC A02/MF A01 


78-06 20G MF A01 


Grade and 


13F PC AO5S/MF A01 


tion. 
AD-A045 782/0G! 78-01 
SEGGAR, JOHN F. A. 


Feasibility of Citizen Construction of Expedient Fal- 
lout Shelters. 
AD-A058 051/4G! 


1A PC A02/MF A01 


78-24 15C PC AO6/MF A01 


SEGMULLER, ARMIN 
Reprint: X-ray Diffraction Study of a One-Dimen- 
sional GaAs-AlAs Superliattice. 
AD-A048 911/2Gi 78-08 208 PC A02/MF A01 
SEGUIN, WARD R. 


Comparison of Mast and Boom Wind Speed and 
Direction Measurements on U.S. GATE B-Scale 
Ships. 

PB-281 887/0G! 78-17 4B PC A03/MF A01 
GATE Convection Subprogram Data Center: Final 


Report on Ship Surface Data Validation. 
PB-279 560/7Gi 78-13 4B PC AQS/MF A01 





SEGUR, H. 
1977 Status Report on Low-Level, Atmospheric Tur- 
bulence Model for Marine Environments. 
AD-A047 980/8GI 78-06 4A PC A08/MF A01 


Modeling Two-Phase Flow in a Swirl Combustor. 
Final Report. A.R.A.P. Report No. 310. 
CO0-4062-5 78-13 7D PC A06/MF A01 


Turbulent Transport Model of Wind Shear in Thun- 
derstorm Gust Fronts and Warm Fronts. 
N78-25731/8GI 78-20 4B PC A04/MF A01 


SEHMEL, G. A. 


Transuranic and Tracer Simulant Resuspension. 

BNWL-SA-6236 78-08 18G PC A05/MF A01 
SEHNERT, KEITH 

A Course on - and Evaluation of - The Activated Pa- 

tient Concept. 

PB-280 276/7GI 78-16 5i PC AO9/MF A01 


A Course on - and Evaluation of - The Activated Pa- 
tient Concept: Executive Summary. 
PB-280 277/5GI 78-16 6E PC A02/MF A01 


SEIGERT, CHARLES H. 


Improvement of Research Management Relation- 
ships Between State Governments and the Higher 
Educational Community. 

PB-277 991/6GI 78-12 5A PC A19/MF A01 


SEIBERT, DEAN J. 


INTERACT - A Decade of Experience Using Two- 
Way Closed Circuit Television for Medical Care and 
Education. 

PB-275 518/9GI 78-07 6E PC A07/MF A01 


Patterns of Preference: Nurses View of Continuing 
Education. 
HRP-0016850/0G! 


SEIBERT, PHILIP A. 


Capital and Operating Cost Estimating System 
Handbook. Mining and Beneficiation of Metallic and 
Nonmetallic Minerals Except Fossil Fuels in the 
United States and Canada. 

PB-277 348/9GI 78-12 8i 


SEIDE, P. 
Finite Element Analysis of Laminated Plates and 
Shells, Volume 1. 
N78-24577/6GI 78-19 20K PC A07/MF A01 
Finite Element Analysis of Laminated Plates and 


Shells, Volume 2. 
N78-24578/4GI 


SEIDEL, B. R. 
In-Reactor Cladding Breach of EBR-II Driver-Fuel 


Elements. 

CONF-770641-4 
SEIDEL, D. B. 

Excitation of a Wire in a Rectangular Cavity Part |. 

Theory. 

AD-A050 073/6G! 78-10 20N PC AOS/MF A01 

Excitation of a Wire in a Rectangular Cavity. Part Il. 


Computer Documentation. 
AD-A050 074/4GI 78-10 20N PC A04/MF A01 
Further Analytical Investigations of Electromagnetic 


Fields in Mine Environments. 
PB-284 553/5GI 78-25 8i 


SEIDEL, D.C. 


Design Requirements for Uranium lon Exchange 
from Acidic Solutions in a Fluidized System. 
BM-RI-8282 78-21 8! PC A03/MF A01 


Design Requirements for Uranium lon Exchange 
from Acidic Solutions in a Fluidized System. 

PB-281 081/0GI 78-18 81 PC A03/MF A01 
Design Requirements for Uranium lon Exchange 
from Ammonium Bicarbonate Solutions in a 
Fluidized System. 
PB-279 696/9GI 


SEIDEL, DON C. 


Dehydrating Magnesium Chloride by Double-Salt 
Decomposition. 
PB-279 653/0GI 


SEIDEL, EOWARD R. 


A Study of Adverse Gastrointestinal Effects of 8- 
Aminoquinolines. 
AD-A056 085/4GI 


SEIDEN, ESTHER 
On the Problem of Construction of Orthogonal Ar- 


rays 
AD-040 503/5GI 
SEIDENSTAT, PAUL 


A Labor Market Success Model of Young Male 
Hispanic Americans. 
PB-284 498/3GI 


SEIDENSTICKER, R. G. 


Low Cost Silicon Solar Array Project Large Area Sil- 
icon Sheet Task: Silicon Web Process Development. 
N78-23563/7GI 78-18 108 PC A04/MF A01 


78-09 5! Not Available NTIS 


PC A17/MF A01 


78-19 20K PC A08/MF A01 


78-01 18J Not available NTIS 


PC A12/MF A01 


78-15 81 PC A03/MF A01 


78-15 11F PC AQ2/MF A01 
78-21 60 PC A04/MF A01 
78-21 


12A PC A02/MF A01 


78-24 Si PC A06/MF A01 


Silicon Web Process Development. 
N78-24646/9GI 78-19 10B PC A04/MF A01 


Silicon Web Process Development. First Quarterly 
Report, April 20, 1977--June 30, 1977. 
ERDA/JPL/954654-77/1 

78-10 108 PC A0S/MF A01 
Silicon Web Process Development. Low Cost Solar 
Array Project, Large Area Silicon Sheet Task. Third 


Quarterly Report, October 1, 1977--December 31, 
1977 


DOE/JPL/954654-3 78-23 10B PC A04/MF A01 


Silicon Web Process Development. Second Quar- 
terly Report, July 1--September 30, 1977. 
ERDA/JPL-954654-77/2 
78-14 
SEIDENSTICKER, R. W. 
Nuclear Reactor Containment Structure with Con- 
tinuous Ring Tunnel at Grade. 
PATENT-4 045 289 78-17 18! 


SEIDER, W. D. 


Computer-Aided Industrial Process Design. Second 
Quarterly Progress Report, September 1--November 
30, 1976. 


FE-2295-T-1 78-07 7A PC A06/MF A01 
Computer-Aided Industrial Process Design. Third 
Quarterly Progress Report, December 1, 1976-- 
February 28, 1977. 
FE-2295-T-2 


SEIDLE, NORMAN 


Mine Machinery Trainer, Development and Fabrica- 

tion, 

PB-284 196/3GI 
SEIDLER, RAMON J. 


Health Significance of Klebsiella Pneumoniae in 

Drinking Water Emanating from Redwood Tanks. 

PB-277 355/4GI 78-11 6E PC AOS/MF A01 
SEIDLER, W. A. 

1EMP/SGEMP Simulation Program. 

AD-A052 702/8G! 78-14 20N PC A0S/MF A01 
SEIDMAN, D. N. 

Direct Observation of the Vacancy Structure of a 

(220) Platelet in an lon-irradiated Platinum--4.0 at. 

% Gold Alloy. 

COO-3158-56 78-12 11F PC A0Q3/MF A01 

Novel Faraday Cup for the Simultaneous Observa- 

tion and Measurement of lon-Beam Currents. 

COO-3158-55 78-16 70 PC AQ2/MF A01 
SEIDMAN, LAURENCE S. 

Strategy for National Health Insurance. 

HRP-0024511/8GI 78-20 6E Not Available NTIS 
SEIDMAN, THOMAS I. 


Reprint: Observation and Prediction for the Heat 
Equation. IV. Patch Observability and Controliabili- 


10B PC A03/MF A01 


Not available NTIS 


78-06 210 PC A06/MF A01 


78-23 81 PC A06/MF A01 


ty. 

AD-A049 719/8GI 
SEIFERT, D. A. 

Hot Isostatic Processing, 


78-09 20M PC A02/MF A01 


AD-A049 227/2GI 78-08 13H PC E10/MF E01 


Investigation of Rejuvenation of Fatigue Damage in 
Ti-6AI-4V. 
AD-A053 289/5GI 


SEIFERT, DEBORAH J. 


Analyzing SAINT Output Using SPSS. 

AD-A058 723/8GI 78-25 5H PC A06/MF A01 
The SAINT User's Manual. 

AD-A058 724/6GI 78-25 5H PC A07/MF A01 
Simulation using SAINT: A User-Oriented instruc- 
tion Manual. 
AD-A058 671/9GI 


SEIFERT, K. D. 


Feasibility of Using HE in Model Tests of Structures. 

AD-A047 976/6GI 78-06 13M PC A04/MF A01 
SEIFERT, W. M. 

Microprocessor Data-input-Control Unit for Mark 

Century Numerical Contouring Control. 

LA-UR-77-2052 78-16 13H PC A02/MF A01 
SEIFERT, WILLIAM W. 


The Boston South Shore Area: Some Problems and 
Conflicts, 
PB-274 646/9GI 


SEIFFERT, S. L. 


Power-Cooling-Mismatch Test Series: Test PCM-3 
Postirradiation Examination. 
TREE-NUREG-1187 78-15 181 


SEIFORD, L. 


Complements, 
Disrupt. 
AD-A058 108/2GI. 78-24 12B PC A02/MF AO1 


Gradient States for Some Oualities with the 
Charnes-Cooper Extremal Principle. 


78-15 11F PC AOS/MF A01 


78-25 5H PC A09/MF A01 


78-04 13B PC A08/MF A01 


PC A0S/MF AO1 


Mollifiers and the Propensity to 


SEITH, B. 


AD-A055 033/5G! 
SEIFTER, JOSEPH 
Assessment of the Hazards of Polybrominated 
Biphenyls, 
PB-285 532/8G! 


SEIGEL, A.E. 


A Comparison Study Between a Microwave inter- 
ferometer and an Electrical Contact System for Fol- 
lowing the Motion of High Speed Projectile 

AD-202 373/7GI 78-16 148 PC A02/MF A01 


SEIGLE, L. L. 


Kinetics of Pack Aluminization of Nickel. 
N78-15231/1GI 78-10 11F PC AQ4/MF A01 


SEIGNEUR, A. 


Solid Xenon Detectors. 
CEA-CONF-3915 


SEILA, ANDREW F. 


An Examination of the Effects of the Lowered Max- 
imum Speed Limit and Fuel Shortages in North 
Carolina. 

PB-284 018/9GI 


SEILER, BRUCE D. 


Determination of Ambulance Locations Which 
Minimize Response Time in the Huntington Ur- 
banized Area. 

HRP-0018208/9G! 


SEILER, DAVID G. 
Investigation of Laser Optical Biasing on the Quan- 


tum Transport Properties of n-inSb. 
AD-A048 229/9G! 78-06 20L PC A04/MF A01 


SEILER, G. 


In Vivo Analysis of Calcium and Phosphorus in the 
Hand by Neutron Activation with Cf-252. 
KFK-2420 78-10 70 MF AG1 


SEILER, HAROLD C. 


Patient Discharge Planning for Continuity of Care. 
HRP-0025321/1G! 78-21 6E Not Available NTIS 


SEILER, J.A. 


On Elastic Plastic Deformation in Beams under 
Dynamic Loading 
AD-030 357/8G! 78-21 20K PC A02/MF A01 


Plastic Deformation in Beams under Symmetric 
Dynamic Loads 
AD-023 825/3GI 


SEILER, KARL Ill. 


Economic Analysis of Future Civil Air Navigation 
Systems. 
AD-A054 474/2G! 


SEILER, MILTON R. 


An investigation of Corner Separation within a 
Thrust Augmenter Having Coanda Jets. 
AD-A052 131/0GI 78-13 1A PC AOQS/MF A01 


SEILER, S. 


lon-Beam-Driven Lower-Hybrid instability and 
Resultant Anomalous Beam Slowing. 
PPPL-1412 78-17 201 PC A04/MF AO1 


SEILER, S. W. 


Anomalous Slowing of a Perpendicularly-injected 
lon Beam in Both Quasilinear and Trapping 
Regimes. 
PPPL-1357 


SELLS, C. 


Relative Availability of Selected Trace Elements 
from Coal Fly Ash and Lake Michigan Sediment. 
CONF-771072-7 78-18 8H PC A02/MF A01 


SEINBERG, JOSEPH P. 


Subscale Development of Advanced ABM Graphite/ 
Epoxy Composite Structure. 
AD-A052 438/9G! 78-14 


SEINER, J. M. 


Shape Optimization of 
Microphones. 
N78-13852/6G! 


SEINFELD, JOHN H. 
Air Monitor Siting by Objective, 
PB-285 804/1GI 78-26 138 PC A0S/MF A01 
international Conference on Oxidants, 1976 - Analy- 
sis of Evidence and Viewpoints. Part Vi. The issue 


of Air Quality Simulation Model Utility. 
PB-277 463/6G! 76-11 4A PC A06/MF A01 


SEIPOLD. U. 


Studies of the Temperature Dependency of the 
Thermal Conductivity of Some Rocks. 
ORNL-tr-4437 78-09 8G PC A02/MF A01 


SEITH, B. 
Creep-Rupture-Strength and Creep-Behaviour of 
Stainless Stee! X6CrNi 1811 (DIN 1.4948). 
JEN-363 78-08 11F MF AO1 


78-18 12B PC A02/MF A01 


78-26 6T PC AQ2/MF A01 


78-17 180 MF AO1 


78-23 13B PC A10/MF A01 


78-06 6E PC A06/MF A01 


78-21 20K PC A03/MF A01 


78-17 17G PC AQ3/MF A01 


78-05 201 PC A02/MF A01 


11D PC A09/MF A01 


Pressure Gradient 


78-08 20A PC A03/MF A01 


PA-1271 





Time Creep Tests on Irradiated Specimens for the 
MOL 1AL Radiation Program. 
EURFNR-1405 78-13 


SEITH, W. 


Analysis of Economics of a TV Broadcasting Satel- 
lite for Additional Nationwide TV Programs. 
N78-11263/8GI 78-06 17B PC A04/MF A01 


SEITZ, D. H. 
Development of Vertical 


18J PC A03/MF A01 


Shaft Skip and Guide 
Design. 
PB-283 776/3GI 
SEITZ, M. G. 


Studies of Nuclear-Waste Migration in Geologic 


Media. Annual Report, November 1976--October 
1977. 


ANL-78-8 
SE!TZ, NEAL B. 


Digital Communication Performance Parameters for 
Proposed Federal Standard 1033. Volume |: Stan- 
dard Parameters, 

PB-283 580/9GI 78-22 17B PC A08/MF A01 


Digital Communication Performance Parameters for 
Proposed Federal Standard 1033. Volume II: Appli- 
cation Examples, 
PB-284 235/9GI 


SEITZ, W. D. 
Alternative Policies for Controlling 


Agricultural Sources of Water Pollution. 
PB-280 757/6GI 78-17 13B PC A15/MF A01 


SEITZ, W.L. 
Empirical Model to Compute the Velocity Histories 


of Flyers Driven by Electrically Exploding Foils. 
LA-6809 78-03 184 PC A0Q2/MF A01 


SEITZER, W. H. 


Bench Scale Coal Liquefaction Studies. Final Re- 
ports, February 1978. 
EPRI-AF-612 
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May 1, 1976--April 30, 1977. 

CO0-2271-100 78-07 20H PC A02/MF A01 
SERCEMITSOS, P. J. 

The X-Ray Emitting Galaxy Cen-A. 

N77-34092/5GI 78-04 38 PC A03/MF A01 
SEROULA, K. J. 


Evaluation of the Performance of an Ultrasonic 
Cross-Correlation Flowmeter. 
AECL-5848 78-26 


SERDYUCHENKO, YU. N. 
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Plasma Diagnostics. 
UCRL-Trans-11272 


SEREBRENNIKOV, D. V. 
Some Problems in Calculation and Design of the 
Electrostatic Accelerator Vacuum System. 
NIIEFA-D-A-0229 78-10 20G MF A01 
SEREBRYAKOV, B. A. 


Magnetic Collimator. 
IFVE-OP-74-81 


SEREDA, G. E. 


Pulse Power Supply System for Superconducting 
Magnets. 
NIIEFA-B-0255 


SEREGIN, A. A. 
Permeability of N - Bump Barrier in a Quasiclassical 


Approximation. 
FEI-618 


SEREGINA, E. A. 


Li(6) Fast Neutron Spectrometer with Account for 
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FEI-478 


SERENYI, GEZA 


Compliance Data System Users Guide, 
PB-281 174/3GI 78-17 138 PC A13/MF A01 


SERES, D. 


Robot Computations for Orienting Workpieces. 
PB-277 746/4GI 78-12 13H PC AOS/MF A01 


SERESERES, CAESAR D. 
The Future of US Military Diplomacy in the Hemi- 


sphere. 
AD-A047 574/9GI 


SERFLING, R. J. 
On The Berry-Esseen Theorem for Simple Linear 


Rank Statistics. 
AD-A052 320/9G! 78-14 12A PC A02/MF A0O1 


On the Strong Law of Large Numbers and Related 

Results for Quasi-Stationary Sequences. 

AD-A052 313/4GI 78-14 12A PC A02/MF A01 

Toward a Nonparametric Covariance Analysis of a 

Weather Modification Experiment. 

AD-A046 173/1GI 78-02 48 PC A02/MF A01 
SERGATCHEV, A. |. 

Study on the Factors Affected on Energy Depen- 

dence of Fission Prompt Neutron Mean Number. 

FEI-579 78-22 20H MF A01 
SERGEAN, R. 

Librarianship and Information Work: Job Charac- 

teristics and Staffing Needs, 

ED-144 581 78-14 5B Not available NTIS 
SERGEENKOV, YU. V. 

Choice of Format for the Presentation of Data on 


Nuclear Structure. 
INDC(CCP)-72/LN 


SERGEEV, V. V. 


Thermocouple Application for 
Characteristics of 
Flows. 
FEI-589 


SERGEEVA, V. M. 


Physical Properties of the Chalcogenides of Rare 
Earth Elements. (Tt--74-52056). 
OOE-tr-6 78-13 70 PC A23/MF A01 


SERGEV, S. S. 


A Self-Contained Experimental Diver Heater. 
AD-A047 995/6GI 78-06 6K PC AQ4/MF A01 
SERGEV, SERGIUD S. 
Supercorroding Alloys for Generation of Heat and 
Gas. 
PAT-APPL-855 035/GI 
78-14 


14B PC A02/MF A01 


78-10 201 PC AQ2/MF A01 


78-06 20G MF A01 


78-10 9A MF A01 


78-09 20H MF A01 


78-17 180 MF AO1 


78-05 5D PC A03/MF A01 


78-10 20H MF A0O1 
Study on Some 
Non-Equilibrium Two-Phase 


78-09 200 MF AQ1 


11F PC AO3/MF AO1 
SERGEV, SERGIUS S. 
Electro-Mechanical Low Backlash Cable Connector. 


PAT-APPL-883 557/GI 


78-22 13E PC AQ2/MF A01 


SERGEYEV, G. A. 


Statistical Methods of the Study of the Mechanisms 

of the Reliability of the Brain of Man--Transiation. 

AD-A046 447/9G! 78-03 6P PC A03/MF A01 
SERGIO, STEPHEN T. 


Studies of the Polymorphs of ROX. 
AD-A053 155/8G! 78-15 19A PC A04/MF A01 


SERGL, J. 


Superconduction in Limiting-Power Synchronous 
Generators. State, Lines of Development, Problems. 
AED-Conf-76-399-001 78-21 108 MF At 


SERIG, DENNIS I. 


Color and Shape Coding for Freeway Route 
Guidance. Volume Ill. Appendices A and B - Litera- 
ture Review and Laboratory Studies. 

PB-282 536/2GI 78-20 138 PC A08/MF A01 


SERLEMITSOS, P. 


The Cosmic X-Ray Experiment Aboard HEAO-1. 
N78-27041/0GI 78-21 38 PC A04/MF A01 


SERLEMITSOS, P. J. 


Discovery of Iron Line Emission in the Hercules X-1 
Low State Spectrum with Heao-1. 
N78-31038/0Gi 78-25 38 PC A02/MF A01 


Long-Term Studies with the Ariel-S ASM. 1: Her X- 
1, Vela X-1 and Cen X-3. 
N78-30018/3GI 78-24 3A PC A02/MFAO1E 


OSO-8 X-Ray Spectra of Clusters of Galaxies. 1. 
Observations of Twenty Clusters: Physical Correla- 
tions. 

N78-20030/0GI 78-14 3B PC A04/MF AO1 


Oso-8 X-Ray Spectra of Clusters of Galaxies. 2: 
Discussion. 


N78-28022/9GI 78-23 36 PC A04/MF A01 


X-Ray Observations of a Flare in NGC4151 from 
oso-8 


N78-31021/6GI 78-25 3B PC A02/MF A01 


X-Ray Observations of BI Lac Objects. 
N78-32016/5GI 78-26 38 PC A02/MF A01 


SERMAN, V. Z. 
Electronics for Spectrometers of lonizing Radia- 


tions. 
KIYI-75-8 


SERMET, P. 


Source of Low Energy Neutrals (1 to 4KV) for the 
Production of Negative lons. 
CEA-CONF-3864 


SERNA, JOSE M. 


Calculation of Atmospheric Composition in the High 
Latitude September Stratosphere. 
AD-A055 160/6G! 78-18 4A PC A03/MF A01 


SERNE, J.C. 


The Use and Fate of Lubricants, Oils, Greases, and 
Hydraulic Fluids in the tron and Steel Industry. 
PB-284 973/5GI 78-25 138 PC A15/MF A01 


SERNE, R. J. 


Batch Kd Measurements of Nuclides to Estimate 
Migration Potential at the Proposed Waste Isolation 
Pilot Plant in New Mexico. 

PNL-2448 78-13 18G PC A0S/MF A01 


Multicomponent Mass Transport Model: Theory and 
Numerical Implementation (Discrete-Parcel-Ran- 
dom-Walk Version). 


BNWL-2127 78-08 18G PC A07/MF A01 
Solid Phases and Solution Species of Different Ele- 
ments in Geologic Environments. 

PNL-2651 78-25 18G PC A07/MF AO1 

SEROTA, SAMUEL 

Preparation of Iscpropeny! Esters of Dicarboxylic 
Acids. 

PAT-APPL-835 103/Gi 78-02 7C PC A02/MF AQ1 
Process for imparting Water Repeliancy to Fibrous 


Cellulosic Textile Materials. 
PAT-APPL-878 040/GI 


78-16 11E PC AQ2/MF A01 


Sized Paper and Method for Producing Same. 
PAT-APPL-878 041/GI 


78-06 18D MF A01 


78-16 18A MF A01 


78-16 11L PC A02/MF A01 


SEROTA, SAMUEL H. 
High Shear Strength Adhesive for Bonding Nylon to 
Nylon. 
PAT-APPL-873 466/GI 
78-13 11A PC A02/MF AO1 


SEROV, A. V. 
Pilot Plant Reprocessing of the BOR-60 Spent 


Uranium Fuel by Using Fluoride Volutility Method. 
IAEA-AG-63-21 78-22 18) MF AO1 


Thermal Decladding of BOR-60 Fuel Elements. 
IAEA-AG-63-16 78-23 18) PC AQ2/MF A01 





SEROVY, GEORGE K. 


Deviation Angle / Turning Angle Prediction for Ad- 

vanced Axial-Flow Compressor. Blade Row 

Geometries. 

AD-A057 804/7GI 78-24 21E PC A06/MF A01 
SERRANO, RODOLFO G. 

Case Studies in Science Education. Booklet Vil. The 

Status of Science, Mathematics, and Social Science 


in Western City, U.S.A. 
PB-282 848/1GI 


SERREZE, H. B. 


Large Area Silicon Sheet by EFG. First Quarterly 

Report, January 1, 1977--March 31, 1977. 

ERDA/JPL/954355-77/1 
78-07 


78-20 5i PC A03/MF A01 


10B PC A04/MF A01 
SERRIN, JAMES 
Uniqueness of Axially Symmetric Subsonic Flow 


past a Finite Body 
AD-088 859/4GI 


SERRIN, JAMES B. JR. 
Existence Theorems for Some Hydrodynamical Free 


Boundary Problems 
AD-120 933/7GI 


SERSON, H. 


Water Level 
Cover. 
AD-A056 833/7GI 


SERTH, R. W. 


Source Assessment: Carbon Black Manufacture. 
PB-273 068/7GI 78-01 7A PC A11/MF AO1 


Source Assessment: Rubber Processing, State of 
the Art. 
PB-281 423/4GI 


SERTOUR, G. 


Can Acoustic Emission Detect the Initiation of 
Fatigue Cracks: Application to High-Strength Light 
Alloys Used in Aeronautics. 

N78-26493/4GI 78-21 14B PC A02/MF A01 


Can Fatigue Cracks Be Detected in an Early Stage 
by Acoustic Emissions Application to High Re- 
sistance Light Alloys Used in Aeronautics. 

N78-24587/5GI 78-19 11F PC A02/MF A01 


Initiation of Fatigue Cracks. 
ORNL-tr-4382 78-15 


SERVAIS, RONALD A. 


Tri-Service Thermal Flash Test Facility. 
AD-A056 321/3GI 78-21 19D PC A03/MF A01 


SERVER, W. L. 


Ductile Crack Initiation in the Charpy V-Notch Test. 
UCRL-81034 78-25 11F PC A02/MF A01 


Experimental and Statistical Requirements for 


Developing a Well-Defined K/sub IR/ Curve. Final 
Report. 


EPRI-NP-372 
SERVRANCKX, R. 

Bunch Lengthening and Related Effects in SPEAR 

i. 

SLAC-PUB-1894 78-17 20G PC A02/MF AO1 


Magnetic Field Quality Requirements for PEP. 
SLAC-PUB-1904 78-17 20G PC A02/MF A0Q1 


SERWOLD, JOHN C. 


Aquatic Disposal Field Investigations, Duwamish 
Waterway Disposal Site, Puget Sound, Washington. 
Appendix F. Recolonization of Benthic Macofauna 
Over a Deep-Water Disposal Site. 

AD-A058 442/5GI 78-25 


SERY, R.S. 


Domain Orientation in Single Crystal TbFe(2) and 
Tb(.27)Dy(.73)Fe(2), 
AD-A055 025/1GI 


SESHADAI, S.N. 


A Semiempirical Method for Predicting Normal 
Force and Centre of Pressure Characteristics of 
Wing Body Combinations at Supersonic Speeds In- 
cluding the Nonlinear Effects of Body Crossflow. 

N78-20090/4GI 78-15 1A PC A03/MF AO1 


SESHAN, K. 
Cu/sub X/S-(Cd,Zn)S Photovoltaic Solar Energy 
Converters. Quarterly Report No. 2, July--September 
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HCP/T7405-1 78-23 
SESHARDI, NEELAKANTAN 
Systems Tools for Project Planning. 
PB-282 746/7GI 78-20 SA PC A13/MF A01 
SESKIN, EUGENE P. 


Air Pollution and Health in Washington, D.C.: Some 
Acute Health Effects of Air Pollution in the 
Washington Metropolitan Area. 
PB-273 016/6GI 78-01 


78-22 20D PC A02/MF A01 


78-22 20D PC A03/MF A01 


Measurement from a Floating Ice 


78-22 8J PC A02/MF A01 


78-18 13B PC A07/MF A01 


11F PC A03/MF A01 


78-01 11F Not available NTIS 


138 MF AQ1 


78-18 20L PC AQ2/MF AO1 


10B PC A03/MF A01 


6E PC A05/MF AO1 


SESSION, HORACE L. 
Reprint: A Method for Hand Rearing of Saimiri 
Sciureus, 

PB-278 097/1GI 
78-13 6C 


SESSIONS, G. RUFUS 


Reprint: Dissociation of Hyperdipsia from the 

Destruction of the Locus Coeruleus in Rats. 

AD-A046 335/6G! 78-03 6P PC A02/MF AO1 
SESSLER, A.M. 

Hyperfine Structure of He Superscript 3 Plus and 

He Superscript 3 

AD-085 632/8GI 
SESSLER, GLADYS L. 

Comprehensive Standards: The Power Generation 

Case, 

PB-286 024/5GI 
SETARO, J. A. 

Dosimeter Sample Preparation, Quality Assurance, 

and Materials Development for the lirr, Frmdc, and 

Fftf Dosimetry Programs. 

CONF-771036-2 78-08 
SETH , KAMAL KISHORE 

Precision Scattering of Nuclear Particles. 

AD-140 581/0GI 78-23 20H PC A08/MF A01 
SETH, M. 

Interaction of a sub-Bituminous Coal with a Strong 

Acid and a Strong Base. 

LBL-5997 78-18 8G PC A06/MF A0O1 
SETHARES, J. 

Reprint: Magnetic Anisotropy of (111) LPE-YIG 

Films on G3 in Parallel Resonance. 

AD-A045 970/1GI 78-02 20L PC A02/MF A01 


SETHARES, J. C. 


Reprint: A New Model for the Flat Conductor Elec- 
tromagnetic SAW Transducer. 
AD-A053 212/7GI 78-15 20A PC A02/MF AO1 


Periodic Magnetostatic Surface Wave Transducers, 

AD-A057 214/9GI 78-22 9A PC A03/MF AO1 
SETHARES, JAMES C. 

Reprint: Fields of Flat Conductor Electromagnetic 

Surface Acoustic Wave Transducers. 

AD-A048 373/5GI 78-07 9A PC A02/MF A0O1 


Harmonic Operation of 
Transducers, 
AD-A052 706/9GI 78-14 9A MF AO1 


Reprint: Periodic Surface Acoustic Wave Elec- 
tromagnetic Transducers. 
AD-A050 742/6GI 78-11 


SETHI, S. P. 
A Bilinear-Quadratic Differential Game in Advertis- 


(Order as PB-278 094, MF A01) 


78-22 20M PC A02/MF A01 


78-26 13B PC A15S/MF A01 


18D PC A0Q2/MF A01 


SAW Electromagnetic 


9A PC A02/MF A01 


ing. 
AD-A057 429/3GI 
SETHI, V. K. 


Environmental 
Mechanical Behavior of Metallic Materials. Techni- 
cal Progress Report, February 1, 1977--January 31, 
1978. 

COO-1676-47 


78-23 12B PC AQ2/MF AQ1 


Reactions and Their Effects on 


78-14 11F PC A03/MF A01 


SETHIAN, J. D. 


Generation of a Reversed-Field Plasma, Confine- 
ment Configuration with a Rotating Relativistic 
Electron Beam. 

AD-A047 822/2GI 78-06 20! PC A03/MF A01 
A Qualitative Description of the Modified TRITON 
Electron Beam Accelerator. 

AD-A057 690/0GI 78-23 20G PC A02/MF A01 

SETHU RAMAN, S. 
Trends in Atmospheric Particulate Concentrations 


at a Location in the Northeast United States. 
BNL-23385 78-13 4A PC A02/MF AO1 


SETHURAMAM, S. 
Statistical Correlations of the Wave-Induced At- 


mospheric Turbulence over the Sea. 

BNL-23146 78-07 4B PC A02/MF A01 
SETHURAMAN, J. 

Estimation and Testing of Hypotheses for Distribu- 

tions in Accelerated Life Tests. 

AD-A056 096/1GI 78-21 12A PC A0Q2/MF A01 

G-Ordered Functions in Statistics. 

AD-A051 654/2GI 78-13 12A PC A03/MF A01 

G-Ordered Functions, with 

Statistics. |. Theory. 

AD-A046 584/9GI 78-03 12A PC A03/MF AO1 

G-Ordered Functions, with 

Statistics. Il. Applications. 

AD-A049 316/3GI 78-08 


Multistate Coherent Systems. 
AD-A047 614/3GI 78-05 


Multistate Coherent Systems. 


Applications in 


Applications in 


12A PC A03/MF AO1 


14D PC A02/MF A01 


SETTERSTROM, JEAN A. 


AD-A049 994/7GI 78-10 14 PC AQ2/MF AO1 


Reprint: A Stochastic Version of Weak Majorization 
with Applications. 
AD-A058 317/9GI 78-24 


SETHURAMAN, JAYARAM 


A Comparison of Two Sampling Schemes when 
Testing a Simple Hypothesis versus a Simple Alter- 
native. 


AD-A052 811/7GI 78-14 12A PC A02/MF AO1 


Reprint: Functions Decreasing in Transposition and 

their Applications in Ranking Problems. 

AD-A048 916/1GI 78-08 12A PC A02/MF A01 
SETHURAMAN, S. 

Induction-Type Bivane to Measure Vertical and 

Lateral Wind Velocity Fluctuations. 

BNL-23632 78-16 4B PC A02/MF A01 


Measurement of Vertical Velocity Fluctuations in 
the Atmospheric Boundary Layer with a Small Air- 
craft. 

BNL-23633 78-16 48 PC A02/MF A01 


Some Micro-Meteorological Observations During 
the Approach and Passage of Hurricane Belle 
(1976). 

BNL-23638 78-16 4B PC A02/MF AO1 


Temporal Variation of Suspended Atmospheric Par- 
ticulates at Upton, L.I., N.Y. 
BNL-22998 78-10 13B PC A02/MF A01 


Turbulence During High Wind Episodes in a Coastal 

Region. 

BNL-24190 
SETLOW, BARBARA 


Reprint: Levels of Acety! Coenzyme A, Reduced and 
Oxidized Coenzyme A, and Coenzyme A in Disulfide 
Linkage to Protein in Dormant and Germinated 
Spores and Growing and Sporulating Cells of 
‘Bacillus megaterium’. 

AD-A054 716/6GI 78-17 6M PC A02/MF A01 


Reprint: Production of Large Amounts of Acetate 
during Germination of Bacillus megaterium Spores 
in the Absence of Exogenous Carbon Sources. 

AD-A054 715/8G! 78-17 6M PC A02/MF AO1 


SETLOW, PETER 


Reprint: Levels of Acety! Coenzyme A, Reduced and 
Oxidized Coenzyme A, and Coenzyme A in Disulfide 
Linkage to Protein in Dormant and Germinated 
Spores and Growing and Sporulating Cells of 
‘Bacillus megaterium’. 

AD-A054 716/6G! 78-17 6M PC AOQ2/MF A01 


Reprint: Production of Large Amounts of Acetate 
during Germination of Bacillus megaterium Spores 
in the Absence of Exogenous Carbon Sources. 

AD-A054 715/8G! 78-17 6M PC A02/MF AO1 


SETLOW, R. B. 
Amazon molly, Poecilia formosa, as a Model for 


Studies of the Effects of lonizing Radiation. 
BNL-23239 78-07 6R PC A03/MF A01 


Excision Repair in Mammalian Cells. 
BNL-24009 78-20 6A PC A02/MF A01 


Presence of UV-Endonuclease Sensitive Sites in 
Daughter ONA of UV-irradiated Mammalian Cells. 
BNL-24046 78-18 6A PC A02/MF A01 


SETRIN, MORTON 


Self Synchronizing Convolver System. 
PATENT-4 071 828 78-13 98 Not available NTIS 


SETSER, D. W. 


Experimental Investigation of the Chemistry of 
Excited States of Rare Gases. First Quarterly 
Progress Report, October 15, 1977--January 15, 
1978. 

COO-2807-12 78-21 7D PC A02/MF A01 


Experimental investigation of the Chemistry of 
Excited States of Rare Gases. Progress Report, Oc- 
tober 15, 1976--July 1, 1977. 

COO-2807-8 78-06 7D PC A02/MF A01 


SETTEL, BARBARA 


Subject Description of BOOKS: A Manual of 
Procedures for Augmenting Subject Descriptions in 
Library Catalogs. 
ED-142 241 


SETTER, D.L. 
Moore No. 5 Diamond Turning Machine Design and 


Description. 
BOX-613-2051 78-25 131 


SETTERHOLM, VANCE C. 


Variables in Press Drying Pulps from Sweetgum and 
Red Oak. 
AD-A048 313/1GI 78-07 


SETTERSTROM, JEAN A. 


High Pressure Liquid Chromatography in the Analy- 
sis of Fatty Acid Composition of Oral Streptococci 
and its Comparison to Gas Chromatography. 

AD-A046 234/1GI 78-02 6M PC A03/MF A01 


12A PC A02/MF A01 


78-23 48 PC A02/MF A01 


78-20 5B Not available NTIS 


PC AO2/MF AO1 


11L PC AQ2/MF A01 


PA-1277 





SETTLE, RUSSELL F. 
Chicago Lakefront Demonstration Project. Benefit- 


Cost Analysis, 
PB-285 601/1GI 78-24 5C PC AOS/MF A01 


The Supply of Married Professional Nurses. 
PB-280 987/9GI 78-17 51 PC AQ4/MF A01 


SETTON, ISAAC 


Evaluation of New Techniques for the Quality Con- 
trol of Epoxy Resin Formulations. 
AD-A054 625/9GI 78-17 111 PC AQ3/MF A01 


SETZER, JAMES V. 
Effects of CO on Vigilance Performance -- Effects 
of Low Level Carbon Monoxide on Divided Atten- 
tion, Pitch Discriminaticn, and the Auditory Evoked 
Potential, 
PB-274 219/5GI 78-05 6T PC A04/MF A01 
SEVCIK, W. R. 
An Analytical Study of Thermal Barrier Coated First 
Stage Blades in a Jt9d Engine. 
N78-16054/6GI 78-11 21E PC A03/MF A01 
SEVERANCE, DENNIS G. 
Computerized File Organization Design System 
(Version 2): User's Manual. 
AD-A057 337/8GI 78-23 9B PC A02/MF A01 
Search Mechanism Analysis Routine (SMAR): User's 
Manual. 
AD-A057 336/0G! 78-23 9B PC A03/MF A01 
SEVERE, W. R. 
Experience with Dynamic Material Control 
Subsystems. 
LA-UR-77-1395 78-01 18J PC A02/MF A01 


SEVERIDA, J. 


Reprint: Electron Cytochemical Study of Corneal 
Epithelial Repair after Carbon Dioxide Laser 
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AD-A057 882/3GI 78-24 6R PC A02/MF A01 


SEVERIN, C. S. 
Ferromagnetic Behavior of Disordered MnPt Films 
Produced by RF Sputtering. 
IS-M-119 78-13 20L PC AQ2/MF A01 
Magnetic Properties of MnPt. 
1S-T-766 78-05 20L PC A04/MF A01 
SEVERIN, NELDA K. 
Nurses as Psychiatric Consultants in a General 
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HRP-0018911/8Gi 78-11 6E Not Available NTIS 
SEVERINI, M. 

The Micrometeorology Base San Pietro Capo Fiume 

(Po Valley - Italy) la Base Micrometeorologica di 


San Pietro Capofiume (Valle Padana - Italia). 
N78-28753/9GI 78-23 4B PC A03/MF A01 


SEVERO, A. 


Radiation Protection in Portugal: Health, Safety and 
Legal Aspects. 
DOC-LFEN-163-b 78-01 6R MF A%1 


SEVERSON, D. 


Chemistry of Lignite Liquefaction. Quarterly Report, 
April--June 1977. 
FE-2211-6 78-08 21D PC A04/MF A01 


Chemistry of Lignite Liquefaction. Quarterly Report, 
July--September 1977. 
FE-2211-7 78-17 70 PC AQ4/MF AO1 


SEVERSON, D. E. 


Project Lignite. Quarterly Technical Progress Re- 
port No. 3, October--December 1974. 
TID-27915 78-15 7A PC A03/MF A01 
Project Lignite. Quarterly Technical Progress Re- 
port No. 10, July, August, and September 1976. 
FE-1224-68 78-07 7A PC A14/MF A01 
Project Lignite. Quarterly Technical Progress Re- 
. 11, October, November, and December 


78-07 7A PC A10/MF A01 


Project Lignite. Quarterly Technical Progress Re- 
port No. 12, January--March 1977. 
FE-1224-75 78-12 7A PC &10/MF A01 


SEVERSON, KARLE L. 
Linear Time-Delay Generator Using ECL Technolo- 


gy. 

AD-A053 523/7GI 78-16 9E PC AOS/MF A01 
SEVIAN, W. A. 

Data Bank for the Geographical Allocation of Future 

U.S. Energy Supply Facilities by County. 

BNL-50754 78-17 10A PC AO3/MF AQ1 

IRATE: An Interactive Computer Program for Access 


to the Energy System Network Simulator (ESNS) 
Model. 


BNL-50753 78-19 10A PC A02/MF A01 


PA-1278 


SEVILLA, JOSUE 


Reprint: Amoebiasis and Intestinal Parasitic Infec- 
tions in a Population on Cebu Island, the Philip- 


pines. 

AD-A053 273/9GI 78-15 6E PC A02/MF A01 
SEVILLA, M. D. 

Mechanisms for Radiation Damage in DNA Con- 

stituents and DNA. 

COO0-2364-12 78-06 6R PC A02/MF A01 

Mechanisms for Radiation Damage in ONA Cor- 

stituents and DONA: Reactions of the N sub 1 -Sub- 

stituted Thymine pi -Cation Radicals. 

COO-2364-11 78-05 7E PC A02/MF A01 


Mechanisms for Radiation Damage in DONA. 
Progress Report, August 1, 1976--October 31, 1977. 
CO0-2364-10 78-05 6R PC A02/MF A01 


SEVIN, CHARLES H. 


The Starting and Managing Series. Volume 4. Start- 
ing and Managing a Small Bookkeeping Service, 
P6-282 721/0GI 78-20 5A PC A04/MF A01 


SEVY, BRUCE 


Use of ‘Ideal’ Ratings as a Standard for Evaluating 
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AD-A058 570/3GI 78-25 13M PC A03/MF A01 
SEVY, ROBERT W. 


Computer Program for Vibration Prediction of 

Fighter Aircraft Equipments. 

AD-A054 598/8GI 78-17 1C PC A10/MF A01 
SEWARD, F. D. 

Reflection Efficiencies of X-Ray Mirrors 1-10 Kev. 

UCID-17505 78-03 20F PC A02/MF A01 
SEWARD, W. H. 


Process Alternatives for Sulfur Management. Over- 
view Report. Series No. |: F-7. 
FE-2240-41 78-26 7A PC A03/MF A01 


SEWELL, A. E. 


Wind Tunnel and Analytical Investigation of over- 
the-Wing Propulsion/Air Frame interferences for a 
Short-Haul Aircraft at Mach Numbers from 0.6 to 
0.78. 


N77-33114/8GI 78-04 1A PC A11/MF A01 
SEWELL, GRANVILLE 


Reprint: The influence of Underload Time on Crack 
Growth Retardation of Aluminum Alloys. 
AD-A052 648/3GI 78-14 11F PC A02/MF A01 


SEWELL, R.G. S. 


Critical Injection Velocities for ignition. 
AD-A057 748/6GI 78-23 21B PC A02/MF A01 


SEXTON, J. 
Thick Section Aluminum Weldments for SRB Struc- 


tures. 
N78-19537/7GI 78-14 21H PC AO2/MF A01 


Weld Peaking on Heavy Aluminum Structures. 
N78-25427/3GI 78-20 11F PC A02/MF A01 


SEXTON, PAUL 
Experimental investigation of Very High Frequency 


Slot Antenna on M-60A-1 Tank. 
AD-B018 152/9GI 78-13 9E PC A02/MF A01 


SEYB, LES 


North American Project--A Study of U.S. Water 
Bodies. (A Report for the Organization for 
Economic Cooperation and Development). 

PB-275 674/0GI 78-06 138 PC A23/MF A01 


SEYBERT, T. 
Studies of a Method to Prevent Draft Tube Surge 


and the Analysis of Wicket Gate Flow and Forces. 
AD-A058 680/0G! 78-25 21E PC A04/MF A01 


SEYBERT, THOMAS A. 
Injection Nozzle Geometries Pursuant to the Reduc- 


tion of Draft Tube Surge in Hydroelectric Pump- 
Turbines. 


AD-A058 826/9GI 78-25 10A PC AOS/MF AO1 
SEYBOLOD, G. D. 


RAFT: A Computer Program for Fault Tree Risk Cal- 
culations. 
BNWL-2146 78-15 18G MF A01 


SEYBOTH, P. 


Particle Identification in a Large Streamer Chamber 
with Reduced Memory Time. 
MPI-PAE-Exp.E1.-58 78-01 18D MF A01 


SEYFER, ALAN E. 


Reprint: Multiple Endocrine Adenomatosis Type lib 

Diagnosis and Treatment. 

AD-A057 108/3G! 78-22 6E PC A02/MF A01 
SEYFERTH, D. 

Preparation of Perfluorovinyl-Metal Compounds 

AD-231 951/5GI 78-13 70 PC A02/MF A01 


Studies in Organometallic Chemistry. 
AD-225 334/2G! 78-13 7C PC A03/MF A01 


SEYFERTH, DEITMAR 


Reprint: Reaction of gem-Dichioroallyllithium with 
Aldehydes, Ketones, and Other Organic Substrates. 
An Example of Electronic Control of Regioselectivi- 
ty in the Reactions of an Ambident Nucleophile. 

AD-A051 205/3G! 78-12 7C PC A02/MF AO1 


SEYFERTH, DIETMAR 
Gem-Chloro(Trimethy!sily!)Allyllithium: A Novel Am- 


bient Nucleophile. 
AD-A052 588/1G! 78-14 7C PC A03/MF A01 


Reprint: Generation of Dimethylsilylene under Mild 
Conditions by the Thermolysis of Hexamethyl- 
silirane. 

AD-A047 445/2G! 78-05 7C PC A02/MF A01 


Reprint: Organolithium Routes to 1,2-Disubstituted 
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Development of a Pavement Maintenance Manage- 
ment System. Volume lil. Maintenance and Repair 
Guidelines for Airfield Pavements. 

AD-A056 575/4GI 78-21 1E& PC A06/MF AO1 


SHAHINIAN, P. 


Reprint: Creep Crack Growth in Alloy 718. 
AD-A045 494/2GI 78-01 11F PC A02/MF A01 


Reprint: Prediction of Threshold Stress Intensity for 
Fatigue Crack Growth Using a Dislocation Model. 
AD-A052 852/1GI 78-15 20 PC A02/MF A01 


SHAHINIAN, PAUL 
Effect of Heat Treatment on digh Temperature 
Crack Growth under Static Load in Alloy 718. 
AD-A053 848/8G! 78-16 11F PC AQ3/MF A01 
SHAHNAI, M. G. 
Proposed Secondary Standard for Neutron Source 
Calibration. 
BARC-861 
SHAHROKHI, F. 
Advanced Two-Phase Instrumentation Program. 
Quarterly Progress Report, April--June 1977. 
ORNL/NUREG/TM-140 
78-13 181 PC A0Q2/MF A01 
Advanced Two-Phase instrumentation Program. 
Quarterly Progress Report, July--September 1977. 
ORNL/NUREG/TM-183 
78-20 181 PC A03/MF A01 


Application of LANDSAT Images to Wetland Study 


and Land Use Classificat’'.n ii West Tennessee. 
Part 1. 
E78-10031 


78-06 13B PC AO5/MF A01 


78-09 7A PC A03/MF A01 


Test Facility (Capability 


78-01 20A PC AO0S/MF A01 


78-26 18D PC A02/MF A0O1 


78-06 18D MF A01 


78-05 8B PC A04/MF A01 


The Application of LANDSAT-1 Imagery for Monitor- 
ing Strip Mines in the New River Watershed in 
Northeast Tennessee. Part 2. 

E78-10032 78-06 8I 


SHAI, M. C. 


Electrically Conductive Thermal Control Coatings. 
PAT-APPL-844 344/GI 
78-05 11C PC A02/MF A0O1 


Formulation of Electrically Conductive Thermal- 
Control Coatings. 
N78-21216/4GI 


SHAIKH, NISAR 


Design of a Quiet Rock Drill. A Feasibility Study 
Using Principles of Leavell Pavement Breaker. 
PB-274 402/7GI 78-04 81 PC A03/MF A01 


SHAIN, W. M. 


Test Data Report, Low Speed Wind Tunnel Tests of 
a Full Scale Lift/Cruise-Fan Inlet, with Engine, at 
High Angles of Attack. 
N78-19049/3GI 


SHAIR, FREDRICK H. 


Atmospheric Tracer Studies to Characterize the 
Transport and Dispersion of Pollutants in the 
California Delta Region. Executive Summary. 

PB-277 732/4GI 78-11 13B PC A05/MF A01 


Atmospheric Tracer Studies to Characterize the 
Transport and Dispersion of Pollutants in the 
California Delta Region. Volume |. Presentation and 
Discussion of Results. 

PB-277 733/2GI 78-11 13B PC A13/MF A01 


Atmospheric Tracer Studies to Characterize the 
Transport and Dispersion of Pollutants in the 
California Delta Region. Volume Il, Part A. Presenta- 
tion of Tracer and Meteorological Data. 

PB-277 734/0GI 78-11 13B PC A13/MF A01 


Atmospheric Tracer Studies to Characterize the 
Transport and Dispersion of Pollutants in the 
California Delta Region. Volume Il, Part B. Tabula- 
tion of Tracer and Meteorological Data. 

PB-277 735/7GI 78-11 13B PC A15/MF A01 


SHAKED, H. 


Triple-Axis Neutron Spectrometer KANDI Ill and 
Measurement of Phonons in Copper. 
NRCN-425 78-16 


SHAKER, F. J. 
The Plasma Interaction Experiment (PIX) Descrip- 


tion and Test Program. 
N78-21188/5GI 78-16 22A PC A02/MF A01 


SHAKER, F. S. 


A Mechanical, Thermal and Electrical Packaging 
Design for a Prototype Power Management and 
Control System for the 30 cm Mercury lon Thruster. 
N78-23142/0GI 78-18 21C PC A03/MF A01 


SHAKET, EFRAIM 


Man-Machine Communication in Computer-Aided 
Remote Manipulation. 
AD-A057 961/5GI 


SHAKHBAZYAN, V. A. 


Comparison of Models in the Complex Momenta 
Theory as Applied to Pl exp 0 -Meson Photoproduc- 
tion on exp 4 He Nucleus. 

EFI-101(74) 78-22 20H MF A01 


Eikonal and Quasieikonal Models of Complex Mo- 
menta Theory for pi -Meson Elastic Scattering and 
Rhosup(0)-Photoproduction on exp 4 He. 

EFI-182(28)-76 78-10 20H MF AO1 


Elastic Scattering of K-Mesons on the exp 4 He 
Nucleus in the Complex Momenta Theory for the 
Energy Region (20-100) Gev. 
EFI-183(29)-76 


SHAKHNAZARYAN, YU. G. 
Inclusive Annihilation of Polarized E exp + E exp - 


-Pair with Two Observed Hadrons. 

EFI-193(39)-76 78-09 20H MF A01 
SHAKIROV, A. F. 

Logging, Testing, Perforation, and Shooting of 


Boreholes. 
UCRL-Trans-11261 


SHAKUN, N. G. 


Focusing in the Phasotron Central Region at a 
Positive Potential in the Discharge Chamber of the 
lon Source. 

JINR-R-9-9284 


SHALABY, MOHAMED 


Approximation Techniques in 
Queueing Problems. 
AD-A053 499/0G! 78-16 


SHALABY, MOHAMED A. 


Bounds and Approximations for a Generalized Mea- 
sure of Performance in the G/N/1/N Queue. 
AD-A053 497/4G1 78-16 12B PC A03/MF A01 


PC AOS/MF A01 


78-16 11C PC AQ2/MF A01 


78-14 1A PC A08/MF A01 


11F MF AO1 


78-24 SH PC A07/MF AO1 


78-10 20H MF A01 


78-07 8l 


PC A06/MF AO1 


78-19 20G MF A01 


the Solution of 


12B PC A03/MF A01 





Rejection Using Piece-Wise Linear Majorizing Func- 
tions in Random Variate Generation. 
AD-A052 570/9GI 78-14 98 PC A02/MF A01 


SHALEV, S. 
GENFIT: A General Least Squares Curve Fitting 
Program for Mini-Computer. 
1EA-TI-57 78-26 9B PC A02/MF A01 
SHALLBETTER, CLARENCE 
Shared Ride Services: A Major Opportunity, and an 


Alternative Way for People to Get to Work, 
PB-284 780/4GI 78-24 138 PC A04/MF A01 


SHALLCROSS, F. V. 


256-Element Schottky-Barrier IR-CCD Line Sensor. 
AD-A046 274/7GI 78-03 17E PC A04/MF AO1 


SHALLCROSS, FRANK V. 


Charged-Coupled Scanned IR Imaging Sensors. 
AD-A057 115/8GI 78-22 17E PC A05S/MF A01 


SHALLON, S. M. 


A Computer Program to Display the Dynamic Stress 
Analysis of Structures. 
AD-871 627/6GI 78-24 


SHALVOY, RICHARD B. 


X-Ray Photoemission Studies and Bonding in 
Amorphous Chalcogens. 
PB-282 936/4GI 78-22 7D Not available NTIS 


SHAMAN, PAUL S. 


Computer Family Architecture Selection Committee 
Final Report. Volume Ill. Evaluation of Computer 
Architecture via Test Programs. 

AD-A049 482/3GI 78-09 98 PC A07/MF AQ01 


SHAMBAKY, NAWAL M. 


Reprint: The Subgenus ‘Persicargas’ (Ixodoidea: Ar- 
gasidae: ‘Argas'). 22. The Effect of Feeding on Hor- 
monal Control of Egg Deviopment in ‘Argas 
(Persicargas) Arboreus’. 

AD-A050 063/7GI 78-10 6C PC A02/MF A01 


SHAMBAUGH, GEORGE E. 


Technical Problems in the Surgical Treatment of 
Otosclerosis 
AD-114 655/4GI 


SHAMBLIN, JAMES E. 


Project Report on Police Scheduling for Preventive 
Law Enforcement. 
PB-278 916/2GI 


SHAMBURGER, JOHN H. 


Assessment of Terrain 
Horizontal 
Main Text. 
AD-A046 396/8GI 


SHAMEL, ROGER 


Comparative Analysis of Selected Characteristics of 
Disposable and Reusable Diapers. 
PB-275 223/6GI 78-06 5C PC AQS/MF A01 


Comparative Analysis of Selected Characteristics of 
Disposable and Reusable Napkins. 
PB-275 224/4GI 78-06 5C PC A04/MF A01 


Comparative Analysis of Selected Characteristics of 
Disposable and Reusable Towels. 
PB-275 222/8GI 78-06 5C PC A05/MF A01 


SHAMIR, ADI 


The Convergence of Functions to Fixedpoints of 
Recursive Definitions. 
AD-A049 760/2GI 78-09 12A PC A03/MF A01 


Factoring Numbers in 0 (log n) Arithmetic Steps, 
AD-A047 709/1GI 78-05 12A PC A0Q2/MF A01 


A Fast Signature Scheme, 
AD-A057 152/1Gi 78-22 


SHAMOS, MICHAEL IAN 


A Problem in Multivariate Statistics: Algorithm, Data 
Structure and Applications. 
AD-A055 818/9GI 78-20 


SHAMPINE, L. F. 


Heat Transfer by Conduction and Radiation. 
SAND-78-0099C 78-17 20M PC A02/MF A01 


Solving Certain Stiff 
Transformation. 
SAND-77-1702 


Solving Ordinary 
SPEAKEASY. 
SAND-77-1129 78-07 9B 
Starting an ODE Solver. 
SAND-77-1023 78-14 12A PC A03/MF A01 
Theory and Practice of Solving Ordinary Differential 


Equations (ODEs). 
SAND-78-0100 


SHAMROTH, S. J. 


Analysis of Strong-interaction Dynamic Stall for 
Laminar Flow on Airfoils. 
N78-20464/1GI 78-15 


13M PC AOS/MF A01 


78-13 6E& PC AQ2/MF A01 


78-13 5B PC A02/MF A01 
Input Data to Engineer 
Construction Effort Model Volume I. 


78-03 1E PC AQ4/MF A01 


17B PC A02/MF A01 


12A PC A02/MF A01 


Differential Equations by 


78-13 12A 
Differential 


PC A02/MF AO1 
Equations in 


PC A03/MF A01 


78-25 12A PC AOS/MF A01 


1A PC A04/MF AQ01 


SHAMS, MOHAMMAD KAZEM 
Reprint: Large-Optical-Cavity GaAs-(GaAl)As Injec- 
tion Laser with Low-Loss Distributed Bragg Reflec- 
tors. 
AD-A049 718/0GI 78-09 20E PC A02/MF A01 


Reprint: p-n Junction Detector Directly Integrated 

with (Ga(1-x)Al(x)) as LOC-DBR Laser. 

AD-A058 066/2GI 78-24 20E PC A02/MF A01 
SHAMU, R. E. 


Neutron Scattering from the Nd and SM Isotopes at 
4.08MEV. 
CEA-CONF-3725 


SHAN’GIN, N. N. 


Experimental Study on Natural Convection Heat 
Transfer in Closed Volumes. 
FEI-674 78-06 20D MF A01 


Study on Natural Convection in Spherical and 
Cylindrical Volumes. 
FEI-673 


SHANAHAN, ARTHUR J. 


Formation and Management of an Expert Tox- 
icological Review Team for Literature Search, 
Evaluation and Organization of Currently Available 
Rapid Toxicological Tests. Volume |. 

AD-A056 311/4GI 78-21 6T PC A07/MF AO1 


Formation and Management of an Expert Tox- 
icological Review Team for Literature Search, 
Evaluation and Organization of Currently Available 
Rapid Toxicological Tests. Volume Il. 

AD-A056 312/2GI 78-21 6T PC A25/MF AO1 


SHANAHAN, PATRICIA MAYER 
Occupational Therapist and Terminal 


Learning to Cope With Death. 
HRP-0019592/5GI 78-09 6E Not Available NTIS 


SHANAHAN, W. R. 


Collective lon Acceleration. 
LA-7148-PR 78-18 20G PC A13/MF A01 


Relativistic Electron Beam Cyclotron Wave Growth 
in Helical Slow Wave Structures. 


LA-UR-77-2205 78-10 20G PC A02/MF A01 
SHANAS, ETHEL 


Family, Bureaucracy, and the Elderly. 
HRP-0018735/1GI 78-09 5K Not Available NTIS 


SHANBAKY, NAWAL M. 


Reprint: Hormonal Control of Diapause in the Tick 
‘Argas arboreus’. 
AD-A050 668/3GI 78-11 6C PC A02/MF A01 


Reprint: The Subgenus ‘Persicargas’ (Ixodoidea: Ar- 
gasidae: ‘Argas'). 25. Effect of Temperature on 
Diapause Termination in Female ‘A. (P.) arboreus’ 
Kaiser, Hoogstraal and Kohis. 

AD-A050 061/1GI 78-10 6C PC A02/MF A01 


SHANDOR, L. 


Technique of Study on the pi exp - p implies p pi 
exp + piexp - pi exp - + M pi exp O and pi exp - p 
implies N piexp + piexp + piexp - piexp-+M 
pi exp 0 Reactions at 5GeV/C by Means of a One- 
Meter Propane Bubble Chamber. 

JINR-1-8514 78-23 20H PC A02/MF A01 


SHANDS, HARLEY C. 


Decision to Hospitalize. 
HRP-0025599/2GI 78-26 6E Not Available NTIS 


Hotel Therapy. 
HRP-0019810/1GI 


SHANE, DONEA L. 


Testing the Effectiveness of a Televised Dental 
Health Series for Children among a Predominantly 
Chicano Population. 
HRP-0018319/4GI 


SHANE, ROBALD W. 


Reprint: Occupational Pesticide Exposure and 

Renal Tubular Dysfunction, 

PB-278 096/3GI 
78-13 6T 


SHANE, S. 


Chemical Composition of Commercial Asphalt Ce- 
ment as Determined by High Pressure Liquid Chro- 
matography. 

PB-285 075/8GI 


SHANE, SUSAN H. 


A Biological Assessment of the Cetacean Fauna of 
the Texas Coast. 
PB-281 763/3GI 78-17 6C PC A03/MF AO1 


The Population Biology of the Atlantic Bottlenose 
Dolphin, ‘Tursiops truncatus’, in the Aransas Pass 
Area of Texas. 

PB-283 393/7GI 


SHANER, DON 


Fault Tolerant Digital Flight Control with Analytical 
Redundancy. 
AD-A045 671/5GI 


78-03 20H MF A01 


78-06 20D MF A01 


iliness -- 


78-08 6E Not Available NTIS 


78-11 


6E PC A02/MF A01 


(Order as PB-278 094, MF A01) 


78-25 13C PC A0Q6/MF A01 


78-22 6C PC A07/MF A01 


78-01 1C PC A17/MF A01 


SHANLEY, MICHAEL G. 


SHANER, HOWARD C. 


Interim Design Criteria, Technical Guidelines for 
Energy Conservation in Existing Buildings, 
AD-A053 596/3G! 78-16 13A MF AO1 


Interim Design Criteria. Technical Guidelines for 
Energy Conservation in New Buildin 
AD-A053 601/1GI 78-16 13A 


SHANER, J. W. 


Determination of Sound Velocity in Liquid Metals at 
Temperatures Above 4000 K. 
UCRL-79322(Rev.1) 78-05 11F PC AQ2/MF A01 


Determination of Sound Velocity in Liquid Metals at 
Temperatures Greater Than 4000K. 
UCRL-79322 78-05 11F PC A02/MF A01 


Laser-Generated Shock-Wave 
Metals Above 1 TPa. 
UCRL-80257 78-18 11F PC A0Q2/MF A01 


Thermal Expansion of Metals over the Entire Liquid 
Range. 
UCRL-80007 78-07 11F PC AQ2/MF A01 


Thermophysical and Transport Properties of Metals 
at High Pressure and Very High Temperature. 
UCRL-79586 78-05 11F PC A02/MF A01 


Thermophysical Measurements on Liquid Metals 
Above 4000 K. 
UCRL-78782 


SHANER, JAY R. 


Processing Mechanisms, Structure and Morphology 
of High Temperature Polymeric Alloys. 
AD-A054 772/9GI 78-18 111 PC AQ3/MF A01 


SHANER, LYNN A. 


Continuation of the 
Evaluation. 
AD-A055 702/5G! 


SHANGOLD, ERIC J. 


Survey of Photocopier and Related Products. 
PB-283 737/5GI 78-23 14E PC A04/MF A01 


SHANK, K. E. 


Application of a Microprocessor System to Stream 
Monitoring. 
CONF-780110-5 78-18 7D PC A02/MF A01 


Concentrations of Radionuclides and Selected Sta- 
ble Elements in Fruits and Vegetables. 
CONF-770676-1 78-03 6R PC A02/MF A01 


Metabolic and Environmental Aspects of Fusion 
Reactor Activation Products: Niobium. 
ORNL/TM-5496 78-13 6T PC AO5/MF A01 


Quality Assurance Applied to an Environmental Sur- 
veillance Program. 


CONF-771113-8 78-15 13B PC A02/MF A01 


Subsurface Investigation of the Energy Systems 
Research Laboratory Site at Oak Ridge National 
Laboratory. 

ORNL/TM-5695 


SHANK, SAMUEL R. JR. 


Data Analysis of Bag/Cushion Heave Forces and 
Pitch Moments Acting on a 10-Ton SEV While 
Crossing Isolated Obstacles. 
AD-B000 524/9G! 78-16 


SHANKAR, R. 


Development of Adaptive Learning Networks for 
Pipe Inspection. Final Report. 
EPRI-NP-688 78-22 181 PC AQ7/MF A01 


Feasibility of Using Adaptive Learning Networks for 
Eddy Current Signal Analysis. Final Report. 
EPRI-NP-723 78-23 181 


Kinetics of Pack Aluminization of Nickel. 
N78-15231/1GI 78-10 11F PC A0Q4/MF A01 


SHANKS, H. R. 


Environmental Effects of Burning Solid Waste as 
Fuel. 


1S-M-124 78-16 210 PC A02/MF A01 


Preparation of Thin Film Solar Cells under Very 
Low Pressure Conditions. Final Report, October 1, 
1976--September 30, 1977. 

1S-4350 78-20 108 PC A05/MF A01 


Surface and Electrocatalytic Properties of Tungsten 
Bronzes. 
1S-M-96 


SHANKS, R. E. 
Variation of Pitching Moment with Engine Thrust 


for a Twin-Engine Commercial Jet Aircraft. 
N77-32131/3GI 78-02 1C PC A02/MF A01 


SHANLEY, MICHAEL G. 
Monitoring the Housing Allowance Program in St. 
Joseph County, Indiana: April-August 1975. 
PB-277 718/3GI 78-11 5K PC A04/MF A01 
Monitoring the Housing Allowance Program in St. 


Joseph County, Indiana: January-June 1976. 
PB-277 720/9GI 78-11 SK PC A04/MF A01 


Ss, 
BG A10/MF A01 


Experiments in 


78-06 11F PC A02/MF A01 


lranian Long-Period Array 


78-20 17J PC A07/MF AO1 


78-05 18H PC A02/MF A01 


1C PC A04/MF A01 


MF AO1 


78-03 11F PC A0Q2/MF A01 


PA-1281 





Monitoring the Housing Allowance Program in St. 
Joseph County, Indiana: July-September 1974. 
PB-277 716/7GI 78-11 5K PC A03/MF A01 


Monitoring the Housing Allowance Program in St. 
Joseph County, Indiana: September-December 


1975. 
PB-277 719/1GI 78-11 5K PC A04/MF A01 


Monitoring the Housing Allowance Program in St. 
Joseph County, Indiana: September 1974-March 
1975. 

PB-277 717/5GI 78-11 


SHANNER, WILLIAM M. 


Development and Evaluation of a Model Delivery 
System for Instructional Modules on Asthma. 
PB-273 521/5G! 78-02 6E PC A04/MF A01 


SHANNON, D. 


Controlled Trial of Multiphasic Screening in Middle 
Age -- Results of the South-East London Screening 
Study. 

HRP-0024893/0GI 


SHANNON, D. V. 


Energy Use in the Dairy Industry (Report No. 25). 
NP-23050 78-16 10A PC A04/MF A01 


SHANNON, D. W. 


Brine Chemistry and Combined Heat/Mass Transfer. 
Volume 1. 
EPRI-ER-635(V.1) 78-17 81 PC A11/MF A01 


Brine Chemistry and Combined Heat/Mass Transfer. 
Volume 2. Appendixes. 
EPRI-ER-635(V.2) 78-17 Si PC A12/MF A01 


Corrosion of tron-Base Alloys Versus Alternate 
Materials in Geothermal Brines. Interim Report: 
Period Ending October 1977. 

PNL-2456 78-16 8! PC A03/MF A01 


Development of Electrical and Electrochemical 
Probes for down Hole and in-Line Chemical Analy- 
sis of High Pressure, High Temperature Geothermal 
Fluids. Interim Report: Period Ending October 1977. 
PNL-2459 78-16 81 PC A03/MF A01 


SHANNON, E. 


The Rational Threshold Value (RTV) Technique for 
the Evaluation of Regional Economic Impacts. 
AD-A055 561/5G! 78-20 13B PC A04/MF A01 


SHANNON, J. L. JR. 


The Influence of Composition, Annealing Treatment, 
and Texture on the Fracture Toughness of Ti-5AI- 
2.5Sn Plate at Cryogenic Temperatures. 

N78-15235/2GI 78-10 11F PC A03/MF A01 


Room Temperature Crack Growth Rates and -20 
Deg F Fracture Toughness of Welded 1 1/4 Inch a- 
285 Steel Plate. 
N78-13182/8GI 


SHANNON, L. J. 


St. Louis Demonstration Final Report: Power Plant 
Equipment, Facilities and Environmental Evalua- 
tions. 


PB-279 828/8GI 78-15 7A PC A19/MF A01 
SHANNON, LAUREL CARSON 

National Guidelines for Health Planning. 

HRP-0900263/5G! 78-19 6E PC AOS/MF A01 
SHANNON, MARK L. 


Reprint: Two Atom insertions into the Sila- 
cyclopropane and Silacyclopropene Rings: 
Mechanistic Considerations. 

AD-A051 204/6G! 78-12 7C PC AQ2/MF A01 
SHANNON, MICHAEL O. 

Legal Literature Survey: A Bibliography for a 
Workshop on Unraveling Government and Legal 


Documents, 
ED-140 819 


SHANNON, PATRICK 


Small Area Population Model: A Conceptual Model. 
PB-278 667/1GI 78-13 5K PC A04/MF A01 


SHANNON, R. H. 
Transformations Occurring on Aging of 16-8-2 Weld 
Metal. 
ORNL-5400 
SHANNON, R. L. 
Plasma Cleaning Device. 
PATENT-4 088 926 78-23 13! Not available NTIS 
SHANNON, T. E. 
Design Approaches for Enhancing the Engineering 
Feasibility of Tokamak Power Reactors. 
CONF-771109-80 78-13 18A PC A02/MF A01 
Oak Ridge TNS/PEPR Program ts Considering 
Modified Physics and Engineering Criteria to Ease 
Remote Maintenance Problems. 
CONF-780508-13 78-25 18A PC A0Q2/MF A01 


5K PC A03/MF A01 


78-18 6E Not Available NTIS 


78-08 11F PC A02/MF A01 


78-14 5D Not available NTIS 


78-25 11F PC A04/MF AO1 


ORNL Fusion Power Demonstration Study: An Illus- 
trative Example of Planning for the Demonstration 
of the Commercial Feasibility of Tokamak Fusion 
Power in This Century (A Demonstration Study). 


PA-1282 


ORNL/TM-6212 78-25 18A PC A03/MF A01 


TNS Program: The Next Step in Confinement Fu- 
sion Beyond TFTR. 
CONF-771109-66 


78-15 18A PC A02/MF A01 


SHANNON, W. E. 


Reentry Systems Environmental Protection (Resep) 
Program. Task 2 - High Performance Heat Shields. 
AD-821 603/8GI 78-16 11D PC A16/MF A01 


SHANOR, KAREN 


Cultural Awareness in Health Planning, 
HRP-0019416/7GI 78-05 6E PC A10/MF A01 


Steps Which Can Help Assure True Consumer Par- 
ticipation in Planning and Delivery of Health Care. 
HRP-0019864/8GI 78-24 6E PC A02/MF A01 


SHANOR, KAREN I. 


Influence of Cultural Factors on the Health Planning 
Process. 


HRP-0019114/8GI 78-13 6E PC A02/MF A01 


SHANSHAL, A. 


Studies on a Practically Carrier-Free Labelling of 
Organic Molecules by lodine-123 and lodine-125. 
Juel-1402 78-22 6E MF A01 


SHAO, TZU-FANN 


Measurement of the Temperature Dependence of 
Minority-Carrier Mobility in a Transistor-Base Re- 
gion, 


AD-438 935/9GI 78-14 9A PC A03/MF AO1 


SHAPAR, A. V. 


Time-of-Flight Method for Neutron Spectra Mea- 
surement in Fast Critical Assemblies. 
FEI-620 78-20 181 MF A01 


SHAPAR, M. 


Export and Import. Conformity with Regulations. 
INIS-mf-3644 78-09 10A MF A01 


SHAPIRA, NORMAN I. 


State-of-the-Art Study: Demilitarization of Conven- 
tional Munitions. 
PB-280 663/6GI 


78-17 19A PC A07/MF A01 


SHAPIRAA, R. 


Reprint: A Cyclic-Order Property of Bodies with 
Three-Face Vertices. 


AD-A051 237/6G! 78-12 9B PC A02/MF A01 


SHAPIRO, A. M. 


Progress Report of a Research Program in Experi- 
mental High Energy Physics, September 1, 1976-- 
December 31, 1977. 


COO-3130TB-236 78-15 20H PC A06/MF A01 


SHAPIRO, AHARON 


Synthesis of Oscillating Adaptive Systems. 
AD-A046 011/3GI 78-02 12A PC A13/MF A01 


A Synthesis Theory for Multiple-Loop Oscillating 
Adaptive Systems. 


AD-A045 827/3GI 78-01 12A MF A01 


SHAPIRO, ARNOLD F. 


Regulation of insurer Solidity Through Capital and 
Surplus Requirements. Appendix |. Continued, Dis- 
tributions of Combined Ratios by Line of insurance 
and Size Class: 1973 and 1974, 

PB-285 669/8GI 78-25 5C PC A10/MF A01 


Regulation of Insurer Solidity Through Capital and 
Surplus Requirements. Appendix |. Distributions of 
Combined Ratios by Line of insurance and Size 
Class: 1972 and 1975, 

PB-285 668/0G! 78-25 5C PC A10/MF AO1 


Regulation of Insurer Solidity Through Capital and 
Surplus Requirements. Appendix il. Standard Devia- 
tion of Combined Ratios (Underwriting Risk) as a 
Function of Written Premiums (insurer Size), 

PB-285 670/6GI 78-25 5C PC A03/MF A01 


Regulation of Insurer Solidity Through Capital and 
Surplus Requirements. Appendix Ill (Graphs). Ap- 
pendix IV (Tables). Estimated Probability of Ruin 
from Underwriting as a Function of Premiums-to- 
Surplus Ratios; Each Line of Insurance and by In- 
surer Size: 1972 - 1975, 

PB-285 671/4GI 78-25 5C PC A11/MF A01 


Regulation of Insurer Solidity Through Capital and 
Surplus Requirements. Appendix V. Summary of 
State Laws on Capital Requirements for Entry into 
the Insurance Susiness; Compiled by the National 
Association of Independent Insurers. Appendix VI. 
The Wisconsin Statute Governing Capital Require- 
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SHEN, LIANG C. 


Low Profile, Printed Circuit Antennas. 
AD-A047 629/1GI 78-05 9E PC A03/MF A01 


Strain Induced Plastic-to-Rubber Transition of An 
SBS Block Copolymer and Its Blend with PS. 
AD-A055 905/4G! 78-20 111 PC A03/MF A01 
Stress-Strain Behavior of Some Acrylic Gradient 
Polymers. 

AD-A052 617/8G! 78-14 111 PC A02/MF AO1 


Viscoelastic Properties of Entangled Polymer IV. Bi- 

nary Blends of Monodisperse Homopolymers. 

AD-A055 906/2G! 78-20 111 PC A03/MF A01 
SHEN, M. C. 


Solitary waves in running gases. 
AD-465 773/0GI 78-14 200 PC A03/MF A01 


Two-dimensional waves generated by a surface 

pressure disturbance over a sloping beach. 

AD-471 654/4GI 78-14 8C PC A03/MF A01 
SHEN, M. S. 

Regeneration of Lime-Based Sorbents in a Kiln with 

Solid Reductants. 

BNL-23765 78-16 7A MF AO1 


Regenerative Process for Desulfurization of High 
Temperature Combustion and Fuel Gases. Quarterly 


Progress Report No. 3, October 1--December 31, 
1976. 


BNL-50620 78-02 7A PC A02/MF A01 
SHEN, MITCHEL 
Properties and Morphology of Amorphous 


Hydrocarbon Block Copolymers. 
AD-A052 441/3G! 78-14 111 PC A03/MF A01 


Secondary Relaxation Behavior of Some Diene 

Polymers. 

AD-A048 460/0G! 78-07 111 PC A02/MF AO1 
SHEN, MITCHEL C. 

Volume dilatation and energetic stress in rubberlike 

network polymers. 

AD-465 261/6GI 78-14 7D PC A02/MF A01 
SHEN, PETER I. 

Multiple Shock Aerodynamic Window. 

PAT-APPL-898 049/GI 

78-21 20E PC A02/MF A01 

SHEN, RICHARD T. 

Temperature Distribution in the Boundary Layer of 

an Airplane Wing with a Line Source of Heat at the 


Stagnation Edge--Symmetric Wing in Symmetric 
Flow 


AD-009 799/8GI 78-14 1A PC A02/MF A01 
SHEN, S, F. 

Computer-Aided Injection Molding System. 

PB-274 275/7GI 78-03 13H PC A07/MF AO1 
SHEN, S. S. 

Apparatus to Examine Pulsed Parallel Field Losses 


in Large Conductors. 
CONF-771029-143 78-13 18A PC A02/MF AO1 


Superconductors for Tokamak Poloidal Field Coils. 

CONF-770801-17 78-07 18A PC AQ2/MF A01 
SHEN, WEN-WU 

Study of Adaptive Beamforming Algorithms for Low 


Magnitude Seismic P-Wave Detection. 

AD-A050 317/7GI 78-10 17J PC A04/MF AO1 
SHEN, Y. R. 

Dynamics of Infrared Multiphoton Dissociation of 


SF sub 6 by Molecular Beam Method. 
LBL-6035 78-01 70 PC A02/MF A01 


Molecular Beam Studies on Multiphoton Dissocia- 
tion of Polyatomic Molecules. 

LBL-6275 78-06 70 PC A02/MF A01 
Second-Order Sum- and Difference-Frequency 
Generation Via Quadrupole Transitions in Atomic 
Vapors. 

LBL-6918 78-08 7D PC A02/MF A01 


Theory at nonlinear susceptibilities in parametric 


media. 
AD-417 508/9GI 78-01 20L PC A04/MF A01 
SHEN, YOUNG T. 


Unsteady Cavitation on an Oscillating Hydrofoil. 

AD-A0S2 884/4GI 78-15 20D PC A03/MF A01 
SHENDEROVICH, M. D. 

Conformational States of Bradykinin in Solution. 


Calculation of Stable Conformations. 
LA-tr-78-22 78-18 70 PC A02/MF A01 


SHENEMAN, R. 


Environmental Development Plan for Industrial 

Energy Conservation, 1977. 

DOE/EDP-0019 78-21 138 PC AOS/MF A01 
SHENFELD, SAUL 


Reprint: Magnetic Fields of Twisted-Wire Pairs. 
AD-A054 049/2G! 78-17 9A PC A02/MF A01 


SHENFIL, LEON 


Latex Particle Size Determination Using Diffraction 
Peaks Obtained with the Point Focusing X-Ray 
Monochromator 

AD-008 221/4GI 78-18 148 PC A02/MF AO1 
A Point Focusing X-Ray Monochromator for the 
Study of Low Angle Diffraction 

AD-008 222/2GI 78-18 148 PC A02/MF AO1 


SHENG, T. T. 


High Resolution Electron Microscopy Study of the 
Si--SiO sub 2 Interface. 
LBL-7612 78-25 20L PC A02/MF A01 


SHENK, LYNETTE O. 


Excavations at Harmony Borax Works: Historical 
Archeology at Death Valley National Monument. 
PB-284 183/1GI 78-24 5F PC A12/MF AO1 


SHENK, SHELDON W. 


Cold Regions Human Factors Engineering. Part |. 

Test Procedures. 

AD-A051 732/6GI 78-13 5E PC A21/MF A01 

Cold Regions Human Factors Engineering. Part Il. 

HEDGE. 

AD-A051 733/4GI 78-13 SE PC AO7/MF A01 

Human Factors Engineering. Part |. Test 

Procedures. 

AD-A051 481/0GI 78-12 SE PC A16/MF A01 

Human Factors Engineering. Part ll. HEDGE. 

AD-A051 482/8GI 78-12 5E PC A07/MF A01 
SHENKMAN, A. M. 

Prop-Fan Data Support Study. 

N78-27128/5GI 78-23 1C PC AO6/MF A01 
SHENOY, G. K. 


Crystal Field Properties of Yb sub 2 Ti sub 2 O sub 
7 


CONF-771 127-17 78-23 20L PC A02/MF AO1 
SHENOY, PRAKASH P. 

A 2-Person Non-Zero-Sum Game Mode! of the 
World Oil Market. 

AD-A045 613/7GI 78-01 5C PC A02/MF A01 
A 3-Person Cooperative Game in Characteristic 
Function Form Formulation of the World Oil Market. 
AD-A045 614/5GI 78-01 SC PC A03/MF A01 


A Dynamic Solution Concept for Abstract Games. 
AD-A049 383/3G! 78-09 128 PC A02/MF A01 


On Coalition Formation: A Game-Theoretical Ap- 
proach. 

AD-A049 384/1GI 78-09 12B PC A04/MF A01 
On Coalition Formation in Simple Games: A Mathe- 
matical Analysis of Caplow's and Gamson's Theo- 


ries. 
AD-A049 491/4GI 78-09 128 PC A03/MF A01 


On Committee Decision Making: A Game-Theoreti- 
cal Approach. 
AD-A049 494/8GI 78-08 5A PC A02/MF A01 


SHENSA, MARK J. 


The Deflection Detector - Its Theory and Evaluation 
on Short-Period Seismic Data. 
AD-A055 248/9Gi 78-18 17J PC AO4/MF AO1 


SHENTON, EOWARD H. 


An Annotated Bibliography of OCS Documents in 

Maine, 

PB-282 551/1GI 78-20 10A PC A03/MF A01 
SHENTON, L. R. 

Error Contours for Student's T under Nonnormality. 

CONF-770874-1 78-10 12A PC A02/MF A01 


SHEPARD, ROBERT D. 


SHENTON, SCOTT S. 


VP Data Base System. 
AD-A048 763/7G! 78-07 5A PC A03/MF A0O1 


SHEPARD, D. F. 


Statistically Designed Experiment to Determine the 


Effect of Non Homogeneity on NDA Measurements 
for Plutonium. 


ARH-SA-297 78-17 7D PC A02/MF A01 
SHEPARD, DONALD 
Assessment of Programs to Prolong Life, Recogniz- 


ing Their interaction with Risk Factors. 
HRP-0016780/9G! 78-01 6E PC AOS/MF A01 


SHEPARD, DONALD S. 


Pitfall in Sampling Medical Visits. 
HRP-0025143/9GI 78-26 6E Not Available NTIS 


SHEPARD, DONALD SLOANE 


Prediction and Incentives in Health Care Policy. 
HRP-0023356/9G! 78-14 6E Not Available NTIS 


SHEPARD, FRANCIS P. 


Reprint: Currents and Sedimentary Processes in 
Submarine Canyons off the Northeast United States. 
AD-A057 595/1G! 78-23 8C PC A02/MF A01 


Reprint: Currents in Submarine Canyon Heads Off 
North St. Croix, U.S. Virgin Isiands. 
AD-A057 089/5G! 78-22 8C PC A02/MF A01 


Reprint: Currents in Submarine Canyons and Other 
Sea Valleys. 
AD-A057 593/6G! 78-23 8C PC A02/MF A01 


SHEPARD, FRANCIS T. 


Reprint: Tidal Components of Currents in Sub- 
marine Canyons. 
AD-A050 398/7G! 78-10 8C PC A02/MF A01 


SHEPARD, FRANK D. 


Installation of Raised Pavement Markers for Reduc- 
ing incidences of Wrong-Way Driving. 
PB-275 739/1GI 78-07 13B PC A02/MF A01 


Traffic Flow Evaluation of Pavement Inset Lights for 
Use During Fog. 
PB-281 163/6GI 78-18 138 PC A03/MF A01 


SHEPARD, L.A. 
Delayed Yielding in a Substitutiona!l Solid Solution 


Alloy 
AD-085 718/5GI 78-22 11F PC A02/MF AO1 


SHEPARD, LAWRENCE A. 


Titanium Diboride Electrodeposited Coatings. 
AD-A047 956/8G! 78-06 11C PC AQ3/MF A01 


SHEPARD, LINDA J. 


Wives’ Employment Status and Marital Adjustment: 
Yet Another Look. 
PB-273 927/4GI 78-03 SI PC A04/MF A01 


SHEPARD, MARION L. 


New Concepts for the Enhancement of High 
Strength Aluminum Alloy Properties. 
AD-A055 840/3G! 78-20 11F PC A03/MF A01 


SHEPARD, N. F. 


Development and Testing of Shingle-Type Solar 
Cell Modules. Quarterly Report No. 1. 
ERDA/JPL/954607-77/1 

78-10 108 PC A04/MF A01 


Development and Testing of Shingle-Type Solar 
Cell Modules. Quarterly Report No. 2. 
DOE/JPL/954607-2 78-18 10A PC A03/MF A01 


Development and Testing of Shingle-Type Solar 

Cell Molecules. 

N78-24644/4G! 78-19 108 PC A04/MF A01 
SHEPARD, R.H. 

Effect of Negative intra-Alveolar Pressure on Pul- 

monary Diffusing Capacity 

AD-248 845/0G! 78-11 6S PC A02/MF A01 
SHEPARD, R. L. 

Measurement of the Transient Response of Ther- 

mocouples and Resistance Thermometers Using an 

in Situ Method. 

ORNL/TM-4573 78-03 181 PC A03/MF A01 
SHEPARD, ROBERT A. 

Ethers Derived from Fluoroolefins 

AD-200 108/9G! 78-11 7C PC AO2/MF A01 


The Halogen Exchange Reaction of 1, 1, 1- 
Tribromo-3, 3, 3-Trifluoropropanone with Silver 
Fluoride 


AD-200 109/7GI 78-11 7C PC A02/MF AO1 


Synthesis and Reactions of Fluorinated Epoxides 
AD-200 130/3GI 78-11 7C PC AQ2/MF A01 


SHEPARD, ROBERT D. 


Shift Work and Health - A Symposium Held at Cin- 
cinnati, Ohio on June 12 and 13, 1975, 
PB-274 208/8GI 78-04 6J PC A13/MF A01 


PA-1289 





SHEPARD, SCOTT H. 
Construction Quality Control Systems; A Compara- 
tive Analysis 
AD-A056 334/6G! 78-21 
SHEPARD, W. BRUCE 
Political Efficiency and Political Effectiveness in 
Water-Related Policy Areas: A Report of Research 


Results on Three State Agencies in Oregon. 
PB-283 060/2GI 78-22 13B PC A07/MF A01 


SHEPARDSON, E. R. 


Specifications for IDAMST Software, Volume |. 
AD-A047 650/7GI 78-05 1C PC A17/MF A01 
Specifications for IDAMST Software. Volume Il. Ap- 
pendices. 

AD-A045 596/4GI 78-01 


SHEPARDSON, MARIE E. 


Final Analysis and Annotated Bibliographies, 

ED-142 189 78-19 5! Not available NTIS 
SHEPARDSON, WILFRED B. 

A Lagrangean Relaxation Algorithm for the Two 

Duty Period Scheduling Problem. 

AD-A055 786/8G! 78-20 12B PC A11/MF A01 
SHEPEL, MICHAEL 


Comparison of Cellulose and Polycarbonate Mem- 
brane Filters for Detection of Microbial Cells. 
AD-A054 731/5GI 78-17 6M PC A02/MF A01 


Rapid Detection of Bound and Free Endotoxin 

Using the Limulus Assay. 

AD-A052 663/2G! 78-14 6M PC A02/MF A01 
SHEPHARD, R. J. 

LaTulippe: A Case Study of a One Hundred and 


Sixty Kilometer Run. 
AD-A048 785/0GI 


SHEPHARD, RONALD wW. 
Dynamic Theory of Production Correspondences. 
Part I. 
AD-A057 950/8G! 78-24 12B PC A06/MF A01 


Dynamic Theory of Production Correspondences. 
Part Il. 


AD-A057 959/9GI 78-24 12B PC A0S/MF A01 


Dynamic Theory of Production Correspondences. 
Part Ill. 
AD-A057 951/6G! 


SHEPHERD, A. D. 


Nationwide Assessment of Water Quantity Impacts 
of the National Energy Plan. Volume |. Summary 
and Conclusions. 
ORNL/TM-6098 


13B PC A07/MF A01 


1C PC A13/MF A01 


78-07 6S PC A02/MF A01 


78-24 12B PC A04/MF A01 


78-16 7A PC A04/MF A01 


System for Regional Analysis of Water Availability. 
ORNL/NUREG/TM-82 
78-07 


10B PC A08/MF AU1 
SHEPHERD, B. P. 


Industrial Process Profiles for Environmental Use: 
Chapter 15. Brine and Evaporite Chemicals Indus- 


try. 
PB-281 482/0GI 78-17 7A PC A14/MF AQ1 


industrial Process Profiles for Environmental Use: 
Chapter 17. The Gypsum and Wallboard Industry. 
PB-281 484/6GI 78-17 7A PC A04/MF A01 


industrial Process Profiles for Environmental Use: 
Chapter 18. The Lime Industry. 
PB-281 485/3GI 78-17 7A PC A04/MF AO1 


Industrial Process Profiles for Environmental Use: 
Chapter 19. The Clay Industry. 
PB-281 486/1GI 78-17 7A PC A04/MF AO1 


Industrial Process Profiles for Environmental Use: 
Chapter 20. The Mica Industry. 
PB-281 487/9GI 78-17 7A PC A03/MF A01 


Industrial Process Profiles for Environmental Use: 
Chapter 21. The Cement Industry. 

PB-281 488/7GI 78-17 7A PC A04/MF AO1 
industrial Process Profiles for Environmental Use: 
Chapter 22. The Phosphate Rock and Basic Fertil- 
izer Materials Industry 

PB-281 489/5GI 78-17 7A PC A10/MF A01 


SHEPHERD, CLAYTON A. 


A Computer Analysis of the Merck Sharp and 
Dohme Indexing System 
AD-229 380/1GI 78-01 


SHEPHERD, D. E. 


Mathematics and Statistics Research Department 

Progress Report for Period Ending June 30, 1977. 

ORNL/CSD-27 78-05 12A PC AO5/MF A01 
SHEPHERD, G. G. 

Reprint: The Topside Magnetospheric Cleft lono- 

sphere Observed from the ISIS 2 Spacecraft. 

AD-A049 004/5GI 78-08 4A PC A02/MF A01 
SHEPHERD, GORDON G. 


Auroral Data Analysis. 
AD-A053 262/2GI 


5B PC A03/MF A01 


78-15 4A PC A04/MF A0O1 


PA-1290 


SHEPHERD, J. R. 


lon Microprobe Analysis of Cathode Nickel Alloys. 
AD-A050 168/4GI 78-10 9A PC A03/MF AO1 


SHEPHERD, K. J. 


Water Utilization Evapotranspiration and Soil 
Moisture Monitoring in the South East Region of 
South Australia. 
E78-10001 


SHEPHERD, RICHARD A. 


Measurement of the APD and the Degradation 
Caused by Power Line Noise at HF. 
AD-A047 681/2GI 78-05 9E PC A07/MF AQ1 


SHEPHERD, RODGER 


Project to Develop Model Criteria Standards for 
Care of End-Stage Renal Disease Patients. 
HRP-0018299/8G! 78-14 6E PC A07/MF A01 


SHEPHERD, RUTH 


Nursing Home Costs Halved by Home Maintenance 
Program. 
HRP-0026250/1Gi 78-24 6E Not Available NTIS 


SHEPHERD, WILLIAM G. 


A Study of Minnesota Land and Water Resources 
Using Remote Sensing. 
E78-10143 


SHEPPARD, C. C. 


Poultry Excreta Dehydration and Utilization: System 
Development and Demonstration. 
PB-275 655/9GI 78-07 138 PC A09/MF A01 


SHEPPARD, C. J. R. 


Applications of Quantum Electronics. Part 1: The 
Scanning Optical Microscope. 
N78-18917/2GI 78-13 20F PC A04/MF A01 


Applications of Quantum Electronics. Part 2: The 
Metal Coating of Optical Fibres. 
N78-18918/0GI 78-13 11F PC A03/MF A01 


Applications of Quantum Electronics. Part 3: Holo- 
graphic Couplers for Optical Fibre Bundles. 
N78-18919/8C 78-13 20F PC A04/MF A01 


The Scanning Optical Microscope. 
N78-18920/6GI 78-13 20F 


SHEPPARD, D. 


A Content Analysis of Five Books on Driving, 
PB-276 914/9GI 78-09 51 PC A02/MF AO1 


Ways in Which School Crossing Patrols Instruct 
Children About Crossing Roads. 
PB-280 518/2GI 78-16 13B PC A02/MF A01 


SHEPPARD, ERWIN 


The Action of Heparin on the Polymerization of 
Fibrinogen 
AD-103 135/0GI 78-22 6A PC A02/MF A01 


The Effect of Phosphorylated Hesperidin on the 
Polymerization of Fibrinogen as Studied by Light 
Scattering 

AD-060 042/9GI 78-21 6A PC A02/MF A01 


Electrokinetic Studies on Fibrinogen. V. The Deter- 
mination of the Isoelectric Point by the Streaming 
Potential Method 
AD-063 418/8GI 


SHEPPARD, HAROLD L. 


Jobs for Older Workers in U.S. Industry: Possibili- 
ties and Prospects. 
PB-276 951/1GI 


SHEPPARD, J. C. 


Determination of Distribution Ratios and Diffusion 
Coefficients of Neptunium, Americium and Curium 
in Soil-Aquatic Environments. Annual Report, Au- 
gust 1, 1975--July 31, 1976. 

RLO-2221-T-12-2 78-02 18G PC A02/MF A01 


Determination of Distribution Ratios and Diffusion 
Coefficients of Neptunium, Americium, and Curium 
in Soil-Aquatic Environments. Annual Report, Au- 
gust 1, 1976--July 31, 1977. 

RLO-2221-T-12-3 78-13 6F PC A02/MF AO1 


SHEPPARD, J. D. 


Apparatus for Monitoring Two-Phase Flow. 
PATENT-4 009 614 
78-04 


78-04 8H PC A02/MF A01 


78-21 8H PC A12/MF A01 


PC A02/MF A01 


78-20 6A PC A02/MF A01 


78-10 SK PC AQS/MF A0O1 


14B Not available NTIS 
SHEPPARD, J. M. 
Reprint: ‘Mysidopsis bahia’: An Estuarine Species 
Suitable for Life-Cycle Toxicity Tests to Determine 


Effects of a Pollutant. 
PB-277 173/8GI 78-11 


SHEPPARD, JAMES M. 


Reprint: Kepone (Trademark) Bioconcentration, Ac- 
cumulation, Loss, and Transfer through Estuarine 
Food Chains. 

PB-277 183/0GI 78-11 


SHEPPARD, L. M. 


Theory of Transonic Gas Guns. 
AD-A051 076/8G! 78-12 200 PC A03/MF A01 


6T Not available NTIS 


6T PC A02/MF A0O1 


SHEPPARD, M. F. 


Corrosion Monitoring of SGHWR Pressure Tubes. 
TRG-Report-2949(R) 78-08 11F MF AO1 


SHEPPARD, S. B. 


Predicting Programmers’ Ability to Modify Software. 
AD-A056 079/7GI 78-21 5i PC A03/MF A01 
Predicting Software Comprehensibility. 

AD-A051 495/0GI 78-12 9B PC A04/MF A01 


SHEPPARD, T. J. 


Stored Charge Release in Cables in Low Fiuence X- 
Ray Environments. 


AD-A050 112/2G1 78-10 9C PC A03/MF A01 


SHEPPARD, W. J. 


Systems Study of Fuels from Sugarcane, Sweet 
Sorghum, and Sugar Beets. Volume |. Comprehen- 
sive Evaluation. Task 77, Final Report. 

BMI-1957(V.1) 78-07 21D PC A08/MF A01 


Systems Study of Fuels from Sugarcane, Sweet 
Sorghum, and Sugar Beets. Volume Ii. Agricultural 
Considerations. Task 77, Final Report. 

BMI-1957(V.2) 78-10 2C PC A12/MF A01 


Systems Study of Fuels from Sugarcane, Sweet 
Sorghum, and Sugar Beets. Volume Ill. Conversion 
to Fuels and Chemical Feedstocks. Task 77. Final 


Report. 
BMI-1957(V.3) 78-07 21D PC AO9/MF AQ1 


Systems Study of Fuels from Sugarcane, Sweet 
Sorghum, Sugar Beets, and Corn. Volume IV. Corn 
Agriculture. Task 77, Final Report. 

BMI-1957A(V.4) 73-07 21D PC A10/MF A01 


Systems Study of Fuels from Sugarcane, Sweet 
Sorghum, Sugar Beets, and Corn. Volume V. Com- 
prehensive Evaluation of Corn. Task 77, Final Re- 


port. 
BMI-1957A(V.5) 78-06 21D PC A09/MF A01 


SHEPPERD, JAMES D. 


Nontraditional Graduate Training for Administrators 
of Neighborhood Health Centers. 
HRP-0014798/3GI 78-06 5!I Not Available NTIS 


Analysis of Some Uranium Oxide and Mixed-Oxide 
Lattice Measurements. Final Report. 
EPRI-NP-691 78-18 18J PC A04/MF A01 


SHERBY, O.D. 


Activation Energies for Creep of Cadmium, Indium 
and Tin 
AD-032 207/3GI 78-21 7D PC A02/MF A01 


Activation Energies for Creep of High Purity Alu- 
minum 
AD-091 682/5GI 78-24 11F PC A02/MF A01 


Activation Energy for High Temperature Creep of 
High Purity Aluminum 
AD-055 007/9GI 78-21 11F PC A02/MF A01 


Creep of Oxide Dispersion Strengthened Materials 
(With Special Reference to Td Nichrome). 
N78-29217/4GI 78-24 11F PC A04/MF A01 


Development of the Materials Code, MATMOD 
(Constitutive Equations for Zircaloy). Final Report. 
EPRI-NP-567 78-14 181 Not available from NTIS. 


Discussion of Paper “Creep Behavior of Extruded 
Electrolytic Magnesium" by C.S. Roberts, Journal of 
Metals, Aime, September 1953 

AD-019 785/5G! 78-21 11F PC A02/MF AO1 


Effect of Alloying and Cold Working on the Activa- 
tion Energy for Creep of Aluminum 
AD-067 428/3GI 78-20 11F PC A02/MF A01 


Effect of Strain Rate and Temperature on the 
Plastic Deformation of High Purity Aluminum 
AD-079 119/4GI 78-22 11F PC A02/MF A01 


Effect of Stress on Creep at High Temperatures 
AD-040 831/0GI 78-21 11F PC A02/MF AO1 


Effect of Structure on Creep at High Temperatures 
AD-055 006/1GI 78-21 11F PC A02/MF A01 


Fine Structure and Superplasticity in Ultrahigh Car- 
bon Steels. 
AD-A049 146/4GI 78-08 11F PC A06/MF A01 


Fine Structure and Supefplasticity in Ultrahigh Car- 
bon Steels. 


AD-A053 571/6GI 78-16 11F PC AQ4/MF A01 


A Recovery Model for the High Temperature Creep 
Process 
AD-017 053/0GI 78-21 11F PC A02/MF A01 


Subgrain Refinement Strengthening. Eleventh Quar- 
terly Progress Report, April 1, 1977--June 30, 1977. 
SAN-326P38X11 78-12 11F PC AO2/MF A01 


Subgrain Refinement Strengthening. Tenth Quar- 
terly Progress Report, January 1, 1977--March 31, 
1977. 


SAN-326P38X10 78-05 11F PC A03/MF A01 


SHERBY, OLEG D. 


An Analysis of the Phenomenon of High Tempera- 
ture Creep 





AD-024 035/8GI 78-21 11F PC A0Q2/MF A01 


Correlations of High Temperature Creep Data 
AD-069 969/4GI 78-20 11F PC A0Q2/MF A0O1 


Correlations of Rupture Data for Metals at Elevated 
Temperatures 
AD-016 713/0GI 78-21 11F PC A03/MF AO1 


Effect of Cold Work on the High Temperature Creep 
Properties of Dilute Aluminum Alloys 
AD-017 052/2GI 78-21 11F PC A02/MF A0O1 


The Effect of Dispersions on the Creep Properties 
of Aluminum-Copper Alloys 
AD-000 691/6GI 78-18 


Hydrostatic Extrusion. 
AD-A052 056/9Gi 78-13 13H PC A08/MF A01 


Some Observations on Grain Boundary Shearing 
During Creep 
AD-023 614/1GI 


SHERER, D. L. 


Development of Vertical Dispersion Coefficients for 

Rolling Terrain Environments. 

COO0-4026-5 78-05 48 PC A07/MF A01 
SHERIDAN, A. E. 

Drag Reduction Obtained by Modifying a Standard 

Truck. 

N78-20457/5GI 


SHERIDAN, ANN 


Student - Family Contracts. 
HRP-0017758/4GI_ 78-07 6E Not Available NTIS 


SHERIDAN, DAVID 


Hard Rock Mining on the Public Land. 
PB-279 442/8GI 78-15 81 PC A03/MF A01 


SHERIDAN, J. A. 


External Labor Market Analysis and EEO Goals 
Planning. 
AD-A055 367/7GI 


SHERIDAN, J. P. 


Application of Advanced Optical Spectroscopies to 
the Study of Energetic Materials. 
AD-A053 832/2GI 78-16 20F PC AOS/MF A01 


SHERIDAN, PETER S. 


The Biota of the Apalachicola Bay System: Func- 
tional Relationships, 
PB-278 895/8GI 


SHERIDAN, THOMAS B. 


Human and Computer 
Teleoperators. 
AD-A057 655/3GI 


SHERIF, MUZAFER 


An Experimental Approach to the Study of Status 
Relations in Informal Groups 
AD-009 598/4GI 78-18 5J PC AQ2/MF A01 


A Study in Ego Functioning: Elimination of Stable 
Anchorages in Individual and Group Situations 
AD-007 885/7GI 78-18 5J PC A03/MF A01 


A Study of the Effects of Conflicting Suggestions 
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78-24 10A Not available NTIS 


78-09 1C PC A16/MF A01 


SHONYO, CAROLYN A. 


SHONKA, D. B. 


Transportation Energy Conservation Data Book: 
Edition 1.5. 


CONS/7405-1 78-06 10A PC A16/MF A01 


Transportation Energy Conservation Data Book: 
Edition 2. 
ORNL-5320 78-12 10A PC A24/MF A01 


Transportation Energy Conservation Data Book: 
Supplement IV. 
ORNL-5249 


78-05 10A PC§/MF A01 


SHONTING, D. H. 


Data Report: COBLAMED ‘76 Tethered Buoy Experi- 
ment. 


AD-A051 674/0GI 78-13 8C PC A04/MF A01 


SHONTZ, WILLIAM D. 


User Satisfaction as a Function of Recreation 
Management: A Model of Recreation Succession. 
MSU-NSF Gallatin Canyon Study, 

PB-277 977/5GI 78-12 5K PC A03/MF A01 


SHONYO, CAROLYN 


Anthropometry: Basic Studies and Applications. 
Volume 2. 1976-July, 1978 (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/0866/0GI 78-21 6N PC NO1/MF NO1 


Civil Insurgency (A Bibliography with Abstracts). 
NTIS/PS-77/0916/5GI 78-01 5K PC NO1/MF NO1 


Consumer Products and Consumer Affairs. Volume 
1. 1964-1976 (A Bibliography with Abstracts). 
NTIS/PS-78/0536/9GI 

78-16 13L PC NO1/MF NO1 


Consumer Products and Consumer Affairs. Volume 
2. 1977-May 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0537/7GI 

78-16 13L PC NO1/MF NO1 


Guerrilla Warfare (A Bibliography with Abstracts). 
NTIS/PS-77/0919/9GI 
78-01 15G PC NO1/MF NO1 


Guerrilla Warfarg (A Bibliography with Abstracts). 
NTIS/PS-78/1009/6GI 
78-24 15G PC NO1/MF NO1 


Insurgency and Counterinsurgency in Military Af- 
fairs (A Bibliography with Abstracts). 
NTIS/PS-78/1020/3GI 

78-24 15G PC NO1/MF NO1 


Interlibrary Loans (A Bibliography with Abstracts). 
NTIS/PS-77/1087/4GI 78-04 5B PC NO1/MF NO1 


Land Use in Urban Areas. Volume 2. September, 
1975-October, 1977 (A Bibliography with Abstracts). 
NTIS/PS-77/0928/0GI 

78-01 13B PC NO1/MF NO1 


Management Information Systems (A Bibliography 
with Abstracts). 


NTIS/PS-77/0918/1GI 78-01 5B PC NO1/MF NO1 


Management Information Systems. Volume 1. 1964- 
October, 1977 (A Bibliography with Abstracts). 
NTIS/PS-78/1068/2GI 78-25 5B PC NO1/MF NO1 


Management Information Systems. Volume 2. 
November, 1977-September, 1978 (A Bibliography 
with Abstracts). 

NTIS/PS-78/1069/0GI 78-25 5B PC NO1/MF NO1 


Personnel Management in Remote, Isolated, and 
Confined Areas (A Bibliography with Abstracts). 
NTIS/PS-78/0595/5GI 78-17 51 PC NO1/MF NO1 


Population Mobility (A Bibliography with Abstracts). 
NTIS/PS-78/0382/8GI 78-13 5K PC NO1/MF NO1 


Signs and Display Systems: Graphic Design and 
Human Engineering (A Bibliography with Abstracts). 
NTIS/PS-77/1081/7GI 78-04 5E PC NO1/MF NO1 


Technology Assessment, Volume 2. July, 1975-July, 
1977 (A Bibliography with Abstracts). 
NTIS/PS-78/0830/6GI 78-21 5A PC NO1/MF NO1 


Technology Assessment. Volume 3. August, 1977- 
June, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0831/4GI 78-21 5A PC NO1/MF NO1 


SHONYO, CAROLYN A. 


Bicycle Safety and Transportation (A Bibliography 
with Abstracts). 
NTIS/PS-77/0971/0GI 

78-02 13F PC NO1/MF NO1 
Bicycle Safety and Transportation (A Bibliography 
with Abstracts). 
NTIS/PS-78/1095/5GI 

78-25 13F PC NO1/MF NO1 


Career Development. Part 1. Military Careers. 
Volume 2. 1976-February 1978 (A Bibliography with 
Abstracts). 

NTIS/PS-78/0104/6G!I 78-08 5i PC NO1/MF NO1 


Career Development. Part 2. Civilian Careers. 
Volume 2. 1976-February 1978 (A Bibliography with 
Abstracts). 

NTIS/PS-78/0105/3GI 78-08 51 PC NO1/MF NO1 
Computaticnal Linguistics (A Bibliography with Ab- 
stracts). 


PA-1297 





NTIS/PS-77/1009/8GI 78-02 5G PC NO1/MF NO1 
Computational Linguistics (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/1122/7G! 78-26 5G PC NO1/MF NO1 


Crime and Law Enforcement in Transportation 
Systems (A Bibliography with Abstracts). 
NTIS/PS-77/1018/9G!I 78-03 5K PC NO1/MF NO1 


Crime and Law Enforcement in Transportation 
Systems (A Bibliography with Abstracts). 
NTIS/PS-78/1139/1GI 78-26 5K PC NO1/MF NO1 


Federal Trade Commission Advertising Substantia- 
tion Program (A Bibliography with Abstracts). 
NTIS/PS-78/0035/2GI 78-07 5A PC NO1/MF NO1 


Human Work Measurement (A Bibliography with 
Abstracts). 
NTIS/PS-77/1054/4GI_ 78-03 SI PC NO1/MF NO1 


Industrial Psychology (A Bibliography with Ab- 
stracts). 


NTIS/PS-77/1113/8GI 78-04 5J PC NO1/MF NO1 


Job Analysis Methodology (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/1035/1GI 78-25 5i PC NO1/MF NO1 


Job Satisfaction. Volume 2. 1975-October, 1976 (A 
Bibliography with Abstracts). 
NTIS/PS-77/0944/7GI_ 78-01 5! PC NO1/MF NO1 


Job Satisfaction. Volume 3. November, 1976-Oc- 
tober, 1977 (A Bibliography with Abstracts). 
NTIS/PS-77/0945/4GI_ 78-01 5i PC NO1/MF NO1 


Job Satisfaction. Volume 3. November, 1976-Sep- 
tember, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/1079/9GI 78-25 5! PC NO1/MF NO1 


Land Use in Urban Areas. Volume 2. September, 
1975-September, 1978 (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/1117/7GI 

78-26 13B PC NO1/MF NO1 
Library Management (A Bibliography with Ab- 
stracts). 
NTIS/PS-77/1159/1GI 78-05 5B PC NO1/MF NO1 


Psycholinguistics (A Bibliography with Abstracts). 
NTIS/PS-77/1019/7GI 78-03 5G PC NO1/MF NO1 


Psycholinguistics (A Bibliography with Abstracts). 
NTIS/PS-78/1129/2GI 78-26 5G PC NO1/MF NO1 


Publishing: Methods, Analyses, and Surveys (A 
Bibliography with Abstracts). 
NTIS/PS-78/0011/3G! 78-06 5B PC NO1/MF NO1 


Revenue Sharing (A Bibliography with Abstracts). 
NTIS/PS-77/1136/9GI 78-04 5C PC NO1/MF NO1 
Riots and Riot Control (A Bibliography with Ab- 
stracts). 
NTIS/PS-77/1013/0GI 78-03 5K PC NO1/MF NO1 
Riots and Riot Control (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/1148/2G! 78-26 5K PC NO1/MF NO1 
Speech intelligibility (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0980/9GI 

78-23 17B PC NO1/MF NO1 

SHOOMAN, M. 


Software Modeling Studies. Volume Il. Statistical 
(Natural) Language Theory and Computer Program 
Complexity. 

AD-A054 900/6G! 


SHOOMAN, MARTIN L. 


Software Modeling Studies. Volume |. Summary of 
Technical Progress. 
AD-A052 615/2GI 


SHOOPMAN, H. H. 


Emplacement Hole Drilling, Nevada Test Site, Fiscal 
Year 1977. 
NVO-410-44 


78-18 9B PC A04/MF A01 


78-14 9B PC A03/MF A01 


78-18 18C PC AQ2/MF A01 
Raft River Geothermal Exploratory Hole No. 3. 
IDO-10069 78-07 81 PC A03/MF A01 

SHOOTER, D. 

Technical Manual for the Analysis of Fuels. 
PB-279 196/0GI 78-15 7D PC A07/MF A01 

SHOPALOVICH, PREDRAG 
Accordion Shelter Hardware Analysis. 

AD-A053 592/2GI 78-16 13M PC A03/MF A01 

SHOPE, ARTHUR R. JR. 

System for Producing Orthophotographs. 
PAT-APPL-816 058/G! 78-10 8B PC A03/MF AQ1 

SHOPE, FREDERICK L. 

Simplified Input for Certain Aerodynamic Nose Con- 
figurations to the Grumman Quick-Geometry 
System (A KWIKNOSE User's Manual). 
AD-A051 425/7GI 78-12 9B PC AOS/MF AQ1 

SHOPIN, V. M. 


Subsection of Processes and Apparatuses of 


Chemical Technology (Selected Articles) -- Transla- 
tion. 


PA-1298 


AD-A051 097/4GI 78-12 70 PC A02/MF AQ1 


SHOR, A. J. 


Precipitation and Scaling in Dynamic Geothermal 
Systems. Progress Report Ending December 31, 
1976. 

ORNL/TM-5959 78-03 81 PC A04/MF A01 


Silica Precipitation and Scaling in a Dynamic Loop 
System. 
CONF-770310-5 


78-05 11F PC AO2/MF A01 


SHOR, ALEXANDER N. 


Initial Cruise Report, ATLANTIS II-94, Leg 1. 
AD-A048 724/9G! 78-07 8C PC A04/MF A01 


SHOR, GEORGE G. JR. 


Cruise Report, 
through 16. 
AD-A050 962/0G! 78-11 8J PC A03/MF A01 


Measurement of coral thickness at Midway Lagoon. 
AD-455 540/5GI 78-01 8G PC A03/MF A01 


Reprint: Seismic Refraction and Reflection Studies 
of Crustal Structure of the Eastern Sunda and 
Western Banda Arcs. 
AD-A048 488/1GI 


INDOPAC Expedition, Legs 9 


78-07 8G PC A02/MF AO1 


SHORE, B. W. 


Reprint: Analytic Approximations in Multi-Level Ex- 
citation Theory. 
PB-284 729/1GI 78-24 7D Not available NTIS 


Multiphoton Resonances. 

UCRL-79177 78-15 70 PC A02/MF A01 
Review of: Photon Excitation of Atoms and 
Molecules. 

UCRL-79602 78-07 7D PC A02/MF AO1 
Rydberg Series in the Lanthanides and Actinides 
Observed by Stepwise Laser Excitation. 
UCRL-79521 78-07 7D PC A03/MF A01 


SHORE, C. P. 


An Optimality Criterion for Sizing Members of 
Heated Structures with Temperature Constraints. 
N78-10511/1GI 78-05 20M PC A03/MF A01 


SHORE, HERBERT 


Designing a Training Program for Understanding 
Sensory Losses In Aging. 

HRP-0017318/7GI 78-09 5! Not Available NTIS 
Needed Now -- A Public Policy for Long-Term Care. 
Part 2. 

HRP-0023979/8GI 78-16 6E Not Available NTIS 


Needed Now -- A Public Policy in Long Term Care. 
HRP-0023978/0GI 78-16 6E Not Available NTIS 


SHORE, LEON 


Burning Velocity of Unconfined Turbulent Flames 
AD-068 123/9GI 78-20 21B PC A02/MF A01 


SHORE, R. W. 


Additional Methodology Development for Statistical 
Evaluation of Reactor Safety Analyses. 
EPRI-NP-483 78-06 1°E PC A06/MF A01 


SHORES, LOUISE 


Evaluation in Continuing Education -- Is It Practical. 
HRP-0024313/9GI 78-24 5! Not Available NTIS 


SHORR, GREGORY I. 


Population-Based Assessment of the Continuity of 
Ambulatory Care. 


HRP-0024937/5GI 78-18 6E Not Available NTIS 


Studies in Ambulatory Care Quality Assessment in 
the Indian Health Service. Volume 1 -- Overview of 
the Methodology. 


HRP-0024040/8G! 78-14 6E PC A04/MF A01 


SHORSHOROV, M. KH. 


Calculating Conditions for Pressure Welding (K 
Voprosu Raschetnoi Otsenki Rezhimov Svarke 
Davieniem)--Translation. 


PB-281 214-T/GI 78-18 11F PC A03/MF A01 


SHORT, ANDREW D. 


Documentation and Analysis of Coastal Processes, 
Northeast Coast of Brazil. 
AD-A048 012/9GI 78-06 8G PC AO6/MF A01 


SHORT, B. J. 


A Flight Investigation of the Wake Turbulence Al- 
leviation Resulting from a Flap Configuration 
Change on a B-747 Aircraft. 


N77-33130/4GI 78-04 1C PC A03/MF A01 


SHORT, BENJAMIN F. 


A Proposed Mini-Management Information System 
for the Program Manager for Avionics Naval Air 
Systems Command Headquarters. 

AD-A052 113/8GI 78-13 5B PC A03/MF A01 


SHORT, J. GORDON 


Reprint: Safety of Malathion Dusting Powder for 
Louse Control, 
PB-279 710/8GI 


78-15 6T (Order as PB-279 709, MF A01) 


Reprint: Studies on the Safety of DDVP for the Dis- 
insection of Commercial Aircraft, 
PB-277 612/8GI 

78-12 6T (Order as PB-277 586, MF A01) 


SHORT, JAMES E. JR. 


A 1/10 Scale Pilot Plant for the Ecological 
Demilitarization of Mk 25 Marine Location Markers/ 
Red Phosphorus Composition, 
AD-A055 440/2GI 78-20 


SHORT, LEONA J. 


Health Manpower Planning in Los Angeles County: 
Problems, Resources, Recommendations. 
Highlights of Plans Prepared by Los Angeles Area 
Health Services / Manpower: Education Consortia. 

HRP-0017296/5G! 78-07 6E PC AOS 


SHORT, R. D. 


Segmentation and Structure Analysis for Real-Time 
Video Target Tracking. 
AD-A048 156/4GI 78-06 17H PC A13/MF A01 


SHORT, ROBERT D. JR. 


Toxicity Studies of Selected Chemicals. Task Il. The 
Developmental Toxicity of Vinylidene Chloride In- 
haled by Rats and Mice during Gestation. 

PB-281 713/8GI 78-18 6T PC A04/MF A01 


Toxicity Studies of Selected Chemicals. Task IV: 
The Developmental Toxicity of Ethylene Dibromide 
Inhaled by Rats and Mice During Organogenesis. 

PB-273 267/5GI 78-01 6T PC A02/MF A01 


SHORT, W. LEIGH 
Evaluation of Membranes for Water Pollution Con- 


trol, 
PB-278 353/8GI 
SHORTELL, STEPHEN 


Health Services Research for Decision-Makers -- 
The Use of the Delphi Technique to Determine 
Health Priorities. 

HRP-0024208/1GI 78-17 6E Not Available NTIS 


Major Health Issues in Washington State -- Report 
on a Delphi Study. 
HRP-0018230/3G! 


SHORTELL, STEPHEN M. 
Costs and Benefits of Closer Group Practice - 
Hospital Relationships. 
HRP-0024316/2GI 78-16 6E Not Available NTIS 
SHORTEN, FREDERICK J. 
NBS Reactor: Summary of Activities July 1976 to 


June 1977, 
PB-279 538/3GI 


SHOSHIASHVILI, SH. S. 


Four-Prong pi exp - p Interactions with pi exp 0 
Production. Pt. 2. Cross Section Determination by 
Statistical Method; Study on Characteristics of 
Proton and Neutron Production. 

JINR-R-1-8793 78-22 20H MF A01 


Technique of Study on the pi exp - p implies p pi 
exp + pi exp - pi exp - + M pi exp 0 and pi exp -p 
implies N piexp + piexp + piexp -piexp-+M 
pi exp 0 Reactions at 5GeV/C by Means of a One- 
Meter Propane Bubble Chamber. 

JINR-1-8514 78-23 20H PC A02/MF A01 


SHOSTAK, A. 

Back-Scatter from a Right-Circular Cone 

AD-148 295/9GI 78-22 20N PC AOz/MF A01 
SHOSTAK, ROBERT 


Deciding Linear Inequalities by Computing Loop 
Residues. 
AD-A055 868/4G! 


SHOTT, JOHN 
Technological Trends in Major American Industries. 
PB-279 964/1GI 78-16 51 PC A13/MF A01 
SHOTTS, REYNOLD Q. 
Site Selection and Design for Minimizing Pollution 


from Underground Coal Mining Operations. 

PB-280 180/1GI 78-16 138 PC A06/MF A01 
SHOU, J. K. 

Clean Coal Combustion through Coal Washing and 

Blending. 

PB-274 406/8GI 


SHOUN, R. R. 


Bidentate Organophosphorus Compounds as Ex- 
tractants from Acidic Waste Solutions: A Compara- 
tive and Systematic Study. 

CONF-770907-3 78-06 18G PC A03/MF A01 


Evaluation of Crown Compounds in Solvent Extrac- 
tion of Metals. 


CONF-770907-4 78-06 70 PC A02/MF A01 


Impurities That Cause Difficulty in Stripping Acti- 

nides from Commercial  Tetraalkyicarbamoyl- 

methylphosphonates. 

ORNL/TM-5878 
SHOVE, G. C. 


Solar Grain Drying Conference Proceedings. 


194 PC A13/MF A01 


78-12 70 PC A04/MF A01 


78-12 6E PC A03/MF A01 


78-15 5B PC A09/MF A01 


78-20 9B PC A02/MF A01 


78-04 8I 


PC A03/MF A01 


78-06 18J PC A02/MF A01 





CONF-770140- 78-23 2C PC A13/MF A01 
SHOVLIN, M. D. 


Effect of High Lift Flap Systems on the Conceptual 
Design of a 1985 Short-Haul Commercial STOL Tilt 
Rotor Transport. 

N78-21094/5GI 78-16 1C PC AQ3/MF AQO1 


SHOWALTER, J. GORDAN 
The Refraction of se Plane Shock Wave at an Air- 


Water Interface. 
AD-A047 820/6GI 78-06 19D PC AQ2/MF AO1 


SHOWALTER, T. W. 
G-Seat System Step Input and Sinusoidal Response 


Characteristics. 
N78-26741/6GI 78-21 5H PC A02/MF A01 


A Pilot Evaluation of Two G-Seat Cueing Schemes. 
N78-31739/3GI 78-26 SH PC A03/MF A01 


SHOWS, LOUIS J. 


Navigation Conditions at Aberdeen Lock and Dam, 
Tombigbee River Mississippi and Alabama, Hydrau- 
lic Model Investigation. 

AD-A058 605/7GI 78-25 138 PC AOS/MF A01 


Navigation Conditions at Aliceville Lock and Dam, 
Mississippi and Alabama, Tombigbee River. Hydrau- 
lic Model Investigation. 

AD-A054 414/8GI 78-17 138 PC AOS/MF A01 


SHOWSTACK, JONATHAN A. 


Dynamics of Medical Technology Use -- Analysis 

and Policy Options. 

HRP-0900164/5Gi 78-16 6E Not Available NTIS 
SHOYA, M. 


Experimental Studies on Thermal Properties of 
Concrete. 


ORNL-tr-4459 78-12 11C PC A02/MF A01 


Thermal Diffusivity of Concrete as a Composite 
Material. 


ORNL-tr-4458 78-10 13C PC A02/MF A01 
SHPICHINETSKI, E. 


The High Temperature Oxidation of Some Silver- 
Copper Alloys (Iissledovanie Serebyanyh Sulavov, 
Podvergnuthyh Vnutrennmu Okisleniyu)--Transia- 
tion. 

PB-281 521-T/GI 78-18 11F PC A02/MF A01 


SHRADER, W. DAVID 


Brake Evaluations and Recommendations. Evalua- 
tion and Development of Performance Require- 
ments of Braking Systems for Rubber-Tired Mining 
Equipment in Underground Non-Coal Mines. 

PB-279 003/8GI 78-14 81 PC A10/MF AO1 


Brake Evaluations and Recommendations. Evalua- 
tion and Development of Performance Require- 
ments of Braking Systems for Rubber-Tired Mining 
Equipment in Underground Non-Coal Mines. User's 
Manual, 

PB-279 004/6GI 78-14 81 PC AQS/MF A01 


Brake Evaluations and Recommendations: Evalua- 
tion and Development of Performance Require- 
ments of Braking Systems for Rubber-Tired Mining 
Equipment in Underground Coal Mines, 

PB-279 036/8GI 78-14 81 PC A11/MF AO1 


SHRAGER, JACK J. 


The Analysis of National Transportation Safety 
Board Large Fixed-Wing Aircraft Accident/Incident 


Reports for the Potential Presence of Low-Level 
Wind Shear. 


AD-A048 354/5GI 78-07 18 PC AOS/MF AO1 
The Analysis of National Transportation Safety 
Board Small Multiengine Fixed-Wing Aircraft Ac- 


cident/Incident Reports for the Potential Presence 
of Low-Level Wind Shear. 
AD-A056 780/0GI 78-22 1B PC A04/MF A01 


Head-Up Displays: A Literature Review and Analysis 

with an Annotated Bibliography. 

AD-A054 246/4GI 78-17 10 PC A07/MF A01 
SHRAHLER, ARTHUR N. 


Dimensional Analysis Applied to Fluvially Eroded 
Landforms 


AD-215 179/3GI 78-23 8F PC A02/MF A01 
SHRAUNER, J. E. 

Path Integral Representation of S-Matrix. 

1S-M-121 78-13 20H PC AQ2/MF A01 
SHREEVE, W. W. 


Effect of Ethanol on Galactose Tolerance in Man. 
LA-UR-78-1416 78-25 6T PC A02/MF A01 


SHREFFLER, R. 


U.S. Defense Problem as It Pertains to Battlefield 
Nuclear Weapons. 
LA-7173-MS 78-17 15F PC A02/MF A01 


SHREVE, D. C. 


Geology Orbiter Comparison Study. 
N77-34073/5GI 78-04 38 PC A07/MF A01 


SHREVE, WILLIAM R. 

Development of Circuit Models for SAW Resona- 

tors. 

AD-A055 280/2G! 78-18 20A PC A03/MF A01 
SHREVES, CHARLES L. 

Maximized Benefits from Military Construction Ap- 

propriations. 

AD-A058 240/3G! 78-24 15E PC A06/MF A01 
SHRIDER, K. R. 


Aircraft Wake Vortex Characteristics from Data 
Measured at John F. Kennedy International Airport. 
AD-A055 059/0G! 78-18 1C PC A12/MF A01 


Laser Doppler Velocimeter Aerial Spray Measure- 
ments. 
N78-22491/2GI 78-17 148 PC A10/MF AOS 


SHRINER, C. R. 


Environmental/Chemical Thesaurus. 
PB-284 310/0GI 78-24 5B PC A14/MF A01 


Reviews of the Environmental Effects of Pollutants. 
ll. Benzidine. 
ORNL/EIS-86 78-21 6T PC A08/MF A01 


Reviews of the Environmental Effects of Pollutants. 
it. Chromium. 
ORNL/EIS-80 78-25 6T PC A14/MF A01 


Reviews of the Environmental Effects of Pollutants: 
IV. Cadmium. 


ORNL/EIS-106 78-25 6T PC A12/MF AQ1 


Spatial Data on Energy, Environmental, and Socio- 
Economic Themes at Oak Ridge National Laborato- 
ty: 1977 Inventory. 

ORNL-5395 78-26 10A PC A0S/MF AO1 


Systems Study for Initial Development of a Labora- 

tory Records Information System. 

ORNL/TM-6090 78-12 98 PC A02/MF A01 
SHRINER, CAROLE R. 

Reviews of the Environmenta! Effects of Pollutants 

il. Benzidine. 

PB-281 076/0GI 78-18 6F PC A08/MF A01 

Reviews of the Environmental Effects of Pollutants: 

Wl. Chromium. 

PB-282 796/2GI 78-20 6F PC A14/MF A01 

Reviews of the Environmental Effects of Pollutants: 

IV. Cadmium. 

PB-283 085/9GI 78-21 6F PC A12/MF A01 
SHRINER, D. S. 

Air Pollution Effects on Forest Growth and Succes- 

sion: Applications of a Mathematical Model. 

CONF-780636-3 78-25 6C PC A02/MF A01 

Character and Transformation of Pollutants from 

Major Fossil Fuel Energy Sources. 

CONF-770622-5 78-01 6F Not available NTIS 

Character and Transformation of Pollutants from 

Major Fossil Fuel Energy Sources. 

ORNL/TM-5919 78-01 6F PC A03/MF A01 

Effects of Rainfall Acidification on Plant Pathogens. 

CONF-780573-1 78-25 6C PC A02/MF A01 

Environmental Testing. 

CONF-780227-6 78-20 6T PC A02/MF A01 

Rainfall Simulation for Environmental Application. 

ORNL-5151 78-03 48 PC A02/MF A01 
SHRINER, J. 

Solar and Lunar Rhythmicity in the Rat in ‘Constant 

Conditions’ and the Mechanism of Physiological 

Time Measurement 

AD-109 255/0G! 78-02 6P PC A02/MF A01 
SHRINER, JOAN 

Similarities Between Daily Fluctuations in 

Background Radiation and 02-Consumption in the 

Living Organism 

AD-150 742/5GI 78-13 6R PC AO02/MF A01 
SHRIVASTAVA, V. 

IWinois Energy Contingency Plan. 

PB-278 715/8GI 78-13 10A PC AO9/MF A01 
SHRIVER, E. L. 

Charge Injection Method and Apparatus of Produc- 


ing Large Area Electrets. 
PAT-APPL-900 832/GI 


78-20 13H PC AQ2/MF A01 


Semiconductor Projectile impact Detector. 
PATENT-4 055 089 


78-13 14B Not available NTIS 
SHROBE, HOWARD E. 
Programming Viewed as an Engineering Activity. 
AD-A052 307/6GI 78-14 9B PC A04/MF A01 
SHROCK, SHARON 
Ecological Inquiry: Expanding the Definition, 
ED-140 788 78-14 Si Not available NTIS 


SHUDDE, R. H. 


SHROUT, B. L. 


Aerodynamic Characteristics at Mach Numbers from 
0.6 to 2.16 of a Supersonic Cruise Fighter Configu- 
ration with a Design Mach Number of 1.8. 

N77-32081/0GI 78-02 1A PC AO5/MF AO1 


Effect of a Simulated Engine Jet Blowing Above an 
Arrow Wing at Mach 2.0. 
N78-10030/2GI 78-05 1A PC A04/MF A01 


SHROYER, EMERSON L. 


A Survey of the Microbial Flora of Ground Beef, 
Textured Soy Protein and Textured Soy Protein Ex- 
tended Ground Beef after 3 Days’ and 10 Days’ 
Storage at 4 C, 

AD-A051 763/1GI 78-13 6M PC A03/MF A01 


SHSARKEY, A. G. JR. 


Screening for Hazardous Elements and Compounds 
in Process Streams of the 1/2 Ton Per Day Synthoil 
Process Development Unit. 

PERC/RI-77/12 78-08 7D PC A03/MF A01 


SHTILER, T. 


Set-Up to Search for the Knockout Reaction of 
Proton Pairs by 640 Mev Protons. 
JINR-R-13-9638 78-01 20H MF A01 


SHTILLER, G. 


DEPOT System for the Creation of a Translator from 
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CONF-770689-2 78-13 13B PC A02/MF A01 


SHUGHART, WILLIAM 
Stochastic Analysis of Air Force Manpower: A 


Research Prospectus. 
AD-A048 121/8GI 


SHUGHART, WILLIAM F. 


Recruiters, Quotas, and the Number of Enlistments, 
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HRP-0018238/6GI 78-25 6E Not Available NTIS 
Strategic Planning and Change 
Transportation. 
HRP-0019506/5GI 
SHUMAN, MARK S. 
Monitoring Heavy Metals and Pesticides in the Cape 
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Bermuda T Phases with Large Continental Paths 
AD-020 539/3GI 78-21 8K PC A02/MF A01 
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AD-A056 631/5GI 78-21 17G PC A02/MF A0i 


SMITH, A. R. 


Ames Collaborative Study of Cosmic-Ray Neutrons. 
ll. Low- and Mid-Latitude Flights. 
LBL-6738 78-26 3B PC A02/MF A01 


SMITH, A. RICHARD 


Word Hypothesization for Large-Vocabulary Speech 
Understanding Systems. 
AD-A049 287/6GI 78-08 17B PC A07/MF A01 


SMITH, A. W. 


Reprint: Calicivirus Antibodies in Wild Fox Popula- 
tions. 
AD-A053 664/9GI 78-16 6M PC A02/MF A01 


SMITH, AL 
Oil Pollution Control (An Oversimplified Explana- 


tion), 
PB-273 964/7GI 78-02 138 PC A02/MF A01 


Treatment and Stabilization of Polychlorinated 
Biphenyls (PCBs) Contaminated Water and Waste 
Oil. A Case Study. Whitehouse, Florida. 

PB-273 842/5GI 78-03 7D PC A03/MF A01 


SMITH, AL J. 


Reprint: Successes and Failures with Oil Spills in 
Southeastern Inland Waters. 
PB-273 973/8GI 78-03 13B PC A0Q2/MF A01 


SMITH, AL J. JR. 


Are We Controlling Water Pollution in the 
Southeast. 
PB-273 983/7GI 78-03 13B PC A02/MF A01 


Followup Study of the Distribution and Fate of 
Polychlorinated Biphenyls and Benzenes in Soil and 
Groundwater Samples After an Accidental Spill of 
Transformer Fluid. 

PB-273 984/5GI 78-02 13B PC A02/MF A01 


SMITH, ALAN DEFOREST 


Equipment Loan for Studies on the Regeneration of 
Striated Skeletal Muscle. An Evaluation of Tissue 
Culture as a Method of Bone Graft Procurement. 
Correlated Studies on the Chemistry, Growth, and 
Metabolism of Mesenchymal Cells of the Fibrous 
and Osseous Connective Tissue. 

AD-037 974/3GI 78-01 6P PC A02/MF AOi 


SMITH, ALBERT H. 


Acoustic Sounder Array for Application to Air Pollu- 


tion. Volume Ill: Hourly Digital Mixing Depth and 
Stability Data. 


PB-282 066/0GI 78-19 4A PC A04/MF AO1 
SMITH, ALEX G. 

Reports of Observatories, 1959-60 

AD-251 202/8GI 78-18 3B PC AO2/MF A01 
SMITH, ALEXANDER BLAIR 

Health Hazard Evaluation Determination Report 


Number 76-94-406, Westinghouse Electric Corpora- 


tion, Large Power Transformer Division, Muncie, In- 
di 


lana, 
PB-273 722/9GI 78-03 6J PC A02/MF A01 


SMITH, ALLAN H. 


immunoregulation to Facilitate Transplantation and 
Reparative Surgery. Development of Natural Biolog- 
ical Agents. 

AD-A055 831/2GI 78-20 6E MF A01 


Reprint: Maturation of Thymus-Derived Cells Under 
the Influence of Thymosin. 
AD-A056 223/1GI 78-21 6C PC A02/MF A01 


SMITH, ALLISON 
1960 and 1970 Spanish Heritage Population of the 
Southwest by County. 
PB-280 656/0G! 78-17 5K PC A03/MF AO1 
SMITH, ALVIN 
Construction with Field Moldable Polyurethane 


Foam Blocks. 
AD-A054 440/3G! 78-17 111 PC A03/MF A01 


Damaged Building Repair with Polyurethane Foam. 
AD-A057 435/0GI 78-23 13C PC A03/MF A01 


Feasibility of Structural Foam/Concrete Building for 
Theater of Operations Use. 
AD-A053 272/1GI 78-15 13M PC A02/MF AO1 


Schedule 40 Polyvinyl Chloride Pipe for Army 
Theater of Operations Construction. 
AD-A056 300/7GI 78-21 13K PC A02/MF A01 


SMITH, ALVIN W. 


Reprint: Scanning Electron Microscopy of Cal- 

icivirus-Infected Monkey Kidney (Ver0) Cells. 

AD-A051 897/7GI 78-13 6M PC A02/MF A01 
SMITH, ALWYN 


Priorities for Allocation of Resources. 
HRP-0016285/9GI 78-05 6E Not Available NTIS 


SMITH, ANDREW N. 


Gravitational Attraction of a Floating, Hollow, 
Rectangular Parallelopiped. 
AD-A051 370/5GI 78-12 20D PC A02/MF A01 


SMITH, ANDREW X. 


Excitation of Current on an Infinite Horizontal Wire 
over the Earth by an Arbitrary Electric Dipole 
Source. 

AD-A057 257/8GI 78-22 20N PC A03/MF A01 


Lithium-Boron Alloy Anodes for Molten Salt Batte- 
ries (il). 
AD-A057 258/6G! 78-22 10C PC A02/MF AO1 


SMITH, ANTONIO GONZALEZ 


Survey of the Mexican Merket for Forestry and Saw- 
mill Machinery and Equipment. 
DIB-78-06-502 78-14 5C PC$10.00/MF A01 


SMITH, ARTHUR C. 


Drift Mobility of Charge Carriers in Germanium at 
High Pressures 
AD-200 346/5GI 78-11 20L PC A07/MF A01 


SMITH, ARTHUR E. 


Alternate Methods of Manure Handling. 
PB-283 389/5GI 78-22 2C PC A03/MF A01 


SMITH, B. 


Capsizing/Swamping Accident Investigations for 
1976 Season. 
AD-A055 376/8GI 78-20 13L PC A16/MF A01 


Device for Measuring the lon Angular Distribution 
of 2X1IB Plasma. 
UCID-17435 78-01 18A PC AQ4/MF AO01 


Estimate of the Potential Benefit of the Pressure 
Relief Vent/Flame Deflector Concept Using iIn- 
Depth Accident Investigations. 

AD-A045 402/5GI 78-01 13) PC A10/MF A01 


Recreational Boat Safety Collision Research: Colli- 
sion Accident Investigations. 
AD-A045 401/7GI 78-01 13J PC A09/MF A01 


SMITH, B. A. 


Emergency Medical Services: A Technical Guide for 
State and Local Governments, 
PB-285 453/7GI 78-24 6E PC A08/MF A01 


SMITH, B. W. 


Reprint: Atomic Fluorescence Flame Spectrometry 
with a Continuous Wave Dye Laser. 
AD-A055 460/0GI 78-20 70 PC A02/MF A01 


OSO-8 X-Ray Spectra of Clusters of Galaxies. 1. 
Observations of Twenty Clusters: Physical Correla- 
tions. 

N78-20030/0GI 78-14 38 PC A04/MF A01 
Oso-8 X-Ray Spectra of Clusters of Galaxies. 2: 
Discussion. 

N78-28022/9GI 78-23 3B PC A04/MF A01 


SMITH, BENJAMIN D. 


Endothermic Approach for Desensitizing Explosive 
Ordnance. 
PAT-APPL-844 688/GI 


78-12 198 PC A03/MF A01 


SMITH, C. F. 


SMITH, BERNARD 
Electron Emission from a Thin Film IV - Vi Com- 
pound Semiconductor. 
AD-A047 774/5GI 78-06 20L PC A03/MF A01 


SMITH, BERT KRUGER 


Adult Day Care -- Extended Family. 
HRP-0023892/3Gi 78-24 6E Not Available NTIS 


SMITH, BOB L. 


Polarization Rotator for Phase Array Antennas. 
PATENT-4 010 471 78-10 9E Not available NTIS 


SMITH, BRADFORD M. 
Interface Standards for Automated Coal Mining 
Equipment. 
PB-279 218/2GI 78-15 8! PC AOS/MF AO1 
Technical Features of Electronic Controllers used 


for Numerical Control of Machine Tools. 
AD-A047 002/1G! 78-04 131 PC A03/MF A01 


SMITH, BYRON X. 


Excitation of Current on an infinite Horizontal Wire 
over the Earth by an Arbitrary Electric Dipole 
Source. 

AD-A057 257/8GI 78-22 20N PC A03/MF A01 


Lithium-Boron Alloy Anodes for Molten Salt Batte- 
ries (Il). 
AD-A057 258/6G! 78-22 10C PC A02/MF A01 


SMITH, C. 


Middle Atlantic Outer Continental Shelf Environ- 
mental Studies. Volume II-B. Chemical and Biologi- 
cal Benchmark Studies. 

PB-281 298/0GI 78-18 138 PC A99/MF A01 


SMITH, C. A. 


Corrosion of Steels in Molten Sodium Hydroxide. 
CEGB-RD/B/N-3830 78-02 11F MF AO1 


Evaluation of Methods to Produce Aviation Turbine 
Fuels from Synthetic Crude Oils - Phase 3. Volume 
i. 

AD-A053 106/1GI 78-15 7A PC AOS/MF A01 


SMITH, C.A.H. 


Effect of Sodium Fiuoride Administration on Body 
Changes in Old Rats 
AD-123 031/7Gi 78-22 6A PC A02/MF A01 


SMITH, C.B. 


Effect of Circular Isotropic Disk on the Stress Dis- 
tribution in an Orthrotropic Plate 
AD-029 411/6GI 78-16 20K PC A02/MF A01 


Plane Strain in Laminated Orthotropic Structures 
AD-024 812/0G! 78-16 13M PC A02/MF AO1 


SMITH, C. BASSEL 
Moisture Stresses in Certain Types of Laminated 
Wood Plates 
AD-088 619/2GI 78-16 11L PC A02/MF A01 


Stress Distribution in an Orthotropic Plate Contain- 
ing a Parabolic Notch 
AD-088 621/8G! 78-16 20K PC A02/MF A01 


smMmu, C.C. 


The Environmental Analysis of Helicopter Opera- 
tions by Federal Agencies: Current Procedures and 
Research Needs. 

N78-11519/3GI 78-06 1C PC A0Q4/MF A01 


SMITH, C. D. 


An Experimental Study of the Effects of Water 
Repellant Treatment on the Acoustic Properties of 
Keviar. 

N78-19207/7GI 78-14 111 PC A02/MF AO1 


Random and Systematic Measurement Errors in 

Acoustic Impedance as Determined by the Trans- 

mission Line Method. 

N78-15848/2G! 78-10 20A PC A04/MF A01 
SMITH, C. E. 

The Assay of Virulence of Coccidioides in White 

Mice 

AD-096 405/6GI 78-22 6T PC A02/MF A01 

The Comparison of Four Strains of Coccidioides 

Immitis with Diverse Histories 

AD-140 604/0G! 78-23 6C PC A02/MF A01 

Overview of Cancer Control in the Regional Medical 

Programs. 

HRP-0019006/6GI 78-18 6E Not Available NTIS 


Regionalization of Health Services: Policy Implica- 
tions of a National Experiment. 
HRP-0016963/1Gi 78-06 6E Not Available NTIS 


The Virulence and Infectivity of Coccidioides Im- 
mitis Grown on Solid and Liquid (Submerged) 
Media 

AD-072 745/3GI 78-20 6C PC A02/MF A01 

SMITH, C. F. 

Lawrence Livermore Laboratory Hydrogeochemical 
and Stream Sediment Reconnaissance. Raw Data 
Report: Winnemucca Dry Lake Basin Orientation 


Study, Lovelock and Reno 1 exp 0 X 2 exp O NTMS 
Area, Nevada. 


PA-1321 





UCID-17699 78-22 81 PC E05/MF A01 


Raw Data Report: Cave Valley Orientation Study, 
Lund 1 exp 0 X 2 exp 0 NTMS Area, Nevada. 
UCID-17648 78-17 81 PC E03/MF A01 


SMITH, C. F. JR. 
Evaluation of Materials for High Performance Solar 
Arrays. 
N78-22233/8GI 


SMITH, C. G. 


Investigation of the Utility of Gulf Coast Sait Domes 
for the Storage or Disposal of Radioactive Wastes. 
ORNL/Sub-4112/10 78-13 18G PC A11/MF A01 


SMITH, C. G. JR. 
investigation of the Utility of Gulf Coast Salt Domes 


for the Storage or Disposal of Radioactive Wastes. 
Y/OWI/SUB-4112/37 78-22 18G PC A22/MF A01 


SMITH, C. H. 


Improved Bondability of Molded Rigid Urethane 
Form by Plasma Treatment. 
BDX-613-1915 78-18 


SMITH, C. L. 
Beyond the State-of-the-Art Illumination Measure- 
ments. 
AD-A056 014/4GI 78-21 17H PC A03/MF AO1 


Distribution of Some Chemical Elements Between 
Dissolved and Particulate Phases in the Ocean. 
Period Covered: August 1, 1976--October 31, 1977. 
COO-3566-19 78-16 8J MF AO1 


Performance of ThO sub 2 in HTGR Particles. 
GA-A-14745 78-22 18J PC A04/MF A01 


SMITH, C. M. 


Characterization Studies of BWR-4 Neutron Noise 
Analysis Spectra. 


CONF-770902-1 78-08 18K PC A02/MF A01 


Identification of Neutron Noise Sources in a Boiling 
Water Reactor. 
CONF-770902-4 


SMITH, C. N. 


Transport of Agricultural Chemicals from Small 
Upland Piedmont Watersheds. 
PB-285 134/3GI 78-25 


SMITH, C. N. D. 


Air Force Avionics Standardization: An Examination 
of Implementation Alternatives for an Avionics 
Form, Fit, and Function Procurement Concept (18 
February to 15 December 1976). 

AD-A051 802/7GI 78-13 17G PC A06/MF A0O1 


SMITH, C. R. F. 


EBR-Il Experience with Sodium Cleaning and 
Radioactivity Decontamination. 
CONF-780232-1 78-21 181 


SMITH, C. S. 


Experimental Studies of the High Temperature Gas- 
Solid-Reaction System MgO + Cl sub 2 implies 
MgCl sub 2 + O sub 2. 
TID-28437 


SMITH, C. W. 


Reprint: A Mathematical Model of the Accumuiation 
of Radionuclides by Oysters ('C. virginica’) Aquacul- 
tured in the Effluent of a Nuclear Power Reactor to 
include Major Biological Parameters, 
PB-281 182/6GI 78-16 


78-17 10B PC A03/MF A01 


13H PC A02/MF A01 


78-08 18K PC A02/MF A01 


13B PC A17/MF A01 


PC A03/MF AO1 


78-26 7B PC A03/MF A01 


13B PC A02 


Puff ‘N Tuff, a Residual Stress-Gas Fracturing Ex- 
periment. 
SAND-78-0394C 


78-20 8G PC A02/MF A01 


Stress Intensities for Nozzle Cracks in Reactor Ves- 


sels. Reporting Period, January 1, 1976--October 31, 
1976. 


ORNL/Sub-7015/1 78-01 
SMITH, CALDWELL P. 


intelligibility Performance of Narrowband Linear 
Predictive Vocoders in the Presence of Bit Errors. 
AD-A051 323/4GI 78-12 17B PC A07/MF AO1 


SMITH, CARL 


Underwater Jetting and a Jet/Dredge Tool for Diver 
Use. 
AD-A058 718/8GI 


SMITH, CAROL A. 


Adequate Staffing -- It's More than a Game of Num- 
bers. 


HRP-0025185/0GI 
SMITH, CECIL R. JR. 


Synthetic Cephalotaxine Esters Having Antileukemic 
Activity. 
PAT-APPL-880 000/GI 


18J PC A03/MF A01 


78-25 131 PC AQ4/MF AQ01 


78-25 6E Not Available NTIS 


78-14 60 PC A02/MF A01 
SMITH, CHARLES A. 
Methods for Predicting Submersible Hydrodynamic 


Characteristics. 


AD-A058 612/3GI 78-25 13J PC AOQS/MF A01 


PA-1322 


A Preliminary Mehtod for Calculating the 

Aerodynamic Characteristics of Cruciform Missiles 

to High Angles of Attack Including Effects of Roll 

Angle and Control Deflections. 

AD-A054 349/6Gi 78-17 16D PC A15/MF A01 
SMITH, CHARLES L. 

An Assessment: The Impact of Providing Financial 

or Job Placement Assistance to Ex-Prisoners. 

PB-284 782/0GI 78-25 5K PC A13/MF A01 

Climate, Soils and Vegetation of the Rampart 

Range, Colorado. 

AD-A051 486/9GI 78-12 8F PC A03/MF A01 


Energy Atlas of Colorado. 

AD-A051 324/2GI 78-12 8! PC A02/MF A01 

The Utilization of Side Looking Airborne Radar 

(SLAR) in the Analysis of Karst Topography. 

AD-A051 330/9G! 78-12 171 PC AQ3/MF A01 
SMITH, CHARLES P. 


Dielectric Properties and the Structure of Matter 
AD-068 636/0G! 78-20 7D PC A02/MF A01 


SMITH, CHARLES S. 
Calculation of the Elastic Shear Constants of Mag- 


nesium and Magnesium Alloys 
AD-104 272/0GI 78-22 11F PC AO2/MF A01 


The Elastic Constants of Copper Alloys 
AD-035 970/3G! 78-21 11F PC A02/MF A01 


The Elastic Constants of Cu-4 Percent Si 

AD-014 947/6GI 78-18 11F PC A02/MF AO1 
Pressure Derivatives of the Elastic Constants of Alu- 
minum and Magnesium 

AD-221 237/1Gi 78-11 11F PC A02/MF A0O1 


The Pressure Derivatives of the Elastic Constants of 
Copper, Silver and Gold, to 10,000 Bars 
AD-219 023/9GI 78-11 11F PC AO3/MF A01 


Single-Crystal Elastic Constants of Lithium 

AD-221 236/3GI 78-11 11F PC A02/MF A01 

Variation of the Adiabatic Elastic Constants of Alu- 

minum with Temperature 

AD-017 530/7GI 78-21 
SMITH, CLIFFORD T. 

An Evaluation of the Capability of the Logistics 

Composite Model to Project the Monthly Aircraft 

Sortie Effectiveness of an F-15 Wing. 

AD-A047 227/4GI 78-04 15E PC A06/MF A01 
SMITH, COLLIER N. 


Reprint: What Time Is It Really. 

PB-273 122/2GI 78-01 14B Not available NTIS 
SMITH, CONSTANCE C. 

Primary Nursing Care -- A Substantive Nursing Care 


Delivery System. 
HRP-0019061/1GI 


SMITH, COUTLAND L. 


Fish or Cut Bait, 
PB-275 711/0GI 


SMITH, CRAIG C. 
Reprint: Plasmodium knowlesi: in vitro Biosynthesis 
of Methionine. 
AD-A046 333/1GI 78-03 6M PC A02/MF A01 


Reprint: Plasmodium knowlesi: in vitro Biosynthesis 

of Methionine and Thymidylic Acid. 

AD-A046 419/8GI 78-03 6M PC A02/MF AO1 
SMITH, CRAIG D. 


Standard Modular Power Supplies for Avionics. 
AD-A057 159/6GI 78-22 10B PC A06/MF A01 


SMITH, CREED D. 


Reprint: Immunogenicity of Serogroup A and C 
‘Neisseria meningitidis’ Polysaccharide Vaccines 
Administered together in Humans. 

AD-A051 632/8GI 78-12 6E PC A0Q2/MF AQ1 


Prophylactic Methods in Prevention of Disease 

among Army Personnel. 

AD-A052 458/7GI 78-14 6N PC A03/MF A01 
SMITH, CURTIS A. 

The ROSCOE Manual. 

Geomagnotic Field. 

AD-A047 570/7GI 
SMITH, D. 

Energy-Averaged Neutron Cross Sections of Fast- 

Reactor Structural Materials. 

ANL/NDM-41 78-18 20H PC A04/MF A01 


Evaluated Nuclear Data File of Th-232. 
ANL/NOM-35 78-18 20H PC A06/MF A0O1 
Fast Neutron Cross Sections of Vanadium and an 
Evaluated Neutronic File. 

ANL/NOM-24 78-05 20H PC A06/MF A01 
High Efficiency Collision-induced Dissociation in an 
RF-Only Quadrupole. 

AD-A057 201/6Gi 78-22 7D PC A02/MF A01 


Management Information System for ESD Program 
Offices. 


11F PC A02/MF A01 


78-14 6E Not Available NTIS 


78-06 6C PC A03/MF A01 


Volume 15. Ambient 


78-05 8N PC A04/MF A01 


AD-A056 103/5G! 78-21 98 PC A08/MF A01 


SMITH, D. B. 


Modeling and Simulation in the Design and Evalua- 
tion of Conceptual Safeguards Systems. 
LA-UR-77-1366 78-05 18J PC A02/MF A01 


Requirements for Near-Real-Time Accounting of 
Strategic Nuclear Materials in Nuclear Fuel 
Reprocessing. 
LA-UR-78-832 


78-22 18J PC A0Q2/MF A01 


SMITH, D. D. 


Animal Investigation Program 1975 Annual Report: 
Nevada Test Site and Vicinity. 
EMSL-LV-0539-14 78-22 6R PC AOS/MF A01 


SMITH, D. E. 


Development Work for an Advanced Coal Gasifica- 
tion System for Electric Power Generation from 
Coal Directed Toward a Commercial Gasification 
Generating Plant. Phase Il. Quarterly Technical 
Progress Report, April--June 1977. 

FE-1521-51 78-04 7A PC A02/MF AO1 


Development Work for an Advanced Coal Gasifica- 
tion System for Electric Power Generation from 
Coal Directed Toward a Commercial Gasification 
Generating Plant. Phase II. Quarterly Technical 
Progress Report, October--December 1977. 

FE-1521-56 78-18 7A PC A02/MF A01 


SMITH, D. G. 


Concorde Air Quality Monitoring and Analysis Pro- 
gram at Dulles International Airport. Volume |. 
AD-A056 644/8G! 78-21 13B PC A08/MF A01 


Concorde Air Quality Monitoring and Analysis Pro- 
gram at Dulles International Airport. Volume I!. Ap- 
pendixes. 

AD-A056 506/9G! 


78-21 13B PC A08/MF A01 


SMITH, D. H. 


Investigation of Quantification of Sims Data: Analy- 
sis of NBS Glass and Iron Standards. 
ORNL/TM-5728 78-01 7D PC A06/MF A01 


Study of the Quantification of Sims Data. 
CONF-770575-1 78-15 7D PC A02/MF AO1 


SMITH, D.L. 


Reprint: Ablation Rates of Polystyrene Microspheres 
in a Theta-Pinch Plasma. 
AD-A053 980/9G! 78-16 20! PC A02/MF A01 


Effect of Sodium Environment on the Creep-Rup- 
ture and Low-Cycle Fatigue Behavior of Austenitic 
Stainless Steels. 

CONF-771052-3 78-18 18) PC A03/MF A01 


Fast Neutron Radiative Capture Cross Section of 
exp 232 Th. 
ANL/NOM-42 78-26 20H PC A03/MF A01 


Graphical Representation of Neutron Differential 
Cross Section Data for Reactor Dosimetry Applica- 
tions. 

ANL/NOM-34 78-05 20H PC A02/MF A01 


Neutron Inelastic Scattering Studies for Lead-204. 
ANL/NOM-37 78-21 20H PC A04/MF A01 


Thermal Responses of Tokamak Reactor First Wallis 
Ouring Cyclic Plasma Burns. 


CONF-771029-189 78-14 18A PC A02/MF A01 


SMITH, D. M. 


Dominant Lethal Assay for Bis-Dinitro-Propyl-For- 
mal: Bis-Dinitro-Propyl-Acetal and Kerimide 601 
Resin. 

LA-7208-MS 78-19 6T PC A02/MF A01 


Preliminary Toxicological Study of Bis-Dinitro- 
Propy!-Forma!:Bis-Dinitro-Propyl-Acetal. 
LA-7206-MS 78-20 6T PC AQ2/MF A01 
Preliminary Toxicological Study of Kerimide 601 
Resin. 

LA-7207-MS 78-20 6T PC A02/MF AO1 


Preliminary Toxicological Study of Silastic 386 
Catalyst. 


LA-7367-MS 78-25 6T PC A02/MF A01 
Preliminary Toxicological Study of Silastic 386 
Foam Elastomer. 

LA-7365-MS 78-25 61 PC A02/MF AO1 


Preliminary Toxicological Study of Silastic 386 
Foam Elastomer: Catalyst. 


GA-7366-MS 78-25 6T PC A02/MF A01 
Preliminary Toxicological Study of Syigard 184 Cur- 
ing Agent. 

LA-7368-MS 78-25 6T PC A02/MF A01 


Preliminary Toxicological Study of Syigard 184 En- 
capsulating Resin. 

LA-7369-MS 78-25 6T PC A02/MF A01 
Tumor Production in Syrian Hamsters Following In- 


halation of PuO sub 2 --ZrO sub 2 Aerosol. 
LA-UR-78-644 78-20 6R MF AO1 


SMITH, D. P. 


Pyrimidine Dimer Excision in Human Cells and Skin 
Cancer. 





CONF-770365-1 78-06 6R PC A02/MF A01 
SMITH, D. R. 


Combined Photovoltaic Thermal Collector Testing. 
SAND-78-1191C 78-26 10B PC AO2/MF A01 


Environmental Impact of Accident-Free Transporta- 
tion of Radioactive Material in the United States. 
SAND-78-0703C 78-25 18F PC A02/MF A01 


Preliminary Assessment of Nuclear Energy Centers 
and Energy Systems Complexes in the Western 
United States. Final Report. 

ORNL/SUB-7272/1 + 78-23 18E PC A12/MF A01 


Review of Criteria for Nuclear Criticality Safety Con- 
trol in Transportation. 
CONF-780506-22 78-25 18F PC A02/MF A01 


Safety Analysis of the Main Vault at TA-41, LASL. 
LA-6913 78-17 18) PC A02/MF A01 


SMITH, D. S. 


Symposium on Rehabilitation in the Community. 

HRP-0024326/1GI 78-16 6E Not Available NTIS 
SMITH, D. W. 

Cost Comparison of Nuclear and Fossil Power for 

the Alberta Tar Sands. 

AECL-5682 78-23 81 PC A02/MF A01 
SMITH, DALLAS G. 


Fracture Mechanics Design Handbook for Com- 
posite Materials. 
AD-A051 866/2GI 78-13 110 PC A07/MF A01 


SMITH, DANIEL L. 


A Comparison of Probability of Precipitation 
Forecasts and Radar Estimates of Rainfall Areal 
Coverage. 

PB-279 987/2GI 78-14 4B PC A02/MF AO1 


Summertime Rainfall Regimes in Southern Alabama 
and Northwest Florida as Deduced from Wind- 
Stratified Radar Data: Preliminary Study 1976. 
PB-275 183/2GI 78-05 4B PC A02/MF A01 
SMITH, DANIEL R. 

AHECs -- A Response to Geographic and Specialty 
Maldistribution. 

HRP-0024583/7GI 78-17 6E PC A08/MF AO1 


Report on the National AHEC Program. 
HRP-0017729/5GI 78-08 6E Not Available NTIS 


SMITH, DANIEL W. 


Community Response Strategies for Environmental 
Problems of Water Supply and Wastewater Disposal 
in Fairbanks, Alaska, 

PB-279 030/1GI 78-14 13B PC A03/MF A01 


SMITH, DARRELL A. 


Analysis of Economic Effects of Environmental 
Regulations on the Integrated Iron and Steel Indus- 
try. Volume I. 

PB-273 213/9GI 78-02 138 PC A18/MF A01 


Analysis of Economic Effects of Environmental 


Regulations on the Integrated Iron and Steel Incus- 
try. Volume Il. 


PB-273 214/7GI 78-02 13B PC A10/MF A01 


Economic Analysis of Proposed and Interim Final 
Effluent Guidelines. Integrated Iron and Steel Indus- 


try. 

PB-273 215/4GI 78-02 13B PC A07/MF A01 
SMITH, DAVID 

Binary Positive lon-Negative !on Mutual Neutraliza- 

tion Reactions. 

AD-A056 649/7GI 78-21 7D PC A04/MF A01 


SMITH, DAVID B. 


Predicting Two Types of Hospital Innovation. 
HRP-0016980/5Gi 78-09 6E Not Available NTIS 


Predicting Two Types of Program Innovation from 
Organizational Characteristics: The Case of 
Hospitals. 

HRP-0018493/7GI_ 78-07 6E Not Available NTIS 


SMITH, DAVID BULLARD 
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Corrosion in Desalination Plants (Citations from the 
Engineering Index Data Base). 
NTIS/PS-78/0192/1GI 78-10 7A PC NO1/MF NO1 
Corrosion in Desalination Plants (Citations from the 
NTIS Data Base). 
NTIS/PS-78/0191/3GI 78-10 7A PC NO1/MF NO1 
Corrosion of Reinforced Concrete (Citations from 
the Engineering Data Base). 
NTIS/PS-77/0967/8GI 

78-02 13C PC NO1/MF NO1 
Corrosion of Reinforced Concrete (Citations from 
the Engineering Index Data Base). 
NTIS/PS-78/1113/6GI 

78-26 13C PC NO1/MF NO1 
Corrosion of Reinforced Concrete (Citations from 
the NTIS Data Base). 
NTIS/PS-77/0966/0GI 

78-02 13C PC NO1/MF NO1 
Corrosion of Reinforced Concrete (Citations from 
the NTIS Data Base). 
NTIS/PS-78/1112/8GI 

78-26 13C PC NO1/MF NO1 


SMITH, MONA F. 


Corrosion of Stainless Steel. Volume 1. 1964-1976 
(A Bibliography with Abstracts). 
NTIS/PS-78/0232/5GI 

78-10 11F PC NO1/MF NO1 


Corrosion of Stainless Steel. Volume 2. 1977-March 
1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0233/3GI 

78-10 11F PC NO1/MF NO1 


Cryogenic Properties of Aiuminum and Aluminum 
Alloys (Citations from the Engineering Index Data 
Base). 

NTIS/PS-78/0512/0GI 


78-16 11F PC NO1/MF NO1 


Cryogenic Properties of Aluminum and Aluminum 
Alloys (Citations from the NTIS Data Base). 
NTIS/PS-78/0511/2G! 

78-16 11F PC NO1/MF NO1 


Diamond Use in Grinding, Drilling, and Machining 
Operations (Citations from the NTIS Data Base). 
NTIS/PS-78/0583/1GI 


78-17 13H PC NO1/MF NO1 


Diamond Use in Grinding, Drilling, and Machining 
Operations. Volume 1. 1973-1975 (Citations from 
the Engineering Index Data Base). 
NTIS/PS-78/0584/9GI 

78-17 13H PC NO1/MF NO1 


Diamond Use in Grinding, Drilling, and Machining 
Operations. Volume 2. 1976-June, 1978 (Citations 
from the Engineering Index Data Base). 
NTIS/PS-78/0585 /6GI 

78-17 13H PC NO1/MF NO1 
Dye Lasers. Volume 2. 1975-August, 1978 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0872/8GI 

78-21 20E PC NO1/MF NO1 


Environmental and Ecological Effects of Dredging 
(Citations from the Engineering Index Data Base). 
NTIS/PS-77/1156/7GI 

78-05 138 PC NO1/MF NO1 


Environmental and Ecological Effects of Dredging. 
Volume 1. 1964-1976 (Citations from the NTIS Data 
Base). 
NTIS/PS-77/1154/2GI 

78-05 13B PC NO1/MF NO1 


Environmental and Ecological Effects of Dredging. 
Volume 2. January-December 1977 (Citations from 
the NTIS Data Base). 
NTIS/PS-77/1155/9GI 

78-05 138 PC NO1/MF NO1 
Ferrous Metal Casting (Citations from the NTIS Data 
Base). 
NTIS/PS-78/0287/9GI 

78-11 11F PC NO1/MF NO1 


Ferrous Metal Casting. Volume 2. 1976-March 1978 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0288/7GI 


78-11 11F PC NO1/MF NO1 
Fiber Optics. Volume 2. January, 1976-July, 1977 


(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0715/9GI 


78-19 20F PC NO1/MF NO1 
Fiber Optics. Volume 2. June, 1975-July, 1977 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0713/4GI 

78-19 20F PC NO1/MF NO1 
Fiber Optics. Volume 3. August, 1977-June, 1978 


(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0716/7GI 


78-19 20F PC NO1/MF NO1 
Fiber Optics. Volume 3. July, 1977-June, 1978 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0714/2GI 

78-19 20F PC NO1/MF NO1 
Fly Ash. Volume 1. 1964-1975 (Citations from the 
NTIS Data Base). 
NTIS/PS-77/0922/3GI 

78-01 138 PC NO1/MF NO1 
Fly Ash. Volume 2. 1975-October 1977 (Citations 


from the Engineering Index Data Base). 
NTIS/PS-77/0924/9GI 


78-01 13B PC NO1/MF NO1 
Fly Ash. Volume 2. 1975-October, 1977 (Citations 


from the Engineering Index Data Base). 
NTIS/PS-78/1071 /6GI 


78-25 13B PC NO1/MF NO1 
Fly Ash. Volume 2. 1976-August, 1978 (Citations 


from the NTIS Data Base). 
NTIS/PS-78/1070/8GI 


78-25 13B PC NO1/MF NO1 
Fly Ash. Volume 2. 1976-October 1977 (Citations 


from the NTIS Data Base). 
NTIS/PS-77/0923/1GI 


78-01 138 PC NO1/MF NO1 
Fly Ash. Volume 3. November, 1977-September, 


1978 (Citations from the Engineering Index Data 
Base). 
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NTIS/PS-78/1072/4GI 
78-25 138 PC NO1/MF NO1 


Foamed Plastics. Part 1. Polyurethane Foams (A 
Bibliography with Abstracts). 
NTIS/PS-77/1061/9GI 78-03 111 PC NO1/MF NO1 


Foamed Plastics. Part 2. Styrene, Silicone, Epoxy, 
and Other Polymeric Foams (A Bibliography with 
Abstracts). 

NTIS/PS-77/1062/7G! 78-03 111 PC NO1/MF NO1 


Fracture of Ceramics. Volume 1. 1964-1976 (A 
Bibliography with Abstracts.) 
NTIS/PS-78/0263/0GI 

78-11 11B PC NO1/MF NO1 


Fracture of Ceramics. Volume 2. 1977-March 1978 
(A Bibliography with Abstracts). 
NTIS/PS-78/0264/8GI 

78-11 118 PC NO1/MF NO1 


Gallium Arsenide Epitaxial Growth. Volume 1. 1964- 
1975 (Citations from the NTIS Data Base). 
NTIS/PS-78/0226/7GI 

78-10 20. PC NO1/MF NO1 


Gallium Arsenide Epitaxial Growth. Volume 2. 1976- 
March 1978 (Citations from the Engineering Index 
Data Base). 
NTIS/PS-78/0228/3GI 

78-10 20. PC NO1/MF NO1 


Gallium Arsenide Epitaxial Growth. Volume 2. 1976- 
March 1978 (Citations from the NTIS Data Base). 
NTIS/PS-78/0227/5GI 

78-10 20L PC NO1/MF NO1 
Gallium Arsenide Lasers (A Bibliography with Ab- 
stracts). 
NTIS/PS-77/1176/5GI 

78-05 20E PC NO1/MF NO1 


Gas Dynamic Lasers (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0829/8GI 

78-22 20E PC NO1/MF NO1 


Geothermal Energy. Part 1. Exploration. Volume 3. 
May, 1976-July, 1978 (Citations from the NTIS Data 
Base). 

NTIS/PS-78/0664/9Gi 78-19 81 PC NO1/MF NO1 


Geothermal Energy. Part 2. Corrosion and Equip- 
ment. Volume 3. May 1976-July, 1978 (Citations 
from the NTIS Data Base). 

NTIS/PS-78/0665/6GI 78-19 81 PC NO1/MF NO1 


Geothermal Energy. Part 3. Technology and General 
Studies. Volume 3. May, 1976-July, 1978 (Citations 
from the NTIS Data Base). 

NTIS/PS-78/0666/4GI 78-19 81 PC NO1/MF NO1 


Gethermal Energy. Volume 3. May, 1976-July, 1978 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0667/2GI 78-19 81 PC NO1/MF NO1 


Hazardous Materials Transportation. Part 1. General 
Studies (Citations from the Engineering Index Data 
Base). 
NTIS/PS-78/0555/9GI 

78-16 138 PC NO1/MF NO1 


Hazardous Materials Transportation. Part 1. General 
Studies (Citations from the NTIS Data Base). 
NTIS/PS-78/0553/4GI 


78-16 138 PC NO1/MF NO1 


Hazardous Materials Waste Disposal (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0619/3GI 

78-17 13B PC NO1/MF NO1 


Holographic Flow Visualization (Citations from the 
Engineering Index Data Base). 
NTIS/PS-78/0352/1GI 


78-13 200 PC NO1/MF NO1 


Holographic Flow Visualization (Citations from the 
NTIS Data Base). 
NTIS/PS-78/0351/3GI 

76-13 200 PC NO1/MF NO1 


Hydrogen Embrittlement of Metals. Volume 2. 1975- 
1977 (Citations from the NTIS Data Base). 
NTIS/PS-78/0096/4GI 

78-08 11F PC NO1/MF NO1 


Hydrogen Embrittlement of Metals. Volume 2. 1976- 
1977 (Citations from the Engineering Index Data 
Base). 
NTIS/PS-78/0097/2GI 

78-08 11F PC NO1/MF NO1 


Hydrogen Fluoride and Deuterium Fluoride Lasers. 
Volume 1. 1964-1975 (A Bibliography with Ab- 
stracts). 

NTIS/PS-77/1167/4GI 


78-05 20E PC NO1/MF NO1 


Hydrogen Fluoride and Deuterium Fluoride Lasers. 
Volume 2. 1976-1977 (A Bibliography with Ab- 
stracts). 
NTIS/PS-77/1168/2GI 

78-05 20E PC NO1/MF NO1 
Infrared Upconversion (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0670/6GI 


PA-1328 


78-19 20F PC NO1/MF NO1 


Lead Batteries (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0690/4G! 

78-19 10C PC NO1/MF NO1 


Lead Batteries (Citations from the NTIS Data Base). 
NTIS/PS-78/0689/6GI 
78-19 10C PC NO1/MF NO1 


Light Detection and Ranging (LIDAR). Volume 2. 
1975-June, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0640/9GI 

78-18 17H PC NO1/MF NO1 
Liquid Crystals (A Bibliography with Abstracts). 
NTIS/PS-78/0767/0GI 

78-20 20F PC NO1/MF NO1 
Lithium Batteries (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0661/5GI 

78-19 10C PC NO1/MF NO1 


Lithium Batteries. Volume 2. 1975-July, 1978 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0660/7GI 

78-19 10C PC NO1/MF NO1 


Magnesium Batteries (Citations from the Engineer- 
ing Index Data Base). 
NTIS/PS-77/1089/0GI 

78-04 10C PC NO1/MF NO1 


Magnesium Batteries (Citations from the NTIS Data 
Base). 
NTIS/PS-77/1088/2GI 

78-04 10C PC NO1/MF NO1 


Magnesium Oxide Ceramics and Refractories 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0248/1GI 

78-11 118 PC NO1/MF NO1 


Magnesium Oxide Ceramics and Refractories. 
Volume 2. 1974-March 1978 (Citations from the En- 
gineering Index Data Base). 
NTIS/PS-78/0249/9GI 

78-11 11B PC NO1/MF NO1 


Material Shortages (A Bibliography with Abstracts). 
NTIS/PS-78/0125/1GI 78-08 5C PC NO1/MF NO1 


Materials Handling by Slurry Pipelines (Citations 
from the Engineering Index Data Base). 
NTIS/PS-78/0721/7GI_ 78-19 81 PC NOt/MF NO1 


Materials Handling by Slurry Pipelines (Citations 
from the NTIS Data Base). 
NTIS/PS-78/0720/9GI 78-19 8! PC NO1/MF NO1 


Metal Matrix Composites. Volume 2. 1974-July, 1978 
(A Bibliography with Abstracts). 
NTIS/PS-78/0684/7GI 

78-19 11D PC NO1/MF NO1 


Metal Vapor Lasers (A Bibliography with Abstracts). 
NTIS/PS-77/0915/7GI 
78-01 20E PC NO1/MF NO1 


Metal Vapor Lasers (A Bibliography with Abstracts) 
NTIS/PS-78/1121/9GI 
78-26 20E€ PC NO1/MF NO1 


Neodymium YAG Lasers (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0808/2GI 


78-20 20E PC NO1/MF NO1 


Nickel Cadmium Batteries (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0618/5GI 

78-17 10C PC NO1/MF NO1 


Oil Pollution Detection and Sensing. Volume 1. 
1964-1975 (A Bibliography with Abstracts). 
NTIS/PS-77/0933/0GI 

78-01 13B PC NO1/MF NO1 


Oil Pollution Detection and Sensing. Volume 2. 
1976-August, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/1076/5Gi 

78-25 13B PC NO1/MF NO1 


Oil Pollution Detection and Sensing. Volume 2. 
1976-November 1977 (A Bibliography with Ab- 
stracts). 
NTIS/PS-77/0934/8GI 

78-01 13B PC NO1/MF NO1 


Oil Spill Removal Techniques and Equipment. 
Volume 1. 1965-1975 (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0959/3GI 

78-23 13B PC NO1/MF NO1 


Oil Spill Removal Techniques and Equipment. 
Volume 2. 1976-July, 1978 (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0960/1GI 

78-23 13B PC NO1/MF NO1 
Oil Water Separators (A Bibliography with Ab- 
stracts). 
NTIS/PS-77/1004/9GI 

78-02 13B PC NO1/MF NO1 


Optical Coatings for Solar Cells and Solar Collec- 
tors (A Bibliography with Abstracts). 


NTIS/PS-77/1036/1GI 
78-03 10B PC NO1/MF NO1 


Pipeline Corrosion (Citations from the NTIS Data 
Base). 
NTIS/PS-78/0453/7GI 

78-15 11F PC NO1/MF NO1 
Pipeline Corrosion. Volume 1. 1975-1976 (Citations 
from the Engineering Index Data Base). 
NTIS/PS-78/0454/5G! 

78-15 11F PC NO1/MF NO1 


Pipeline Corrosion. Volume 2. 1977-May, 1978 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0455/2GI 

78-15 11F PC NO1/MF NO1 


Powder Metallurgy of Aluminum (Citations from the 
Engineering Index Data Base). 
NTIS/PS-77/1097/3GI 

78-04 11F PC NO1/MF NO1 


Powder Metallurgy of Aluminum (Citations from the 
NTIS Data Base). 
NTIS/PS-77/1096/5GI 

78-04 11F PC NO1/MF NO1 


Powder Metallurgy of Iron (Citations from the NTIS 
Data Base). 
NTIS/PS-77/1177/3GI 

78-05 11F PC NO1/MF NO1 


Powder Metallurgy of tron. Volume 2. 1976-1977 
(Citations from the Engineering Index Data Base). 
NTIS/PS-77/1178/1GI 

78-05 11F PC NO1/MF NO1 


Powder Metallurgy of Titanium and Titanium Alloys 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0130/1GI 

78-09 11F PC NO1/MF NO1 


Powder Metallurgy of Titanium and Titanium Alloys 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0129/3GI 

78-09 11F PC NO1/MF NO1 


Radiation Damage of Laser Materials (A Bibliog- 
raphy with Abstracts) 
NTIS/PS-78/0516/1GI 

78-16 20E PC NO1/MF NO1 


Regional and Urban Solid Waste Disposal. Part 1. 
Management Planning (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0403/2GI 

78-14 13B PC NO1/MF NO1 


Regional and Urban Solid Waste Disposal. Part 2. 
Local Case Studies (A Bibliography with Abstracts). 
NTIS/PS-78/0404/0GI 

78-14 13B PC NO1/MF NO1 


Regional and Urban Solid Waste Disposal. Part 3. 
Handling and Disposal Technology (A Bibliography 
with Abstracts). 
NTIS/PS-78/0405/7GI 

78-14 13B PC NO1/MF NO1 


Reinforced Plastics. Part 1. Fiberglass Reinforce- 
ment (A Bibliography with Abstracts). 
NTIS/PS-78/0090/7GI 

78-08 11D PC NO1/MF NO1 


Reinforced Plastics. Part 2. Boron, Carbon, and 
Other Reinforcing Materials. Volume 2. 1976-Janua- 
ry 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0091 /5GI 

78-08 11D PC NO1/MF NO1 


Sanitary Landfills (Citations from the Engineering 
Index Data Base). 
NTIS/PS-77/1049/4GI 


78-03 13B PC NO1/MF NO1 


Sanitary Landfills (Citations from the NTIS Data 
Base). 
NTIS/PS-77/1048/6GI 

78-03 13B PC NO1/MF NO1 


Sea Water Corrosion. Volume 2. 1976-1977 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0055/0GI 

78-07 11F PC NO1/MF NO1 


Sewage Filtration (Citations from the NTIS Data 
Base). 
NTIS/PS-77/1100/5GI 


78-05 13B PC NO1/MF NO1 


Sewage Filtration. Volume 2. January-December 
1977 (Citations from the Engineering Index Data 
Base). 
NTIS/PS-77/1101/3GI 

78-05 13B PC NO1/MF NO1 


Sewage Sludge Disposal. Volume 2. 1975-May, 1978 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0576/5GI 

78-16 138 PC NO1/MF NO1 


Sewage Sludge Disposal. Volume 2. February, 1976- 
May, 1978 (Citations from the Engineering Index 
Data Base). 
NTIS/PS-78/0577 /3GI 

78-16 13B PC NO1/MF NO1 





Silicon Solar Cells. Volume 1. 1964-September 1976 
(Citations from the NTIS Data Base). 
NTIS/PS-77/0955/3GI 

78-02 10B PC NO1/MF NO1 


Silicon Solar Cells. Volume 1. 1970-1975 (Citations 
from the Engineering Index Data Base). 
NTIS/PS-77/0957/9GI 

78-02 108 PC NO1/MF NO1 


Silicon Solar Cells. Volume 2. 1976-November 1977 
(Citations from the Engineering Index Data Base). 
NTIS/PS-77/0958/7GI 

78-02 108 PC NO1/MF NO1 


Silicon Solar Cells. Volume 2. 1976-October 1978 

(Citations from the Engineering Index Data Base). 

NTIS/PS-78/1116/9GI 
78-26 


Silicon Solar Cells. Volume 2. 
November 1977 (Citations from 
Base). 

NTIS/PS-77/0956/1GI 


10B PC NO1/MF NO1 


October 1976- 
the NTIS Data 


78-02 10B PC NO1/MF NO1 


Silicon Solar Cells. Volume 2. October, 1976- 
November, 1977 (Citations from the NTIS Data 
Base). 

NTIS/PS-78/1114/4GI 


78-26 10B PC NO1/MF NO1 


Silicon Solar Cells. Volume 3. December, 1977-Oc- 
tober, 1978 (Citations from the NTIS Data Base). 
NTIS/PS-78/1115/1GI 

78-26 108 PC NO1/MF NO1 
Silver Cells (Citation from the Engineering Index 
Data Base). 
NTIS/PS-77/1027/0G! 

78-03 10C PC NO1/MF NO1 


Silver Cells (Citations from the NTIS Data Base). 
NTIS/PS-77/1026/2GI 


78-03 10C PC NO1/MF NO1 


Solid Waste Reclamation and Recycling. Part 1. 
Packaging and Containers (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/0761/3GI 


78-20 13B PC NO1/MF NO1 


Solid Waste Reclamation and Recycling. Part 2. 
Plastics (A Bibliography with Abstracts). 
NTIS/PS-78/0762/1GI 

78-20 13B PC NO1/MF NO1 


Solid Waste Reclamation and Recycling. Part 3. 
Metals (A Bibliography with Abstracts). 
NTIS/PS-78/0763/9GI 

78-20 138 PC NO1/MF NO1 


Solid Waste Reclamation and Recycling. Part 4. 
Giass (A Bibliography with Abstracts). 
NTIS/PS-78/0764/7GI 

78-20 13B PC NO1/MF NO1 


Solid Waste Reclamation and Recycling. Part 5. 
Paper (A Bibliography with Abstracts). 
NTIS/PS-78/0765/4GI 

78-20 13B PC NO1/MF NO1 


Solid Waste Reclamation and Recycling. Part 6. 
Tires (A Bibliography with Abstracts) 
NTIS/PS-78/0766/2GI 

78-20 13B PC NO1/MF NO1 


Stress Corrosion of Stainless Steel. Volume 2. 1974- 
1977 (Citations from the Engineering Index Data 
Base). 
NTIS/PS-77/1187/2GI 

78-05 11F PC NO1/MF NO1 


Stress Corrosion of Stainless Steels (Citations from 
the NTIS Data Base). 
NTIS/PS-77/1186/4GI 

78-05 11F PC NO1/MF NO1 
Stress Corrosion of Steel (A Bibliography with Ab- 
stracts) 
NTIS/PS-77/1179/9GI 

78-05 11F PC NO1/MF NO1 


Superalloys. Volume 1. 1964-1976 (Citations from 
the NTIS Data Base). 
NTIS/PS-78/0198/8GI 


78-10 11F PC NO1/MF NO1 


Superalloys. Volume 2. 1974-March 1977 (Citations 
from the Engineering Index Data Base) 
NTIS/PS-78/0200/2GI 

78-10 11F PC NO1/MF NO1 


Superalloys. Volume 2. 1977-February 1978 
(Citations from the NTIS Data Base) 
NTIS/PS-78/0199/6GI 

78-10 11F PC NO1/MF NO1 


Superalloys. Volume 3. March 1977-February 1978 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0201/0GI 

78-10 11F PC NO1/MF NO1 


Tin Plating and Tin Plate (Citations from the En- 
gineering Index Data Base). 
NTIS/PS-78/0478/4GI 


78-15 11F PC NO1/MF NO1 


Tin Plating and Tin Plate (Citations from the NTIS 
Data Base). 
NTIS/PS-78/0477/6GI 

78-15 11F PC NO1/MF NO1 


Titanium and Titanium Alloy Creep (A Bibliography 
with Abstracts). 
NTIS/PS-78/0970/0GI 

78-23 11F PC NO1/MF NO1 


Tungsten and Tungsten Alloy Powder Metallurgy 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0164/0GI 

78-09 11F PC NO1/MF NO1 


Tungsten and Tungsten Alloy Powder Metallurgy 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0163/2GI 

78-09 11F PC NO1/MF NO1 
Ultraviolet Lasers (A Bibliography with Abstracts). 
NTIS/PS-78/0003/0GI 

78-06 20E PC NO1/MF NO1 
Uranium Mining and Milling Environmental Studies 
(Citations from the Engineering Index Data Base). 
NTIS/PS-78/0049/3GI 78-07 8! PC NO1/MF NO1 
Uranium Mining and Milling Environmental Studies 
(Citations from the NTIS Data Base). 
NTIS/PS-78/0048/5GI 78-07 81 PC NO1/MF NO1 
X-Ray Lasers (A Bibliography with Abstracts). 
NTIS/PS-78/0004/8GI 

78-06 20E PC NO1/MF NO1 


SMITH, N. 


Repetitive Loading Tests on Membrane-Enveloped 
Road Sections during Freeze-Thaw Cycles, 
AD-A056 744/6GI 78-22 13B PC A02/MF A01 
SMITH, N. A. 
Mine Wide Test of the WVU Monitoring Concept: 
System Design, Installation and Test Results. 
PB-280 119/9GI 78-16 81 PC A08/MF A01 
SMITH, N. K. 
Enthalpies of Combustion of exo-THDC, RJ-4, 
lsomerized RJ-4, and JP-9. 
AD-A056 024/3GI 78-21 
SMITH, N. S. 
Hydrodynamic Stability and Control Analysis of 
GTOPS Vehicle. 
AD-A054 962/6GI 
SMITH, NAOMI 
Models of Recreational Traffic in Rural Areas. 
PB-279 123/4GI 78-14 13B PC A03/MF A01 
SMITH, NELSON 
An Evaluation of Housing Rehabilitation Programs 
in South Bend, 
PB-278 726/5GI 


SMITH, NORMAN 


Project RETRO-TECH. Home Weatherization Charts, 
PB-273 632/0GI 78-03 13A PC A04/MF A01 


Project RETRO-TECH. Home Weatherization In- 
structor's Guide, 
PB-273 629/6GI 78-03 13A PC A04/MF A01 


Project RETRO-TECH. Home Weatherization Job 
Book, 
PB-273 630/4GI 78-03 13A 


RETRO-TECH. 


21B PC A02/MF A01 


78-18 13J PC A03/MF AO1 


78-13 13B PC A04/MF A01 


PC A02/MF A01 


Project Weatherization 


Manual, 
PB-273 631/2GI 


SMITH, NORMAN D. 


Reprint: The Relationship Between Carbonate 
Mineralogy and Grain Size in Two Alpine Lakes. 
AD-A050 226/0GI 78-10 8H PC A02/MF A01 


Sediment Distribution Processes 
Lakes and Deltas. 
AD-A048 472/5GI 


SMITH, NORMAN M. 


Conventional Arms Transfers to Latin America. 
AD-A047 580/6GI 78-05 15€ PC A02/MF A01 


SMITH, NORRIS K. 


Thermodynamics of Organic Compounds. 
AD-A049 198/5GI 78-08 7D PC A02/MF A01 


SMITH, NORTH 


Field Test of a MESL (Membrane-Enveloped Soil 
Layer) Road Section in Central Alaska. 
AD-A047 366/0GI 78-05 13B PC A03/MF A01 


SMITH, O. I. 


Bulk Quenching of Hydrocarbon Oxidation in an 
Expanding Combustion Chamber. 
UCRL-79580 78-01 21G PC A03/MF A01 


SMITH, OLIN W. 


Interaction Effects in Judgments of Curvature 
AD-123 674/4GI 78-22 6P PC A03/MF AO1 


Judged Distance and Size Constancy 
AD-115 631/4GI 78-22 5J PC A02/MF AO1 


Memory for Translatory Motion 


Home 


78-03 13A PC A03/MF AQ1 


in Glacier-Fed 


78-07 8H PC A02/MF AO1 


SMITH, PAUL AIKIN 


AD-116 827/7GI 
SMITH, OTIS R. 


Results of Current Observations - Wilkes Norwegian 
Sea Operations (Arrays 1 and 2). 
AD-A048 727/2G! 78-07 8C PC A03/MF A01 
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AD-B019 171/8GI 78-16 20L PC A04/MF A01 


Reprint: Ultraviolet-Photoemission Studies of TICI. 
AD-A055 353/7GI 78-20 7D PC A02/MF A01 


SPICER, WILLIAM E. 


Luminescence from Sodium Chloride 
AD-107 464/0GI 78-22 7D PC A03/MF AO1 


SPICHER, ROBERT E. 
Estimating Long Range Highway Improvements and 


Costs. 
PB-283 459/6Gi 78-22 13B PC A07/MF AQ1 
SPICKARD, W. ANDERSON 


A University Medical Center Occupational Health 
Service. 
HRP-0024294/1GI 
SPIECKER, R. G. 
Common Module 
Development. 
AD-A048 484/0G! 
SPIEGEL, ALLEN D. 


Factors Affecting the Acceptability of Health Care, 
HRP-0900365/8G! 78-18 6E PC A08/MF A01 


78-12 138 PC AO7/MF A01 


78-12 5K PC A05/MF A01 


78-25 6E Not Available NTIS 


Electro Optical Multiplexer 


78-07 17E PC A04/MF A01 


78-08 13F PC A08/MF A01 


Comparison of Computer Codes for Calculating 
Dynamic Loads in Wind Turbines. 
DOE/NASA/1028-78/16 

78-23 108 PC A03/MF A01 


Comparison of Computer Codes for Calculating 
Dynamic Loads in Wind Turbines. 
N78-23556/1GI 78-18 10B PC A03/MF A0O1 


Drive Train Normal Modes Analysis for the Erda/ 
NASA 100-Kilowatt Wind Turbine Generator. 
ERDA/NASA/1028-77/1 


78-07 10B PC A03/MF A01 


PA-1346 


User Requirements Analyzer (URA) User's Manual 
H6180/Multics/Version 3.2 and Figures. 
AD-A057 130/7GI 78-22 9B MF A01 


User Requirements Language (URL) User's Manual. 
Part |. (Description) H6180/Multics/Version 3.2. 
AD-A054 096/3GI 78-17 9B MF AO1 


SPICER, C. W. 


The Fate of Nitrogen Oxides in the Atmosphere - 
Summary of an Exploratory Study in Phoenix, 
Arizona. 


PB-276 355/5GI 78-08 4A PC A03/MF A01 


Factors Affecting the Quality of Health Care. 
HRP-0900112/4G! 78-12 6E PC A06G/MF A01 


SPIEGEL, V. 


Fission Cross Sections of 235U, 238U, and 239Pu 
Averaged over the 252Cf Neutron Spectrum. 
PB-281 917/5GI 78-19 20H Not available NTIS 


SPIEGEL, V. JR. 


Absolute Electron-Nuclear Differential Scattering 
Cross Section at 1.00 Mev, 1.75 Mev, and 2.50 Mev, 
tT. 





AD-214 827/8GI 
SPIEGELBERG, W. D. 

Interface Separation-Lubrication Substances for 

Isothermal Forging at 1300F to 1500F. 

AD-A049 201/7G! 78-08 13H PC A04/MF A01 

Investigation of Separation-Lubrication Substances 

for Use in Isothermal Forging. 

AD-A048 588/8G! 78-07 
SPIEGELMAN, S. 

Action of Chemotherapeutic Agents and Substrate 

Analogues 

AD-072 936/8G! 78-16 60 PC A02/MF A01 

On the Origin of the Carbon in the Induced Synthe- 


sis B-Galactosidase in Escherichia Coli 
AD-053 516/1GI 78-16 6A PC A02/MF A01 


To Study the Effect of Substrate Analogues on In- 
duced Synthesis of Enzymes 
AD-081 684/3GI 78-24 6A PC A02/MF A01 


SPIEGLER, E. 


Computations in Turbulent Flows and off-Design 
Performance Predictions for Airframe-integrated 
Scramjets. 

N77-33438/1GI 


SPIEKHOUT, D. J. 


Assessment of Service Load Experience Using Aids- 
Recorded Data. 
N78-29096/2G! 


SPIELMAN, B. E. 


A Method-of-Moments Solution for Dispersion 
Characteristics of Arbitrarily-Configured Transmis- 
sion Media. 

AD-A047 404/9GI 


SPIERS, JOSEPH K. 


F-4E Category Il Systems Evaluation. 
AD-506 287/2GI 78-19 1C PC A23/MF AO1 


SPIES, G. O. 


Elements of Magnetohydrodynamic Stability Theory. 
COO-3077-137 78-04 201 PC AOS/MF A01 


SPIES, R. 
Development of a Device for Pressure Mine Sweep- 


78-11 20H PC A02/MF AO1 


11F PC AOS/MF AO1 


78-04 1A PC A02/MF A01 


78-24 1A PC A03/MF A01 


78-05 20N PC A03/MF A01 


ing 
AD-129 404/0GI 78-16 19A 


A Study of Vortex Rings in Air 
AD-081 349/3GI 78-01 1A 


A Study of Vortex Rings in Air 
AD-131 529/0GI 78-13 20D 


SPIESS, F. N. 
Reprint: Fine 
Techniques. 
AD-A056 128/2GI 


SPIESSBACH, A. J. 


Large-p/sub T/ Processes in a Nonscaling Parton 
Model. OITS-76. 
RLO/2230/T4-199 


SPIETH, H. 


Fire Resistivity and Toxicity Studies of Candidate 
Aircraft Passenger Seat Materials. 
N78-21214/9GI 78-16 6T PC A03/MF A01 


SPIETH, W. 


Design Measures to Increase Safety and Reliability 
of Power Station Control and Protection Systems. 
AAEC-LIB/Trans-631 78-19 18E MF AO1 


SPIETH, WALTER 


Trends in Training in Research Gerontology. 
HRP-0023959/0GI 78-14 St Not Available NTIS 


SPIEWAK, I. 


Thorium Assessment Study. Quarterly Progress Re- 
port, Second Quarter Fiscal 1977. 
ORNL/TM-5949 78-05 18J PC A03/MF A01 


Thorium Assessment Study Quarterly Progress Re- 
port, Third Quarter Fiscal 1977. 
ORNL/TM-6025 78-15 181 


SPIGA, G. P. 


Functional Investigation and Kernel Expansion 
Technique for the System of Integral Equations 
Governing the Stationary Anisotropic Transport of 
Monoenergetic Neutrons in Threedimensional 
Media. 

CNEN-RT/FI-77-8 


SPIGARELLI, JAMES L. 


Environmental Monitoring Near Industrial Sites: 
Sampling and Analysis of Selected Toxic Sub- 
stances. Task | - Vinylidene Chloride. 

PB-273 358/2GI 78-01 13B PC A07/MF$3.00 


SPIGARELLI, S. A. 


Cooling Systems Research at Argonne National 
Laboratory. 
CONF-771239-1 


PC A02/MF A01 
PC A0Q3/MF A0O1 


PC A03/MF A01 


Grained Deep Ocean Survey 


78-21 8J PC AQ2/MF A01 


78-17 20H PC A02/MF AO1 


PC A04/MF A01 


78-22 18F MF A01 


78-21 13B PC A03/MF A01 


SPIGHT, TOM M. 


Identification and Characterization of Elements for 
an Air Force Range Planning Document. 

AD-A053 683/9G! 78-16 14B PC AOS/MF A01 

SPIKES, J. D. 

Energy Transfer Mechanisms in Photobiological 
Reactions. Progress Report, 1 August 1976--31 July 
1977. 

COO-875-178 78-07 6A PC A02/MF A01 


Photosensitization in Biological Systems. 
COO-875-177 78-07 6A PC A02/MF A01 


SPILLANE, JANET 


Reprint: Cholinesterase Response and Sympto- 
matology from Exposure to Organic Phosphorus In- 
secticides, 
PB-278 085/6GI 

78-13 6J (Order as PB-278 081, MF A01) 


SPILLANE, JANET T. 


Reprint: Determination of DDT and Related Sub- 

stances in Human Fat, 

PB-276 902/4GI 
78-09 7D 


SPILLER, LESTER L. 
Biogenic Sulfur Compounds in 


mospheres of North Carolina. 
PB-285 059/2GI 78-25 13B PC A04/MF AO1 


Collection of Sulfur Gases with Chemically-Treated 
Filters, 
PB-280 984/6G! 


SPINAIO, E. W. 


Analysis of Training Management Survey. 
AD-A056 848/5GI 78-22 5i PC AQS/MF AO1 


Report of Reserve and National Guard Data 
(Supplement to Analysis of Training Management 
Survey). 

AD-A056 979/8G! 

SPINDEL, J. E. 

The Method of Maximum Likelihood Applied to the 
Statistical Analysis of Fatigue Data Including Run- 
Outs. 

N78-29504/5GI 


SPINDEL, R. C. 
Reprint: Low-Frequency Acoustic Fluctuations and 
internal Gravity Waves in the Ocean. 
AD-A049 885/7GI 78-09 20A PC A02/MF A01 
Reprint: Microearthquake Location using a Max- 


imum Likelihood Processor. 
AD-A050 691/5GI 78-11 8K 


SPINDEL, ROBERT C. 


Reprint: A Mobile 
Acoustic Range. 
AD-A052 855/4GI 


SPINDLER, H. 


Results of the Reliability Investigations for the 
Design Basis Accident ‘Rupture of a Cold Primary 
Coolant System’. 
MRR-168 


SPINDLER, W.C. 


Stibine Formation and Detection in Lead Acid Bat- 
teries. 
EPRI-EM-448-SR 


SPINDT, C. A. 


Evaluation of Voicano-Style Field lonization Source 
and Field Emitting Cathodes for Mass Spectrometry 
and Applications. 
N78-23924/1GI 


SPINKA, H. 


Recent Results on Polarization Phenomena. 
ANL-HEP-CP-77-80 78-15 20H PC A02/MF A01 
SPINKS, RAY E. 
Separable Link Connector. 
PATENT-4 041 580 
78-01 


(Order as PB-276 897, MF A01) 


Coastal At- 


78-17 13K PC A03/MF A01 


78-22 5! PC A04/MF A01 


78-24 20K PC A02/MF A01 


PC A02/MF A0O1 


Coherent Low-Frequency 


78-15 148 PC A02/MF AO1 


78-18 181 MF AG1 


78-02 10C MF AO1 


78-16 14B PC A02/MF A01 


13E Not available NTIS 
SPINRAD, B. I. 


Evaluation of Fission Product After-Heat. 
PB-281 942/3G! 78-17 18G PC AO05S/MF A01 


Evaluation of Fission Product Afterheat. 
PB-274 142/9GI 78-02 18G PC A0Q3/MF A01 


Evaluation of Fission Product Afterheat. 
PB-278 825/5GI 78-15 18G PC AOS/MF A01 


SPIRCHENKO, YU. V. 


Effect of Thermal Strains in Structural Elements on 
the Stability of the Cyclotron Resonance System 
Eigen-Frequency. 

NIIEFA-A-0234 78-17 20G MF A0O1 


Equilibrium of Longitudinal-Field Winding Unit 
under the Action of Lateral Forces in a Tokamak 
Devices. 

NIIEFA-LM-0258 78-18 18A MF AO1 


Possibility of Increasing the Rotational Speed of a 
Unipolar Generator Rotor. 


SPITZER, J. 


NIIEFA-A-0248 
SPIRIDONOV, A. A. 
Accuracy of Particle Momentum Reconstruction in 


Multiplate Magnetic Spectrometer. 

IFVE-OMVI-75-61 78-02 
SPIRIDONOV, YU. G. 

Experimental Determination of Thermal Conductivi- 

ty Coefficient of UO sub 2 and Fuel Cladding Con- 

tact Conduction in Fuel Elements under Reactor Ir- 


radiation. 
NIIAR-P-250 


SPIRKA, CRAIG 


Development of a Data Base to Determine the Im- 
pact of PSRO Concurrent Review on Hespital 
Utilization. 

PB-277 039/4GI 


SPIRO, H. J. 

Report of a Study of the Licensee Contractor and 

Vendor Inspection Program (LCVIP). 

PB-284 233/4GI 78-22 18E PC A05S/MF A01 
SPIRO, J. 

Systems/Cost Summary. 

BNL-24030 78-18 
SPIRO, M. 

Study of Strange Mesonic Resonance Production in 

K exp - p Interactions at 14.3 GeV/C. 

CEA-N-1988 78-18 20H MF AO1 
SPIRO, R. J. 

Conference Proceedings: 

Acquisition of Knowledge, 

AD-A049 878/2G! 78-09 5! 
SPIRONELLO, V. R. 

Viscosity of BOF Slags Fluidized with Fluorspar, 

Colemanite, and Fused Boric Acid. 

PB-283 879/5GI 78-23 8! 
SPIROV, V. S. 

Study on Associated Masses and Dumping Factors 

During Vibrations of Cylinders in Viscous Liquids. 

FEI-585 78-26 20D PC A02/MF A01 
SPITLER, C. A. 

Improved Method for the Analysis of Coal Liquids. 

PERC/TPR-78/1 78-23 21D PC A02/MF A01 
SPITLER, M. T. 


Electron Transfer at 
Electrodes. 
LBL-6174 


SPITSYN, V. I. 
Basic Prerequisites and the Practice of Using Deep 
Water Tables for Burying Liquid Radioactive 
Wastes. 
ORNL-tr-4390 
SPITTLER, T. D. 


Chemical Composition of Commercial Asphalt Ce- 
ment as Determined by High Pressure Liquid Chro- 
matography. 
PB-285 075/8Gi 
SPITZ, BRUCE 
Altering Medicaid 
Methods. 
HRP-0023733/9GI 78-12 6E Not Available NTIS 


Modifying Medicaid Eligibility and Benefits. 
HRP-0023731/3G! 78-12 6E Not Available NTIS 


Restructuring Federal Medicaid Controls and Incen- 

tives. 

HRP-0023734/7G1 
SPITZ, LAWRENCE K. 


Analytical Approach to Marketing Decisions in 
Health-Care Organizations. 
HRP-0025374/0GI 78-25 6E Not Available NTIS 


SPITZEN, J. M. 


The Verification of COBOL Programs. 
AD-A048 257/0GI 78-06 98 PC AO5/MF A01 


SPITZER, EDWARD A. 
Vortex Advisory System. 
PAT-APPL-833 501/G!I 78-03 
SPITZER, FRANK 
The Circumference of a Convex Polygon 
AD-233 291/4GI 78-16 12A PC A02/MF A01 


Some Properties of Recurrent Random Walk 
AD-236 405/7GI 78-18 12A PC A03/MF A01 
The Toeplitz Matrices of an Arbitrary 
Polynomial 
AD-233 292/2GI 78-21 12A PC A03/MF A01 
The Wiener Hopf Equation Whose Kernel Is a 
Probability Devisity (I!) 
AD-229 646/5GI 
SPITZER, J. 


Confined Quarks and the Decays of “Old” and 
“New” Vector and Tensor Mesons. 


78-17 108 MF A01 


18D MF AQO1 


78-14 18J MF A01 


78-10 6E PC A08/MF A01 


18A PC A02/MF A01 


Schooling and the 


PC A19/MF A01 


PC A03/MF A01 


Sensitized Semiconductor 


78-07 70 PC A07/MF A01 
78-06 


18G PC A02/MF A01 


78-25 13C PC AQ6/MF A01 


Provider Reimbursement 


78-12 6E Not Available NTIS 


1B PC AO2/MF A01 


Laurent 


78-16 12A PC AQ2/MF A01 


PA-1347 





KFKI-77-45 
SPITZER, JOHN J. 
Reprint: Glucose and Lactate Kinetics after En- 


dotoxin Administration in Dogs. 
AD-A046 899/1GI 78-04 6A PC A02/MF A01 


SPITZER, JUDY A. 
Reprint: Endotoxin Influence on Lipolysis in Iso- 


lated Human and Primate Adipocytes. 
AD-A047 455/1GI 78-05 6A PC A02/MF AQ1 


Reprint: Lipoprotein Lipase Activity in Rat Heart 
Myocytes. 
AD-A045 975/0GI 78-02 6A PC A02/MF A01 


Reprint: Modulation of Lipolysis by Endotoxin and 
Indomethacin in Fat Cells of Germfree and Conven- 
tional Dogs. 

AD-A045 973/5GI 


SPITZER, ROBERT L. 


Reprint: A New Method of Classification for 
Psychophysiologic Disorders. 
AD-A057 744/5GI 78-23 5J PC A02/MF A01 


SPITZER, W. C. 


The Structural Characteristics of Radiation Damage 
Produced by High Energy (2.7 MeV) lon Implanta- 
tion in GaAs. 

AD-A051 988/4GI 


SPITZER, W. G. 


Reprint: Refractive Index of ion-implanted GaAs. 
AD-A045 743/2GI 78-01 20L PC A02/MF A01 


SPITZER, W. O. 


Canadian Educational Programme in Family Prac- 
tice Nursing. 
HRP-0017946/5G! 78-08 51 Not Available NTIS 


Nurse Practitioners in Primary Care. IV: Impact of 

an Interdisciplinary Team on Attitudes of a Rural 

Population. 

HRP-0016655/3GI 78-10 6E Not Available NTIS 

Nurse Practitioners in Primary Care. Vil. A Cohort 

Study of 99 Nurses and 79 Associated Physicians. 

HRP-0025069/6GI 78-16 6E Not Available NTIS 
SPITZER, WALTER O. 

Comparison of a Private Family Practice and a 

University Teaching Practice. 

HRP-0017358/3Gi 78-05 6E Not Available NTIS 


Medical Manpower: Criteria for Surveillance. 
HRP-0016279/2Gi 78-05 6E Not Available NTIS 


78-20 20H MF AO1 


78-02 6A PC A02/MF A01 


78-13 20L PC AQ3/MF A01 


Nurse Practitioners in Primary Care. V. Develop- 
ment of the Utilization and Financial index to Mea- 
sure Effects of Their Deployment. 


HRP-0015242/1GI_ 78-16 6E Not Available NTIS 


Nurse Practitioners in Primary Care. VI. Assessment 
of Their Development with the Utilization and 
Financial Index 

HRP-0015243/9GI 78-16 6E Not Available NTIS 


Unanswered Questions about the Periodic Health 
Examination. 
HRP-0017802/0GI 


SPITZIG, W. A. 


Effect of Hydrostatic Pressure on the Deformation 
Behavior of Polyethylene and Polycarbonate in Ten- 
sion and in Compression. 
AD-A056 786/7GI 78-22 111 
SPITZNAGEL, J. K. 
Mechanisms of Innate Immunity: Cytoplasmic 
Granules of Polymorphonuclear Neutrophilic 
Granulocytes, Antimicrobial Action, Translocation, 
Role, and Fate in Antimicrobial Phagocytosis. 
Progress Report, March 1976--June 30, 1977. 
ORO-3628-11 78-03 6C PC A02/MF A01 
SPIVACK, B. D. 
Laser Fusion Project: Initial Report. 
COO/4079-1 78-18 20E MF A01 
SPIVACK, SAUL 
Directory of Standards and Criteria for Project 
Review -- National Review of the State of the Art. 
Connecticut Certificate of Need Compliance Work- 
book Series -- Report 6. 
HRP-0900064/7G! 78-11 


SPIVAK, STEVEN M. 


Product Selection for the Voluntary Consumer 
Product Information Labeling Program. 
PB-281 628/8G! 78-18 5A PC A04/MF A01 


SPIVEY, MARIE 
Bibliography on Grouting. 
AD-A057 831/0G! 78-24 
SPIVEY, RUTH B. 


Bibliography of Technical Reports, 1977, 
AD-A055 041/8GI 78-18 8A PC A02/MF AO1 


SPIWACK, A. G. 


Study of Image on-Board Processing Methods. 
N78-23409/3GI 78-18 9D PC A10/MF A01 


78-08 6E Not Available NTIS 


PC A04/MF A01 


6E PC A07/MF A01 


13C PC A15/MF A01 


PA-1348 


SPLETTSTOESSER, B. 


Simple Model for Phonon Dispersion of Non- 
stoichiometric Transition Metal Carbides. 
Juel-1455 78-23 11B PC A08/MF A01 


SPLITSTONE, P. 


Order Disorder Transformations in Crystals 
AD-035 616/2GI 78-21 20B PC A02/MF A0O1 


SPLITTSTOESSER, C. M. 


Reprint: Infection of the European Chafer, 
‘Amphimallon majalis' by ‘Bacillus popilliae’: Light 
and Electron Microscope Observations. 

PB-284 931/3GI 78-24 6C PC A02/MF A01 


Reprint: Infection of the European Chafer, 
‘Amphimallon majalis’ by ‘Bacillus popilliae’: Ultras- 
tructure. 


PB-284 758/0GI 78-24 6C PC A02/MF A01 


SPOEHRLE, H. P. 


Measurement of the Minority Carrier Lifetime in Sil- 
icon to Determine Material quality. 
BMFT-FB-T-76-67 78-09 20L PC AOS/MF A01 


SPOELDER, G. 


Study of On-Board Computer Systems for Long 
Lifetime Satellites. Volume 3: Processing Systems. 
Main Options. 


N78-13761/9GI 78-08 9B PC A02/MF A01 


SPOERLEIN, R. 


Microwave Cross Section of an lonized Channel. 
UCID-17238(Rev.1) 78-05 18F PC A03/MF AO1 


SPOFFORD, C. W. 


Extensions of the Parabolic Equation Model for 
High-Angle Bottom-interacting Paths, 
AD-A052 890/1GI 78-15 20A PC A03/MF A01 


Final Report, 
AD-A052 889/3GI 78-15 20A PC A02/MF A01 


Nelant Data Assessment Appendix Ill - Modeling Re- 


port, 
AD-A047 680/4GI 78-05 17A PC A03/MF A01 


SPOFFORD, CHARLES W. 


Formulation of an Advanced Computational Capa- 
bility for the Prediction of Transmission Loss in the 
Ocean, 


AD-A048 262/0GI 78-06 17A PC A03/MF A01 


SPOGEN, L. R. 


Approach to 
Development. 
UCRL-79218 78-05 18J PC A02/MF A01 


Material Control Assessment Procedure. 
UCRL-79214 78-04 18J PC A02/MF A01 


Material Control Assessment Procedure. 
UCRL-79214(Rev.1) 78-03 18J PC A02/MF A01 


Safeguards Material Control at Licensed Processing 
Facilities. Quarterly Report. 
UCID-17525-77-1 78-05 18J PC A06/MF A01 


Safeguards Material Control at Licensed Processing 
Facilities. Quarterly Report, April--June 1977. 
UCID-17525-77-2 78-21 18J PC A03/MF A01 


System Effectiveness of Material Control and Ac- 
counting Systems. 
UCRL-80336 


Performance Based Regulation 


78-15 18J PC AO2/MF A01 


SPOHN, DANIEL J. 


Source-Region EMP Coupling Related Tests: 
Rectangular Geometry, 


AD-A045 839/8GI 78-01 20N PC A03/MF A0O1 
Status of the Tactical Environment Multiple Systems 
Evaluation Program (TEMSEP). 

AD-A047 295/1GI 78-04 18C PC A03/MF A01 


SPOKAS, J. J. 


Investigation of Cables for lonization Chambers. 
COO-323-37 78-07 18D PC A02/MF A01 


Measurement of Atmospheric alpha Activity. 
COO-323-38 78-07 18H PC A02/MF A01 


Special Problems in Nuclear Instrumentation. 
Progress Report, September 1, 1976--November 30, 
1977. 

COO-323-39 


78-08 18D PC A02/MF A0O1 


SPONG, D. A. 


Kinetic Transport Properties of a Bumpy Torus with 
Finite Radial Ambipolar Field. 


ORNL/TM-6215 78-21 201 PC A06/MF A01 


SPONG, E. D. 


F-15 Inlet/Engine Test Techniques and Distortion 
Methodologies Studies. Volume 1: Technical 
Discussion. 


N78-30123/1GI 78-25 21E PC A11/MF A01 


F-15 Inlet/Engine Test Techniques and Distortion 
Methodologies Studies. Volume 2: Time Variant 
Data Quality Analysis Plots. 

N78-30124/9GI 78-25 21E PC A04/MF A01 
F-15 Inlet/Engine Test Techniques and Distortion 


Methodologies Studies. Volume 3: Power Spectral 
Density Plots. 


N78-30125/6GI 78-25 21E PC A06/MF A01 


F-15 Inlet/Engine Test Techniques and Distortion 
Methodologies Studies. Volume 4: Autocorrelation 
Functions. 

N78-30126/4GI 78-25 21E PC AOS/MF A01 


F-15 Inlet/Engine Test Techniques and Distortion 
Methodologies Studies. Volume 5: Effect of Filter 
Cutoff Frequency on Turbulence Plots. 

N78-30127/2GI 78-25 21E PC A06/MF A01 


F-15 Inlet/Engine Test Techniques and Distortion 
Methodologies Studies. Volume 6: Distortion Analy- 
sis Plots. 

N78-30128/0GI 78-25 21E PC A99/MF AQ1 


F-15 tnlet/Engine Test Techniques and Distortion 
Methodologies Studies. Volume 7: Cross Correla- 
tion Functions.. 

N78-30129/8GI 78-25 21E PC A03/MF A01 


F-15 Inlet/Engine Test Techniques and Distortion 
Methodologies Studies. Volume 8: Cross Spectral 
Density Plots. 

N78-30130/6GI 78-25 21E PC A04/MF A01 


F-15 Inlet Engine Test Techniques and Distortion 
Methodologies Studies. Volume 9: Stability Audits. 
N78-30131/4GI 78-25 21E PC A03/MF A01 


SPONG, RAYMOND A. 


Acoustic Detection Prediction Studies 
AD-350 053/5G! 78-01 17A PC A03/MF A01 


Acoustic Detection Prediction Studies, Part 2 
AD-350 054/3GI 78-01 17A PC A03/MF A01 


SPONSELLER, DAVID L. 


The Effect of gamma Prime Particle Size Upon the 
High Temperature Properties of Nickel-Base Alloys 
AD-263 483/0GI 78-13 11F PC A04/MF A01 


SPONSLER, G. 


Analysis of Policy Options for Accelerating Com- 
mercialization of Solar Heating and Cooling 
Systems. 

TID-27597 78-15 


SPOONER, CHARLES M. 


Sprayed Asbestos-Containing 
Buildings: A Guidance Document. 
PB-280 376/5GI 78-16 13B PC A06/MF A01 


SPOONER, CHARLES S. 


A Demonstration of Areawide Water Resources 
Planning. 
PB-280 750/1GI 


SPOONER, F. M. 


Evaluation of the Feasibility for Widespread In- 
troduction of Coal into the Residential and Com- 
mercial Sectors. Volume |. Executive Summary. 

PB-281 191/7GI 78-18 10A PC A03/MF A01 


Evaluation of the Feasibility for Widespread In- 
troduction of Coal Into the Residential and Com- 
mercial Sectors. Volume Il. Technical Section. 

PB-281 192/5GI 78-18 10A PC A16/MF A01 


SPOONER, J. A. 


Systematic Development of Methodologies in 
Planning Urban Water Resources for Medium Size 
Communities: Application of Linear Systems Analy- 
sis to Ground Water Evaluation Siudies. 

PB-273 886/2GI 78-03 8H PC A07/MF A01 


SPOONER, J. E. 


Computer Assisted Cost Estimating at Los Alamos 
Scientific Laboratory. 
LA-UR-77-2070 78-06 5A PC A02/MF A01 


Los Alamos Scientific Laboratory Experimental Esti- 
mating System. 
LA-UR-77-374 


SPOONER, ROBERT B. 


Hospital instrumentation Care and Servicing for 
Critical Care Units, 
PB-274 607/1GI 


SPOONER, RONALD 


A Physical Approach to Dynamic Modeling of De- 
tection Performance Using Performed Beams in a 
Multitarget Environment. 
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Devices and Silicon Dioxide Films. 
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PB-277 343/0GI 78-13 21D PC A12/MF A01 
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Comparison of Photon Beam Qualities for Treat- 

ment of Deep Seated Tumours. 

SSI-1977-025 78-18 20G MF A01 
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Scheduling for Salinity Control in the Colorado 
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Solventiess LARC-160 Polyimide Matrix Resin. 
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An Application of Optimal Control Theory to an 
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ST, G.A. 
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Depot Maintenance Planning and Programming 
System (DMPPS): Volume 2 - Preprocessor 
Subsystem. 
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Cs--U--O Phase Diagram and Its Application to 
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Studies on Carbamates. IV. The Carbamates of 


Hydrazine. 
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STAATS, A. W. 


A Case in and a Strategy for the Extension of 
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Independent Manipulation of Meaning and M 
AD-253 502/9GI 78-01 5J PC A02/MF A0t 
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AD-229 105/2GI 78-01 5J PC A02/MF A01 


Operant Conditioning of a Semantically Identified 
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Status of the USA Program on the Development of 
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AD-048 104/4GI 78-21 11A PC A02/MF A01 
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Comments on the Effects of Gas injection Upon 
Radial Particle Fluxes in the ISX-A Flow Reversal 
Experiment. 

ORNL/TM-6339 78-25 18A PC A02/MF A01 
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Fusion Power Program Quarterly Progress Report, 
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CONF-771056-12 78-18 18A PC A03/MF AO1 
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CONF-771029-191 78-15 18A PC A02/MF AO1 
Plasma Engineering Studies for the Tokamak Ex- 
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STACH, ROBERT L. 
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Specifications. 
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Pressure-Resistant Housing. 
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Overview. 
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Neutral Injection Requirements and Parameters for 
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Energy and Technology Review. 
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78-25 SF PC A04/MF A01 
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78-20 


18A MF AO1 


13B PC AOS/MF A01 





UCRL-52000-78-3 78-21 10A 
STAEHLE, J. T. 
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Energy and Technology Review. 
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Energy and Technology Review. 
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Energy and Technology Review. 
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Energy and Technology Review. 
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Corrosion, Stress Corrosion Cracking, and Elec- 
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COO-2421-4 78-13 11F PC A04/MF A01 


Fundamental Studies of Dissolution and Passivity of 
Alloys and Compounds. 
AD-A058 326/0GI 78-24 11F PC AQ6/MF A01 


Mechanism of Stress Corrosion of Austenitic Stain- 
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AD-156 964/9GI 78-23 11F PC A02/MF A01 


STAEHLE, ROGER W. 


Alloy Corrosion-Fundamental Studies of Dissolution 

and Passivity of Alloys and Compounds. 
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Modern Wing Technology for General Aviation Air- 
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Barrier-Layer Counters for the Registration of Posi- 
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STAFFIN, ROBERT 


Network Synthesis Procedures with a Potential 
Analog Computer 
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STAFFORD, E. E. 
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sula of North Sulawesi, Indonesia. 
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PC A03/MF A0O1 
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Reprint: Hepatocystis in the Orangutan, ‘Pongo 
pygmaeus’. 
AD-A057 637/1GI 


78-23 2E PC A02/MF A01 


Reprint: Intestinal and Blood Parasites in the Bang- 
gai Kabupaten, Central Sulawesi, Indonesia. 
AD-A057 634/8GI 78-23 6E PC A02/MF A01 


STAFFORD, ERICH E. 
Reprint: intestinal and Blood Parasites in the North 
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AD-A045 847/1GI 78-01 


STAFFORD, MAX ALLEN 
An Analysis of the Stability of an Aircraft Equipped 
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STAFFORD, R. G. 
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ing System. 
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STAFFORD, R. S. 
Photochemistry and Photobiology of DNA Contain- 
ing 5-lodouracil and 5-lodocytosine. 
CONF-780226-2 78-18 7E PC A02/MF A01 
STAFFORD, ROBERT P. 


Laboratory Effects in Beach Studies. Volume Il. 
Movable-Bed Experiments with H sub o/L sub o = 
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AD-A045 462/9GI 78-01 8C PC AOS/MF A01 


Laboraiory Effects in Beach Studies. Volume Iil. 
Movable-Bed Experiments with H sub 0/L sub 0 = 
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AD-A049 871/7GI 78-09 8C PC A06/MF A01 
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0.021 (1972). 


AD-A051 872/0G! 78-13 8C PC A04/MF A01 
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AD-A051 484/4GI 78-12 8C PC A04/MF A01 
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AD-A055 021/0G! 


STAFFORD, ROGER A. 


Multi-Layer Learning Networks, 
AD-448 896/1GI 78-01 


STAFFORD, SCOTT L. 


Synthesis and Photolysis of Model Compounds for 
Mechanistic Studies of 1,3,5-Trinitro-1,3,5-Triaza- 
cyclohexane (RDX) Decomposition. 

AD-A058 678/4GI 78-25 7E PC A03/MF AO1 


STAFSUDD, O. M. 


Reprint: Surface Magnetoplasma Waves in Nickel. 
AD-A048 513/6GI 78-07 20! PC A02/MF AO1 


STAGLIANO, T. R. 


Experimental Transient and Permanent Deformation 
Studies of Steel-Sphere-impacted or Explosively- 
Impulsed Aluminum Panels. 
N78-15234/5GI 78-10 


STAHAARA, S. S. 


Computational Techniques for Solar Wind Flows 
Past Terrestrial Planets: Theory and Computer Pro- 
grams. 

N78-15981/1GI 78-10 3B PC A07/MF A01 


Perturbation Solutions for Transonic Flow on the 

Blade-to-Blade Surface of Compressor Blade Rows. 

N78-15987/8GI 78-11 21E PC A04/MF A01 
STAHELIN, P. 


Investigation of the Field Modulation Produced by 
Flat Spiral Shims in a Cyclotron Magnet 
AD-252 889/1GI 78-13 20G PC A03/MF A01 


STAHELIN, PETER 


The Radial Stability of Orbits in a Spiral Ridge 
Cyclotron 
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STAHL, FRED I. 


An Assessment of the Technical Literature on Emer- 
gency Egress from Buildings. 
PB-273 944/9GI 78-03 13M PC A04/MF A01 


Human Response to Fire: Three Designs for 
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PB-284 959/4GI 78-25 13L PC A03/MF A01 


Simulating Human Behavior in High-Rise Building 
Fires: Modeling Occupant Movement through a 
Fire-Floor from Initial Alert to Safe Egress, 

PB-273 166/9Gi 78-01 13L PC AQ4/MF A01 


STAHL, MICHAEL J. 


Productivity in the Air Force Weapons Laboratory: 
Measurement and Prediction. 
AD-A052 897/6GI 78-15 5! 


STAHL, RALPH 


Experimental Determination of Heave Added Mass 
and Damping of Two-Dimensional Bulbous Cylin- 
ders at the Free Water Surface. 

AD-A056 104/3GI 78-21 i3J PC A03/MF A01 
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Hull Interaction Effects on Heave Motion Coeffi- 
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AD-A056 963/2GI 78-22 13J PC A03/MF A01 


Heave and Pitch Regular Wave Exciting Forces and 
Moments Acting on a Small Waterplane Area Twin 
Hull. 

AD-A056 576/2GI 78-21 13J PC AOQ2/MF A01 
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AD-A058 517/4GI 78-25 13J PC A04/MF A01 


STAHL, SIDNEY M. 
Problems of Sample Survey Research on Health Re- 


lated Issues. 
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STAHLE, C. V. 
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Low Cost Servo Actuator for Tactical Missile Thrust 


Vector Control (TVC). 
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STAIANO, FRANK 


Executive Summary: New York City Pilots Auto- 
matic Telephone Weather Answering Service 
(PATWAS) Test. 

AD-A046 755/5GI 78-03 1B PC A02/MF A01 
New York City Pilots Automatic Telephone Weather 
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STAID, P. S. 


Acoustic Tests of Duct-Burning Turbofan Jet Noise 
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Acoustic Tests of Duct-Burning Turbofan Jet Noise 
Simulation: Comprehensive Data Report. Volume 1, 
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N78-28094/8GI 78-23 21E PC A21/MF A01 


Acoustic Tests of Duct-Burning Turbofan Jet Noise 
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N78-28095/5GI 78-23 21E PC A99/MF A01 


Acoustic Tests of Duct-Burning Turbofan Jet Noise 
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N78-28096/3GI 78-23 21E PC A22/MF A01 


Acoustic Tests of Duct-Burning Turbofan Jet Noise 
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STAIF, DONALD C. 
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STAIFF, D.C. 


Reprint: Dermal Phototoxic Reaction from an Insec- 
ticide: Clinical and Laboratory Studies, 
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Reprint: Persistence of Methyl and Ethyl Parathion 
Following Spillage on Concrete Surfaces. 
PB-278 599/6GI 78-12 138 Not available NTIS 
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STAIR, A. T. JR. 
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AD-A045 466/0GI 78-01 4A PC A06/MF A01 
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infrared Enhancements Associated with a Bright 
Auroral Breakup. 

AD-A046 888/4G! 78-04 4A PC A02/MF A01 
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AD-A046 474/3G! 78-03 4A PC AOS/MF AQ01 


Reprint: Rocketborne Measurement of Mesospheric 
H20 in the Auroral Zone. 
AD-A045 500/6G! 78-01 4A PC A02/MF A01 


Reprint: Rocketborne Observations of Atmospheric 
Infrared Emissions in the Auroral Region. 
AD-A048 390/9G! 78-07 4A PC AO2/MF AO1 


Reprint: SPIRE - Spectral Infrared Experiment. 
AD-A050 736/8G! 78-11 4A PC A02/MF A01 


SPIRE-Spectral Infrared Rocket 
(Preliminary Results). 
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Experiment 


78-25 4A PC A02/MF A01 


STAIR, P. C. 


Surface Crystallography of Clean Platinum Single 
Crystals and Adsorbed Hydrocarbon Overlayers Stu- 
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LBL-6221 78-03 7D PC A11/MF A01 


STAKE, ROBERT E. 
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Findings |. 
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Primary Care in a Specialized World. 
HRP-0015672/9GI 78-01 6E Not Available NTIS 


STALENHOEF, A. H. C. 
Occurrence and Advection of Fog at Amsterdam/ 
Airport (Schiphol). 
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STALEY, H. G. 


Justification for Substituting TRA CON 2212 Epoxy 
for Epon 828 Epoxy in the Fabrication of 75 MW (B) 
Thermoelectric Modules. 


GA-A-14722 78-15 108 PC A02/MF A01 


Master Test Plan for the MB-75 MW (B) Generators. 
GA-A-14717 78-15 108 PC A03/MF A01 
MB-M75 (B) Radioisotope Thermoelectric Generator 


Reliability Analysis. 
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Mb-75 MW (B) Program Plan. 

GA-A-14716 78-15 108 PC A02/MF A01 
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STALEY, J. T. 

Effect of Microstructure on Fatigue Crack Growth 
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STALEY, JEFFREY 
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PB-282 111/4GI 78-19 13F PC A04/MF A01 
STALEY, W. W. 
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HRP-0017366/6GI 78-06 6E Not Available NTIS 


SULLIVAN, WILLIAM K. 


Soviet Strategy and NATO's Northern Flank. 
AD-A054 369/4GI 78-17 50 PC A03/MF A01 


SULLIVAN, WILLIAM M. 


Reprint: Evaluation of Resultant Tissue Type Fol- 
lowing the Intraoral Transplantation of Various Lyo- 
philized Soft Tissues. 
AD-A057 531/6GI 


SULOUFF, ROBERT E. 

Thick-Film Fine Line Printing. 

AD-A053 010/5GI 78-15 9E PC A02/MF A01 
SULTAN, PAUL 


Sociology of Health Care -- Social, Economic, and 
Political Perspectives. 
HRP-0026595/9GI 78-25 5K Not Available NTIS 


SULTAN, PAUL E. 
Health Manpower -- Perspectives on Need to 1980. 


78-12 10A PC A03/MF AQ1 


78-16 108 PC A03/MF A01 


78-15 181 PC AQ2/MF A01 


10A PC A02/MF AQ1 


Report February 10, 


78-02 5C PC AOS/MF A01 


78-23 6E PC A02/MF A01 


HRP-0018354/1GI 
SULYAEV, R. M. 


Character of Correlations Between the Average 
Number of Neutral Particles and the Number of 


Charged Ones in Multiple Production at Annihila- 
tion and Collisions. 
IFVE-SPK-74-71 


SULYMA, P. R. 


Environment and Test Specification Levels Ground 
Support Equipment for Space Shuttle System 
Launch Complex 39. Volume 2: Thermal and Pres- 


sure. Part 2: Specific Temperatures of Selected 
Parts of LC-39. 
N78-30153/8GI 


SULZBACH, FRANK C. 


Development of Non-Melt Deposition Techniques 
for Optical Coating for Reconnaissance. 
AD-905 989/0GI 78-14 17E PC A06/MF A01 


SULZER, RICHARD L. 


General Aviation (FAR 23) Cockpit Standardization 
Analysis. 
AD-A052 803/4G! 


SUMERFORD, W. T. 


Reprint: The Non-Toxicity of Urine from Rats 
Poisoned with 1080, 
PB-280 887/1GI 

78-18 ‘6T (Order as PB-280 879, MF AO1) 


SUMERFORD, W. TAYLOR 


Reprint: Cholinesterase Response and Sympto- 

matology from Exposure to Organic Phosphorus In- 

secticides, 

PB-278 085/6GI 
78-13 6J 


SUMINO, M. 


Studies on Radiation-Resisting Paints for Concrete 
Structures in Nuclear Powerplants. Part 3. 
RFP-Trans-233 78-17 18J PC AOQ2/MF A01 


SUMME, JAMES P. 


Model for Analysis of Time to Onset of Convulsions 
in 100% O2 at Depth. 
AD-A055 215/8GI 78-18 6S PC A02/MF A01 


Reprint: A Proposal for the Analysis of Kidney Graft 
Survival. 
AD-A050 708/7GI 


SUMMER, GERALD 


Federal Programs Supporting Educational Change, 
Volume Vi: Implementing and Sustaining Title Vii 
Bilingual Projects. 
SHR-0001891 


SUMMER, JOHN S. 


Evaluation of Groundwater Reserves in the Santa 
Cruz Valley Area, Pima and Santa Cruz Counties, 
Arizona. 

PB-278 372/8GI 


SUMMERFELT, R. C. 


Physicochemical and Biological Conditions in Two 
Oklahoma Reservoirs Undergoing Artificial 
Destratification, 

PB-282 261/7GI 78-19 


SUMMERFIELD, CARL E. 


Conservation and Open Space Plan. 
PB-275 934/8GI 78-06 


SUMMERFIELD, M. 


Erosive Effects of Various Pure and Combustion- 
Generated Gases on Metals. Part Il. 
AD-A048 977/3GI 78-08 11F PC A06/MF A01 


Experimental and Modeling Studies of Smoldering 
in Flexible Polyurethanes. 
PB-284 500/6GI 78-24 21B PC A06/MF A01 


An Experimental Study of the Site and Mode of Ac- 
tion of Platonizers in Double Base Propeliants, 
AD-A046 036/0GI 78-02 19A PC A02/MF A01 


Optimization of Pyrolytic Conversion of Coal to 
Clean Fuel. Quarterly Report, January--March 1977. 
FE-2253-5 78-14 7A MF AO1 


Optimization of Pyrolytic Conversion of Coal to 
Clean Fuel. Quarterly Report, October--December 
1976. 


FE-2253-4 78-13 70 PC A03/MF AO1 


Propellant Burning Rate and Combustion Uniformi- 
ty Identified by Ultrasonic Acoustic Emissions. 
AD-A049 942/6GI 78-10 19A PC AQ3/MF A01 


Reprint: Radiative Ignition of Double-Base Propel- 
lants. |. Some Formulation Effects. 
AD-A049 008/6GI 78-08 19A PC A02/MF A01 


Reprint: Radiative Ignition of Double Base Propel- 
lants. Il. Pre-ignition Events and Source Effects. 
AD-A049 009/4G! 78-08 19A PC A02/MF A01 


Solid Propellant ignition and Other Unsteady Com- 
bustion Phenomena Induced by Radiation. 
AD-A052 046/0G! 78-13 211 PC A12/MF A01 


78-13 5| PC A08/MF A01 


78-08 20H MF A01 


78-25 22D PC A07/MF A01 


78-14 1C PC A06/MF A01 


(Order as PB-278 081, MF A01) 


78-11 6E PC A02/MF A01 


78-04 5I 


PC A04/MF A01 


78-12 


13B PC A02/MF A01 


13B PC AOS/MF A01 


13B PC E05 


SUMMERTON, JAMES E. 


SUMMERFIELD, MARTIN 


Summary report on solid propellant burning; con- 
struction of solid propellant processing building. 
AD-456 902/6G! 78-14 211 PC A02/MF A01 


SUMMERHAYES, COLIN P. 
Data File: New Bedford Harbor, Massachusetts. 
PB-278 199/5GI 78-11 8J PC AOS/MF A01 
SUMMERLIN, EDITH BUTON 


Study of the Criteria and Procedures Utilized for Ini- 
tial Full-Time Faculty Appointment in Selected Bac- 
calaureate Programs in Nursing. 
HRP-0023331/2G! 78-18 51 


SUMMERS, A. 


Design of a Water Jet Drill for Development of 
Geothermal Resources. Progress Report, March 1, 
1977--April 1, 977. 
COO-2677-7 


SUMMERS, C. H. 


Effect of Handling Procedures on Sample Quality. 
PB-279 910/4GI 78-16 7D PC A04/MF A01 


SUMMERS, D. A. 


Adaptation of Jet Accumulation Techniques for 
Enhanced Rock Cutting. 
COO-2677-12 


SUMMERS, F. WILLIAM 


Evaluative Study of the Neighborhood Information 
Center Project, 
ED-142 194 


Electronic Structure of Defects in Oxides. Progress 
Report, December 1, 1976--November 30, 1977. 
ORO-4837-4 78-13 118 PC A03/MF A01 


SUMMERS, GREG L. 


Oklahoma Commercial Fishing Development Pro- 
gram. Standing Crop of Commercial Species in 
Oklahoma Reservoirs. 
PB-275 712/8GI 


SUMMERS, JAMES 


Missouri Health Manpower 
Manpower. 
HRP-0012642/5G! 


SUMMERS, LAWRENCE 


Organometallic Chemistry of Transition Metals 
AD-026 644/5GI 78-16 7D PC A04/MF A01 


Organometallic Chemistry of Transition Metals 
AD-070 031/0GI 78-14 7D PC A03/MF A01 
Organometallic Chemistry of Transition Metals 
AD-145 261/4GI 78-16 7D PC A02/MF AO1 
Organometallic Chemistry of Transition Metals 
AD-147 228/1GI 78-16 7D PC AQ2/MF A01 
Organometallic Chemistry of Transition Metals 
AD-159 539/6GI 78-16 70 PC AQ2/MF A01 


Organometallic Compounds of Transition Metals 
AD-213 515/0GI 78-16 7D PC A02/MF A01 


SUMMERS, M. A. 


Design and Performance of Large Aperture Kd*p 
Pockels Cells. 
UCRL-79952 78-13 


Shiva Automatic Alignment 
Description. 
UCID-17579 


SUMMERS, MAX D. 


Characterization of Shrimp Baculovirus. 
PB-276 737/4GI 78-10 6M PC A03/MF A01 


SUMMERS, POLLY 


Indexes to Commission Issuances, October 8, 1956 
through January 18, 1975, 
PB-284 105/4GI 78-22 


SUMMERS, ROBERT H. 


Front-End Analysis of the Instructor's Job in Self- 
Paced Instruction. 
AD-A052 675/6G! 


SUMMERS, ROBERT P. 


Reaction-R Constants and Simple RATE Theories 
Applied to the Mercury-Chloride Laser. 
AD-A055 229/9G! 78-18 20E PC AOQ6/MF A01 


SUMMERS, ROGER B. 
Lens-Film image Definition and Sensitometric 


Analyses of Aerial Reconnaissance Films, 

AD-832 602/7GI 78-16 14E PC A04/MF A01 
SUMMERS, W. C. 

Reprint: A Feature Selection Approach in Evalua- 

tion of Parameter Changes on the Human Operator 

Under Thermal Stress. 

AD-A055 149/9GI 


SUMMERTON, JAMES E. 


Nucleic Acid Crosslinking Agent and Affinity tnac- 
tivation of Nucleic Acids Therewith. 
PAT-APPL-775 800/GI 78-20 7C PC A03/MF A01 


Not Available NTIS 


78-05 8! PC A02/MF A01 


78-20 8! PC A03/MF A01 


78-19 5B Not available NTIS 


78-06 6C PC A0S/MF A01 


Analyses: Physician 


78-01 6E PC A11/MF A01 


18A PC A02/MF A01 


Systems: A_ Brief 


78-18 18A PC A02/MF A01 


18E PC A09/MF A01 


78-14 5i PC AQ4/MF A01 


78-18 6S PC A02/MF A01 


PA-1387 





SUMMEY, D. C. 
Hydrodynamic Stability and Control Analysis of 
GTOPS Vehicle. 
AD-A054 962/6G! 

SUMMEY, JOHN H. 
Markets and Distribution Patterns for North 
Carolina Fresh Iced Seafood. Out-of-State Market- 
ing Channels for North Carolina Fresh Seafood Dur- 
ing 1974. 
PB-281 692/4GI 


SUMMIT, ROGER K. 


Investigation of the Public Library as a Linking 
Agent to Major Scientific, Educational, Social, and 
Environmental Data Bases. 

PB-276 726/7GI 78-09 58 PC A08/MF A01 


SUMMITT, ROBERT 


Corrosion Tracking and Prediction for C-141A Air- 
craft Maintenance Scheduling. 
AD-A057 984/7GI 78-24 


SUMNER, ANDREW T. 
Predicting Treatment Costs and Life Expectancy for 


End-Stage Renal Disease. 
HRP-0024726/2Gi 78-18 6E Not Available NTIS 


SUMNER, FRED T. 


internal Umbilical Connector for Missiles. 

PATENT-4 031 806 78-18 9A _ Not available NTIS 
SUMNER, I. E. 

Comparison of Reusable Insulation Systems for 

Cryogenically-Tanked Earth-Based Space Vehicles. 

N78-21190/1GI 78-16 22B PC A02/MF A01 

Liquid Propellant Reorientation in a Low-Gravity 

Environment. 

N78-29407/1GI 78-24 211 PC A04/MF A01 

Purging of a Tank-Mounted Multilayer Insulation 

System by Gas Diffusion. 

N78-17127/9GI 78-12 22B PC A04/MF A01 

Thermal Performance of Gaseous-Helium-Purged 

Tank-Mounted Multilayer Insulation System During 

Ground-Hold and Space-Hold Thermal Cycling and 

Exposure to Water Vapor. 

N78-28150/8GI 78-23 21H PC A04/MF A01 


SUMNER, R. 
Driving in Fog on the M4, 
PB-276 758/0GI 78-09 13B PC A03/MF A01 


Speed Control Humps in Cuddesdon Way, Cowley, 
Oxford. 

PB-279 122/6GI 78-14 13B PC A03/MF A01 
The Use of Rumble Areas to Alert Drivers, 

PB-284 971/9GI 78-25 13B PC A03/MF A01 


SUMNER, R. L. 


Measurement of the Angular Correlation Parameters 

in the beta Decay of Polarized lambda Hyperons. 

COO-1545-215 78-08 20H PC A03/MF A01 
SUMNER, V. W. 

Measurements of Temperature Fluctuations in the 

Mixing of Hot and Cold Air Jets. 

CEGB-RD/B/N-3982 78-18 181 
SUMNER, WILLIAM 

Medical Direction in Skilled Nursing Facilities: A 

National Study. 

PB-284 496/7GI 


SUMNERS, JAMES 


Regionalization for Maximum Utilization of Neonatal 
Intensive Care Facilities. 
HRP-0025145/4GI = 78-21 


SUMP, K. R. 


Nuclear Waste Storage Container with Metal Matrix. 
PAT-APPL-776 383/GI 


78-17 


78-18 13J PC A03/MF A01 


78-16 6H PC A08/MF A01 


1C PC A11/MF A01 


MF AO1 


78-24 6E PC A16/MF A01 


6E Not Available NTIS 


18G PC A02/MF A01 
SUMRELL, GENE 


Antimicrobial Esters of Aliphatic Diols. 
PATENT-4 074 058 78-18 7C Not available NTIS 


New Antimicrobial Esters of Aliphatic Diols. 
PAT-APPL-768 806/G!I 78-19 7C PC A02/MF A0O1 


Sulfur-Containing Antimicrobial Ester-Amides. 
PAT-APPL-833 882/GI 78-18 7C FC A02/MF A01 


SUMSION, H. T. 


Simple Torsion Test for Shear Moduli Determination 
of Orthotropic Composites. 
N78-21490/5GI 78-16 


SUN, C. C. 


Disposal of Solid Residue from Fluidized-Bed Com- 
bustion: Engineering and Laboratory Studies. 
PB-283 082/6GI 78-21 13B PC A10/MF A01 


An Experimental Investigation of Shock Wave-Tur- 
bulent Boundary Layer Interactions with and 
Without Boundary Layer Suction: A Data Summary 
Report. 

N77-33440/7GI 


11D PC A02/MF A01 


78-04 20D PC A99/MF A01 


PA-1388 


SUN, C. R. 
Dynamic Characteristics of Major Components of 
1200 MW Fossil Fuel Steam Generating Plant, 
PB-284 207/8GI 78-23 10B PC A06/MF A01 


SUN, C.R. Y. 
Chimpanzee Chromosome 12 Is Homologous to 


Human Chromosome 20. 
CONF-770871-2 78-13 6C PC A02/MF A01 


Chimpanzee Chromosome 13 Is Homologous to 
Human Chromosome 2P. 
CONF-770871-1 


SUN, C. T. 


High Pressure Steam Pipe, 
PB-274 758/2GI 78-04 10B PC A03/MF AO1 


Simple Continuum Model for Dynamic Analysis of 
Complex Plane Frame Structures, 
PB-274 926/5GI 78-05 10B PC A03/MF A01 


A Timoshenko Beam Model for Vibration of Plane 


Frames, 
PB-274 935/6GI 


SUN, DAVID 


Determination of Seismic Source Parameters from 
Long-Period Surface Wave Data. 
AD-A049 759/4GI 78-09 17J PC A16/MF AO1 


SUN, H. 
Absorption Coefficients of Nitric Oxide 
Vacuum Ultraviolet 
AD-095 127/7GI 78-22 7D PC A02/MF A01 
Absorption Cross Sections of Carbon Dioxide and 
Carbon Monoxide in the Vacuum Ultraviolet 
AD-G695 128/5GI 78-22 70 PC A02/MF A01 


Absorption Cross Sections of Methane and Am- 

monia in the Vacuum Ultraviolet 

AD-077 610/4GI 78-20 7D PC A02/MF A01 
SUN, MENG-CHERNG 


Iterative Approximation 
Microseismic Source Location. 
PB-275 006/5GI 78-05 8! 


SUN, N.C. 


Chimpanzee Chromosome 12 Is Homologous to 
Human Chromosome 2Q. 

CONF-770871-2 78-13 6C PC A02/MF A01 
Chimpanzee Chromosome 13 Is Homologous to 
Human Chromosome 2P. 
CONF-770871-1 78-13 6C 


SUN, RAYDONG 


Diffusion of Cobalt and Chromium in Chromite 

Spinel 

AD-144 413/2GI 
SUNDAHL, R.C. 


Superparamagnetism in Au-Ni Alloys 
AD-253 290/1GI 77-20 20L PC A02/MF A01 


X-Ray Study of Aged Au-Ni Alloys 
AD-250 502/2GI 78-21 11F PC A02/MF A01 


SUNDARAM, T. R. 


The Development of a Hydroperm (Trademark) 
Microfiltration System for the Treatment of ‘MUST’ 
Hospital Wastewater Effiuents. 
AD-A055 855/1GI 


SUNDARAM, V. 


Electrodeposition of Polymers of Graphite Fibers: 
Effects on Composite Properties. 
AD-A055 020/2GI 78-18 111 


SUNDARARAMAN, N. 


High Altitude Pollution Program A Status Report 
Prepared in Accordance with PL 95-95, 
AD-A051 129/5G! 78-12 4A PC AQ3/MF A01 


Summary of Upper Atmospheric Data. 
AD-A058 670/1GI 78-25 4A PC AO04/MF A01 


SUNDBERG, D. G. 


Surface Properties of Coal. 
ORNL/MIT-264 78-21 8l 


SUNDBERG-FALKENMARK, MALIN 

Lord Bearing Capacity of Ice--Translation. 

AD-A055 955/9G! 78-20 8L MF AO1 
SUNDBERG, O. 


Annual Report 1976. 
INIS-mf-3750 


SUNDELAND, J. G. 


Dewatering Sewage Sludge by Electro-Osmosis. 
Part 1. Basic Studies, 
PB-276 411/6GI 


SUNDERLAND, J. G. 
Behaviour of Simple Hydrocarbons in the Region of 
High Positive Potential. 
N78-14122/3GI 78-09 7D PC A03/MF A01 
Behaviour of Simple Hydrocarbons in the Region of 


High Positive Potential, 
PB-276 428/0GI 


78-13 6C PC A02/MF A01 


78-05 10B PC A03/MF A01 


in the 


Techniques for 


PC A03/MF A01 


PC A02/MF A01 


78-13 118 PC A02/MF A01 


78-20 13B MF A01 


PC A02/MF A01 


PC A03/MF A01 


78-10 20H MF AO1 


78-08 7D PC A03/MF A01 


78-08 7D PC A03/MF A01 


Cyclic Voltammetry Studies on Pure Lead, 
PB-276 424/9GI 78-08 7D PC A02/MF A01 


Dewatering Sewage Sludge by Electro-Osmosis. 
Part ll. Scale-Up Data, 


PB-276 412/4GI 78-08 7A PC AQ2/MF AO1 


SUNDERMAN, F. W. JR. 


Toxicology and Metabolism of Nickel Compounds. 
Progress Report, December 1, 1976--November 30, 
‘77 


1977. 
COO-3140-36 
SUNDQUIST, C. R. 

Design of an Air Quality Monitoring Trailer for Re- 


gional Air Quality Assessment. 
PB-281 532/2GI 78-18 


SUNDQUIST, MARK J. 
The Effect of Released Gases 


Transients. 
PB-272 899/6GI 


SUNDOVIST, B. 


Deuteron Breakup by Low-Energy alpha -Particles. 
TLU-51/76 78-09 20H MF A01 


SUNDSTROEM, B. 


Decay of exp 123 SN. 
USIP-77-22 


SUNDSTROM, E. D. 


Citizens’ Views About the Proposed Hartsville 
Nuclear Power Plant: A Survey of Residents’ Per- 
ceptions in August 1975. 

ORNL/TM-5801 78-02 


SUNDT, W. M. 


Reliability Trend Evaluation of Digitized Pulse Data. 
SAND-77-1840C 78-12 9B PC AQ2/MF AO1 


SUNDWALL, DAVID 


Relationship between Process and Outcome in Am- 
bulatory Care. 
HRP-0024215/6G! 


SUNG, C.C. 


Reprint: Scattering of an Electromagnetic Wave 
from a Very Rough Semi-infinite Dielectric Plane 
(Exact Treatment of the Boundary Conditions). 

AD-A056 595/2GI 78-21 20N PC A02/MF A01 


Reprint: Vibronic Spectra of the Naphthalene 
Crystal at 1.6 K Using Two-photon Fluorescence 
Excitation. 

AD-A049 725/5GI 


SUNG, KAI 


Multiobjective Analysis in the Maumee River Basin: 
A Case Study on Level-B Planning, 
PB-279 206/7GI 78-15 138 PC A10/MF A01 


SUNG, R. 


Sampling and Analysis Research Program at the 
Paraho Shale Oil Demonstration Plant. 
PB-284 027/0GI 78-23 81 PC AOS/MF A01 


SUNG, T. Y. 


Use and Performance of Graphite and Metal IS- 
SECS in Tokamak Fusion Reactors. 
UWFDM-202 78-16 18A PC A06/MF A01 


SUNG, W. F. 


Characterization of Porous Catalysts and Catalyst- 
Support Interactions. 
ORNL/MIT-261 78-21 70 PC A03/MF A01 


Volume-Restricted Freezing of Living Cells and Tis- 
sues. 
ORNL/MIT-265 


SUNG, W. I. 


Effects of Temperature and Salinity on the Oxygen 


Consumption of Excised Gill Tissue of Corbicula 
fluminea (Multer). 
ORNL-tr-4517 


SUNGATULIN, V.S. 


Nuclear Photoem ulsion Irradiation in a Pulsed Mag- 
netic Field of the Cern Setup ‘Mamont' on the Ser- 
pukhov Synchrotron. 
JINR-R1-9043 


SUNIER, J. W. 


Design and Performance of a Heavy lon Detector 
Using a Gridded tonization Chamber with Helical 
Position-Sensitive Proportional Counter. 

LA-6843-MS 78-07 18D PC A02/MF A01 


SUNKEL, K. 


Economic Design of Radiation Heat Surfaces of Air 
Heaters for Hot Air Turbines. 
DOE-tr-34 78-13 


SUNSHINE, IRVING 


Reprint: Epidemiology of Poisoning, 
PB-278 100/3GI 
78-13 6T 


78-14 6T PC A03/MF A01 


148 PC A03/MF A01 


on Hydraulic 


78-01 20D PC A07/MF A01 


78-18 20H MF A0O1 


18E PC AOS/MF A01 


78-17 6E Not Available NTIS 


78-09 7D PC A02/MF A01 


78-21 6E PC A03/MF A01 


78-16 6F PC A02/MF A01 


78-08 20H MF A01 


10B PC A03/MF A01 


(Order as PB-278 094, MF A01) 





SUNUNU, J. H. 
1976 Energy Resource Alternatives || Competition. 
Final Report. 
COO-2698-2 


SUOMELA, J. 


Content of Strontium-90 in Dairy Milk. 
SSI-1977-002 78-09 6F MF A01 


Method tor Determination of Plutonium in Environ- 
mental Samples. 
SSI-1977-021 78-09 70 MF AO1 


Strontium-90 and Cesium-137_ in 
Precipitation 1976. 
SSI-1977-005 


SsuOMI, E. 


Dynamics of Earth and Planetary Atmospheres: A 
Brief Assessment of Our Present Understanding. 
N78-27688/8GI 78-23 4A PC A03/MF A01 


SUPER, ALBERT D. 


Report of the International Ice Patrol in the North 
Atlantic Ocean, Season of 1974, 
AD-A055 267/9GI 78-18 8L PC A04/MF A01 


SUPERFESKY, MICHAEL J. 
Hardboard-Webbed I-Beams: Effects of Long-Term 


Loading and Loading Environment. 
AD-A055 006/1GI 78-18 11L PC A02/MF A01 


SUPPES, PATRICK 


Development and Implementation of a Computer 
Model for Student Management: Phases | and Il. 
AD-A057 930/0GI 78-24 5i PC A04/MF A01 


SUPRENANT, NORMAN 


Symposium on Fabric Filters for Particulate Collec- 
tion (3rd) Held at Tucson, Arizona on December 5-6, 
1977. 


PB-284 969/3GI 
SUPRENANT, PAUL J. 
System for Digitizing and Interfacing Analog Data 


for a Digital Computer. 
PATENT-4 050 062 78-04 9B Not available NTIS 


SUPROCK, JOHN F. 


Pesticide Monitoring Guidelines, Department of the 
Army Pesticide Monitoring Program (Effective 1 
April 1978). 
AD-A047 777/8GI 
SUPRUNENKO, A. N. 
Environmental Aspects of Fast 


Reprocessing. 
IAEA-AG-63-24 


SUPRUNENKO, V. A. 


Turbulent Current Heating of Dense Plasma. 
KFTI-76-7 78-09 201 


SURALA, J. 


Results of Exploitation of a Pilot-Plant Installation 
for Bituminization of Radioactive Sludges. 
INR-1494/13/C/A 78-10 18G MF A01 


SURANYI, P. 


Inelastic Strong Interactions at High Energies. 
COO-2978-2 78-12 20H PC A02/MF A01 


Inelastic Strong Interactions at High Energies. An- 
nual Progress Report, June 1, 1977--May 31, 1978. 
COO-2978-3 78-18 20H PC A02/MF A01 


SURANYI-UNGER, THEODORE JR. 
Identification of Standard Classes in the United 


States. 
PB-281 063/8GI 


SURATMAN, 


Measurement of Strontium 90 in the Rain Faill-out. 
PPGM-L105-76 78-26 18H PC A02/MF A01 


SURDJISKY, V. T. 


Neutron Total Cross-Section Measurement of Some 
Metals and Gases for Neutron Energies in the 
Range from 0,5X10 exp -4 to 3X10 exp -4 EV. Paper 
to the 7TH National Conference on Physics, Vidin, 
26-30 January 1976. 
INDC(BUL)-4/L 


SUREAU, JEAN-CLAUDE 


Design, Fabrication and Evaluation of an L-Band 
Cylindrical Array. 
AD-A058 032/4GI 


SURGENOR, D. MACN. 


Progress Toward a National Blood System: The 
American Blood Commission. 
HRP-0015290/0GI 78-05 6E Not Available NTIS 


SURHAM, WILLIAM F. 


Studies on Some Potential Health Hazards As- 

sociated with Insecticide Residues on Pome Fruits, 

PB-277 582/3GI 
78-11 6F 


SURKAN, ALVIN J. 


Validation and implementation of 
Streamflow Simulator. 


78-23 10B PC A12/MF A01 


Atmospheric 


78-09 18H MF A01 


78-25 13K PC A17/MF A01 


78-06 6F PC A03/MF A01 


Reactor Fuel 


78-23 18J PC A02/MF A01 


MF AO1 


78-17 5K PC AOS/MF A01 


78-19 20H MF A01 


78-24 9E PC A03/MF A01 


(Order as PB-277 580, MF A01) 


a Simplified 


PB-280 108/2GI 
SURLAND, P. 


Design Study of a Serial Digital Interface Based on 
Fiber Optics. 
N78-18916/4GI 


SURLES, KATHRYN B. 
Empirical Study of Alternative Health Indexes. 
HRP-0015121/7GI 78-02 6E PC A03/MF A01 
SURPRENANT, N. F. 
Particulate Control Highlights: Research on Fabric 


Filtration Technology. 
PB-285 393/5GI 


SURSOCK, J. P. 
Mathematical Foundations of the General Ordered 
S-Matrix and Its Topological Expansion. 
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troids for the Associated Vibrational Transitions. 

PB-285 219/2GI 78-25 7D Not available NTIS 
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On the Probability Law of the Busy Period for Two 
Types of Queuing Processes 
AD-249 546/3GI 78-14 12B PC A02/MF A01 


The Probability Law of the Busy Period for Two 
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AD-A056 585/3GI 78-21 20K PC A04/MF A01 


In-Plane Deformation of Non-Coaxial Plastic Soil, 
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BNL-NUREG-22860 78-08 18! PC A02/MF A01 


Correlations Between OH NaD and O! 5577 a Emis- 
sions in the Airgiow. 
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JAERI-M-6605 78-04 201 MF A0O1 


Behavior of Gaseous lodine in Sand. 
ORNL-tr-4550 78-13 18G PC A02/MF A01 


Beta Transition Rates in Hot and Dense Matter. 
IKDA-77/6 78-22 20H MF AO1 


Comparison in Electron Density Distribution of 
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ORACL Program File for Acquisition, Storage and 
Analysis of Data in Radiation Measurement and 
Nondestructive Measurement of Nuclear Material, 
Vol. 2. 

JAERI-M-6719 


TAKEZAWA, N. 


Mechanism of Nitrous Acid Decomposition. 
ORNL-tr-4405 78-03 7D PC A02/MF A01 


TAKEZAWA, S. 


Reprint: The Absorption Spectrum of D2 in the 
Vacuum-uv Region, Rydberg Bands, np sub sigma 1 
Sigma sub u(+ ) from X 1 Sigma sub g(+ ) and np 
sub pi 1 Pi sub u from X 1 Sigma sub g(+ ) with n 
= 4-6, and the lonization Energy. 

AD-A048 539/1GI 78-07 7D PC A02/MF A01 


TAKHER, BALBIR S. 


Propagation and Culture of New Species of 

Drought-Tolerant Plants for Highways. 

PB-273 477/0GI 78-02 13B PC A09/MF A01 
TAKIGAWA, N. 

Nuclear Glory Effect and alpha - exp 40 Ca Scatter- 

ing. 

IPNO-TH-77-38 78-22 20H MF A0O1 

Semiclassical Study of Optical Potentials - Potential 

Resonances -. 

IPNO-TH-77-19 78-14 20H MF A0O1 


Wave Propagation Matrix Method in Semiclassical 
Theory. 
(PNO-TH-77-25 


TAKIKAWA, K. 


Beam Transfer Scheme of Protons in TRISTAN. 
KEK-76-19 78-19 20G MF A01 


Bunched Proton Beam in TRISTAN. 
KEK-76-8 78-17 20G MF A01 


Depolarization in TRISTAN Electron Ring. 
KEK-76-12 78-18 20G MF A01 


TAKINO, T. 


Chemical Durability of Glasses Suitable for the 
Storage of High Level Radioactive Wastes. Il. On the 
Continuous Leach Method for the Low Temperature 
Melting Glasses of Borosilicate System. 

ORNL-tr-4632 78-25 18G PC A02/MF A01 


TAKIZUKA, T. 


Theoretical Investigations of 
Resonance Heating in a Tokamak. 
JAERI-M-6964 78-16 20! 


TAKLE, E. S. 


Analysis of the Fugitive Dust Problem Associated 
with the Surface Mining of lowa Coal. 
1S-ICP-59 78-17 81 PC AQ4/MF A01 


TAKYI, S. K. 


Reclamation and Vegetation of Surface Mined 
Areas in the Athabasca Tar Sands. Environmental 
Research Monograph 1977-1. 

NP-22029 78-02 8! 


TALARICO, LILIA 


Reprint: Polybrene Neutralization as a Means of 
Monitoring Heparin Therapy for Extracorporeal Cir- 
culation. 

AD-A052 284/7GI 


TALAVAGE, J. J. 


The Optimal Planning of Computerized Manufactur- 
ing Systems 
PB-281 064/6GI 


TALAVAGE, JOSEPH J. 


Urban Growth in Water Resources Planning: Mul- 
tilevel Approach to Urban Water Resources Systems 
Analysis-Application to Medium Size Communities. 
PB-282 388/8GI 78-19 13B PC A07/MF AO1 
Urban Storm-Drainage Systems Planning: Multilevel 
Approach to Urban Water Resources System Analy- 
sis--Application to Medium Size Communities. 
PB-285 698/7GI 78-26 13B PC A08/MF A01 


TALBERT, C.W. 


Antenna Pattern Fluctuations at 4.3 Millimeter 
Wavelengths Due to Atmospheric Inhomogeneities 
AD-151 653/3GI 78-24 9E PC A02/MF A01 


TALBERT, D. M. 


78-07 11F PC A02/MF AQ1 


78-01 201 PC A02/MF A01 


78-01 18J MF A01 


78-14 20H MF A01 


Lower Hybrid 


MF AO1 


PC A09/MF A01 


78-14 60 PC A02/MF A01 


78-17 13H PC A12/MF A01 


Seabed Disposal Program. Annual Report, January-- 
December 1976. Part Il. 


SAND-77-1270 78-13 18G PC A22/MF A01 


PA-1400 


TALBERT, S. G. 
Development of Design Criteria for 
Systems for Open Surface Tanks, 
PB-274 222/9GI 78-04 6J PC A04/MF Ad1 
TALBERT, W. L. JR. 
Experimental Program to Validate Analyses of Ac- 


celerator Breeder Concepts. 
LA-UR-77-2552 78-18 20G PC A03/MF A01 


Nondestructive Assay Methods for Irradiated 
Nuclear Fuels. 


LA-6923 78-18 18G PC A03/MF A01 


Target Developments at Tristan. 

IS-M-79 78-01 20G PC A03/MF A01 
TRISTAN |: Techniques, Capabilities, and Accom- 
plishments. 
LA-UR-78-523 


TALBOT, A. F. 


Research and Development of an Advanced Process 
for the Conversion of Coal to Synthetic Gasoline 
and Other Distillate Fuels. Annual Report No. 1, May 
1976--April 1977 and Quarterly Technical Progress 
Report No. 4, February 1977--April 1977. 

FE-2306-12 78-26 7A PC A0Q3/MF A01 


TALBOT, JOHN M. 


The Need for Special Foods and Sugar Substitutes 
by Individuals with Diabetes Mellitus. 
PB-283 442/2GI 78-19 6E PC A04/MF A01 


TALBOT, L. 


Free Molecule Flow Forces and Heat Transfer for an 
Infinite Circular Cylinder at an Angle of Attack 
AD-094 187/2GI 78-22 20D PC A02/MF A01 


Near-Free-Molecule Couette Flow Between Concen- 
tric Cylinders 
AD-108 061/3G! 78-22 20D PC A03/MF A01 


Research on Aerodynamic Means of Isotope En- 
richment. 
SAND-78-8216 


TALBOT, LEE M. 


Wild life monographs; the wildebeest in Western 
Masailand, East Africa. 
AD-428 940/1GI 


TALBOT, MARTHA H. 


Wild life monographs; the wildebeest in Western 
Masailand, East Africa. 
AD-428 940/1GI 


TALBOT, P. D. 


A Failure Effects Simulation of a Low Authority 
Flight Control Augmentation System on a UH-1H 
Helicopter. 

N77-31174/4GI 78-01 1C PC A03/MF A01 


A Mathematical Force and Moment Modei of a UH- 
1H Helicopter for Flight Dynamics Simulations. 
N77-31175/1GI 78-01 1C PC A03/MF A01 


A Simple Method for Estimating Minimum Autorota- 
tive Descent Rate of Single Rotor Helicopters. 
N78-20113/4GI 78-15 1B PC A02/MF A01 


TALBOTI, IRENE 


lowa Health Manpower Plan 1576-77. 
HRP-0900234/6GI 78-22 Si PC A12/MF A01 


TALBOTT, K. 


An Analysis of Navy Logistic Planning Factors. 
AD-A055 752/0GI 78-20 15E PC A06/MF A01 


TALCOTT, N. A. JR.. 
Flow Field Visualization About External Axial Cor- 


ners. 
N78-21056/4GI 


TALHAM, ROBERT J. 


Use of Pressure Gradient Receivers in a Correlator 
Receiving System 
AD-215 950/7GI 


TALIAFERRO, R. C. 


Testing Program for Mining Coal in an Oxygen Free 
Atmosphere. Volume Il - Appendices. 
PB-282 752/5G! 78-19 8! PC A11/MF A01 


Testing Program for Mining Coal in an Oxygen Free 
Atmosphere. Volume 1. 
PB-285 122/8GI 


TALIB, A. 


Alternative Energy Transmission Systems from 
OTEC Plants. Project 8980 Second Quarter 
Progress Report, October--December 1976. 

DSE/2426-8 78-01 10B PC AOS/MF A0O1 


Alternative Forms of Energy Transmission from 
OTEC Plants. 


CONF-770331-5 78-03 10A PC A02/MF A01 


Feasibility Study of Carbonaceous Fuels Synthesis 
on-Board an OTEC Platfrom. Project 8980 Second 
Topical Report, July 1976--March 1977. 

OSE/2426-15 78-13 10A PC A11/MF AO1 


Optimization Study of OTEC Delivery Systems 
Based on Chemical-Energy Carriers. Final Report. 


Exhaust 


78-20 18B PC AQ2/MF A01 


78-22 18B PC A06/MF A01 


78-01 


6C PC A05/MF A01 


78-01 6C PC AO5/MF A01 


78-16 1A PC AQ2/MF A01 


78-18 17A PC A04/MF A01 


78-25 8! PC AOQ6/MF A01 


ERDA/NSF/00033-76/T1 
78-06 
TALKINGTON, HOWARD R. 


Remotely Manned Undersea Work Systems at Naval 

Ocean Systems Center (NOSC). 

AD-A054 768/7GI 78-18 13J PC A03/MF AO1 
TALL, ALBERT 


Window Method for Measuring Leakage. 
PATENT-4 055074 78-15 8! Not available NTIS 


TALLARD, G. R. 


Chemical Grouts for Soils. Volume |. 
Materials. 
PB-279 685/2GI 78-16 11B PC A11/MF A01 


Chemical Grouts for Soils. Volume Ii. Engineering 

Evaluation of Available Materials. 

PB-279 686/0GI 78-15 118 PC A17/MF A01 
TALLENT, O. K. 

Method for Dissolving Plutonium Dioxide. 

PATENT-4 069 293 78-26 7D Not available NTIS 


Method for Dissolving Plutonium Oxide. 
PAT-APPL-802 398/G! 78-26 7D PC A02/MF A01 


TALLER, E. G. 


Control of the Shape of High-Current, High-Voltage 
Pulses Generated by an Artificial Line. 
SAND-77-6016 78-07 18A PC A02/MF A01 


TALLERICO, P. J. 


Class of Deflection-Modulated, 
Microwave Amplifiers. 
LA-UR-77-2255 78-10 9E PC A02/MF A01 


Gyrocon: A_ Deflection-Modulated, 
Microwave Amplifier. 
LA-6907 

TALLEY, CLAUDE P. 


Combustion Elemental Boron 
AD-217 014/0GI 78-11 218 


Combustion of Elemental Boron 
AD-120 540/0GI 78-16 21B 


Combustion of Elemental Boron, 
AD-128 468/6GI 78-16 21B 
Combustion of Elemental Boron 
AD-135 080/0GI 78-11 21B 


Combustion of Elemental Boron 
AD-140 248/6GI 78-13 21B 


Combustion of Elemental Boron 
AD-202 510/4GI 78-13 21B 


Combustion of Elemental Boron 
AD-202 511/2GI 78-13 21B 


Combustion of Elemental Boron 
AD-202 512/0GI 78-13 21B 
Combustion of Elemental Boron 
AD-206 840/1GI 78-11 21B 
Combustion of Elemental Boron 
AD-218 302/8GI 78-11 21B 


Combustion of Elemental! Boron 
AD-225 404/3GI 78-13 21B 
Combustion of Elemental Boron 
AD-234 540/3GI 78-10 21B 


Combustion of Elemental Boron 
AD-236 760/5GI 78-09 21D 


Combustion of Elemental Boron 
AD-241 794/7GI 78-11 218 


Combustion of Elemental Boron 
AD-248 955/7GI 78-11 21B 


TALLEY, EARL H. 


Independent Research and Development (IR and D): 
the Technical Evaluation Process. 
AD-A050 523/0G! 78-11 5A PC A03/MF AO1 


TALLMADGE, G. KASTEN 


The Joint Dissemination Review Pane! IDEABOOK. 

ED-148 329 78-25 5! Not available NTIS 
TALLMAN, DENNIS E. 

Reactions of Mercury (Il) and Methy! Mercury (I) 

Compounds with Ligands Contained in Natural 

Water Systems. 

PB-273 633/8GI 


TALLMAN, JOHN F. 


Anodynin, An Endogenous Opiate Analgesic from 
Human Blood, and Process for Recovering Same. 
PATENT-4 073 885 78-17 60 Not available NTIS 


TALMADGE, RICHARD D. 


Modal Investigation of Lightweight Aircraft Struc- 
tures Using Digital Techniques. 
AD-A053 782/9G! 78-16 


TALMAGE, S. S. 


Thermal Effects on Aquatic Organisms: An An- 
notated Bibliography of the 1976 Literature. 
ORNL/EIS-124 78-25 13B PC A12/MF A01 


10A PC A15/MF AQ1 


Available 


High-Power 


High-Power 


78-10 20G PC A02/MF A01 


PC A02/MF AO1 
PC A02/MF A01 
PC A02/MF AO1 
PC A02/MF A01 
PC A02/MF A01 
PC A02/MF A01 
PC A02/MF A01 
PC A02/MF A01 
PC A02/MF A01 
PC A02/MF A01 
PC A02/MF A01 
PC A02/MF A01 
PC A02/MF AO1 
PC A02/MF A01 


PC A02/MF A01 


78-02 7D PC A02/MF A01 


1C PC A04/MF AO1 





TALMI, I. 
Collective Nuclear States as Symmetric Couplings 
of Proton and Neutron Excitations. 
WIS-76/58-Ph 78-08 20H MF A01 
TALSMA, DANIEL M. 
Retinal Alterations Produced by Low Level Gallium 


Arsenide Laser Exposure. 
AD-A054 122/7GI 78-17 6R PC A02/MF A01 


TALTS, A. 


Nonoily Aqueous Waste Streams on USS SIERRA 
(AD 18). Volume I. 
AD-A052 165/8GI 


TALVITIE, ANTTI 


Urban Travel Demand Forecasting Project Phase | 
Final Report Series, Volume V. Demand Model Esti- 
mation and Validation, 

PB-277 381/0GI 78-11 


TALWANI, MANIK 


Reprint: Free-Air Gravity Anomalies in the World's 
Oceans and Their Relationship to Residual Eleva- 
tion. 

AD-A054 848/7GI 


TALWAR, B. 


Secondary Criticality Evaluations of Postulated Core 
Melt-down Accidents in Early-Sized LMFBR’S. 
GEFR-SP-037 78-17 181 PC A02/MF A01 


TAM, A. C. 


Reprint: Effect of Rapid Spin Exchange on the 
Magnetic-Resonance Spectrum of Alkali Vapors. 
AD-A049 234/8GI 78-08 70 PC A02/MF A01 


Reprint: Highly Excited Alkali-Noble-Gas Excimers. 
AD-A058 284/1GI 78-24 20E PC A02/MF A01 


Reprint: Oscillating Laser-Production of Particu- 
lates in A Cs/D2 Vapor. 
AD-A053 058/4GI 78-15 70 PC A02/MF AO1 


Reprint: Preferential Excitation Transfer in Cs(6D 
sub 3/2)-Cs/6S sub 1/2) Collisions. 
AD-A054 713/3GI 78-17 70 PC A02/MF AO1 


Reprint: Spin Polarization in Flames by Optical 
Pumping. 
AD-A051 262/4GI 


TAM, C. K. W. 


Noise Characteristics of Upper Surface Blown Con- 
figurations: Analytical Studies. 
N78-27870/2GI 78-23 20A PC A06/MF A01 


TAM, K. C. 


Elimination of image Blurring Due to Double 
Scatter Events in gamma Imaging Mwpc Detectors. 
LBL-6436 78-15 18D PC A02/MF A01 


TAM, P.S. 


lodine Behavior in a PWR Cooling System Follow- 
ing a Postulated Steam Generator Tube Rupture 
Accident, 

PB-276 360/5GI 


TAM, S. W. 


Theory of the Temperature Dependence of Positron 
Bulk Lifetimes-Implications for Vacancy Formation 
Enthalpy Measurements Via Positron Experiments. 

CONF-761027-26 78-14 7E PC A02/MF A01 


TAM, W. G. 
Scattering of Electromagnetic Beams by Spherical 


Objects, 
AD-A051 760/7GI 


TAM, YAM-TONG 
New York Air Pollution Project of 


Volume |. Description of Data. 
PB-277 132/7GI 78-10 13B PC A07/MF A01 


New York City Air Pollution Project of 1964-1969, 
Volume Il. Data. 
PB-277 133/5GI 


TAMACHI, T. 
Tests for Behavior of Radioactive lodine Gas in 
Soils (1). 
ORNL-tr-4552 78-14 18G Not available NTIS 
Tests for Behaviors of Radioactive lodine Gas in 
Soils (2). 
ORNL-tr-4553 78-14 18G MF AO1 


Tests for Behaviors of Radioactive lodine Gas in 
Soils (3). 

ORNL-tr-4554 78-14 18G MF A01 
Tests for Behaviors of Radioactive lodine Gas in 
Soils (5). 

ORNL-tr-4556 78-14 18G PC A02/MF A01 
Transportation-Related Characteristics of 


Gas in Earth Samples. 
ORNL-tr-4546 


TAMAI, ElJl 


Heavy Nuclei in the Primary Cosmic Rays over Min- 
nesota 
AD-237 310/8GI 


78-13 13B PC A04/MF A01 


13B PC A25/MF A01 


78-18 8E PC A04/MF A01 


78-12 70 PC A02/MF AO1 


78-07 181 PC A04/MF A01 


78-13 20E PC A03/MF A01 


1964-1969. 


78-10 138 PC A10/MF A01 


lodine 


78-14 18G PC A02/MF A01 


78-18 4A PC A02/MF A01 


TAMAIN, B. 


Measurement of Heavy lon Energy Using the Scat- 

tered-Proton Technique. 

(IPNO-RC-77-03 
TAMAKI, K. 


Solubility of Phosphorus in alpha - and gamma - 


tron. 
RFP-Trans-239 78-20 
TAMAR, K. 


The Thermal 

Mechanism 

AD-059 737/7GI 
TAMARU, KENZI 

Adsorption of Hydrogen on Germanium 

AD-112 564/0GI 78-22 7D PC A02/MF A01 


Decomposition of Ammonia on Germanium 

AD-079 166/5GI 78-22 7D PC A02/MF A01 

The Decomposition of Arsine 

AD-065 553/0GI 78-20 7D PC A02/MF A01 

The Thermal Decomposition of Germane - |. 

Kinetics 

AD-059 736/9GI 78-21 7D PC A02/MF A01 

The Thermal Decomposition of Stibine 

AD-065 554/8GI 78-20 7D PC AQ2/MF AO1 

The Thermal Decomposition of Tin Hydride 

AD-079 165/7GI 78-22 7D PC A02/MF A01 
TAMAYE, ELAINE E. 

Hurricane Wind and Wave Forecasting Techniques. 

PB-277 923/9GI 78-10 48 PC A02 
TAMBE, B. R. 

Theoretical Studies on Excited Molecular Vibra- 

tional States. 

AD-A045 902/4G! 
TAMBORSKI, CHRIST 

Fluorine-Containing Benzoxazoles. 

PAT-APPL-837 329/GI 78-04 7C PC A02/MF A01 

Fluoroalkyleneether Difunctional Compounds. 

PATENT-4 081 473 

78-22 


78-06 18D MF A01 


11F PC A02/MF A01 


Decomposition of Germane - Il. 


78-21 70 PC A02/MF A01 


78-02 7D PC A03/MF A01 


11A Not available NTIS 
TAMIR, M. 


Studies in Molecular Dynamics in the Gas Phase. 
1A-1326 78-19 70 MF A01 


TAMM, U. 
In-Situ Analysis System for the Exploration of Man- 


ganese Nodules. 
KFK-2224 


TAMMARIELLO, RALPH F. 


Reprint: Isolation of St. Louis Encephalitis Virus 
from Overwintering ‘Culex pipiens’ Mosquitoes. 
AD-A057 501/9GI 78-23 6M PC A02/MF AO1 


TAMMARU, I. 


Study of 42 and 85 GHZ Coupled Cavity Traveling- 
Wave Tubes for Space Use. 
N78-11295/0GI 78-06 9A PC A08/MF A01 


TAMULIONIS, MILDA 


The Shock and Vibration Digest. Volume 9, Number 
12, December 77. 
AD-A048 062/4GI 


TAMURA, JOHN 


The Effects of Second Harmonic Components of 
Blade Flapping 
AD-091 232/9GI 78-16 1C PC A03/MF A01 


Flight Attitude, Altitude and Rotor RPM Control in 
Cruising-Flight 
AD-091 261/8GI 78-16 1C PC A04/MF A01 


Flight Attitude Control of Single Rotor Helicopter in 
Hovering Flight 
AD-085 230/1GI 78-16 1C PC A04/MF A01 


Study of Automatic Control Systems for Helicopters, 
Control of Altitude and Rotor RPM of the Single- 
Rotor Helicopter with Reciprocating Engine in 
Hovering Flight 

AD-064 299/1GI 78-14 1C PC A07/MF A01 


Study of Automatic Control Systems for Helicopters 
Requirements for Automatic Hovering Position Con- 
trol 

AD-091 233/7GI 


TAMURA, JOHN H. 


Control of Altitude and Rotor RPM of the Single 

Rotor Helicopter with Free-Turbine Turbo-Prop En- 

gine in Hovering Flight. 

AD-091 234/5GI 78-16 21E PC A0OS/MF A01 
TAMURA, N. 


Benzene Extraction of the Bromides of Arsenic, An- 
timony, Selenium, Mercury, Tin and Germanium, 
and Its Application to Neutron Activation Analysis of 
Beryllium and Zinc. 

JAERI-M-6669 78-01 70 MF A01 


Use of Polycarbonate Film in High-Level Electron 
and gamma Dosimetry. 


78-09 8D MF A01 


78-06 20K Not available NTIS 


78-16 1C PC A03/MF A01 


TANABE, A. M. 


JAERI-M-7000 
TAMURA, S. 


Effect of Plasma Minor-Radius Expansion in the 
Current Build-Up Phase of a Large Tokamak. 
JAERI-M-7014 78-16 18A MF AO1 


Engineering Problems in D.C Circuit Breakers. 
JAERI-M-6646 78-03 18A MF AO1 


TAMURA, T. 


Decay Scheme of exp 109 Rh. 
JAERI-M-6992 


TAN-ATICHAT, J. 


Analysis of Temperature Compensating Circuits for 
Hot-Wires and Hot-Fiims. 
AD-A050 080/1G! 78-10 200 PC A03/MF A01 


On Temperature and Yaw Dependence of Hot- 
Wires. 
AD-A055 937/7G1 


TAN, C. I. 


Progress Report for a Research Program in 
Theoretical High-Energy Physics. 
COO-3130TA-340 78-16 20H PC A02/MF A01 


TAN, C. S. 


Non-Axisymmetric Flow Through Annular Actuator- 
Discs. Part 1: Inlet Distortion Problem. Part 2: The 
View from the Rotor. 
N78-24140/3GI 


TAN, DAVID Y. 


Development of Design Procedures for Stabilized 
Soil Support Systems for Soft Ground Tunneling. 
Volume Il. Preliminary Results. 

PB-273 064/6GI 78-02 138 PC A09/MF A01 


TAN, G. 


Characterization of Coal Liquids. 
FE-2010-09 78-07 7D PC A07/MF AO1 


Characterization of Coal Liquids. Intermediate Re- 
port. Hydrocracking Upgraded Solvent Refined Coal 
(SRC). 

FE-2010-08 78-03 7A PC A02/MF A01 


Characterization of Coal Liquids. intermediate Re- 
port. Hydrocracking Upgraded Synthoil. 
FE-2010-05 78-01 210 PC A02/MF A01 


Upgrading of Coal Liquids. 
Progress Report. 
FE-2566-09 


Upgrading of Coal 
Progress Report. 
FE-2566-10 78-17 7A PC A03/MF A01 


Upgrading of Coal Liquids. Monthly Technical 
Progress Report for September 1977. 
FE-2566-07 78-09 7D PC A03/MF A01 


Upgrading of Coal Liquids. Monthly Technical 
Progress Report, January 1977. 
FE-2566-11 78-18 7A PC A02/MF A01 


Upgrading of Coal Liquids. 
Progress Report, July 1977. 
FE-2566-05 78-07 7A PC A02/MF A01 


Upgrading of Coal Liquids. 
Progress Report, October 1977. 
FE-2566-08 78-15 7A PC A02/MF AG1 


TAN, H.S. 


Submerged Oscillating Hydrofoils 
AD-070 176/3Gi 78-20 13J PC AQ3/MF AO1 


TAN, M. 


Ultralow Denier Polybenzimidazole (PBI) Yarns. 
N78-16189/0GI 78-11 11E PC AO3/MF AO1 


TAN, M. K. 


Water Vapor Diffusion Membrane Development. 
N77-31786/5GI 78-01 6K PC A04/MF A01 


TAN, O. T. 


Parameter Estimation for Generator Simulation Stu- 
dies. 
AD-A057 006/9G! 


TAN, RON 


An implementation Plan for Suspended Particulate 
Matter in the Phoenix Area. Volume |. Air Quality 
Analysis. 

PB-276 175/7GI 


TAN, RONALD 


An Implementation Plan for Suspended Particulate 
Matter in the Phoenix Area. Volume II. Emission In- 
ventory. 

PB-278 178/9GI 


TANABE, A. M. 


Reprint: Effectiveness of ‘Bacillus sphaericus Var. 
Fusiformis’ (SSII-1) as a Potential Mosquito Larval 
Control Agent: The Role of Variations in Natural 
Microbial Flora in the Larval Environment. 

AD-A046 427/1GI 78-03 6M PC A02/MF A01 


78-17 18D MF AO1 


78-19 20H MF AO1 


78-20 148 PC A12/MF A01 


78-19 21E PC A04/MF A01 


Monthly Technical 


78-17 7A PC A02/MF A01 
Liquids. Monthly Technical 


Monthly Technical 


Monthly Technical 


78-22 108 PC A08/MF A01 


78-07 


138 PC A08/MF A01 


78-12 138 PC A10/MF AO1 


PA-1401 





TANABE, KOZO 


The Kinetics of the Reaction of Isopropyl! Benzoate 
with Hydroxide lon in lsopropy! Alcohol Solution 
AD-162 013/7GI 78-16 70 PC A02/MF AO1 


Methylene Derivatives as Intermediates in Polar 
Reactions.Xil. lsoppopoxyfluoromethylene 
AD-150 325/9G! 78-16 7D PC A02/MF A01 


Methylene Derivatives as Intermediates in Polar 
Reactions. XIX. Thereaction of Potassium 
lsopropoxide with Chloroform, Bromoform and 
Dichlorofluoromethane 
AD-216 612/2GI 


TANAKA, H. 
Plastic Deformations of Square Portal Frame under 


Horizontal Impact 
AD-239 004/5GI 


TANAKA, HISASHI 
A Systematic Calculation of Elastic-Plastic Deforma- 


tion of Frames at Imminent Collapse 

AD-226 257/4GI 78-17 20K PC A03/MF AO1 
TANAKA, I. 

Development of an instrumented Aluminum Outer- 

Tube Capsule, (2). Thermal-Cycle Test on the Alu- 

minum-Stainless Steel Transition Joint. 

JAERI-M-6799 78-17 13E MF AO1 


TANAKA, K. 


Cabibbo Current and CP Violation in a Six Quark 
Gauge Model. 

COO-1545-223 78-17 20H PC A02/MF A0O1 
Classical Solutions with Both Instantons and Anti- 
Instantons. 

COO-1545-208 78-06 20H PC A02/MF A01 


Simulation of Ocean Currents Compared to 
Oceanographic and Remote Sensor Data in the 
Cabo Frio Area Simulacao DA Ressurgenica Com- 
parada COM Dados Oceanograficos E de Sensores 
Remotos Em Cabo Frio. 

N77-31757/6GI 78-01 


TANAKA, M. 
Observation of Blisters Formed on the Surface of 


78-18 70 PC AQ2/MF A01 


78-18 13M PC AQ3/MF A01 


8C PC A06/MF A01 


AD-A048 391/7GI 78-07 7D PC A02/MF A01 


Tests for Behaviors of Radioactive lodine Gas in 
Soils (2). 
ORNL-tr-4553 
TANAKA, YOSHIO 
Extension of the N sub 2 Plus (C Going to X) Bands 
in the Far Ultraviolet Region 
AD-019 147/8GI 78-21 7D PC A02/MF A01 
Radiation and Laser Potential of Homo- and Hetero- 


Nuclear Rare-Gas Diatomic Molecules. 
AD-A050 465/4GI 78-10 7D PC A02/MF A01 


TANASESCU, F. 


The Recalculation of the Original Pulse Produced 
by a Partial Discharge. 
N78-19391/9GI 


TANDANAND, SATHIT 


Mechanized Longwall Mining, A Review Emphasiz- 
ing Foreign Technology. 
PB-272 699/0GI 


TANDLER, WILLIAM S. 

The Dichromatic Radiation Pyrometer 

AD-028 428/1GI 78-21 14B PC A04/MF A01 
TANDY, DONALD F. 

Analysis of Water Requirements for Agricultural Ir- 

rigation in Pennsylvania. 

PB-276 061/9GI 78-08 2C PC A11/MF A01 
TANDY, P. Cc. 

Three-Body Approach to the Single Scattering Opti- 


cal Potential. 
ORO-5126-12 


TANDY, R. K. 


Computer Codes for Processing Data from Coal- 
Fired Power Plants. 


UCID-17478 78-05 13B PC A02/MF A01 


Methodology for Assessing Dose Commitment to In- 
dividuals and to the Population from Ingestion of 
Terrestrial Foods Contaminated by Emissions from 
a Nuclear Fuel Reprocessing Plant at the Savannah 


78-14 18G MF A01 


78-14 9A PC A02/MF A01 


78-02 81 PC A10/MF A01 


78-02 20H Not available NTIS 


Non-Neurogenic Basis of Bladder Tonus 
AD-119 733/4GI 78-22 6P PC A02/MF A01 


TANG, R. 


Investigation of Array Techniques for Multiple 
Beams within Limited Spatial Sectors. 
AD-A052 260/7G! 78-14 9E PC A10/MF A01 


TANG, S. P. 


Study of Chemiluminescent Reactions of Metal 
Atoms. 


AD-A047 624/2GI 78-05 7D PC AOS/MF A01 


TANG, S. Y. 


Reprint: Chemi-lonization in Collisions of Metasta- 
ble Helium with Metastable Neon. 
AD-A050 712/9GI 78-11 7D PC A02/MF AO1 


Reprint: Negative Gaseous lons From Nitric Acid. 
AD-A051 227/7GI 78-12 7D PC A02/MF A01 


Reprint: Negative lon Formation in Halocarbons by 
Charge Exchange With Cesium. 
AD-A051 010/7GI 78-11 7D PC A02/MF AO1 


Reprint: Negative lons from Phosphorus Halides 
due to Cesium Charge Exchange. 
AD-A051 013/1GI 78-11 70 PC A02/MF A01 


TANG, W. M. 


Doppler Model for Adiabatic Toroidal Compressor 
Driftwave Frequency Profiles. 
PPPL-1381 78-11 201 PC AQ2/MF A01 


Integral Formulation for the Two-Dimensional Spa- 
tial Structure of Drift and Trapped-Eiectron Modes. 
PPPL-1387 78-12 201 PC AOS/MF A01 


Microinstability Theory in Tokamaks: A Review. 
PPPL-1354 78-04 20! PC A0Q8/MF A01 


Nonlinear Saturation of the Trapped-lon Mode by 
Mode Coupling in Two Dimensions. 
PPPL-1369 78-08 201 PC A03/MF A01 


Nonlinear Saturation of the Trapped-lon Mode by 
Mode Coupling in Two Dimensions. 
UCID-17529 78-05 18A PC A04/MF A01 


TANG, WEN 


River Plant. 
UCID-17743 


TANEJA, V. 


Interrelationships between Autoregressive and Mov- 
ing Average Models--the ARMA Model: General 
Considerations in M Dimensions. 

AD-A054 587/1GI 78-17 12A PC A03/MF A01 


TANEJA, VIDA S. 


Time Series in M Dimensions: Autoregressive 
Models. 
AD-A054 586/3G! 


TANENBAUM, M. G. 


Accuracy of Computed Orbits of GEOS-3 Satellite, 
AD-A046 259/8GI 78-02 22C PC A03/MF A01 


TANG, C. C. 


Pulsed HF/OF Laser Damage in Window Materials. 
AD-A051 140/2GI 78-12 20F PC A02/MF A01 


TANG, C.L. 


High-Frequency Diffraction by a Sphere 
AD-220 325/5GI 78-11 20N PC A02/MF A01 


High-Frequency Diffraction of Cylindrical Waves by 
an Infinite Slit in a Plane Screen 
AD-214 980/5GI 78-11 20N PC A02/MF A01 


On the Radiation Pattern of a Base-Driven Antenna N77-33994/3GI 
over a Circular Conducting Screen TANGERMAN, JOHN T. 
- /0GI 78-11 / 
AD-220 323/06 ” See on Blue Dolphin Labrador Expeditions - Winter Project 
inn eben TANG, D. 1953 
Reprint: Effects of Depletion-Layer Modulation on AD-055 564/9G! 
Spurious Oscillations in IMPATT Diodes. TANGNEY, J. D. 


ee TE ee Security/Privacy Evaluation Subcommittee Report 

TANG, F.C. on the Candidate Message-Service Systems for the 
Effects of Impurities on Shock Wave Stability and Military Message Experiment. 
Structure in lonizing Monatomic Gases. AD-A047 417/1G! 78-05 
AD-A053 772/0GI 78-16 20D PC AOS/MF AO1 TANGONAN, G. L. 


TANG, IRVING C. Low Power High Data Rate Modulator. 
Paralleled Multimode Cavity Filters AD-A046 952/8G! 78-04 17B PC A03/MF A01 
AD-090 886/3GI 78-22 9E PC A0Q3/MF A01 TANGUY, P. 


TANG, J. S. Key Safety issues for Fast Breeder Reactors. 
Some Effects of Packaging Materials on Critical Ar- CEA-CONF-3848 78-18 18! 


rays of Fissile Materials. 
CONE-T7V109-01 7815 Cencone aS ey v0 


ress os naeal ’ sal ical Study of Rotational S pases ates ne ey 
Reprint: The Absorption Spectrum of D2 in the briietherbag jotochemical Study of Rotational State U.S. Preparation for Future Low-Level Conflict, 
Vacuum-uv Region, Ryaberg Sande. np sub sigma 1 Dependence by Laser Excitation of Formaldehyde AD-A0SS 119/2G!. 78-18 15G oC ASa/ME Ao1 
Sigma sub u(+ ) from X 1 Sigma sub g(+ ) and np (A-bar 1A2). |. Coriolis and Singlet-Triplet Perturba- 
sub pi 1 Pi sub u from X 1 Sigma sub g(+ ) with n tion. TANI, K. 

4-6, and the lonization Energy. AD-A045 880/2G! 78-01 Effect of Plasma Minor-Radius Expansion in the 
AD-A048 539/1G! 78-07 7D PC A02/MF A01 TANG, PEI CHIN Current Buiid-Up Phase of a Large Tokamak. 

JAERI-M-7014 78-16 18A MF AO1 


Reprint: High Resolution Absorption Spectrum of Levels of Brain Stem and Diencephalon Controlling 
N2 in the Vacuum-UV Region, O sub 3, 4 1 Pi sub u Mictruition Reflex Engineering Problems in D.C Circuit Breakers. 
JAERI-M-6646 78-03 18A MF A01 


Molybdenum Irradiated with Ar exp + lons at Am- 
bient Temperature. 
JAERI-M-6585 


TANAKA, R. 
Calculation of Flux Density Distribution on Irradia- 


tion Field of Electron Accelerator. 
JAERI-M-6998 78-18 20G MF AO1 


Transportation-Related Characteristics of lodine 
Gas in Earth Samples. 
ORNL-tr-4546 78-14 18G PC A02/MF A0O1 


Use of Polycarbonate Film in High-Level Electron 
and gamma Dosimetry. 
JAERI-M-7000 


TANAKA, RANDY 


Cost Effectiveness of Alternative Methods of Provid- 
ing Airport Security at Hawaii State Airports, 

PB-275 852/2GI 78-08 1E PC A04/MF A01 

TANAKA, S. 

Effects of the Capture gamma-Ray Spectra on the 
Absorbed Dose. Analytical Study. 

JAERI-M-6934 78-19 18F MF A01 
Location of Failed Fuel Elements in JRR-2. 
JAERI-M-6862 78-17 18J 


Pulsed Gas Feed to the lon Source. 
JAERI-M-6778 78-03 18A MF A01 


Unfolding Code System for the NE213 Liquid Scin- 
tillator. 
JAERI-M-6952 


Theoretical Study of Three-Dimensional Slope and 
Valley Wind Systems. 
AD-A051 221/0GI 


TANG, Y. C. 


Antisymmetrization Effects in Nuclear Scattering 
and Reactions. 
COO-1764-298 78-12 20H PC A02/MF A01 


Resonating-Group Calculations in Light Systems. 
COO-1764-301 78-13 20H PC A02/MF AO1 


TANG, Y.N. 


Hot Atom Reactions Involving Multivalent and 
Univalent Species. Progress Report, February 1977- 
-January 1978. 
ORO-3898-35 


TANGE, T. 


Diffusion of a Multi-lon Species Piasma Due to Drift 
Wave Fluctuations. 
IPPJ-267 78-18 201 MF A01 


Diffusion of a Multi-lon Species Plasma Due to Drift 
Wave Fluctuations. 
N77-33984/4GI 78-04 201 PC A02/MF A01 


Real-Space Quasilinear Theory of Drift in a Sheared 
Magnetic Field. 


78-22 6R PC A04/MF A01 


78-04 18J MF A01 


78-12 468 PC A06/MF A01 


78-17 12A PC A02/MF A01 


78-17 180 MF A01 


78-13 7D PC A02/MF A01 


MF AO1 


78-04 201 PC A02/MF A01 


78-17 78-10 8J PC AQ2/MF A01 


Wave Trajectory and Electron Cyclotron Heating in 
Toroidal Plasmas. 
N78-18929/7GI 


78-13 201 PC A02/MF AQO1 


TANAKA, SHIRO 


Health Hazard Evaluation Determination Report 
Number 76-16-336, Abex Corporation, Pueblo, 
Colorado, 

PB-273 741/9GI 


TANAKA, T. 


Fracture Mechanics Approaches for Assessment of 
HTGR Steam Generator Tube Weld integrity. 
BNL-NUREG-23131 78-22 13E PC A04/MF AO1 
Reprint: A Model for the Ice Vii - Ice Vil Transition. 
PB-281 044/8GI 78-17 8L Not available NTIS 


TANAKA, Y. 


17B PC A03/MF A01 


78-03 6J PC A02/MF A01 


MF AOQ1 


18J PC AOQ2/MF A01 MF AO1 


70 PC A02/MF AO1 


yielded from X 1 Sigma(+ ) sub g. AD-119 732/6GI 78-22 6P PC A02/MF A0O1 


PA-1402 





TANI, S. N. 


Measuring the Economic Cost of an Oil Embargo. 
Final Report. 
SRI-4896 


TANI, STEVEN N. 
Measuring the Economic Cost of an Oil Embargo. 
PB-273 588/4GI 78-03 10A PC A03/MF A01 
TANI, Y. 
Analysis of Fuel Performance in Core Mark-lll of Ex- 
perimental Multi-Purpose Very High Temperature 
Reactor. 
JAERI-M-6945 
TANIFUJI, A. 


Solubility of Phosphorus in alpha - and gamma - 
Iron. 
RFP-Trans-239 


TANIGUCHI, JAN T. 
Managing Gloucester's Coast. (Studies Prepared for 
the City of Gloucester by Students in MIT Course 


11. 365 Coastal Zone Mangement.), 
PB-276 443/9GI 78-08 138 PC A04/MF A01 


TANIGUCHI, T. 


Reliability Analysis of the Residual Heat Removal 

Systems for a 300 MW(E) GCFR. 

GA-A-14653 78-21 181 
TANIHATA, I. 

Proton and Pion Spectra at Large Angles in 

Relativistic Heavy-lon Collisions. 

LBL-670 78-16 20H PC A03/MF A01 


TANIS, F. 

Environmental Monitoring Plan. 

TID-27903 78-23 138 PC A03/MF AQO1 
TANJI, K. K. 

Nitrate in Effiuents from Irrigated Lands. 

PB-275 673/2GI 78-07 2C PC AO0S/MF A01 
TANKARD, DIANNE 


Typology, Classification, and Evaluative Criteria for 
NIAAA's Occupational Programs. 
PB-286 098/9GI 78-26 5K PC A06/MF AO1 


TANKE, R. 


CERCOM/CORADCOM Guidelines for Acquisition, 
Use, and Configuration Control of Test Program 
Sets for Automatic Test Equipment, 

AD-A058 796/4GI 78-25 15E PC A04/MF AO1 


One-Year Program Plan for Test Program Set Quali- 
ty Assurance, 
AD-A054 446/0GI 


TANKIN, R. S. 


Condensation Rates in Steam-Water Mixing. 

PB-278 012/0GI 78-10 181 PC A03/MF AO1 
TANNEHILL, J. C. 

Calculation of Supersonic Viscous Flow over delta 

Wings with Sharp Subsonic Leading Edges. 

N78-26101/3GI 78-21 1A PC AOS/MF A01 


On improving the Iterative Convergence Properties 
of an Implicit Approximate-Factorization Finite Dif- 
ference Algorithm. 

N78-26795/2GI 78-21 


TANNENBAUM, ARNOLD 
Industrial Retraining Programs for Technological 
Change--A Study of the Performance of Older Wor- 
kers. 
PB-279 953/4GI 78-16 5! 
TANNENBAUM, ARNOLD S. 


A Survey of Institutional Review Boards and 
Research Involving Human Subjects, 
PB-273 360/8GI 78-01 6E PC A14/MF A01 


TANNER, CHARLES E. 


Guide to Preselection of Training Samples and 
Ground Truth Collection, 
PB-273 513/2GI 78-02 98 PC A04/MF A01 


TANNER, D. J. 


Plastics: The Role of Conservation and Recycling. 
N78-25213/7GI 78-20 111 PC AO2/MF AQ1 


TANNER, D. N. 


EDITOR: A Text Editor for the POP-11 (RT-11). 
SAND-78-8205 78-18 9B PC A04/MF A01 


TANNER, DAVID 


lonic Polymerization. lon Pair Chain Mechanisms. 
The Effect of Different Lewis Acid Catalysts on the 
Monomer Reactivity Ratios in Copolymerization 

AD-019 531/3GI 78-21 7D PC AQ2/MF A01 


TANNER, J. A. 


Behavior of Aircraft Antiskid Braking Systems on 
Ory and Wet Runway Surfaces: A Slip-Ratio-Con- 
trolled System with Ground Speed Reference from 
Unbraked Nose Wheel. 
N77-33150/2GI 


78-15 5C PC A03/MF A01 


78-20 181 MF A01 


78-20 11F PC A02/MF A01 


PC A09/MF A01 


78-17 


14B PC A03/MF A01 


12A PC A06/MF A01 


PC A03/MF A01 


78-04 1C PC A08/MF A01 


TANNER, J. C. 


Trends in Motorcycle Ownership and Use, 
PB-284 970/1GI 78-25 13F PC A03/MF A01 


TANNER, J. E. JR. 


Specific Heats of Aqueous Solutions of NaCl, NaBr, 
and KCI. Comparisons with Related Thermal Pro- 
perties. 

AD-A045 707/7GI 


TANNER, JOHN E. JR. 


Self Diffusion in Cells and Tissues. 
AD-A053 422/2GI 78-16 6C PC A03/MF A01 


TANNER, K. I. 
Catalytic Conversion of Solvent Refined Coal to 


Liquid Products. 
LBL-6807 


TANNER, R. 
Research Safety Vehicle - Phase Il. Volume Il. Com- 


prehensive Technical Results. 
PB-280 153/8GI 78-16 


TANNER, R. L. 
Chemical Composition of Sulfate as a Function of 


Particle Size in New York Summer Aerosol. 
BNL-23672 78-16 7D PC A03/MF AQ1 


Determination of Atmospheric Gaseous and Particu- 
late Sulfur Compounds. 
BNL-23103 78-05 


TANNER, RANDY 


Long Term Care Patient Origin and Destination Sur- 
vey Overview, 1976: Including Comparisons with the 
1974 Survey. 

HRP-0017607/3G! 


TANNER, ROY D. 


Direct Filtration of Lake Michigan Water, 
PB-280 229/6GI 78-15 13B PC A03/MF AO1 


TANNER, T. A. 


Critical Review of Ames Life Science Participation 
in Spacelab Mission Development Test 3: The Smd 
3 Management Study. 
N78-26973/5GI 


TANNER, W. 


Effects of Technology and Modes of Behavior on 
the Energy Consumption. Data and Facts for Ener- 
gy-Saving Measures for Household and Small Con- 
sumers. 

NP-22837 78-26 


TANNHAUSER, DAVID S. 


Conductivity in Iron Oxides 
AD-245 067/4GI 78-11 


TANNIAN, FRANCIS X. 


Economic Growth and Minority Entrepreneurship: 
Local Area Economic Growth Conditions and 
Minority Entrepreneurship. A Study of New Castle 
County, Delawre. 
PB-273 495/2GI 


TANSEY, JOHN F. 


A Study of the Desirability and Feasibility of In- 
Flight Escape from Army Helicopters. 
AD-A051 153/5GI 78-12 6G PC A03/MF A01 


TANTARATANA, SAWASD 


Reprint: On Sequential Sign Detection of a Con- 
stant Signal. 
AD-A048 096/2GI 78-06 9D PC A02/MF A01 


Reprint: Quantization for Sequential Signal Detec- 


tion. 

AD-A053 135/0GI 78-15 9D PC A02/MF A01 

Reprint: Relative Efficiency of the Sequential Proba- 

bility Ratio Test in Signal Detection. 

AD-A057 839/3G! 78-24 90 PC A02/MF A01 

Reprint: Truncated Sequential Probability Ratio 

Test. 

AD-A052 960/2GI 
TANTON, GEORGE A. 


Low Loss Laser Modulator. 
PATENT-4 027 948 


78-01 7D PC A02/MF A01 


78-21 21D PC A0S/MF AO1 


13F PC A99/MF A01 


13B PC A06/MF AO1 


78-05 6& PC A03/MF A01 


78-21 5A PC AOS/MF A01 


13A PC A15/MF A0O1 


20L PC A03/MF A01 


78-02 5C PC A06/MF A01 


78-15 12A PC A02/MF A01 


78-10 20E Not available NTIS 
Polarization Rotation Analyzer. 
PATENT-4 011 014 

78-10 20F Not available NTIS 
The Production of Decarborane-14 from Diborane 


by Laser Induced Chemistry, 
AD-A056 467/4GI 78-21 


Zeeman Effect Optical tsolator. 
PATENT-4 033 670 


7C PC A02/MF A01 


78-18 20F Not available NTIS 
TANTRAPORN, W. 
Modeling of lil-V Field Effect Transistors. 
AD-A053 808/2G! 78-16 9A PC A03/MF A01 


Time-Domain Two-Dimensional Computer Simula- 
tion of Three-Terminal Semiconductor Devices. 
AD-A054 287/8GI 78-17 9A PC A02/MF A01 


TAPSCOTT, CHRISTOPHER R. 


TANZILLI, R. A. 


Advanced Optical Ceramics Phase ‘O’. 
AD-A054 999/8G! 78-18 1!1B PC A08/MF AQ1 


Chemical Vapor Deposition of Silicon Nitride. 
AD-A045 536/0G! 78-01 118 PC A04/MF A0O1 


TAO, SHU-JEN 


A Study on the Use of Positron Annihilation as a 
Non-Destructive Evaluation Tool for Micro-Structure 
Defects in Aluminum, Titanium and Their Alloys and 
Nickel Base Superalloys. 

AD-A046 441/2G! 78-03 


TAO, TIEN 


An Evaluation of Integrated Injection Logic. 
AD-A046 759/7GI 78-03 9E PC A11/MF AQ1 


TAPE, J. W. 


Measurement of Special Nuclear Material Concen- 
trations in Solution by Absorption Edge Den- 
sitometry. 
LA-UR-77-2235 
TAPHORN, J. E. Ill 
Time-of-Flight Mass Spectrometer for Monitoring 
Light Gases in a Uranium Enrichment Cascade. A 


Preliminary Evaluation. 
GAT-922 78-25 


TAPIA, G. A. 


Effect of Tire Wear on Skid Resistance. 
PB-275 334/1GI 78-06 13F PC A03/MF A01 


TAPIA, R. A. 


Algorithm for Nonparametric Density Estimation. 
ORO-5046-5 78-09 12A PC A02/MF A01 


Extension of Quasi-Newton Methods to Constrained 
Optimization and to General Systems of Nonlinear 
Equations and Inequalities. Final Report, February 
1, 1976--January 31, 1977. 

ORO-5046-4 78-10 


TAPLIN, DAVID 
Reprint: Epidemiology of Cutaneous Mycoses in the 


Tropics and Subtropics: Newer Concepts. 
AD-A057 181/0GI 78-22 6E PC A02/MF A01 


Reprint: Skin Infections in Eastern Panama. 
AD-A049 655/4G! 78-09 6E PC A02/MF A01 


TAPLIN, G. V. 


Imaging Sites of Airway Obstruction and Measuring 
Function Response to Bronchodilator Therapy in 
Asthma. 

UCLA-12-1124 78-06 6E PC A02/MF A01 


“Inhalation Lung Imaging with Radioactive Aerosols 
and Gases". 
UCLA-12-1133 


Lung Diffusion of 
Scleroderma. 
UCLA-12-1141 78-15 6E PC A02/MF A01 


Ventilation-Perfusion Lung Imaging in Diaphrag- 
matic Paralysis. 
UCLA-12-1127 


TAPP, E. 


State and Tendencies of Chemical Protection 
Against lonizing Radiation. A Literature Survey 
1976. 

SAAS-221 


TAPPAN, DONALD V. 


Reprint: Hematologic Changes After Two Exposures 
to 6.7 ATA Air at Three-Day Intervals. 
AD-A049 642/2G! 78-09 6S PC A02/MF A01 


TAPPAN, W. 


Training and Utilization of Paraprofessional Person- 


nel in a Public Health Denta! Program of Preven- 
tion. 


HRP-0019645/1GI 
TAPPEL, AL L. 


Reprint: Effect of Dietary Antioxidants and 
Phenobarbital Pretreatment on Microsomal Lipid 
Peroxidation and Activation by Carbon 
Tetrachloride. 

AD-A057 943/3G! 78-24 6A PC A02/MF A01 
Reprint: Sensitive Fluorometric Method for Tissue 


Tocopherol Analysis. 
AD-A045 493/4GI 


TAPPERT, F. D. 


Acoustic Propagation in Random Oceans Using the 
Transport Equation. 
AD-A057 128/1GI 


TAPPING, R. L. 


Reprint: High Resolution Photoemission Study of 
Condensed Layers of Nitrogen and Carbon Monox- 
ide. 

PB-280 595/0GI 78-17 7D Not available NTIS 

TAPSCOTT, CHRISTOPHER R. 

Cruise Data Report. R/V ATLANTIS II 93, Legs 5 and 
6, Central Indian Ocean Triple-Junction. 

AD-A050 421/7GI 78-10 8J PC A04/MF A01 


11F PC AO6/MF AO1 


78-06 18J PC A02/MF A01 


14B PC A03/MF AQ1 


12B PC A02/MF A01 


78-11 
Soluble 


6E PC A03/MF A01 
Radioaerosols_ in 


78-07 6E PC A02/MF A01 


78-26 6R PC AOS/MF A01 


78-11 51 Not Available NTIS 


78-01 6A PC A02/MF A01 


78-22 20A PC A07/MF A01 


PA-1403 





TARAN, YU. V. 
Five-Layer Ferromagnetic Screen with a Volume of 
1.5 M exp 3 . 2. Fluxgate Magnetometer Magnetic 
Measurements. 
JINR-R-13-9275 78-20 20C MF AO1 
Polarization and the Analysis of Ultracold Neutron 
Polarization. 
JINR-R3-9307 78-08 18F MF A01 


Possible Method for the Extraction of Ultracold 
Neutrons from a Reactor and Their Storage. 
JINR-R-3-7729 78-04 18F MF A01 


TARANIK, JAMES V. 
Land Classification of South-Central 


Computer Enhanced Images. 
E78-10005 78-05 8B PC AOS/MF A01 


Land Classification of South-Central lowa from 
Computer Enhanced Images. 
E78-10058 78-09 8B PC A13/MF £91 


TARANOV, G. S. 


Hydraulic Resistance of Tubes with Artificial 
Roughness at Low Reynolds Numbers. 
FEI-559 78-18 200 MF A01 


TARANTIN, N. |. 


Gas-Discharge lon Source for an Electromagnetic 
Separator on the Heavy lon Beam. Delay Time Mea- 
surements. 


JINR-R-13-9646 78-08 20G MF A01 


Gas-Discharge lon Source for an Electromagnetic 
Separator on the Heavy lon Beam. Part 1. lon 
Source Design and Efficiency. 
JINR-R-13-9645 


TARAPORE, ZAL S. 
Experimental Studies of Pneumatic and Hydraulic 


Breakwaters 
AD-229 395/9GI! 


TARASENKO, A. S. 
Synchrotron Radiation from the Kharkov N-100 


Storage Ring. 
KFTI-76-12 


TARASENKO, F. P. 
Reprint: In Regard to |. M. Kogan's Article, ‘Is 


Telepathy Possible’ -- Translation. 

AD-A051 478/6GI 78-12 5J PC A02/MF A01 
TARASIEWICZ, E. 

Reprint: Paleomagnetism of Samples from the Axial 


Zone of the Afar Depression. 
AD-A045 882/8G! 78-01 


TARASKO, M. Z. 
Li(é6) Fast Neutron Spectrometer with Account for 


Resolution Function. 
FEI-478 


TARAT, E. YA. 


Subsection of Processes and Apparatuses of 


Chemical Technology (Selected Articles) -- Transla- 
tion. 


AD-A051 097/4G! 
TARBELL, S. 


A Compilation of Moored Current Data and As- 
sociated Oceanographic Observations. Volume XV. 
1971 Measurements. 
AD-A045 525/3G! 


TARBOX, G. S. 
Design and Analysis of Auburn Dam. Volume Five, 
Summary and Conclusions, 

PB-283 888/6GI 78-22 13B PC A0S/MF A01 
Design and Analysis of Auburn Dam. Volume Four, 
Appendices, Dynamic Studies, 

PB-283 886/0GI 78-22 138 PC A16/MF A0O1 
Design and Analysis of Auburn Dam. Volume Four. 
Dynamic Studies, 

PB-283 885/2GI 78-22 138 PC A06/MF A01 
Design and Analysis of Auburn Dam. Volume Four, 
Supplement, Dynamic Studies, 

PB-285 887/8GI 78-22 138 PC A19/MF A01 
Design and Analysis of Auburn Dam. Volume Three. 
Static Studies, 
PB-283 884/5GI 


TARBOX, GLENN S. 


Design and Analysis of Auburn Dam. Volume Two. 
Foundation Studies, 
PB-283 883/7GI 


TARBUTTON, DON W. 


Hospitals Work with Commission to Ensure Equita- 
ble Costs. 


HRP-0024476/4GI 78-26 6E Not Available NTIS 
TARCHI, JESSIE STEELE 


Merchant Shipping in the SW Approaches to the 
British Isles. 
AD-A054 027/8G! 


TARCZYNSKI, T. 
The Development of a Retractable Rotor. 


lowa from 


78-10 14B MF A01 


78-16 


13B PC AQ4/MF A01 


78-18 20G MF A01 


8G PC A02/MF A01 


78-17 180 MF A01 


78-12 7D PC AQ2/MF A01 


78-01 8C MF A0O1 


78-22 138 PC A09/MF A01 


78-22 13B PC A09/MF A01 


78-17 15E PC AQ2/MF A01 


PA-1404 


AD-153 822/2GI 
TARDIFF, G. E. 

LLL Geothermal Energy Program. Status Report, 

January 1976--January 1977. 

UCRL-50046-76 78-09 81 PC A08/MF A01 

LLL Total Flow Geothermal Program: Summary of 


Two-Phase Nozzle Tests for Scale Control and 
Materials Performance. 


UCID-17636 78-14 81 PC A02/MF A01 


Using Salton Sea Geothermal Brines for Electrical 
Power: A Review of Progress in Chemistry and 
Materials Technology, 1976 Status. 

UCRL-79468 78-05 11F PC A02/MF A01 


TARINREMOHI, P. 


Application of Thermal Analysis to the Study of 
Transformations in Aluminum Alloys Aplicacion de 
Las Tecnicas de Analisis Termico al Estudio de 
Transformaciones en Las Aleaciones de Aluminio. 

N78-28231/6GI 78-23 11F PC A02/MF A01 


TARIO, ROY F. 


Index to Benet Weapons Laboratory (LCWSL) 
Technical Reports - 1977. 
AD-A056 107/6Gi 78-21 


TARJAN, R. E. 


Time-Space Trade-offs in a Pebble Game, 
AD-A046 481/8GI 78-03 12B PC A02/MF A01 


TARJAN, ROBERT E. 


Applications of a Planar Separator Theorem. 
AD-A048 787/6GI 78-07 12A PC A03/MF A01 


A Fast Merging Algorithm. 
AD-A046 090/7G! 78-02 9B PC A03/MF A01 


A Separator Theorem for Planar Graphs. 
AD-A048 786/8GI 78-07 12A PC A03/MF AO1 


TARJAN, ROBERT ENDRE 


A Fast Algorithm for finding Dominators in a Flow 

Graph, 

AG-A054 144/1GI 
TARKHANOVSKIY, V. 


Passengers in Containers. 
N78-18989/1GI 78-13 5H PC A02/MF A01 


TARKOW, HAROLD 


Measurement of Internal Stresses by Radiofrequen- 
cy Spectroscopy 
AD-230 473/1GI 


TARKOY, PETER J. 


Skid Resistant Characteristics of Illinois Aggregates. 
PB-285 241/6GI 78-25 13B PC A07/MF A01 


TARMAN, P. B. 


Dynamic Simulation of the Steam-iron Reactor 

System. 

CONF-761109-15 78-05 7A PC A03/MF AO1 

Status of Steam-iron Pilot Plant Operations. 

CONF-771092-5 78-14 7A PC A02/MF A01 
TARPEY, JOHN 

Federal Technical Assistance as an Innovational 


Strategy/Policy: Volume 2. Composition and Struc- 
ture, 


PB-285 395/0GI 
TARPLEY, J. DAN 
Satellite Data Set for Solar Incoming Radiation Stu- 


78-11 1C PC AQ2/MF A01 


19F PC A04/MF A01 


78-17 12A PC A0Q3/MF A01 


78-13 70 PC A02/MF AQ01 


78-24 SA PC A07/MF A01 


dies. 
PB-284 740/8GI 
TARR, J. A. 


Retrospective Assessment of Wastewater Technolo- 
gy in the United States: 1800-1972, Appendices, 
PB-275 884/5GI 78-07 138 PC A07/MF A01 


TARR, JOEL A. 


Retrospective Assessment of Wastewater Technolo- 

gy in the United States: 1800-1972, 

PB-275 272/3GI 78-06 13B PC A17/MF A01 
TARR, N. E. 

National Environmental Research Park Symposium: 

Natural Resource Inventory, Characterization, and 

Analysis. 

ORNL-5304 
TARR, PAUL W. 

Auroral Simulation Effects. 

AD-A049 066/4G! 78-08 4A PC A07/MF A01 
TARRANT, ROBERT F. 

Reprint: Arsenic Levels in Urine of Forest Workers 

Applying Silvicides, 

PB-276 323/3GI 

78-08 6J (Order as PB-276 320, MF A01) 

TARRANTS, WILLIAM E. 

Manpower Development: Education and Training. A 

Subject Bibliography from Highway Safety Litera- 


ture. 
PB-283 420/8GI 


78-22 4A PC A03/MF A01 


78-16 


13B PC A09/MF A01 


78-22 5B PC A10/MF A01 


TARRASCH, M. E. 


Excited State Electron Spin Coherence (ESESC) 
Studies of Triplet States in Molecular Solids. 
LBL-7370 78-17 7D PC A06/MF A01 


TARRER, A. R. 


Studies in Coal Liquefaction with Application to the 
SRC and Related Processes. Quarterly Report, July- 
-September 1976. 

FE-2454-1 78-13 70 PC A06/MF A011 


Studies in Coal Liquefaction with Application to the 

SRC and Related Processes. Quarterly Report, Oc- 

tober--December 1976. 

FE-2454-2 78-13 21D PC AOS/MF A01 
TARTAKOUSKI, G. KH. 

Stochastic Destruction of Coupled States in 

Systems of Atoms Interacting with Radiation Fields. 

ORNL-tr-4521 78-13 7D PC A02/MF A01 
TARTER, B. 


Theoretical Physics Division Annual Report, Janua- 
ty--December 1976. Volume |. 
UCRL-50035-76(V.1) 78-05 5B PC A03/MF A01 


TARTER, C. B. 


Steady State Radiative Cooling Rates fcr Low-Den- 
sity High-Temperature Plasmas. 
PPPL-1352 78-06 20! 


TARTER, DOLORES 


Morbidity Patterns Among Heavy Equipment Opera- 
tors Exposed to Whole-Body Vibration - 1975 
(Followup to a 1974 Study). 

PB-273 880/5GI 78-03 6J PC /.04/MF A01 


TARTER, MICHAEL 
Evaluation of Computer-Based Patient Monitoring 


at Pacific Medical Center. 
HRP-0017007/6Gi 78-07 6E Not Available NTIS 


TARUTIS, ELEANOR 
Discovering the Issues -- A First Step in Plan 


Development. 
HRP-0018867/2G! 


TARVIN, J. A. 
Magnetic Excitations in an Amorphous Ferromag- 


net. 
BNL-23003 


TAS, A. 


High Flux Materials Testing Reactor HFR Petten. 
Characteristics of Facilities and Standard Irradiation 
Devices (Edition 1976-1977). 
EUR-5700 


TASAKA, K. 
Analysis of LOFT (L1-2) Experiment 
RELAP-4J. 
JAERI-M-7037 78-22 181 MF A01 


Build-Up and Decay of Fuel Actinides in the Fuel 
Cycle of Nuclear Reactors. 
JAERI-M-6541 78-02 18J MF A01 


Computer Program FPGAM for Calculating gamma- 
Ray Spectrum of Fission Products. 
JAERI-M-6898 78-17 18D MF A01 


DAMD Code for Producing Nuclear Data Library of 
Fission Products. 

JAERI-M-7025 78-17 20H MF A01 
OCHAIN: Code for Analysis of Build-Up and Decay 
of Nuclides. 

JAERI-1250 78-19 20H MF A01 
Fission Product Fast Reactor Constants System of 
JNOC. 

JAERI-1248 78-18 18K MF A01 


JNOC Nuclear Structure Data File - NDFILE. 

JAERI-M-6846 78-17 20H MF A01 
TASAKA, KANJI 

Study on the Similarity Between ROSA-IIi Experi- 


ment and BWR LOCA. Pre-Analysis of ROSA-IIl. 
JAERI-M-6703 78-01 181 MF AQ1 


TASAKI, I. 


Exploration of Cochlear Potentials in Guinea Pig 
with Microelectrode 
AD-120 356/1G! 


TASAKI, ICHIJI 


Action Potentials from Individual Elements in Cat 
Geniculate and Striate Cortex 
AD-046 166/5GI 78-14 6P PC AQ2/MF A01 


Electric Responses of Individual Nerve Elements in 
Cochlear Nucleus to Sound Stimulation (Guinea 


PC AOS/MF AQ1 


78-24 6E PC AOS/MF A01 


78-06 20. PC A02/MF A01 


78-06 18J MF A01 


by Code 


78-22 6P PC A02/MF A01 


Pig) 
AD-120 354/6GI 78-22 6P PC A02/MF AO1 


Nerve impulses in Individual Auditory Nerve Fibers 
of the Guinea Pig 
AD-036 686/4GI 


TASCA, DANTE M. 


Feasibility Study of GE-MOV (trademark) Protection 
for Hybrid Circuits. 
AD-A054 789/3G! 


78-21 6P PC A04/MF A01 


78-18 9E PC A04/MF A01 





TASCH, A. F. JR. 
Integrated Low Noise Buried Channel MOSFET 
Preamplifier Technology. 
AD-A055 787/6GI 78-20 9A PC A05/MF A01 
TASCH, VALANN 
Developing a Quality Assurance Program in 


Nursing. 
HRP-0019018/1GI_ 78-15 6E Not Available NTIS 


TASCHEK, WALTER G. 


High Energy Metal Hydride Fuel Cell Power Source, 
AD-A056 491/4GI 78-21 108 PC A02/MF A01 


TASCHER, JOHN M. 


A Survey of the National Metric Speakers Bureau, 
PB-273 591/8GI 78-03 14B PC A04/MF A01 


TASCHNER, P. 


Recommendations Concerning the Equipment of 

Unitary Stomatologic X-Ray Working Places. 

SAAS-212 78-09 6L MF A01 
TASHIRO, H. 


Reprint: Infection of the European’ Chafer, 
‘Amphimalion majalis' by ‘Bacillus popilliae’: Light 
and Electron Microscope Observations. 

PB-284 931/3GI 78-24 6C PC A02/MF AO1 


Reprint: Infection of the European Chafer, 

‘Amphimalion majalis’ by ‘Bacillus popilliae’: Ultras- 

tructure. 

PB-284 758/0GI 78-24 6C PC A02/MF A01 
TASHKER, M. G. 

Improved Railroad Operations Using a Railroad Au- 

tomated Identification and Location System. 

Volume 1: New Procedures for Making Tactical 

Operations Planning Decision. 

PB-275 591/6GI 78-06 13F PC A11/MF A01 

Improved Railroad Operations Using a Railroad Au- 

tomated Identification and Location System. 

Volume 2: DMP Technical Documentation. 

PB-275 592/4GI 78-06 13F PC A07/MF A01 

Policy Impacts of ATC Automation: Human Factors 

Considerations. 

AD-A051 064/4GI 78-12 SH PC A07/MF A01 
TASHKIN, D. P. 


Imaging Sites of Airway Obstruction and Measuring 
Function Response to Bronchodilator Therapy in 
Asthma. 


UCLA-12-1124 78-06 6E PC A02/MF A01 
Lung Diffusion of Soluble Radioaerosols in 
Scleroderma. 

UCLA-12-1141 78-15 6& PC A0Q2/MF A01 


TASSEY, GREGORY C. 


The Effectiveness of Venture Capital Markets in the 
U.S. Economy: A Review of Some Recent Research. 
PB-276 234/2GI 78-08 5C Not available NTIS 
TASSO, H. 

Connection Between Wave Envelope and Explicit 
Solution of a Nonlinear Dispersive Wave Equation. 
IPP-6/158 78-21 20J MF A01 
Dissipative MHD Stability. 

IPP-6/157 78-18 201 MF A01 


Energy Principle for Dissipative Two-Fluid Plasmas. 
IPP-6/160 78-21 201 MF A01 
Stability of a Dissipative Gravitating Two-Fliuid 
Plasma at Rest. 

IPP-6/159 78-14 20D MF AO1 
Stability of Force-Free Fields. 

IPP-6/151 78-06 18A MF A01 

TASTO, DONALD L. 


Shift Work Practices in the United States, 

PB-274 707/9GI 78-05 51 PC A04/MF A01 
TATARONIS, J. A. 

Supplementary Heating of Fusion Plasmas by 

Means of Alfven Waves. 

COO-3077-102 78-17 201 PC A06/MF A0O1 
TATCHER, M. 


Use of an on-Line Computer System for 
Radiotherapy Planning. Part of a Coordinated Pro- 
gramme on Computer Applications in Clinical 
Dosimetry. Final Report for the Period 1 September 
1972--30 November 1976. 

IAEA-R-1195-F 78-18 6E MF AO1 


TATE, BARBARA L. 


Nurse's Dilemma -- Ethical Considerations in 
Nursing Practice. 

HRP-0024036/6GI 78-18 5K Not Available NTIS 

TATE, CHARLES H. JR. 

Bay Springs Canal Surge Study, Tennessee-Tom- 
bigbee Waterway, Mississippi and Alabama, Hydrau- 
lic Model Investigation. 

AD-A058 604/0GI 78-25 13B PC A03/MF A01 


TATE, JAMES H. 


Security Assistance Repair Part Support. Volume I. 
Main Paper. 


AD-A050 682/4GI 78-11 15& PC A04/MF A01 
Security Assistance Repair Part Support. Volume Il. 
Annex A. J 

AD-A050 683/2GI 78-11 15E PC A10/MF A01 


Security Assistance Repair Part Support. Volume Ill. 
(Annexes B andC): = 
AD-A050 756/6GI 


TATE, RALPH O. 

Computerized Aircraft Attrition Program. 

AD-A055 784/3GI 78-20 1C PC A03/MF A01 
TATE, ROBERT F. 


Procedure for Computing an Estimate of the 
Parameter of a Truncated Poisson Distribution 
AD-122 728/9GI 78-22 12A PC A0Q2/MF AO1 


The Theory of Correlation Between Two Continuous 

Variables when One Is Dichotomized 

AD-029 741/6GI 78-21 12A PC A03/MF A01 

Unbiased Estimation: Functions of Location and 

Scale Parameters 

AD-207 339/0G! 78-23 12A PC A03/MF A01 
TAT’ A, HENRY E. 


Aquatic Disposal Field Investigations, Duwamish 


Waterway Disposal Site, Puget Sound, Washington. 
Evaluative Summary. 


AD-A058 445/8G! 78-25 13B PC A05S/MF A01 
TATKEN, RODGER L, 


Registry of Toxic Effects of Chemical Substances, 


1977 Edition. User's Guide to the Computer Tape 
File. 


PB-275 383/8GI 78-07 6T PC A03/MF A01 
TATNALL, FRANCIS G. 

High Temperature Strain Gage Research 

AD-060 116/1GI 78-14 14B PC A06/MF A01 
TATOM, JOHN W. 

Pyrolytic Conversion of Agricultural and Forestry 

Wastes to Alternate Energy Sources in Indonesia; a 

Feasibility Study, 

PB-275 569/2GI 78-07 13B PC A04/MF A01 
TATRO, C. A. 


Pulse-Actuated Fuel-injection Spark Plug. 
PAT-APPL-734 918/GI 


78-10 21G PC A02/MF A01 


78-11 15E PC A02/MF A01 


TATSUMI, K. 


Satellite Structures in the ESCA Spectra of 

Diphthalocyaninato-Lanthanides (ill) and -Acti- 

nides(IV). 

AD-A052 665/7GI 78-14 7D PC A02/MF A01 
TATSUOKA, KIKUMI K. 

Critique and Summary of the Chanute AFB CBE 

Project, 

AD-A051 715/1GI 78-13 St PC AO7/MF A01 
TATTERSON, D. F. 


Study of Ebullated Bed Fluid Dynamics for H-Coal. 
Quarterly Progress Report No. 1, August 22-- 
November 30, 1977. 

FE-2588-3 78-21 21D PC A06/MF A01 


TATTLEMAN, PAUL I. 


Reprint: A Method for Determining Probabilities of 
Surface Temperature Extremes. 
AD-A048 404/8GI 78-07 4B PC A02/MF A01 


TATYREK, A. 

Engineering Feasibility Study for Elimination of 

Nitroglycerin from Solvent Vapors. 

AD-A055 980/7GI 78-20 19A PC A03/MF A01 
TAUB, A. E. 

Weapon Accuracy Assessment for Elliptical Normal 

Miss Distances. 

AD-A052 192/2GI 78-13 19D PC A03/MF AO1 
TAUB, FRIEDA B. 

Effects of Hydroxamic Acids, lron-Specific Chela- 

tors, on the Growth of Algae. 

PB-281 112/3GI 78-18 6F PC A04/MF A01 


TAUB, HARVEY A. 


Paired-Associates Learning and Performance as 
Functions of Occurrence of Response Members 
(Reinforcement) and of Stimulus Characteristics 

AD-230 535/7GI 78-01 5J PC A03/MF A01 


TAUB, JESSE J. 


Quasi-Optical Techniques for Simultaneous Recep- 
tion of Mulitple Millimeter Signals. 
AD-906 392/6GI 78-14 17B PC A06/MF AO1 


TAUBE, CARL 


Characteristics of Patients in Mental Hospitals, 
United States, April-June 1963, 
PB-281 644/5GI 78-18 6E PC A03/MF AO1 


Employees in Nursing and Personal Care Homes: 
Number, Work Experience, Special Training, and 
Wages, United States, May-June 1964, 

PB-281 645/2GI 78-18 5i PC A03/MF A01 


TAUER, KENNETH J. 


TAUBE, CARL A. 
Problems in Analyzing the Comparative Costs of 
Private Versus Public Psychiatric Care. 
HRP-0019150/2Gi 78-10 6E Not Available NTIS 
TAUBE, H. 


Mechanisms of Electron Transfer in Aquo Cations. 
The Reaction of RH sub 2 O Super Plus Plus Plus 
with Cr Super Plus Plus 

AD-125 088/5GI 78-24 7D PC A0Q2/MF A01 


TAUBE, HENRY 


The Mechanism of the Formation and Rearrange- 
ment of Nitritocobalt (Ill) Ammines 
AD-125 154/5GI 78-24 7D PC A02/MF A01 


The Mechanisms of Substitution Reactions of Oc- 
tahedral Complexes, the Induced Aquation of the 
Halogenopentam minecobaltic lons by Metal Cations 
AD-125 090/1GI 78-24 7D PC A02/MF A01 
_ The Outer Sphere Association of Sulfate lon with 
Tripositive Cobaltammine lons 

AD-125 089/3GI 78-24 7D PC A02/MF A01 
Oxygen Atom Transfer Process 

AD-004 169/9GI 78-18 7D PC A02/MF A01 


Oxygen Atom Transfer Processes 
AD-020 835/5G! 78-21 7D PC A02/MF AO1 


Oxygen Atom Transfer Processes 
AD-033 908/5GI 78-18 7D PC AQ2/MF A01 


Oxygen Atom Transfer Processes 
AD-081 953/2GI 78-24 7D PC A02/MF A01 


Oxygen Isotope Effects at Anodes 
AD-125 087/7GI 78-22 7D PC A02/MF A01 


TAUBE, JEROME 


Analog Computer Simulation of Magnetic Reactors 
AD-119 403/4GI 78-16 9E PC A02/MF A01 


TAUBE, M. 
Extraction of Uranium and Thorium and Other 


Metals from Granite. 
LA-tr-77-42 78-01 8! PC A04/MF A01 


TAUBE, MORTIMER 


Application of the Uniterm System and the Associa- 
tion of ideas to a Special Library File 
AD-093 969/4Gi 78-02 5B PC A02/MF A01 


Communication Theory and Storage and Retrieval 
Systems 

AD-093 970/2G! 78-02 17B PC A02/MF A01 
Cost as the Measure of Efficiency of Storage and 
Retrieval Systems 

AD-137 399/2GI 78-11 9B PC A02/MF A01 


Final Rept. (And) Annotated List of Technical Re- 
ports Prepared and Submitted to the Office of Naval 
Research 


AD-137 471/9GI 78-11 5B PC A02/MF A01 
Storage and Retrieval of Information by Means of 


the Associativn of Ideas 
AD-054 862/8GI 78-10 5B PC A02/MF AO1 


Superimposed Coding for Data Storage with an Ap- 
pendix of Dropping Fraction Tables 
AD-111 261/4GI 78-02 9B PC A03/MF A0O1 


TAUBER, A. 


Fine Particle Li-Ferrite for APS Millimeter-Wave 
Phase Shifter. 
AD-A049 136/5G! 78-08 9E PC A02/MF A01 


TAUBER, ARTHUR 


Properties of Composite Magnetic Components for 
Use With HEMAC. 
AD-A054 280/3G! 78-17 9E PC A04/MF A01 


TAUBER, G.E. 

The Internal State of a Gravitating Gas 

AD-237 969/1GI 78-13 3B PC AOS/MF A01 
TAUBER, M. E. 

Trajectory Module of the NASA Ames Research 


Center Aircraft Synthesis Program ACSYNT. 
N78-26133/6GI 78-21 1C PC AQ4/MF A01 


TAUBERT, G. 
Applications of Interference Microscopy for Mea- 


surements on the Cell Nucleus in Comparison with 
Impulse Cytophotometry. 


LA-tr-78-4 78-16 6C PC A03/MF A01 
TAUC, J. 

Reprint: Correlations in Binary Liquid and Glassy 

Metals. 

AD-A058 071/2G! 78-24 11F PC A02/MF A01 

Reprint: Influence of Electronic Structure on Glass- 

Forming Ability of Alloys. 

AD-A049 728/9GI 78-09 11F PC A02/MF AO1 

Reprint: Photoemission Study of Nb-Ni Glasses. 

AD-A049 727/1GI 78-09 11F PC A02/MF AO1 
TAUER, KENNETH J. 

On the Crystal Structures, Residual Entropy and 

Dielectric Anomaly of Methanol 

AD-003 991/7GI 78-18 70 PC AQ2/MF AO1 


PA-1405 





TAUHATA, L. 
Toeless Pulse Shaping with a Single Delay-Line 
Network. 
CBPF-A0001/76 


TAUKE, G. J. 
Dual-Spin Attitude Control for Outer Planet Mis- 


sions. 

N78-15163/6GI 78-10 22A PC A04/MF AO1 
TAUNT, R. J. 

One the Reaction Product Morphology of Alloy 800 


in Simuiated HTR Helium. 
CEGB-RD/B/N-3914 


TAUNTON, O. D. 


Reprint: Effect of Triiodothyronine on Human Jeju- 
nal Glycolytic Enzymes (39046). 
AD-A053 753/0GI 78-16 6A PC A02/MF A01 


TAUNTON, O. DAVID 


Reprint: Hormonal Regulation of Hepatic and Jeju- 
nal Formiminotransferase Activity in Man and Rat. 
AD-A049 239/7GI 78-08 6P PC A02/MF A01 


Reprint: improvement in Jejunal Enzyme Adaptation 
in Obese Adult-Onset Diabetic Patients Following a 
30-Day Fast. 

AD-A058 254/4G! 78-24 6E PC A02/MF A01 


Reprint: Rapid Reciprocal Changes in Rat Hepatic 
Glycolytic Enzyme and Fructose Diphosphatase Ac- 
tivities Following Insulin and Glucagon Injection. 

AD-A049 653/9G! 78-09 6A PC A02/MF A01 


Reprint: Rapid Reciprocal Changes in Rat Tissue 
Enzyme Activities Following Epinephrine Injection. 
AD-A050 983/6G! 78-11 60 PC A02/MF A01 


Reprint: Relative Toxicity and Metabolic Effects of 
Cholecalciferol and 25-Hydroxycholecalcifero! in 
Chicks. 


AD-A057 030/9G! 78-22 6T PC A02/MF A01 


Reprint: Supression of Activities of Carbohydrate- 
Metabolizing Enzymes in Adipose Tissue of Obese 
Humans by Clofibrate. 
AD-A049 649/7G! 


TAUSCH, G. 


influence of NaF on the DNA-Metabolism During an 
Osteoporosis Therapy. 
SGAE-2717 


TAUSCH, H. J. 


Characterization of a H.F. Probe for integrated Cir- 
cuit’s Measurements. 
PB-274 497/7Gi 


TAUSCHER, LEON J. 
LGM-25 (TITAN) Missile Mechanic Career Ladder 
AFSCs 44330E, 44350E, and 44370E. 
AD-A056 638/0GI 78-21 51 PC A04/MF A01 
Security Police Officer and Security Police Staff Of- 
ficer Utilization Fields AFSCs 8111, 8116, 8121, and 
8124. 
AD-A052 740/8Gi 
TAUSCHER, STEVE 
Temper Embrittlement in 4140 Seamless Tubing. 
AD-A051 294/7GI 78-12 19F PC AQ2/MF A01 
TAUSIG, W. R. 
Improved Hardware and Techniques for Main- 


tenance and Repair of Split-Pipe-Protected Cables. 
AD-A046 022/0GI 78-02 9A PC A04/MF A01 


Nearshore Trenching Technology Development. 
AD-A057 941/7GI 78-24 13B PC A06/MF A01 
TAUSING, WAYNE R. 
Underwater Self-Gripping Pile Cutting Device. 
PAT-APPL-852 119/GI 
78-12 131 


78-10 9E MF A01 


78-21 11F MF AO1 


78-09 60 PC A02/MF A01 


78-20 60 MF A01 


78-04 9A Not available NTIS 


78-14 Si PC A06/MF A01 


PC A02/MF A01 
TAUSNER, MENASHA 


Mu Decay with Nonconservation of Parity 
AD-130 251/2GI 78-22 20H PC A02/MF A01 


TAUSSIG, R. T. 


High Thermal Efficiency, Radiation-Based Advanced 
Fusion Reactors. Final Report. 
EPRI-ER-544 78-09 


TAUXE, G. W. 


Optimal State Analysis of Reservoirs, 
PB-279 571/4GI 78-14 138 PC AOS/MF A0O1 


TAVARES, O. A. P. 


Analysis of Intermediate-Energy ( Gamma ,N) Reac- 
tions in Complex Nuclei. 
CBPF-A-0026/77 78-22 20H MF A01 


Experimental Evidences of Spontaneous and Low- 
Energy Induced Emission of Heavy tons from Even- 
Even Heavy Nuclei. 

CBPF-A0025/77 78-22 20H MF A01 


Photodisintegration of Light and Medium-Weight 
Nuclei at intermediate Energies-ill. Spallation of 
Vanadium, Manganese, Iron and Cobalt. 

CBPF-A0014/77 78-10 20H MF A01 


18A PC A07/MF A01 


PA-1406 


TAVASSOLI, M. 


Observations on Immunohemopoietic Marrow. An- 
nual Report, 15 July 1976--14 October 1977. 
SAN-899X5 78-07 6C PC A02/MF A01 


TAVIS, MICHAEL T. 


Theoretical Pressure Correlation Functions in Tur- 
bulent Boundary Layers. 
AD-A056 434/4GI 78-21 


TAVIS, R. L. 


Detailed Application of a Technology for the Formu- 
lation and Expression of Standards Applied to the 
American National Standard Building Code 
Requirements for Minimum Design Loads in 
Buildings and Other Structures (ANSI A58.1-1972). 

PB-279 091/3GI 78-15 13M PC A12/MF A01 


TAVKHELIDZE, A. N. 


Spectral and Projection Properties of the ‘Two 
Time’ Green Functions of N Particles in the Zero 
Plane Quantum Field Theory. 
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HRP-0024450/9G! 78-25 5i 


TAYLOR, R. 


Seminar on Smoke Control as a Part of Building 
Fire Protection, May 3, 1977. 
P5-285 939/5GI 78-26 13L PC A02/MF A01 


Reprint: Thermophysical Measurements on 90Ti- 
6AI-4V Alloy above 1450 K using a Transient 
(Subsecond) Technique. 

AD-A052 298/7GI 78-14 


TAYLOR, R. D. 


Monitoring Sinusoidal Vibration Environments with 
a Television System. 
BOX-613-1295(Rev.) 


TAYLOR, R. E. 


Deep Inelastic Electron and Muon Scattering. 
SLAC-PUB-1613 78-16 20H PC A03/MF A01 


Method and Apparatus for Continuous Measure- 
ment of Bacterial Content of Aqueous Samples. 
PAT-APPL-SN-891 247/GI 


78-17 13B PC A03/MF A01 
Method and Automated Apparatus for Detecting 
Coliform Organisms. 
PAT-APPL-SN-893 657/GI 

78-17 13B PC AQ3/MF A01 
Spectral and Total Emissivity and Reflectivity at 
High Temperatures. 
AD-A055 027/7GI 78-18 7D PC AQS/MF A01 


Reprint: Thermophysical Properties of Matter-The 

TPRC Data Series. Volume 13. Thermal Expansion - 

Nonmetallic Solids. 

PB-276 203/7GI 78-08 70 Not available NTIS 

Water Quality Monitoring System. 

PAT-APPL-SN-893 648/GI 
78-17 
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78-08 17G PC AOS/MF A01 


78-16 13B PC A02/MF A01 


78-04 6F PC A16/MF A01 


Annual Report, July 1, 


Not Available NTIS 


11F PC AQ2/MF A01 


78-03 14B PC A02/MF A01 


13B PC A0Q3/MF A01 
TAYLOR, R. G. 


Criticality Safety Survey Computations of Uranium 
Hexafluoride Freezer/Sublimer Tube Lattices. 
K/DD-1000 78-03 18J PC AQ3/MF A01 


Electrodeposition of Niobium on Tungsten. 


AERE-M-2882 
TAYLOR, R. L. 


An Atlas of GEOS-3 Radar Altimeter Data for Data 
Buoy Comparison Studies. 
N78-30155/3GI 78-25 22A PC A06/MF A01 


Investigation of Concept of Efficient Short 
Wavelength Laser. Quarterly Progress Report, 1 
April 1977--30 June 1977. 

COO0-4223-1 78-20 20E PC A02/MF A01 


Investigation of Induced Unimolecular Decomposi- 
tion for Development of Visible Chemical Lasers. 
Final Report, 1 May 1976--30 April 1977. 

COO-2920-4 78-18 20E PC A04/MF A01 


Investigation of Induced Unimolecular Decomposi- 
tion for Development of Visible Chemical Lasers. 
Quarterly Progress Report, 1 November 1976--31 
January 1977. 

COO-2920-3 78-17 20E PC A02/MF A01 


On the Uniform Complete Convergence of Density 
Function Estimates. 
AD-A052 316/7GI 


TAYLOR, R. W. 


Ash Fouling and Erosion of Silicon-Based Ceramic 
Expanders in Coal-Fired Power Piants. 
UCRL-52390 78-18 10A PC A02/MF A01 


Laboratory Experiment Demonstrating the Way in 
Which a Steam Barrier Prevents the Dissolution of 
Salt Buried in a Flooded Packed Bed. 

UCID-17507 78-04 7D PC A02/MF A01 


Silica Vaporization and Condensation: A Potential 
Source of Fouling in Coal Combustion. 
UCRL-79146 78-04 21B PC A02/MF A01 


TAYLOR, RAYNOR W. 


Fiber Optics Application Study. 
AD-A058 530/7GI 78-25 17B PC A08/MF A01 


TAYLOR, RICHARD D. 


ECCM Waveform Investigation. 
AD-B021 193/8G! 78-19 17D PC A06/MF A01 


TAYLOR, RICHARD K. 


Terminal Treatments for Illinois Continuously Rein- 
forced Concrete Pavements. 
PB-278 180/5GI 78-13 


TAYLOR, ROBERT H. 


Conclusions Regarding the Use of the ‘Proving 
Ground’ Concept in Evaluating Socio-Economic, 
Land-Use, and Environmental Models. 

PB-275 271/5GI 78-06 13B PC A02/MF A01 


An Evaluation of the CELNDX Program Developed 
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PB-275 255/8GI 78-06 13B PC A03/MF A01 


Evaluation of the Regional Activities Model (RAM) 
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PB-275 256/6GI 78-06 5A PC A03/MF A01 
An Evaluation of the Subregional Land-Use Alloca- 


tion Model. 
PB-275 243/4GI 


78-08 11F MF A01 


78-14 12A PC A02/MF A01 


13C PC A04/MF A01 


78-06 13B PC AQ5/MF A01 


General Guidelines Regarding the Transferability of 
Computer-Based Socio-Economic, Land-Use, and 
Environmental Models, 


PB-275 254/1GI 78-06 13B PC A02/MF A01 


Implementation of a Socio-Economic Model in a 
Rural Area: User Needs and Perceptions, 

PB-275 242/6GI 78-06 5C PC A03/MF A01 
Models Transfer Project (Final Report), State ID No. 
76-270210-282, 

PB-275 252/5GI 78-06 13B PC A02/MF A01 


Role and Conduct of User Seminars in the Transfer 
of Modeling Technology...The Colorado Experience, 
PB-275 250/9GI 78-06 13B PC A04/MF A01 


TAYLOR, ROBERT L. 


A Model for MBO in the Air Force. 
AD-A051 511/4GI 78-12 5A PC A03/MF AO1 


TAYLOR, ROBERT S. 


Reminiscing About the Future: From Librarian to in- 
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ED-139 407 78-16 5I 


TAYLOR, ROBERT W. 


Reprint: Two Views of Data Abstraction. 
AD-A051 564/3GI 78-12 9B PC A02/MF A01 


TAYLOR, RONALD F. 


Applications of Structural Optimization for Strength 
and Aeroelastic Design Requirements, 
AD-A050 281/5GI 78-10 1C PC A03/MF A01 


TAYLOR, S. 


Physical Fitness Tests for the Womens Royal Army 
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AD-A058 551/3G! 78-25 6N PC A04/MF AO1 
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AD-090 640/4GI 78-22 20H PC A03/MF A01 


Not available NTIS 





TAYLOR, S. A. 
The Aerodynamic Performance of a Freely-Hinged 
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TAYLOR, STEVE L. 
Reprint: Effect of Dietary Antioxidants and 
Phenobarbital Pretreatment on Microsomal Lipid 
Peroxidation and Activation by Carbon 
Tetrachloride. 
AD-A057 943/3G! 78-24 6A PC A02/MF A01 


Hygienic Indicator Organisms. A Comparison of 
Survival and Enumeration of the Group D 
Streptococci and ‘Escherichia coli’ Following Freez- 
ing and Frozen Storage, 

AD-A054 889/1GI 78-18 6M PC A03/MF A01 
Reprint: Sensitive Fluorometric Method for Tissue 


Tocopherol Analysis. 
AD-A045 493/4GI 


TAYLOR, T. N. 
Catalysis Studies. 
LA-7016-MS 78-12 7D PC A03/MF A01 
lon Scattering Studies of Some Actinide Materials. 
LA-UR-77-2072 78-14 7D PC A0Q2/MF A01 
TAYLOR, THEODORE B. 
An Assessment of 
Agriculture Technology. 
PB-279 211/7GI 78-15 2B PC A20/MF A0O1 
TAYLOR, THOMAS J. 
Acrylonitrile. 
PB-280 478/9GI 
TAYLOR, V. 


ts Plutonium Really Necessary. 
CONF-7605150-1 78-04 


TAYLOR, W. 


A Fault-Tolerant Multiprocessor Architecture for 
Aircraft, Volume 1. 
N78-31818/5GI 78-26 9B PC A11/MF A01 


Proceedings of the International Occupational 

Hand-Arm Vibration Conference Held at Cincinnati, 

Ohio on October 28-31, 1975, 

PB-274 246/8GI 78-04 6J PC A12/MF A01 
TAYLOR, W. D. 

Distribution and Importance of Phytoplankton in the 


Atchafalaya Basin, 
PB-277 544/3GI 78-11 13B PC A10/MF A01 


Distribution of Phytoplankton in Georgia Lakes. 
PB-279 668/8GI 78-15 13B PC A04/MF A01 


Distribution of Phytoplankton in Illinois Lakes, 
PB-285 411/5GI 78-26 13B PC A07/MF A01 


Distribution of Phytoplankton in Kentucky Lakes. 
PB-279 667/0GI 78-15 13B PC A03/MF A01 


Distribution of Phytoplankton in Mississippi Lakes. 
PB-273 388/9GI 78-02 6C PC A03/MF A01 
Distribution of Phytoplankton 
Lakes. 

PB-273 515/7GI 


TAYLOR, W. E. 
Array Automated Assembly, Phase 2. 
N78-24650/1GI 78-19 10B PC A04/MF A01 


Array Automated Assembly: Phase 2. Quarterly Re- 
port. 
DOE/JPL/954853-1 


TAYLOR, W. F. 


Development cf Improved Fischer--Tropsch 
Catalysts for Production of Liquid Fuels. Final Re- 
port. 

FE/8008-1 


TAYLOR, W. P. 


Portable LISP Interpreter. 
UCRL-52417 78-25 9B PC A02/MF AO1 


TAYLOR, WILLIAM C. 


Development oi Transportation Cost Functions for a 
Rural Ecosystem. 
PB-283 685/6GI 


TAYLOR, WILLIAM F. 
Alternate Fuels Nitrogen Chemistry. 
AD-A053 299/4GI 78-15 21D PC A04/MF AO1 


Development of a Low-Cost Catalyst for Hydrazine. 
AD-390 723/5GI 78-14 7D PC A03/MF A01 


Development of a Low-Cost Catalyst for Hydrazine. 
AD-392 605/2GI 78-14 211 PC A03/MF A0O1 


Development of a Low-Cost Catalyst for Hydrazine. 
AD-394 847/8GI 78-14 211 PC AO3/MF AO1 


Evaluation of Methods to Produce Aviation Turbine 


Fuels from Synthetic Crude Oils - Phase 3. Volume 
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AD-A053 106/1GI 


78-09 1A PC A0S/MF A01 


78-01 6A PC A02/MF A01 


Controlled Environmental 


78-17 6T PC AQ6/MF AO1 


18J PC A03/MF A01 


in West Virginia 


78-02 138 PC A03/MF A01 


78-21 10B PC A04/MF A01 


78-18 7A PC A08/MF A01 


78-23 13B PC A04/MF A01 


78-15 7A PC AOS/MF A01 


TAYLOR, WILLIAM J. 
Careful Pianning Can Reduce Cost Problems in 
Hospital Construction. 
HRP-0024920/1GI 78-26 6E Not Available NTIS 
TAYLOR, WILSON E. 
Solid State Imaging Device Parameter Study for Use 


in Electro-Optic Tracking Systems. 
AD-A049 9$56/6GI 78-10 17H PC AO7/MF A01 


TAYNAI, JOSEPH D. 


Space Laser Design. 
AD-907 551/6GI 


TAYS, MELVIN A. 
Preliminary Analysis of Available Inflight Respiratory 


Data. 
AD-A054 241/5GI 


TAZAWA, S. 
Full Aperture Kicker 


Synchrotron. 
KEK-76-21 


TAZIMA, T. 
Density Distributions of Impurities and Related 


Energy Losses in Tokamak Plasmas. 
JAERI-M-6606 78-04 201 MF A01 


Dielectronic Recombination of Carbon, Oxygen and 
Iron in Low-Density and High-Temperature Plasmas. 
JAERI-M-7019 78-16 201 MF AO1 


Effect of Plasma Minor-Radius Expansion in the 
Current Build-Up Phase of a Large Tokamak. 
JAERI-M-7014 78-16 18A MF A01 
Spectroscopic Investigations of the Vacuum Ultra- 
Violet Emission in a Normal-incidence Region from 
JFT-2 Tokamak Discharge. Bsub(T) = 9 Kgauss 
and Isub(P) = 76 Kamp. 

JAERI-M-6761 78-03 201 MF A01 


Study of Discharge Cleaning in the JFT-2 Tokamak 
with Surface Observation by AES. 
JAERI-M-6647 78-03 


TCHEN, C. M. 


Strong Turbulence in Magnetized Plasmas. 
RISO-365 78-18 201 


TCHOLAKOY, V. 
Infinite-Component Conformal Fields. 
Representation of the Two-Point Function. 
JINR-E-2-9273 78-03 20H 
TEACH, EUGENE G. 
The Dehalogenation of Allenic Halides 
AD-147 769/4GI 78-22 7C PC A03/MF A01 
TEAFF, JOSEPH D. 
Impact of Age Integration on the Well-Being of El- 
derly Tenants in Public Housing. 
HRP-0025719/6GI 78-26 5K Not Available NTIS 


TEAGAN, W. P. 
Conceptual Design and Analysis of a Compound 


Parabolic Concentrator Collector Array. 
ANL-K-77-3855-1 78-10 10A PC AOS/MF A01 


Conceptual Design of a 5X CPC for Solar Total 
Energy Systems. 
CONF-770953-5 


TEAGER, HERBERT M. 


Real-Time, Time-Shared Computer Project 
AD-267 630/2GI 78-13 9B PC A02/MF A01 


TEAGUE, E. CLAYTON 


Reprint: Uncertainties in Calibrating a Stylus Type 
Surface Texture Measuring Instrument with an In- 
terferometrically Measured Step. 

PB-280 538/0GI 78-17 14B Not available NTIS 


TEAGUE, GEORGE 


Archeological Reconnaissance of Lands Adjacent to 
Grand Canyon. 
PB-283 122/0GI 


TEAGUE, GEORGE A. 


Excavations at Harmony Borax Works: Historical 

Archeology at Death Valley National Monument. 

PB-284 183/1GI 78-24 SF PC A12/MF A01 
TEAGUE, M. L. 

Effects of ignition Sources and Fire Retardants on 

Material Ignition. 

PB-281 451/5GI 


TEAGUE, ROBERT S. 


A Study of Adverse Gastrointestinal Effects of 8- 
Aminoquinolines. 
AD-A056 085/4G! 


TEAGUE, WILLIAM R. 


Development of Management Guidelines to Prevent 

Pollution by Irrigation Return Flow from Rice Fields. 

PB-281 588/4GI 78-18 2C PC$19.00/MF A01 
TEAH, BERNARD A. 


Germfree Animal Production at Lobund Institute 
AD-241 189/0GI 78-11 6C PC A02/MF A01 


78-14 20E PC A02/MF AQ1 


78-17 6P PC A02/MF A01 


Magnets for KEK Proton 


78-19 20G MF A0O1 


18A MF A01 


MF A01 


Spectral 
MF A01 


78-14 10A PC A02/MF AO1 


78-20 SF PC A12/MF A01 


78-18 


11E PC A11/MF A01 


78-21 60 PC A04/MF A01 


TEEPLE, LAWRENCE 


TEALE, J. L. 


Hydrodynamic Lubrication with Wear and Asperity 
Contact in Mechanical Face Seals. 
AD-A050 783/0G! 78-11 11A PC A10/MF A01 


TEATHER, J. S. 


Availability of Manual Manpower for U.S. Energy 
Development Programs. 
PAE/3794-3 


TEATS, F. G. 


Characterization of Suspended Flue Gas Particle 
Systems with on-Line Light Scattering Particle 
Analyzers. 

CONF-770970-2 78-15 14B PC A03/MF A01 


Evaluation of on-Line Light-Scattering Optical Parti- 
cle Analyzers for Measurements at High Tempera- 
ture and Pressure. 
ANL/CEN/FE-77-7 


TEBAY, STERLING 


Evaluation of Deepwater Ports Mooring Load Moni- 
toring and Prediction Systems. 
AD-A057 665/2G! 78-23 13J PC A11/MF A01 


TEBB, R. G. P. 


Differential Peak/Off-Peak Bus Fares in Cumbria: 
Short Term Effects, 
PB-284 512/1GI 78-24 13B PC A03/MF A01 


Passenger Resistance to a Rural Bus-Bus in- 
terchange, 
PB-276 521/2GI 


TEBELEV, L. G. 


Computer Calculation of Concentration Stability 
Constant of the NdNO sub 32+ Complex. 
NIIAR-P-265 78-08 7D MF A01 


TEDDER, D. W. 


Actinide Partitioning and Transmutation Program. 
Progress Report, April 1--June 30, 1977. 
ORNL/TM-6056 78-13 18G PC A10/MF A01 


Actinide Partitioning and Transmutation Program. 
Progress Report, July 1--September 30, 1977. 
ORNL/TM-6174 78-20 18G PC A10/MF A01 


Actinide Partitioning and Transmutation Program 
Progress Report, October 1, 1976--March 31, 1977. 
ORNL/TM-5888 78-01 18G PC A05/MF A01 


Preliminary Assessment of Partitioning and Trans- 
mutation as a Radioactive Waste Management Con- 
cept. 

ORNL/TM-5808 


TEDESCO, JOSEPH W. 


Connections Between Equipment and Structures 
Subject to Seismic Loading - Preliminary Bibliog- 
raphy. 

PB-286 054/2Gi 


TEEGARDEN, DAVID K. 


Reprint: Cimetidine Prevents Stress-induced Gastric 
Erosions. 
AD-A052 453/8G! 


TEEGARDEN, K. J. 


Development of Ferromagnetic Spinels for Optical 
Isolation at 10.6 Micrometers Progress Report, Au- 
gust 1, 1976--April 30, 1977. 

COO-4056-3 78-03 20L PC A02/MF A01 


Development of Ferromagnetic Spinels for Optical 
Isolation at 10.6 micrometers Progress Report, 
December 1, 1977--February 28, 1978. 

COO-4056-6 78-21 20 PC A02/MF A01 


Development of Ferromagnetic Spineis for Optical 
Isolation at 10.6 micrometers. Progress Report, May 
1, 1977--July 31, 1977. 

COO-4056-4 78-13 20F PC A02/MF A01 


Development of Ferromagnetic Spinels for Optical 
Isolation at 10.6 Micrometers. Progress Report, 
November 1, 1976--January 31, 1977. 

COO-4056-2 78-02 20F PC A02/MF A01 


TEEL, GEORGE D. 


Air Blast Parameters from Summer and Winter 20- 


Ton TNT Explosions, Operation Distant Plain, 
Events 3 and 5. 
AD-830 308/3G! 


TEENY, F. M. 


Deep Ocean Mining Environmental Study (DOMES). 
Unpublished Manuscript Number 20. Data Report: 
Trace Metals - DOMES Samples, 

PB-281 098/4G! 78-16 8! 


TEENY, FUAD M. 


Aquatic Disposal Field investigations, Duwamish 
Waterway Disposal Site, Puget Sound, Washington; 
Appendix C: Effects of Dredged Material Disposal 
on the Concentration of Mercury and Chromium in 
Several Species of Marine Animals. 

AD-A049 616/6G! 78-09 138 PC A03/MF A01 


TEEPLE, LAWRENCE 


Video Laser Beam Recorder. 
AD-A050 615/4GI 78-11 


78-05 51 PC A03/MF A01 


78-19 148 PC A03/MF AO1 


78-08 13B PC A02/MF A01 


78-09 18G PC AQ9/MF A01 


78-26 13M PC A05S/MF AO1 


78-14 60 PC A02/MF A01 


78-11 19D PC AQS/MF A01 


PC A08/MF A01 


17B PC A08/MF A01 


PA-1409 





TEEPLE, R. V. 


Project Pogo: Total Coal Utilization, Cog Refinery 
Design Criteria. R and O Report No. 114, interim 
Report No. 5. 
FE-1775-11 


TEES, W.G. 


UHF Adaptive Array Development Program. 
AD-A055 942/7G! 78-20 17D PC A07/MF A01 


TEESDALE, THOMAS JOSEPH 


An Analysis of Major Training Area Operations in V 
Corps, US Army Europe. 
AD-A047 126/8G! 78-04 


TEESE, R. B. 


Spectrum-Generating Su(4) in Particle Physics. li. 
Electromagnetic Decays of Vector Mesons. 
ORO-3992-317 78-12 20H PC A03/MF A01 


TEETER, A. M. 


New York Bight Suspended Matter and Oceano- 
graphic Data 1973-1974. Total Suspended Matter; 
Traverse Stations, June, 1974 and Prior Cruises; 
Total Suspended Matter and Physical Oceano- 
graphic Data June-July, 1974 Cruise; Total 
Suspended Matter, December, 1974, Cruise. 

PB-281 188/3GI 78-18 13B PC AOS/MF A01 


TEETER, RUTH B. 


Psychiatric Disturbances of Aged Patients in Skilled 
Nursing Homes. 
HRP-0023014/4GI 


TEEVAN, RICHARD 


The Hope-of-Success and Fear-of-Failure Aspects 
of Need for Achievement 
AD-063 366/9G! 78-20 5J PC A02/MF A01 


Projective Studies of Fear of Failure 

AD-250 517/0GI 78-01 SJ PC A03/MF A01 
TEGART, J. R. 

Analysis and Test for Space Shuttle Propellant 


Dynamics: 1/60th Scale Model Test Results. 
N78-21301/4GI 78-16 211 PC AO6/MF A01 


Effect of Vibration on Retention Characteristics of 
Screen Acquisition Systems. 
N78-12364/3GI 78-07 20D PC A08/MF AO1 


TEGELAAR, P. 


Determination of the Stress Concentration Factor in 
the Radius of a Test Bar for the Investigation on 


78-13 21D PC AOS/MF A01 


15G PC A07/MF A0O1 


78-09 6E Not Available NTIS 


Glass Fiber Reinforced Polyester Bepaling van de 
Spanningsconcentratiefactor in de Afroding van een 


Proefstaaf voor Het 
Versterkt Polyester. 
N78-26502/2GI 


TEGELER, E. 


Anisotropic Emission of the X-Ray K-Emission Band 
of Nitrogen in Hexagonal Boron Nitride. 
DESY-SR-77/07 78-18 20. MF A01 


X-Ray Spectroscopic Studies of the Electronic 
Structure of the Oxyanion Po exp 3-4. 
DESY-SR-76/17 78-08 7D MF A0O1 


X-Ray Spectroscopic Studies of the Electronic 
Structure of the Oxyanions NO exp -2 , NO exp -3, 
and CO exp 2-3. 
DESY-SR-77/14 


TEGG, D. 


Synthesis of Thermally Stable High Density and 
High Energy Plasticizers. 
AD-516 837/2GI 78-19 211 


TEHERANI, D. K. 


Determination of Heavy Metals in Fishes from Upper 
Austrian Waters. 
SGAE-2726 


TEHNG, U. M. 


Some Problems in the Theory of Tokamak Microin- 
stabilities. 
1AE-2584 


TEHON, S. W. 
Multimode Filters. 
AD-A046 091/5GI 

TEHVER, I. J. 
Radiationless Transfer of Electron Excitation During 


Vibrational Relaxation. 
Fl-31 78-09 20L MF A01 


TEICH, M. 


Optical Communications Systems. Report of a 
Grantee-User Meeting (10th) Held at Columbia 
University on June 6-7, 1977. 

PB-285 612/8GI 78-25 20F PC A06/MF A01 


TEICH, MALVIN CARL 


Reprint: Effects of Rate Variation on the Counting 
Statistics of Dead-Time-Modified Poisson 
Processes. 

AD-A056 758/6G! 


Onderzoek Aan Glasvezel 


78-21 110 PC A02/MF A01 


78-19 7D MF AO1 


PC A04/MF A0O1 


78-20 6F MF A01 


78-23 18A PC A0Q2/MF A01 


78-02 9E MF A01 


78-22 148 PC A02/MF A01 


PA-1410 


TEICHEL, H. 
Calculation of the Thermal and Hydraulic States in 
Rod Cluster Cores of Light-Water Reactors. 
GKSS-77/E/4 78-06 18J MF A01 


TEICHERT, WERNER 
ES 1010 - A Small Computer of the ESER (Uniform 


Electronic Computer System)--Translation. 
AD-A048 335/4GI 78-07 9B PC A02/MF A01 


TEICHMAN, RICHARD A. Il! 
Reprint: Absorption and Laser-Excited Emission 


Spectra of Matrix-isolated Pb2. 
AD-A053 811/6GI 78-16 7D PC A02/MF A01 


Reprint: Effects of Neon Matrix Environment on 
Three Vibronic Emission Systems of PbS. 
AD-A054 864/4Gi 78-18 7D PC A02/MF AO1 


TEICHNER, S. J. 


Change in the Thermionic Work Function of 
Semiconductor Powders Exposed to Electromag- 
netic Radiation. 

N78-11211/7GI 78-06 7D PC A0Q2/MF A01 


Photocatalytic Oxidation Mechanism of Alkanes in 
Contact with Titanium Dioxide. 
N78-11210/9GI 78-06 7D PC A02/MF A01 


Photocatalytic Oxidation Mechanism of Isobutane in 
Contact with Titanium Dioxide (TIO2). 
N78-11209/1GI 78-06 7D PC A02/MF A01 


Variation in the Thermionic Work Function of 
Semiconductor Powders Exposed to Electromag- 
netic Radiation. 
N78-11212/5GI 


TEICHNER, WARREN H. 
An Analysis and Critique of Behavioral Toxicology 


in the USSR, 
PB-273 807/8GI 78-03 6T PC A07/MF A01 


Input, Output, and Response Blocking in Immediate 
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AD-A050 302/9G! 


TEICHROEW, D. 


User Requirements Analyzer (URA) User's Manual 
H6180/Multics/Version 3.2 and Figures. 
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TEIGELER, TERRY RICHARD 
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impact Assessment. 
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cal Methods. 
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TEJWANI, G. D. T. 


Calculated Pressure-Broadened Linewidths of C 
sub 2 H sub 4. 


1S-4373 78-23 7D PC A04/MF AO1 
Calculated Pressure-Broadened Linewidths of HNO 


sub 3. 
1S-4256 


78-06 7D PC A02/MF A01 


78-10 5J PC A03/MF A01 


13B PC A03/MF A0O1 


78-23 


13K PC A02/MF A01 


78-04 13B PC A04/MF A01 
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PC A02/MF A01 


PC A02/MF A01 


19A PC A03/MF A01 


78-24 12B PC A03/MF A01 


78-25 4A PC A03/MF AO? 


78-07 7D PC A06/MF A01 


TEKINALP, BEKIR 
Elastic, Plastic Bending of a Simply Supported Cir- 
cular Plate under a Uniformly Distributed Load 
AD-083 413/5GI 78-14 20K PC A02/MF A01 


TELEGDI, V.L. 
Magnetic Quenching of 3-Photon Annihilation in 


Solids 
AD-121 151/5GI 


TELEGIN, G. P. 
Joint Test of U.S. Electrode System in the U.S.S.R. 
U-02 Facility. 
PB-278 944/4GI 


TELENIN, G. F. 


Numerical Methods for the Statistical Analysis of 
Random Processes by Means of Computers. 
N78-18795/2GI 78-13 12A PC A04/MF A01 


TELESHEY, V. |. 


Designing Concrete Dams for Especially Harsh Cli- 
matic Conditions -- Translation. 
AD-A047 592/1GI 78-05 13B PC A02/MF A01 


TELIONIS, D. P. 


Experimental Investigation of Unsteady Separation. 
AD-A051 539/5G! 78-12 20D PC A04/MF A01 


TELIONIS, D. P. SUGAS 


Reprint: On the Dynamics of Eddy Viscosity Models 
for Turbulent Boundary Layers. 
AD-A055 300/8G! 78-18 200 PC A02/MF A01 


TELIONIS, DEMETRI P. 


Reprint: Compressible Oscillating Boundary Layers. 
AD-A055 298/4G! 78-18 20D PC A02/MF AO1 


Critical Points and Streamlines in Viscous Flows, 
AD-A050 876/2G! 78-11 20D PC A04/MF A0O1 


Reprint: A Quasilinear-Approximation Model for 
Turbulent Shear Flow. 
AD-A055 299/2G! 


TELL, RICHARD A. 


Analysis of Radar Exposure in the San Francisco 
Area, 
PB-273 188/3GI 78-03 6R PC A02/MF AO1 


An Analysis of Radiofrequency and Microwave Ab- 
sorption Data with Consideration of Thermal Safety 
Standards. 

PB-284 639/2Gi 78-24 6R PC A04/MF A01 


An Investigation of Broadcast Radiation Intensities 
at Mt. Wilson, California. 
PB-275 040/4GI 78-06 6R PC A03/MF A011 


Population Exposure to VHF and UHF Broadcast 
Radiation in the United States, 
PB-284 637/6GI 78-24 6R PC A03/MF A01 


TELLEFSEN, K. 


A Study for Hypergolic Vapor Sensor Development. 
N78-18224/3GI 78-13 148 PC AQS/MF A01 


TELLEGEN, AUKE 


Preferences for Working Individually or in Groups: |. 
As Affected by the Need for Self-Evaluation, Hope- 
of-Success, Fear-of-Failure and Group Organiza- 
tion. li. As Affected by Need for Status, Experimen- 
tally induced Self-Evaluations, Hope-of-Success, 
Fear-of-Failure and the Public-Private Aspect of 
Performance 

AD-147 403/0GI 


TELLEP, D.M. 


Lift on Flat Plates in Low Density Supersonic Flow 
AD-074 291/6GI 78-20 20D PC A04/MF AO1 


TELLER, CECIL M. 


Engineering Services to Determine Acceptance 
Limits of Ultrasonic Transducers for Nondestructive 
Inspection. 

AD-A056 648/9G! 


TELLER, R.G. 


Crystallographic 
Metal Complexes. 
BNL-22995 78-05 7D PC A03/MF A01 


Neutron Diffraction Studies of Tetrahedral Cluster 
Transition Metal Hydride Complexes: HFeCo sub 3 
(Co) sub 9 (P(OCH sub 3 ) sub 3 ) sub 3 and H sub 
3 Ni sub 4 (C sub 5 H sub 5 ) sub 4. 

BNL-22982 78-03 70 PC A02/MF AO1 


TELLEZ, R. M. 
Moving Head Disc Operating System on an 854A 
Automatic Network Analyzer. 
BDX-613-1652 78-14 
TELLINGHUISEN, J. B. 


Spectroscopic Studies of Ultraviolet Lasing Transi- 
tions in  Diatomic Molecules. Final Report, 
November 1, 1975--October 31, 1977. 

ORO-5005-16 78-19 20E PC A02/MF A01 


TELLINGHUISEN, JOEL 


Ultraviolet Lasing 
Molecules. 
AD-A056 834/5GI 


78-22 20H PC A02/MF AO1 


78-14 10B Not available NTIS 


78-18 20D PC A02/MF AO1 


78-22 5J PC AOQ3/MF AO1 


78-21 14B PC A04/MF A01 


Investigations on Polyhydride 


14B PC A02/MF A01 


Transitions in Diatomic 


78-22 20E PC A02/MF A01 





TELSTE, JOHN G. 
A Discrete Vortex Simulation of a Two-Dimensional 
Shear Layer with Prediction of the Hydrodynamic 
Noise, 

AD-A049 271/0GI 78-08 20D PC A03/MF A01 


A Discrete Vortex Simulation of a Two-Dimensional 
Shear Layer with Prediction of the Hydrodynamic 
Noise, 

AD-A056 377/5GI 


TEMES, CLIFFORD L. 
An analysis of radar in terms of information theory 
and physical entropy. 
AD-464 992/7GI 77-20 171 PC AOS/MF A01 
A User-Oriented Management Program for Project 


Monitoring on a Time-Share Computer Terminal. 
AD-A053 386/9G! 78-16 5A PC A02/MF A01 


TEMOFONTE, T. A. 


Heterostructure Single Crystal Silicon Photovoltaic 
Solar Cells. First Quarterly Report, September 27, 
1976--December 31, 1976. 

SAN/1282-1 78-14 


TEMPELMEYER, K. E. 


Development Program for Mhd Direct Coal-Fired 
Power Generation Test Facility. Quarterly Technical 
Progress Report, January--March 1976. 

FE-1760-18 78-05 108 PC A04/MF A01 


TEMPERLEY, J. K. 


Analysis of Transmission-Line Accelerator Con- 
cepts. 
AD-A056 364/3GI 78-21 


TEMPERLEY, JUDITH K. 
Propagation Characteristics of Narrow X-Ray Pul- 


78-21 20D PC A03/MF A01 


10B PC A02/MF AO01 


20G PC A04/MF A01 


ses. 

AD-B004 699/5GI 
TEMPLAIN, C. J. 

Preliminary Study of Uranium Favorability of the 

Wilcox and Claiborne Groups (Eocene) in Texas. 

GJBX-7(78) 78-14 8! PC E06/MF A01 
TEMPLE, 


Preparation and Purification of Citrovorum Factor. 
PAT-APPL-826 677/GI 78-06 7C PC A03/MF A01 


TEMPLE, FRANCES G. 


Two Studies of Prediction of Success in a Col- 
legiate Program of Nursing. 
HRP-0017116/5GI 78-01 


TEMPLE, H. E. 


Silicon Sheet Growth by the Inverted Stepanov 
Technique. Final Report, March 22, 1976--May 31, 
1977. 

DOE/JPL/954465-2 


TEMPLE, MICHAEL G. 


Documentation for the Public Use Data Base of the 
Comprehensive Longitudinal Evaluation of the WIN 
ll Program. 

PB-284 230/0GI 78-24 5K PC A08/MF A01 
WIN I! Program Evaluation - Data Tape for Public 


Use Data Base. 
PB-284 229/2GI 


TEMPLE, S. M. 


Evaluation of Fuel Rod Performance in Maine Yan- 
kee Core |. Task C. Final Report. 
EPRI-NP-218 78-02 


TEMPLE, W. 


lon Beam Studies. Pt.6. The Production of Heavy 
lon BEAMS. 
AERE-R-8748 


TEMPLE, WILLIAM H. 


Asphaltic Concrete Overlays of Rigid and Flexible 
Pavements. 


PB-274 047/0GI 78-03 13B PC A04/MF AQ01 


Evaluation of Drainage Pipe by Field Experimenta- 

tion and Supplemental Laboratory Experimentation. 

PB-283 681/5GI 78-23 11F PC AQ4/MF A01 

Evaluation of Joint Sealant Materials. 

PB-274 022/3GI 78-04 13C PC A06/MF A01 
TEMPLETON, CAROLYN LOUISE 

Nutrition Counseling Needs in a Geriatric Popula- 

tion. 

HRP-0025447/4GI 78-21 


TEMPLETON, LIESELOTTE K. 


Formation of BaTiO3 from BaCO3 and TiO2 in Air 
and CO2 
AD-201 676/4GI 


TEMPLETON, T. K. 


Compensation for Transport Delays Produced by 
Computer Image Generation Systems. 
AD-A056 720/6GI 78-22 5i PC AQ4/MF A01 


TEMPLETON, T. L. 


TRIUMF Thermal Neutron Facility as Planned for 
Operation by 1978. 


78-19 20E PC A03/MF A01 


6E Not Available NTIS 


78-21 10B PC AO5/MF A01 


78-24 5K CP TO02 


18J MF AO1 


78-18 7D MF A01 


6E Not Available NTIS 


78-23 11B PC A02/MF A0O1 


TRI-77-1 
TEMPLETON, W. L. 


Workshop on the ERDA Marine Sciences Research 
Program for the West Coast of the U.S. 
CONF-760379- 78-01 13B PC A02/MF A01 


TENAUD, JEAN-PAUL 


Mechano-Optical Camera with a Recording Speed 
of Ten Million images Per Second -- Translation. 
AD-A046 479/2GI 78-03 14E PC A02/MF A01 


TENCATE, W. 


Determination of the Stress Concentration Factor in 
the Radius of a Test Bar for the Investigation on 
Glass Fiber Reinforced Polyester Bepaling van de 
Spanningsconcentratiefactor in de Afroding van een 
Proefstaaf voor Het Onderzoek Aan Glasvezel 
Versterkt Polyester. 
N78-26502/2GI 


TENCKHOFF, HENRY 


Development of a Home Peritoneal Dialysis System 
PB-281 085/1GI 78-18 6L PC A02/MF A01 


TENDLER, M. B. 


Electron Energy Distribution in a High Pressure Gas 
Discharge Sustained by a High Current Electron 
Beam. 

N78-11840/3GI 


TENERINI, EDMUND J. 


Feasibility of investment Casting Preforms for 
Phalanx Penetrators. 
AD-A053 359/6GI 


TENFORDE, T. S. 


Preliminary Studies on Factors Controlling the Rate 
of Regrowth of Heavily X-Irradiated Rat Rhabdo- 
myosarcoma Tumors. 
LBL-7406 


TENG, CH’! 
Carrier of Satellite and Spaceship. Part Il -- Transla- 


tion. 
AD-A056 987/1GI 


TENG, L. C. 
Effects Limiting Accelerated Beam intensity in the 


Largest Proton Synchrotron. 
CONF-770709-12 78-07 20G 


Further Parametric Studies of 
System for Heavy lon Fusion. 
TID-28278 78-21 20G PC A02/MF A01 


Further Parametric Studies of the Accelerator 
System for Heavy lon Fusion: Addendum. 
TID-28316 78-21 20G PC A02/MF A01 


TENG, ROBERT N. 


Breech Closure Mechanism. 
PAT-APPL-865 467/GI 
78-13 


78-23 20G PC A03/MF A01 


78-21 11D PC A02/MF A01 


78-06 201 PC A02/MF A01 


78-15 19A PC A02/MF A01 


78-22 6R PC A02/MF A01 
78-22 22D PC A02/MF A01 


PC A02/MF AO1 
the Accelerator 


19F PC A02/MF A01 
TENG, TA-LIANG 


Crustal and Upper Mantle Velocity and Q Structures 
of Mainland China. 
AD-A054 288/6GI 


TENGSTROM, ERIK 


Geometrical and Geodynamical Studies in Europe 
with Two Frequency Doppler Measurements from 
Satellites. 

AD-A052 815/8GI 


TENNANT, B. S. 


Forecasting Rural Road Travel in Developing Coun- 
tries from Studies of Land Use, 
PB-277 726/6GI 78-11 138 PC A03/MF A0O1 


TENNANT, CHARLES E. 


Users’ Guide for the Nuclear Fire Planning and As- 
sessment Model Il and Related Routines (NUFAM li 
Guide), 

AD-A055 423/8GI 


TENNANT, R. W. 


ONA Replication of the Parvovirus Kilham Rat Virus. 
|. Characterization of Intracellular Forms of Viral 
ONA Extracted by Guanidine Hydrochloride. 

CONF-770555-2 78-03 6C PC A03/MF A01 


Specific Cell RNA Mediators and the Mechanism of 
Fv-1 Gene Restriction. 
CONF-770979-1 


TENNANT, V. O. 


Livestock Underpass Usage Study. 
PB-284 343/1GI 78-24 13B 


TENNENHOUSE, G. J. 
Fabrication of Thin Layer beta Alumina. 
N78-14143/9GI 78-09 11B PC A03/MF AO01 
TENNERY, V. J. 
Assessment of Fibrous Insulation Materials for the 


Selenide Isotope Generator System. 
ORNL/TM-5908 78-14 18N PC A03/MF AO1 


78-17 8K PC A08/MF A01 


78-14 8E PC A02/MF A0t 


78-20 15F PC AQ6/MF A01 


78-13 6C PC A02/MF A01 


PC A03/MF A01 


TEPAS, DONALD I. 


Effects of Alternate Fuels Refractory Test Facility 
(RTF) Test 1. Analysis of Selected Aluminosilicate 
Refractory Bricks, Mortars, and Fibrous Insulations 
Degraded by Domestic Residual Oil Combustion 
Products. 

ORNL/TM-6351 78-25 118 PC AOS/MF A01 


Effects of Alternate Fuels. Report No. 1. Analysis of 
High-Duty Fireclay Refractories Exposed to Coal 
Combustion. 

ORNL/TM-5909 78-15 118 PC AC3/MF A01 


Effects of Alternate Fuels. Report No. 2. Analysis of 
Basic Refractories Degraded by Residual Oil Com- 
bustion Products. 

ORNL/TM-6088 78-17 11B PC AOQS/MF AO1 


Effects of Alternate Fuels. Report No. 3. Analysis of 
High-Duty Fireclay Refractories Degraded by 
Residual Oil Combustion Products. 

ORNL/TM-6184 78-20 21B PC A03/MF A01 


Effects of Alternate Fuels. Report No. 4. Analysis of 
Soaking Pit Cover Refractories Degraded by 
Residual Oil Combustion Products. 

ORNL/TM-6204 78-22 116 PC A04/MF A01 


Effects of Alternate Fuels. Report No. 5. Analysis of 
Fused Cast AZS Refractory, Silica Refractory, and 
High-MgO Refractory Degraded by Residual Oil 
Combustion Products. 

ORNL/TM-6278 78-25 118 PC A04/MF A01 


Processing Requirements for Property Optimization 
of Eu sub 2 O sub 3 -W Cermets for Fast Reactor 
Neutron Absorber Applications. 

CONF-771137-1 78-13 18) PC AOQ2/MF A01 


Radiological Environmental Assessment of the 
Recycle of LMFBR Advanced Fuels. 
CONF-771008-5 78-09 6F PC A02/MF A01 


Recuperator Materials Technology Assessment. 
ORNL/TM-6227 78-16 11B PC A04/MF A01 


TENNES, BERNARD R. 


Continuous Mechanized Harvesting of Horticultural 
Crops. 
PATENT-4 064 683 78-10 2C Not available NTIS 


TENNEY, D. R. 


Correction Factors for on-Line Microprobe Analysis 
of Multielement Alloy Systems. 
N78-15236/0GI 78-10 11F PC A10/MF A01 


Numerical Analyses for Treating Diffusion in Single- 
, Two- and Three-Phase Binary Alloy Systems. 
N78-19263/0GI 78-14 11F PC A03/MF A01 


Prediction of Moisture and Temperature Changes in 
Composites During Atmospheric Exposure. 
N78-23149/5GI 78-18 11D PC A03/MF A01 


TENNFORS, E. 


Forced Radial Oscillations of a Fully lonized Cylin- 
drical Plasma Surrounded by a Partially lonized 
Plasma Shell. 

TRITA-EPP-76-20 


TENNY, H. 


Rapid Characterization of Drilled Test Earth Cores 
by X-Ray Energy Dispersive Analysis. 
PNL-2655 78-26 81 PC A02/MF 101 


TENNYSON, CAROL L. 


Computer-Based Adaptive Instructional Strategies 
for the Improvement of Performance and Reduction 
of Time, 

ED-140 782 


TENNYSON, R. C. 


Experimental Evaluation of the Tensor Polynomial 
Criterion for Designing Composite Structures. 
N78-10216/7GI 78-05 110 PC A0S/MF A01 


TENNYSON, ROBERT D. 


Computer-Based Adaptive instructional Strategies 
for the Improvement of Performance and Reduction 
of Time, 

ED-140 782 78-14 51 Not available NTIS 


Teaching Concepts: An Instructional Design Guide, 
ED-143 337 78-22 5!I Not available NTIS 
TENO, J. 


Inductor Network Development for Aircraft High 
Power Supplies. 
AD-A052 750/7GI 


TENORIO-TAGLE, G. 


Colliding lonization Fronts. Pt. 1. lonized Shells in 
Hil Regions. 
MPI-PAE/Astro-116 


TENTYUKOVA, G. N. 


File Structure and Organization in the Automation 
System for Operative Account of Equipment and 
Materials in JINR. 
JINR-10-8725 


TEPAS, DONALD |. 


Research on harassment scheduling. 
AD-452 587/9G! 78-13 5J PC AO6/MF A01 


78-08 20! MF A01 


78-14 51 Not available NTIS 


78-14 108 PC A11/MF A01 


78-18 3B MF AO1 


78-23 9B PC A02/MF AG1 


PA-1411 





TEPER, G. L. 
Development of Automatic and Manual Flight 
Director Landing Systems for the XV-15 Tilt Rotor 
Aircraft in Helicopter Mode. 
N78-22071/2GI 78-17 18 PC A12/MF A01 


Preliminary Candidate Advanced Avionics System 


(PCAAS.). 
N78-10061/7GI 


TEPER, M. J. 


Large-p/sub T/ Processes in a Nonscaling Parton 
Model. OITS-76. 
RLO/2230/T4-199 


TEPLITSKII, A. KH. 


Influence of Base Distance on Range of Measure- 
ment of gamma Densimeters. 
UCRL-Trans-11331 78-16 
TEPLITZ, V.L. 

Cosmological implications of Massive, Unstable 
Neutrinos. 

ORO-3992-313 78-09 20H PC A03/MF A01 
Cosmological Implications of 
Neutrinos (New and Improved). 
ORO-3992-318 78-22 20H PC A03/MF AO1 
Cosmological Upper Bound on Heavy Neutrino 
Lifetimes. 

ORO-3992-308 78-07 20H PC A02/MF A01 


Limits from Primordial Nucleosynthesis on the Pro- 
perties of Massive Neutral Leptons. 
ORO-3992-323 78-25 20H PC A03/MF A0O1 


TEPLYAKOV, V. A. 


System for RF Power Input to URAL-30 Proton 
Linac Cavities. 
LA-tr-78-41 
TEPOYAN, L. O. 
Device for the Measurement of Instantaneous Value 
of Magnetic Field Strength of Synchrotron Elec- 
tromagnets. 
EFI-162(76) 
TEPPER, E. H. 
Regenerable Device for Scrubbing Breathable Air of 
CO2 and Moisture Without Special Heat Exchanger 
Equipment. 
PATENT-4 046 529 78-02 6K Not available NTIS 
TEPPER, FREDERICK R. 


Dynamics of Pin Pallet Runaway Escapement, 
AD-A056 462/5GI 78-21 19A PC A02/MF A01 


TEPPER, JAY O. 


Intergovernmental Data Issues. 

PB-279 237/2GI 78-15 5A PC A03/MF A01 
TEPPER, LESTER 

Monitoring Business Cycles at Home and Abroad: A 

Basic Report on the NBER International Economic 


Indicator System. 
PB-283 997/5GI 


TER-AKOP’YAN, G. M. 


Existence on Nature of Superheavy Elements Ac- 
companying Hafnium. 
JINR-R-6-8266 


TER, D. 
Application of Green's function toerromagnetism. 
AD-404 158/8GI 77-20 20L PC A02/MF A01 
TER-MARTIROCYAN, K. A. 


Description of Np< Pn and Anti Pp implies Antinn 
Processes in the Theory of Complex Moments. 
ITEF-30(1974) 78-23 20H PC X00/MF A0O1 


TER-MARTIROSYAN, K. A. 
Fruassaron Dynamics in High Energy Physics. 
JINR-D-2-9789 78-09 20H MF A01 
Theory of the Direct Four-Fermion Interaction. 
ITEP-74 78-04 20H MF A01 
TER-MINASYAN, M. E 


Weevils of the Subfamily Cleoninae in the Fauna of 
the USSR Tribe LIXINI--Translation. 
PB-284 125-T/GI 78-23 6C PC A08/MF A01 


TERADA, H. 


78-05 1D PC A09/MF A01 


78-17 20H PC A02/MF A01 


18D PC A02/MF A01 


Massive, Unstable 


78-25 20G PC A02/MF A0O1 


78-20 20G MF A01 


78-23 5C PC A13/MF A01 


78-01 20H MF A01 


Stress-intensity Factors for a Wedge-Loaded Edge 
Crack in a Semi-infinite Strip. 


N78-10507/9GI 
TERADA, K. 


Filter Testing and Development for Prolonged 
Transuranic Service and Waste Reduction. 
RFP-2635 78-15 13K PC A04/MF A01 


TERAI, R. 


Chemical Durability of Glasses Suitable for the 
Storage of High Level Radioactive Wastes. |. On the 
Mechanism of Dissolution of the Glasses of Borax- 
Alumina-Silica System in Water. 

ORNL-tr-4626 78-25 18G PC A02/MF A01 


78-05 20K PC A03/MF A01 


PA-1412 


Chemical Durability of Glasses Suitable for the 
Storage of High Level Radioactive Wastes. Il. On the 
Continuous Leach Method for the Low Temperature 
Melting Glasses of Borosilicate System. 

ORNL-tr-4632 78-25 18G PC A02/MF A01 


Self Diffusion of Calcium tons in Soda Lime and 
Slag Glasses. 


ORNL-tr-4627 78-26 118 PC A02/MF A01 


Volatilization of Low Temperature Borosilicate 
Glasses for High-Level Radioactive Wastes at 
Elevated Temperatures. 

ORNL-tr-4629 78-23 


TERANISHI, E. 


Remote Sensing Technology. 
N78-23536/3GI 78-18 


TERASAKI, K. 


Irregular Gsub(U)-Parity Term 
Weak Interactions. 
RRK-76-6 78-01 


TERASAKI, KUNIHIKO 


Non-Leptonic and Radiative Decays of Hyperons. 

RRK-76-8 78-23 20H PC A02/MF A01 

Non-Leptonic Decays of omega exp -. 

RRK-77-3 78-23 20H PC A02/MF A01 
TERASHIMA, Y. 

Dissipative Structure and Limit Cycle of Nonlinear 

Unstable Collisional Drift Mode. 

IPPJ-250 78-01 201 MF A01 

Nonlinear Heat and Particle Transport Due to Colli- 

sional Drift Waves. 

N77-33996/8GI 78-04 20! PC A03/MF A01 


Numerical Analysis of Nonlinear Collisional Drift In- 
stability. 
N78-24944/8GI 78-19 20! PC A03/MF A01 


A Scaling Law for High Density Tokamaks and Its 
Application to JIPP T-2 Device. 
N78-18934/7GI 78-13 18A PC A03/MF A01 


TERAUCHI, H. 


Reprint: Diffuse X-Ray Scattering due to the Lattice 
Instability Near the Metal-Semiconductor Transition 
in VO2. 

AD-A058 073/8G! 


TERBLANCHE, J. C. 


Combined Heat and gamma-irradiation Treatments 
for the Control! of Strawberry Diseases under Mar- 
ket Conditions. 
PER-7 


TERBUSH, THOMAS W. 


Health Manpower Study -- Registered Nurses. 
HRP-0019443/1GI 78-14 5! PC AO9/MF A01 


Health Manpower Study -- Registered Nurses. 
HRP-0023271/0GI 78-14 5i PC AQ2/MF A01 


TERDAN, F. F. 


A 30-cm Mercury lon Thruster Performance with a 1 
kW Capacitor-Diode Voltage Multiplier Beam 
Supply. 

N78-23143/8GI 


TEREKHOV, G. I. 


Computer Calculation of Concentration Stability 
Constant of the NdNO sub 32+ Complex. 
NIIAR-P-265 78-08 7D MF A01 


TEREKHOVA, T. D. 


NEXT Module System for the M-220 Computer. 
FEI-562 78-20 9B MF A0O1 
TEREN, F. 


Minimum Time Acceleration of Aircraft Turbofan 
Engines by Using an Algorithm Based on Nonlinear 
Programming. 
N77-33167/6GI 


TEREN, S. 


Measurement of Radiation-induced Heating of 
Uranium in Fuel Assemblies in the A-1 Reactor 
under Operation. Program of in-Core Measure- 
ments. Part 4. 

ZJE-147 78-06 


TERENZINI, PATRICK T. 
Ratings of the Academic Program by Freshman Stu- 
dents in ‘Systematically Designed’ and 


‘Conventional’ Courses: A Discriminant Analysis, 
ED-146 905 78-23 5I Not available NTIS 


TERESA, JOSEPH G. 


Promoting Innovation and Change in Organizations 
and Communities. A Planning Manual. 
HRP-0016864/1GI_ 78-06 6E Not Available NTIS 
TERESHKOW, H. 
Production Engineering 
Grenade Bodies. 
AD-A047 070/8GI 
TERHUNE, R. W. 


Analysis of Burial Depth Criteria for Containment. 
UCRL-52395 78-18 18C PC A03/MF A01 


18G PC A03/MF A01 


17H PC A13/MF A01 


in Non-Leptonic 


20H Not available NTIS 


78-24 20L PC A02/MF A01 


78-02 6H MF AO1 


78-18 21C PC A02/MF A01 


78-04 21E PC A09/MF A01 


18J Not available NTIS 


Effort on M42/M46 


78-04 19A PC A05/MF A01 


Calculational Examination of the Baneberry Event. 
UCRL-52365 78-25 18C PC A04/MF A01 


Containment Analysis for the Simultaneous Detona- 
tion of Two Nuclear Explosives. 
UCRL-52268 78-06 18C PC AO5/MF AO1 


Estimate of Earth Media Shear Strength at the 
Nevada Test Site. 
UCRL-52358 78-18 8G PC A03/MF A01 


Estimate of Residual Shear Strength around Explo- 

sion Cavities in Earth Media. 

UCRL-80393 78-17 8G PC A02/MF A01 

Site Characterization Requirements for Nuclear- 

Cratering Design. 

UCRL-52253 
TERICH, THOMAS A. 

Changes Due to Jetties at Tillamook Bay, Oregon, 
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PB-276 002/3GI 78-07 13B PC A0S/MF AO1 


TSERNG, H. Q. 
Solid State Ku-Band Spacecraft Transmitters. 
N77-32352/5GI 78-02 17B PC A06/MF AO1 
TSERRUYA, I. 


K-Shell lonization Probability in Energetic Nearly 

Symmetric Heavy-lon Collisions. 

WIS-Ph-77/20 78-23 7D PC A02/MF A01 
TSERRUYUA, I. 

Fast, Bidimensional, 

System for Heavy lons. 

WIS-PH-77/34 78-26 
TSIKUNOV, A. G. 


Physical Characteristics of Spent LMFBR Fuel. 
\AEA-AG-63-13 78-22 183) MF A01 


78-11 20 PC A02/MF A01 


10A PC A11/MF A01 


78-01 18D MF A0% 


MF A01 


78-02 7A PC A02/MF A01 


Swine 


78-18 138 PC A06/MF A01 


Pituitary and Adrenal 


Thyrotropin 
beta 


78-23 60 PC A02/MF A01 


Position-Sensitive Detection 


18D PC A0Q2/MF A01 


TSILOSANI, A. 


Reaction of Tungsten and Molybdenum Metals with 
Gaseous Oxygen (Vzaimodistvie Resplavov 
Vol'frama i Molibdena s Gazoobraznym 
Kislorodom)--Translation. 

PB-281 258-T/GI 78-18 


TSIRONIS, C. 


A Method for the Exact Determination of Noise 
Parameters of Active Twoports in the Frequency 
Range 1 Ghz to 11 Ghz. 

N78-31877/1GI 78-26 9A PC A02/MF A01 


TSO, F. K. W. 


Stress Analysis of Cylindrical Pressure Vessels with 
Closely Spaced Nozzles by the Finite-Element 
Method. Volume 1. Stress Analysis of Vessels with 
Two Closely Spaced Nozzles under Internal Pres- 


11F PC A02/MF A01 


sure. 

ORNL/NUREG-18/V1 78-12 181 PC AO6/MF A01 
TSOKOS, C. P. 

The Distribution of Sums of Dependent Log-Normal 


Variables. 
AD-A053 572/4G! 


TSOKOS, CRIS P. 


Proceedings of the Workshop on Decision Informa- 
tion for Tactical Command and Control. Heid at Air- 
lie House, Airlie, Virginia, 22-25 September 1976, 

AD-A052 439/7G! 78-14 15G PC A25/MF A01 


TSONG, I. S. T. 
Structure of Glasses Containing Transition Metal 


lons. 
COO-27543-3 


TSOU, F. K. 


Film cooling in Supersonic Flow. 
AD-429 312/2GI 77-20 20D PC A04/MF A01 


TSOU, K. C. 


Reprint: Electron Cytochemical Study of Corneal 
Epithelial Repair after Carbon Dioxide Laser 
Damage. 

AD-A057 882/3G! 


TSOU, P. 


Evaluation of Coal Feed Systems Being Developed 
by the Energy Research and Development Adminis- 
tration. 

N78-12419/5GI 78-07 8 


TSOUBANOS, CHRISTOS M. 
Doppler Hover System (DHS) Flight Test Report. 
AD-A056 777/6G! 78-22 1B PC A03/MF A01 
TSOVBUN, V. I. 


Evaluations of Radiation Fields Near 0.5-3 Mev 

Electron Accelerator Buildings Induced by Bremss- 

trahlung Passing Through a Thin Ceiling. 

JINR-R-16-9481 78-08 20G MF A01 
TSUBAKI, TOKIO 

Reprint: Line Profile Analysis of a Coronal Forma- 

tion Observed Near a Quiescent Prominence: Inten- 


sities, Temperatures and Velocity Fields. 
AD-A048 394/1GI 78-07 38 PC A03/MF A01 


TSUCHIDA, K. 


Plasma Diagnostics by Neutral Beam Probing. 
N78-22905/1GI 78-17 201 PC A03/MF A01 


TSUCHIYA, H. 
Reprint: Ring-Opening Polymerization via C-C Bond 
Opening. 
AD-A054 661/4GI 
TSUCHIYA, JURIO 
Fourier Analysis of the Airfoil 
AD-148 200/9GI 78-16 
TSUCHIYA, KIYOSH 


Environmental Change Pattern in Central Japan as 
Revealed by LANDSAT Data, 
E77-10231 78-01 


TSUCHIYA, KIYOSHI 
Application of LANDSAT MSS Data to the Study of 


Oceanographical Environment, 
E77-10228 78-01 


TSUDA, ROY T. 


AGAT Sewage Treatment Plant: impact of Seconda- 
ty Treated Effluent on Guam Coastal! Waters. 
PB-275 857/1GI 78-08 13B PC A03/MF A01 


TSUGAWA, R. T. 


Quadrupole Mass-Filter Sensitivities of H sub 2 , 
HD, D sub 2, and T sub 2, and the Kinetics of beta 
-Particle Induced Exchange Between H sub 2 , D 
sub 2, and T sub 2 at 25.4 exp OC. 

UCRL-52391 78-21 7D PC A03/MF AO1 


Three-Phase Region of D sub 2 -DT-T sub 2. 
UCRL-79036 78-01 18A PC A02/MF A01 


Three-Phase Region of D sub 2 -DT-T sub 2. 
UCRL-79036(Rev.1) 78-06 7D PC A02/MF A01 


78-16 12A PC AQ3/MF A01 


78-21 118 PC A03/MF A01 


78-24 6R PC A02/MF A01 


PC A07/MF A01 


78-17 7D PC A02/MF A01 


1A PC A03/MF A01 


4B PC A02/MF A01 


8J PC AQ2/MF A01 





TSUGITA, RONALD A. 
Process Control Manual for Aerobic Biological 
Wastewater Treatment Facilities. 
PB-279 474/1GI 78-15 13B PC A15/MF A01 


TSUI, B. M. W. 
Biokinetics of TL-201 in Mice after Intravenous and 
Oral Administration of Ticl. 
CONF-770673-1 78-03 6R PC A02/MF A01 


Some New Insights into Collimator Design. 
CONF-780119-1 78-18 18F PC A02/MF A01 


Tsui, C. Y. 


Optimum Design of Structures of Composite Materi- 
als in Response to Aerodynamic Noise and Noise 
Transmission. 
N78-13132/3GI 


TSUI, D.C. 
High Resolution Electron Microscopy Study of the 


Si--SiO sub 2 Interface. 

LBL-7612 78-25 20L PC A02/MF A01 
TSUI, ERNEST T. 

Reprint: One-Sided Recursive Filters for Two- 


Dimensional Random Fields. 
AD-A057 825/2GI 78-24 9D PC A02/MF A01 


TSU, J. B. Y. 


Transient Response of Filters. 
AD-A055 324/8GI 78-20 9E PC A03/MF A01 


TSUI, JAMES B. Y. 
Computer Modeling of Diode Circuits and Its Appli- 


cations. 
AD-A058 400/3GI 


TSUJIMOTO, H. 


Safety and Interlock System of Kyoto University 
Critical Assembly. 
KURRI-TR-150 


TSUJIMOTO, T. 
In-Place Tests of Exhaust Equipment in Nuclear 
Facility. 
KURRI-TR-148 78-20 18! MF A01 


Study-Meeting Report on High-Energy Radiation 
Health Physics. Induced Radioactivity in High-Ener- 
gy Radiation Field. 
KURRI-TR-143 


TSUKAHARA, THEODORE JR. 


A Technology Assessment of Life-Extending 
Technologies: Supplementary Report. Volume 5. 
Demography, Economics, and Aging, 

PB-279 269/5GI 78-14 SK PC A08/MF A01 


TSUKISHIMA, T. 

Correlation Measurement with Random Voltage 
Method. 

IPPJ-DT-52 78-17 201 MF AO1 


Measurements of Dispersion Relation of Waves in a 
Turbulently Heated Plasma by Microwave Scattering 
Method. 
IPPJ-291 


TSUNO, JUNZO 
Bibliography of Field Studies of Major Earthquakes 


in Japan, 

PB-275 864-T/GI 
TSUNODA, R. T. 

ALTAIR: An Incoherent Scatter Radar for Equatorial 

Spread-F Studies. 

AD-A056 386/6GI 78-21 4A PC A03/MF A01 


Chatanika Model of the High-Latitude lonosphere 
for Application to HF Propagation Prediction. 
AD-A053 154/1GI 78-15 171 PC AQ8/MF A0O1 


Reprint: Radar Auroral Substorm Signatures. 2. 
East-West Motions. 
AD-A045 692/1GI 


TSUNODA, ROLAND T. 


Design Considerations for a Microwave Scintillation 
Experiment. 
AD-A049 203/3GI 78-08 


TSUPKO-SITNIKOV, V. M. 


Two-Dimensional Analysis of gamma-gamma Coin- 
cidence with Selection of ‘‘Useful'’ Two-Parameter 
information. 
JINR-13-8797 


TSUR, Y. 


A Study of the Feasibility of Utilizing Solid Wastes 

for Building Materials. Phase Il. Summary Report, 

PB-279 441/0GI 78-16 13B PC A13/MF A01 
TSURUTA, S. 


Black Hole Model of Quasar Like Objects-! Infrared 
Optical Emission. 
MPI/PAE-Astro-111 


TSUSHIMA, N. 


Development and Evaluation of Cardiac Prostheses. 
PB-280 978/8GI 78-17 6L PC A13/MF A01 


78-08 11D PC AQ3/MF AQ01 


78-25 9E PC A04/MF A01 


78-23 181 PC A03/MF A01 


78-19 6R MF A01 


78-23 201 PC A02/MF A01 


78-07 8K PC A15/MF A01 


78-01 4A PC A02/MF A01 


17B PC A04/MF A0O1 


78-17 180 MF A01 


78-10 3B MF A01 


TSUTSUI, M. 


Satellite Structures in the ESCA Spectra of 
Diphthalocyaninato-Lanthanides (ill) and -Acti- 
nides(IV). 

AD-A052 665/7GI 78-14 7D PC A02/MF A01 


The Synthesis and Structure of a Novel Dimetallic 
Tetraazaanulene: micron (Dibenzo(b, 
i)(1,4,8,11)Tetraaza(14)annulenato)-bis(tricarbony! 
rhenium(I)). 

AD-A052 667/3GI 78-14 7C PC A02/MF A01 


Synthesis, Characterization, and Structure of Tri- 
micron-halogeno-hexacarbonyldirhenate(!) Salts of 
Monocationic Porphyrin Acids. 

AD-A052 666/5G! 78-14 7D PC A0S/MF A01 


TSUTSUI, MINORU 


An Electrochemical Investigation of Some Rhenium 
Carbony! Porphyrins. 
AD-A047 271/2GI 78-04 7D PC A02/MF A01 


Metal Template Syntheses of Porphin and 
Tetraazaannulenes. 
AD-A047 156/5GI 78-04 7C PC A02/MF A01 


New Trends in the Chemistry of Organometal- 
loporphyrins. 
AD-A047 155/7GI 78-04 7C PC A02/MF A01 


New Trends in the Chemistry of Organometal- 
loporphyrins. 
AD-A052 668/1GI 


TSUTSUI, T. 


Automatic Mesh Generation with QMESH Program. 
JAERI-M-7078 78-19 9B MF A01 


In-Place Tests of Exhaust Equipment in Nuclear 
Facility. 
KURRI-TR-148 78-20 181 MF A01 


Safety Evaluation of the Ground Disposal of 
Radioactive Wastes. |. Influence of Ca exp 2+ on 
the Distribution Coefficients of Radioactive Cations 
to lon Exchangers. 
ORNL-tr-4439 


TSVETKOV, A. A. 


Some Questions About Neutron Detector Optimiza- 
tion from the Shape of Scintillation Signals. 
1AE-2360 78-06 18D MF A01 


TSVETKOV, L. G. 


Method of Calculation of Nonstationary Aerodynam- 
ic Characteristics of a Low-Flying Wing with a 
Cylindrical Fuselage--Transiation. 

AD-A051 978/5GI 78-13 1A PC A02/MF A01 


TSVETKOV, M. YU. 


Yttrium Aluminum Garnet Driving Oscillator and 
Formation of the Spectral Radiation Composition of 
a Powerful Laser. 
ORNL-tr-4534 


TSVINEV, A. P. 


Technology of Cryogenic Target Construction Using 
Polyesters and Plastic Foam. 
JINR-8-8991 


TSYGANKOV, A. S. 


Water-Jet Pump Design--Translation. 
AD-A049 050/8G! 78-08 13J PC A02/MF A01 


TSYGANOK, A. A. 


Resistive Measurement of Local Void Fraction. 
FEI-625 78-20 20D MF AO1 


To the Technique of Measurement of Local Steam 
Content While Boiling in a Large Volume. 
FEI-626 78-17 70 MF A01 


TSYKANOV, V. A. 


Experimental Determination of Thermal Conductivi- 
ty Coefficient of UO sub 2 and Fuel Cladding Con- 


tact Conduction in Fuel Elements under Reactor Ir- 
radiation. 


NIAR-P-250 78-14 183 MF A01 


Experimental Reprocessing of Irradiated Uranium 


Fuel from BOR-60 Reactor by Fluoride Volatility 
Method. 


NIAR-P-18(284) 78-26 18J PC A02/MF A01 
Experimental Results with Carbide Fuel Rods in the 


BOR-60 Reactor. 
KFK-tr-536 


TSYPLENKOV, E. P. 


Harmful Acridoidea of the USSR--Translation. 
PB-284 124-T/GI 78-23 6F PC A10/MF A01 


TSYTOVICH, N. A. 


Using Ice as Water-impermeable Element in Rockfill 
Dams--Translations. 
AD-A047 539/2GI 


TSZTOO, D. F. 


The Development of Energy-Absorbing Devices for 
Aseismic Base Isolation Systems, 
PB-284 978/4GI 78-25 13M PC A04/MF A01 


78-14 7C PC A02/MF A01 


78-13 18G PC A02/MF A01 


78-14 20E PC A02/MF A01 


78-10 20G MF A01 


78-19 181 MF AO1 


78-05 138 PC A02/MF A01 


TUCHOLSKI, TADEUZ 


TSZTOO, DAVID F. 
Earthquake Simulation Testing of a Stepping Frame 
with Energy-Absorbing Devices, 
PB-273 506/6GI 78-02 13M PC A04/MF A01 


TU, KING N. 
Analysis of Semiconductor Structures by Nuclear 


and Electrical Techniques. 
AD-A050 175/9G! 78-10 20L PC A0S/MF A01 


TUAN, S. F. 


Consequences of the Okun-Zakharov-Pontecorvo 
Model of Cp Nonconservation. 
UH-511-233-77 78-03 20H PC A02/MF A01 


Decays Involving Scalar Higgs Particles. 
UH-511-234-77 78-03 20H PC A02/MF A01 


TUBB, DAVID G. 


Specifications for IDAMST Software. 
AD-A047 163/1GI 78-04 9B PC A07/MF A01 


Specifications for IDAMST Software. (Mission Anal- 


ysis). 
AD-A055 940/1GI 
TUBB, RICHARD A. 


Recent Advances in Fish Toxicology - A Symposium 
Held in Corvallis, Oregon on January 13-14, 1977, 
PB-273 500/9GI 78-03 6T PC A10/MF A01 


TUBBS, CARL H. 


Manager's Handbook for Northern Hardwood in the 
North Central States. 
PB-273 140/4GI 78-01 2F PC A03/MF A01 


Natural Regeneration of Northern Hardwoods in the 
Northern Great Lakes Region. 
PB-278 308/2GI 78-12 2F PC A02/MF A01 


TUBERGEN, T. A. 


Reprint: Operational and Scientific Notes. A Com- 
parison of Four Blood Sources for Egg Production 
in Anopheles Stephensi. 

AD-A055 065/7G! 78-18 6C PC A02/MF A01 


TUBERGEN, THEODORE A. 


Reprint: ‘Plasmodium berghei berghei’: Irradiated 
Sporozoites of the ANKA Strain as immunizing An- 
tigens in Mice. 

AD-A049 670/3G! 


TUBESING, DONALD 


Wholistic Health Centers -- Survey Research Re- 
port. Report on the Survey Research of Patients 
and Providers, 1975-1976. 

HRP-0018439/0GI 78-14 6E Not Available NTIS 


TUBESING, DONALD A. 


Whole Person Health Care -- An idea in Evolution. 
History of the Wholistic Health Centers Project 
1970-1976. 

HRP-0018438/2Gi 78-14 6E Not Available NTIS 


Wholistic Health Care -- The Process of Engage- 
ment. The Initial Health Planning Conference -- An 
Interdisciplinary Approach to Whole Person Health 
Care. 

HRP-0018440/8GI 78-14 6E Not Available NTIS 


Wholistic Health Center Project: An Action- 
Research Model for Providing Preventive, Whole- 
Person Health Care at the Primary Level. 

HRP-0016808/8G! 78-05 6E Not Available NTIS 


TUBESING, NANCY LOVING 


Wholistic Health Care -- The Process of Engage- 
ment. The initial Health Planning Conference -- An 
Interdisciplinary Approach to Whole Person Health 
Care. 

HRP-0018440/8G! 


TUBEY, L. W. 


The Use of Waste and Low-grade Materials in Road 
Construction. 7. Miscellaneous Wastes, 
PB-281 416/8GI 78-18 13C PC A02/MF A01 


TUBO, SALUDDIN 


Reprint: Intestinal and Blood Parasites in the Bang- 
gai Kabupaten, Central Sulawesi, indonesia. 
AD-A057 634/8G! 78-23 6E PC A02/MF A01 


TUCHINSKII, A. M. 


Methods for Creation of High-Voltage, High-Tem- 
perature Electric insulation. 
GEFR-TR-002 78-09 9A PC A02/MF A01 


TUCHOLKE, BRIAN E. 


Reprint: Sediment Distribution and Cenozoic Sedi- 
mentation Patterns on the Agulhas Plateau. 
AD-A045 497/5G! 78-01 8G PC A02/MF A01 


Reprint: Sedimentation Processes and Acoustic 
Stratigraphy in the Bellingshausen Basin. 
AD-A049 746/1GI 78-09 8J PC A02/MF A01 


TUCHOLSKI, TADEUZ 


Use of the MA-48L Iterative Analog Computer in 
Control System Designing -- Translation. 
AD-A048 559/9G! 78-07 9B PC A02/MF A01 


78-20 9B MF A01 


78-09 6E PC A02/MF A01 


78-14 6E Not Available NTIS 


PA-1443 





TUCK, BRADFORD H. 
Land Use Planning, the (D)(2) Lands, and Alaska 
Resources: Some Economic Considerations, 
PB-279 903/9GI 78-15 13B PC A03/MF A01 


TUCK, G. 
Reference Critical Experiments. Progress Report, 


April 1, 1977--June 30, 1977. 
RFP-NUREG-2690 78-06 18J PC A03/MF A01 


Reference Critical Experiments. Progress Report, 
July 1, 1977--September 30, 1977. 
RFP-NUREG-2715 78-13 18J PC A03/MF A01 


TUCKER, A. W. 
Reprint: Distribution of 2,4,5-Trichlorophenox- 


yacetic Acid in the Mouse Fetus. 
PB-284 757/2GI 78-24 6T PC A02/MF A01 


TUCKER, C. D. 


Gage Block Flatness and Parallelism Measurement. 
PB-273 962/1GI 78-03 14B PC A02/MF A01 


TUCKER, C. J. 


An Evaluation of the First Four LANDSAT-D The- 
matic Mapper Reflective Sensors for Monitoring 
Vegetation: A Comparison with Other Satellite Sen- 
sor Systems. 

N78-31510/8GI 78-26 8F PC A04/MF A01 
Hand-Held Radiometer Red and Photographic In- 
frared Spectral Measurements of Agricultural Crops. 
N78-22438/3GI 78-17 2D PC A02/MF A01 
Monitoring Corn and Soybean Crop Development 
by Remote Sensing Techniques. 

N78-30639/6GI 78-25 2D PC A02/MF A01 


A Spectral Method for Determining the Percentage 
of Live Herbage Material in Clipped Samples. 

N78-29544/1GI 78-24 20F PC A02/MF A01 
Use of Near Infrared/Red Radiance Ratios for Esti- 
mating Vegetation Biomass and Physiological 
Status. 

N77-32565/2GI 


TUCKER, CHARLES T. 


Feasibility Study of a Fiber Optics Plotter. Volume |. 

Technical Aspects. 

AD-A046 843/9GI 
TUCKER, CRAIG S. 


Effects of Phytoplankton on Dissoived Oxygen Con- 
centration in Catfish Ponds, 


PB-278 184/7GI 78-13 6F PC A03/MF A01 
TUCKER, D. 


The Use of High Intensity Ultrasound in Experimen- 
tal Neurology 
AD-023 108/4GI 


TUCKER, D. A. 


Uptake of 45 Ca(+ ) and 54 Mn(+ ) by Rat Liver 
Submitochondrial Particles. 
UR-3490-1237 78-17 6C PC A02/MF A0O1 


TUCKER, E. F. 


CAL--ERDA Program Manual. 
ANL/ENG-77-04 78-17 


TUCKER, H. C. 


An Ultraviolet Photometric Detector for Use in Gas 

Chromatography. 

AD-A056 257/9G! 
TUCKER, HARLAN W. 


Army Energy Plan 
AD-A057 987/0GI 


TUCKER, HUEL C. 


Automatic Span Circuit. 
PATENT-4 028 534 


78-02 8F PC A03/MF A01 


78-03 20F MF A01 


78-21 6E PC A02/MF A01 


10A PC A23/MF A01 


78-21 14B PC A03/MF A01 


78-24 10A PC A09/MF A01 


78-10 14B Not available NTIS 
Electronic System for Providing Specificity in an 
Electrochemical Analytical Device. 
PATENT-4 048 041 78-19 7D Not available NTIS 


TUCKER, J. R. 


Revision of Simulation Model of Automobile Colli- 
sions Computer Program: Investigation of New In- 
tegration Algorithm. 
PB-280 753/5GI 


TUCKER, JAMES F. JR. 


Investigation of the Potential for increased use of 
Civilian Manning in Fleet Support Ships. Volume |. 
Executive Summary. 

AD-A058 148/8GI 78-24 51 PC A03/MF A01 


Investigation of the Potential for Increased use of 
Civilian Manning in Fleet Support Ships. Volume Il. 
Narrative. 


AD-A058 149/6GI 78-24 5!i PC A08/MF A01 
Investigation of the Potential for Increased Use of 
Civilian Manning in Fleet Support Ships. Volume Il. 
Appendices. 

AD-A058 150/4GI 


TUCKER, JANE C. 


Impact of the New Copyright Law on Interlibrary 
Loan in a Research Library, 


78-17 13L PC AO7/MF A0O1 


78-24 5! PC A19/MF A01 


PA-1444 


PB-276 907/3GI 
TUCKER, JOHN M. 


Propagation and Culture of New Species of 
Drought-Tolerant Plants for Highways. 
PB-273 477/0GI 78-02 13B PC A09/MF A01 


TUCKER, JOHN W. JR. 


An Overview of Ridesharing and Mass Transit Em- 
ployer Incentives. 
PB-283 277/2GI 


TUCKER, JOSEPH 


Reprint: Dependence of the Fictive Temperature of 
Glass on Cooling Rate. 
AD-A045 783/8GI 78-01 


TUCKER, JOSEPH A. 


A Multidisciplinary Approach to a Learning System 
for Health-Care Professionals, 
ED-139 376 78-15 5i 


TUCKER, P. R. 


Description of a Simulation Model of Synthetic 
Aperture Radar Systems. Volume 2: Theory and 
Results. 

N78-30502/6GI 


TUCKER, PATRICIA J. 
A University Medical Center Occupational Health 


Service. 
HRP-0024294/1GI 


TUCKER, R. B. 
Viking Lander 
Catalog of 
Record. 
N78-20042/5GI 


TUCKER, R.N. 


Technical Rept. Nos. 7 and 8 
AD-215 406/0GI 78-11 


TUCKER, R. P. 


Susceptibility of Unirradiated Recrystallized Zir- 
caloy-4 Tubing to Stress Corrosion Cracking (L.WBR 
Development Program). 

WAPD-TM-1313 78-15 


TUCKER, R. W. JR. 
Study of Low-Frequency Excess Noise in Hybrid 
Thick-Film Resis tors. 
ORNL/Sub-3961/2 78-03 9A PC A06/MF A01 


TUCKER, STEPHEN L. 


Cost Accountability for Health Services in the 
United States: Proceedings of the 1976 National 
Health Forum of Trinity University. 

HRP-0019517/2GI 78-06 6E Not Available NTIS 


TUCKER, W. F. 


Determination of a Definition of Solar Grade Sil- 

icon. Final Report, October 1975--September 1976. 

DOE/JPL/954338-76 78-26 10B PC A09/MF A01 
TUCKER, W. K. 


Pulsed Power Conversion with Inductive Storage. 
SAND-77-1733C 78-13 18A MF A01 


TUCKER, WALTER B. til. 


A Computer Model of Municipal Snow Removal, 
AD-A047 360/3GI 78-05 13B PC A02/MF A01 


TUDA, T. 


Temperature Gradient Effect on Impurity-lon Trans- 
port. 
JAERI-M-6965 


TUDDENHAM, WILLIAM J. 


Planning Guide for Radiologic Installations. Fasci- 
cle 1 -- Radiation Therapy Installations. 
HRP-0018486/1GI_ 78-10 6L Not Available NTIS 


Planning Guide for Radiologic Installations. Fasci- 


cle 2 -- Mammographic, Thermographic and UI- 
trasonic Installations. 
HRP-0018487/9GI 78-10 6L Not Available NTIS 


Planning Guide for Radiologic Installations. Fasci- 
cle 3 -- Computerized Tomographic Facilities. 
HRP-0017135/5GI 78-10 6L Not Available NTIS 


TUDDENHAM, WILLIAM S. 
Planning Guide for Radiologic Installations -- Fasci- 
cle HA, Basic Concepts, Layout Considerations. 
HRP-0900241/1GI_ 78-23 6E Not Available NTIS 
TUDOR, J. J. 


Design Study of a 200 MW(E) Alkali Metal/Steam 


Binary Power Plant Using a Coal-Fired Fluidized 
Bed Furnace. 
ORNL/TM-6041 


TUELLER, P. T. 


Preliminary Runoff and Streamflow Predictions in 
the Humboldt River Basin Based on Snow Distribu- 
tion Measurements from Sequential Satellite 


78-10 5B PC A02/MF A01 


78-22 


13B PC A04/MF A01 


11B PC A02/MF AO1 


Not available NTIS 


78-25 171 PC A07/MF A01 


78-25 6E Not Available NTIS 


Imaging Investigation: Picture 
Primary Mission Experiment Data 


78-14 3B PC A22/MF A01 


7D PC A02/MF A0O1 


18J PC A03/MF A01 


78-16 18A MF A01 


78-23 10B PC A11/MF A01 


Imagery. 
PB-286 122/7GI 


78-26 8H PC A03/MF A01 


TUERPE, D. R. 


Variational Wind Field Adjustment over Complex 
Terrain Using Finite Element Techniques. 
UCRL-80531 78-26 10A PC A02/MF A01 


TUFANO, M. D. 


Parameters Affecting the Preparation of 3- 
Fluorosalicylaidehyde via the Reimer-Tiemann 
Reaction. 

AD-A050 159/3G! 


TUFFEY, THOMAS J. 


Atmospheric Reaeration in a Lake. 
PB-273 849/0GI 78-02 13B PC A04/MF A01 
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Information. 

AD-A055 465/9GI 


78-23 7D PC AO02 


78-24 20B PC A02/MF A01 


PC A07/MF AO1 


78-01 7D MF AO1 


78-24 13B PC A03/MF A01 


78-08 7D MF AO1 


Multi-Channel Time 


78-01 148 MF AO1 


78-01 20H PC A0Q2/MF AQ1 


the Eindhoven University of 


78-22 13A PC A03/MF A01 


78-20 22B PC A09/MF A01 


VAN PILSUM, JOHN F. 


VAN LINT, V. A. J. 


Radiation Design Handbook for the Jupiter Probe, 
N77-83137/8GI 78-16 22B PC A09/MF A01 


VAN LINT, VICTOR A. J. 


Mechanisms of Semiconductor Junction Burnout. 
AD-A048 563/1G! 78-07 20L PC AQ4/MF A01 


UGT Noise Minimization Techniques. 
AD-A050 772/3G! 78-11 9A PC A08/MF A01 


VAN LOON, C. 


Results of the Post-irradiation Examinations of the 
Rapsodie | Experiment Fuel Pins. 
BN-7612-04 78-09 


VAN LOON, HARRY 
Multidisciplinary Research Related to 


mospheric Sciences, 
PB-283 076/8GI 


VAN LOPIK, JACK R. 


Occurence and Development of Mudflats Along the 
Western Louisiana Coast 
AD-013 490/8G! 78-18 8G PC A03/MF A01 


VAN MEER, GRETCHEN L. 


Biological Treatment of Wastes from the Corn Wet 
Milling Industry. 
PB-284 169/0G! 


VAN MEERSCHE, M. 


Complementary Kinetic Study of the Reaction H sub 
2+ Dsub2= 2HD induced by alpha Particles. 
UCRL-Trans-11237 78-02 7D Not available NTIS 


VAN MILLER, J. P. 


Reprint: Morphological Changes in Monkeys Con- 
suming a Diet Containing Low Levels of 2,3,7,8- 
Tetrachlorodibenzo-p-Dioxin, 
PB-286 678/8GI 


VAN NATTA, OLLIN 


Study of Exhaust Emissions from 1965 Through 
1975 Model Year Light-Duty Vehicles in St. Louis, 
Missouri and Los Angeles, California. 

PB-274 564/4GI 78-04 13B PC A19/MF A01 


VAN NATTA, P. A. 


Reprint: Lipogenesis and Glyceride Synthesis in the 
Rat: Response to Diet and Exercise. 
AD-A051 645/0G! 78-13 6A PC A02/MF AO1 


VAN NORMAN, R.W. 


The Relative Rates of Photosynthetic Assimilation of 
Isotopic Forms of Carbon Dioxide 
AD-008 541/5Gi 78-18 70 PC AQ2/MF A01 


VAN NOSTRAND, H. 


Analysis of a 25 Ton Hydrofoil Craft Main Foils and 
Struts 
AD-113 367/7Gi 78-09 


VAN ORDEN, GEORGE O. 


Equipment for the American Sniper, 
PB-276 163/3GI 78-08 19F PC A0O5/MF A01 


VAN PEENEN, P. F. D. 


Reprint: Antibodies Against Murine Typhus in Sera 
from Indonesians. 


AD-A053 277/0GI 78-15 6E PC A02/MF A01 


Reprint: Epidemiological and Serological Study of 
Scrub Typhus among Chinese Military in the 
Pescadores Islands of Taiwan. 

AD-A053 274/7GI 78-15 6E PC A02/MF AO1 


Reprint: indirect Immunofluorescence Antibodies in 
Natural and Acquired ‘Rickettsia tsutsugamushi’ In- 
fections of Philippine Rodents. 

AD-A047 689/5G! 78-05 6E PC A02/MF A01 


Reprint: Parasites of Man in Remote Areas of Cen- 
tral and South Sulawesi, Indonesia. 
AD-A057 551/4G! 78-23 6E PC A02/MF A01 


Reprint: Piroplasms from Taiwanese Rodents. 
AD-A049 614/1GI 78-09 6C PC A02/MF A01 


Reprint: ‘Schistosoma incognitum’ from Cikurai, 
West Java, Indonesia. 
AD-A049 666/1G! 78-09 6C PC A02/MF A01 


Reprint: ‘Schistosoma incognitum’ from Mammals 
of Central Sulawesi, Indonesia. 
AD-A049 615/8G! 78-09 6C PC A02/MF A01 


VAN PEENEN, P. F. DIRK 


Reprint: Angiostrongylus Cantonensis in Rats on 
Makung, Pescadores Islands (Peng Hu). 
AD-A048 422/0G! 78-07 6C PC A02/MF A01 


Reprint: Disease Survey of Palolo Valley, Central 
Sulawesi, Indonesia. |. Description of the Area and 
the Sampie. ll. Intestinal Parasites, Malaria, and 
Filariasis. Il. Serological Findings. 

AD-A047 690/3G! 78-05 6E PC A02/MF A01 

VAN PILSUM, JOHN F. 

Determination of Creatine, Creatinine, Arginine, 
Guanidineacetic Acid, Guanidine, and Methyl- 
Guanidine in Biological Fluids 

AD-116 947/3GI 78-22 6A PC A02/MF A01 


18J MF A01 


the At- 


78-21 48 PC A15/MF AO1 


78-23 138 PC A0Q9/MF A01 


78-26 6T PC A02 


13J PC AQ2/MF AO1 


PA-1459 





VAN POOLLEN, H. K. 
Massive Hydraulic Fracturing Well, Federal No. 498- 
4-1, Rio Blanco County, Colorado. Final Report. 
NVO/0677-1 78-18 81 PC A06/MF A01 

VAN RIGN, PAUL 
Job Analysis of Entry Level Firefighting in the Dis- 
trict of Columbia Fire Department: A Duty/Task Ap- 
proach. 

PB-274 106/4G! 


VAN RiJ, HENDRIK 


Structural Inelasticity XVIII. A Slip Model for Finite 
Element Plasticity. 
AD-A047 079/9GI 


VAN RIJ, HENDRIK M. 


Structural Inelasticity XXII. A Finite-Element Model 
for Plane-Strain Plasticity. 
AD-A058 276/7GI 78-24 20K PC A02/MF AO1 


VAN RIJK, P. P. 


Purification, Labelling and Clinical Applicability of 
Radioactive Asialo-Orosomucoid. 
INIS-mf-3500 78-03 60 MF AO1 


VAN RIJN, PAUL 


Job Analysis of Entry Level Firefighting: A Com- 
parison of District of Columbia Firefighters and a 
Nationwide Sample. 

PB-274 597/4GI 78-04 5i PC AOS/MF A01 


Job Analysis of Entry Level Firefighting in the Dis- 
trict of Columbia Fire Department: Supervisory Per- 
ception of the Entry Level Job. 

PB-274 596/6GI 78-04 51 


VAN RIJN, PAUL P. 


Research Base for the Written Test Portion of the 
Professional and Administrative Career Examination 
(PACE): Prediction of Job Performance for Claims 
Authorizers in the Social insurance Claims Examin- 
ing Occupation. 
PB-273 118/0GI 
VAN RIPER, PAUL K. 


An Analysis of Marine Corps Training. 
AD-A058 029/0GI 78-24 51 PC A18/MF A01 


VAN ROOYEN, D. 


Denting of Inconel Steam Generator Tubes in Pres- 
surized Water Reactors. Final Report. 
BNL-NUREG-50778 78-21 181 PC A03/MF A01 


Denting of Inconel Steam Generator Tubes in Pres- 
surized Water Reactors. Third Informal Report. 
BNL-NUREG-23219 78-23 181 PC A03/MF A01 


Technical Specifications for PWR Secondary Water 
Chemistry. 
BNL-NUREG-23292 


VAN RUTTEN, F. 


Simulation Possibilities of Radiation Effects in 

Glasses Used for Conditioning High Activity Waste. 

EUR-5560 78-06 18G MF AO1 

VAN SAMBEEK, L. 

Analysis of Transient History of Underground Ex- 

cavations for Radioactive Waste Isolation. 

Y/OW1/SUB-77/22303/P6 
78-15 


78-03 51 PC A12/MF A01 


78-04 20L PC A03/MF A01 


PC A03/MF A01 


78-01 5i PC A03/MF A01 


78-22 181 PC A02/MF A0O1 


18G PC A02/MF AO1 
VAN SAMBEEK, L. L. 


Analysis and Evaluation of the Rock Mechanics 
Aspects of the Proposed Salt-Mine Repository Con- 
cept-lill. Summary Progress Report RSI-0012. 

ORNL/SUB-3706/7 78-07 18G PC A04/MF A01 


Coal Pillar Strength Study. (The Design of Produc- 
tion Pillars in Coal Mines). 
PB-274 900/0GI 78-05 8 


VAN SICKLE, JOHN 


Time Series Experiments for Studying Plant Growth 
Response to Pollution. 
PB-282 885/3GI 


VAN STADEN, J. C. 


International Comparison of Radioactivity Measure- 
ments on a Solution of Cesium-139. 
FIS-90 78-06 


VAN STEE, E. W. 


Reprint: The Effects of Three Vaporizable Fire 
Extinguishing Agents on Myocardial Metabolism 


and Cardiovascular Dynamics in the Anesthetized 
Do 


9 
AD-A048 378/4GI 78-07 6T PC A02/MF A01 
VAN STEKELENBUARG, L. H. M. 


Seminar on the Problems of Preparation and Appli- 

cation of Radiopharmaceuticals. 

TNO-RD-I-7609-178 78-01 
VAN STOLK, MARY 

Monkey See, Monkey Do, 

ED-144 541 78-08 5K Not available NTIS 


PC A18/MF AO1 


78-20 6F PC AQ3/MF A01 


18D MF AO1 


6R MF AO1 


PA-1460 


VAN STRAATEN, W. 
Isotherms end Thermodynamic Functions of Ethane 
at Temperatures Between 0 C and 15 C Pressures 
Up to 200 ATM 
AD-020 993/2GI 
VAN STRYLAND, E. W. 
Pulsed HF/DF Laser Damage in Window Materials. 
AD-A051 140/2GI 78-12 20F PC A02/MF A01 
VAN SYN CHAN, 
Spin-Flip on Inelastic Scattering of Protons on 24 
Mg Nucleus in the Energy Range 2.9-3.7 MeV. 
JINR-R-15-10460 78-19 20H MF A0O1 
VAN’T HOF, J. 


Tradescantia Stamen Hair: An Introduction to the 
System and Its Use as a Monitor Atmospheric Pollu- 
tants. 

BNL-23829 


VAN 'T RIET, A. 


Patient Doses Due to a Diagnostic X-Ray Picture. 
Influence of Technical Parameters. 
IR1-190-77-51 78-22 6R MF AO1 


VAN TASSEL, ROGER A. 
Airglow Calculations for Remote Sensing of Densi- 


78-16 7D PC A02/MF A01 


78-18 6F PC A03/MF A01 


ty. 
AD-A057 478/0GI 
VAN TONDER, A. J. 


Combined Heat and gamma-irradiation Treatments 
for the Control of Strawberry Diseases under Mar- 
ket Conditions. 
PER-7 


VAN TRUMP, GEORGE 


Analytical Results from Rock and Stream-Sediment 
Samples Collected in Ketchikan and Prince Rupert 
Quadrangles, Southeastern Alaska. 

PB-276 777/0GI 78-10 8D CP T02 


VAN VELKINBURGH, J. H. 


Mechanical Sensitivity of PBX 9501. 
Covered: October--December 1976. 
MHSMP-77-5B 78-07 19A PC AO02/MF A01 


Photographic Instrumentation for the Skid Test. 
Period Covered: October--December 1976. 
MHSMP-77-5F 78-07 19A PC A02/MF A01 


Physical Properties and Sensitivity of HMX/Estane 
5713 and HMX/Estane 5714. Period Covered: Oc- 
tober--December 1976. 

MHSMP-77-5C 78-07 


VAN VLEET, EDWARD S. 


Reprint: Input and Fate of Petroleum Hydrocarbons 
Entering the Providence River and Upper Narragan- 
sett Bay from Wastewater Effluents, 
PB-280 488/8GI 78-15 


VAN VLIET, C. J. 


A Preliminary Analysis of Sea-Surface Temperature 
Forecasting: Removal of Annual Variation. 
AD-A051 447/1GI 78-12 8J MF AO1 


VAN VLIET, ROBERT M. 


Coatings for the Aerospace Environment 
AD-267 310/1GI 78-02 11C PC A16/MF A01 


VAN VOAST, W. A. 


Impacts of Large Recreational Developments on 
Semi-Primitive Environments: Hydrology of the 
West Fork Drainage of the Gallatin § River, 
Southwestern Montana, Prior to Commercial 
Recreational Development, 

PB-280 152/0GI 78-16 8H PC A02/MF A01 


VAN VORIS, P. 


Functional Complexity and Ecosystem Stability: An 
Experimental Approach. 
ORNL/TM-6199 78-15 6F PC A07/MF A01 


VAN WAZER, JOHN R. 
Reprint: Barriers to Internal Rotation Obtained by 


Pseudopotential Calculations. 
AD-A056 676/0GI 78-22 70 PC A02/MF A01 


Reprint: The Structure of Molecular Effective Poten- 
tials in Compounds of Heavy Elements, with Appli- 
cation to lodine. 
AD-A056 677/8GI 


VAN WEEL, P.B. 


Digestive Physiology of Holothurians with 
Reference to Their Role in the Ecology of Coral 
Reefs - Digestive Physiology of Marine Animals in 
Relation to Coral Reef Destruction 

AD-051 268/1GI 78-01 8A PC A02/MF A01 


VAN WEERS, A. W. 


Plutonium in the Biosphere. 
ORNL-tr-4505 78-14 


VAN WIE, N. H. 


Computerized Engineering Model for Evaporative 
Water Cooling Towers. 


K/CSD/INF-77/1 78-04 13A PC A02/MF A01 
Craft Estimation as a Spinoff from Cost Estimation. 


78-23 4A PC A02/MF A01 


78-02 6H MF AO1 


Period 


19A PC A02/MF A01 


13B PC A02 


78-22 70 PC A02/MF A01 


18G PC A02/MF A01 


K/CSD/INF-78/2 78-26 5C PC A02/MF A01 


Experiences in the Evolution of an Automated Cost 
Estimating System. 
K/CSD/INF-76/18 
VAN WINKLE, W. 

Conclusions and Recommendations for Assessing 
the Population-Level Effects of Power Plant Ex- 
ploitation: The Optimist, the Pessimist, and the 
Realist. 

CONF-770501-4 78-03 6F PC A02/MF AO1 


Generalized Fish Life-Cycle Population Model and 
Computer Program. 
ORNL/TM-6125 


Introductory Remarks. 
CONF-770501-3 78-05 13B PC A02/MF A01 


Modeling Techniques for Predicting Long-Term 
Consequences of the Effects of Radiation on Natu- 
ral Aquatic Populations and Ecosystems. 

CONF-771115-2 78-15 6R PC A02/MF A01 


VAN WINKLE, W. BARRY 


Biochemical and Molecular Mechanisms in Cardiac 

Ischemia. 

PB-279 797/5GI 
VAN WOLDE, J. T. T. 


Solar House of the Eindhoven University of 
Technology. 
NP-23100 78-22 
VAN WORKUM, JOHN A. 
Single Axis Resonator for Laser. 
PAT-APPL-882 525/GI 
78-21 
VAN WYNGAARDEN, W. L. 
Excitation of Be exp + by Electron Impact. 
ORO-4881-12 78-11 70 PC A02/MF AQ1 
VAN ZANT, G. 


Competitive Effects of Erythropoietin and Colony 
Stimulating Factor. 
CONF-770986-1 


VAN ZEE, RICHARD J. 


Reprint: Ytterbium Hydride and Ytterbium Deuteride 
Molecules: ESR and Optical Spectroscopy in Argon 
Matrices at 4 Degrees K. 

AD-A051 947/0GI 78-13 7D PC A02/MF A01 


VAN ZOEREN, H. 


The Use of Threaded Lists in Constructing a Com- 
bined ALGOL and Machine-Like Assembly Proces- 


78-06 SA PC A02/MF A01 


78-19 6C PC AOS/MF A01 


78-15 6A PC A05/MF A01 


13A PC A03/MF A01 


20E PC A02/MF A01 


78-12 6P PC A03/MF AQ1 


sor 
AD-247 476/5GI 
VAN ZYL, DIRK J. A. 
Storage, Retrieval and Statistical Analysis of Indiana 
Shale Data. 
PB-282 597/4GI 78-20 8G PC A08/MF A01 
VAN ZYL, STEFANUS FRANCOIS 
Analysis of Curved Segmentally Erected Prestressed 
Concrete Box Girder Bridges. 
PB-284 939/6GI 78-25 
VANA, N. 


Frequency Measurement of the G-Factor of Charred 
Dextrose of DPPH. 
AIAU-75106 78-03 7D MF A01 


Frequency Measurement of the 
Tetracene exp + . 


AIAU-75110 78-03 7D MF A01 
Low Dose Measurements with Thermoluminescence 
Dosimetry. 
AIAU-75101 


VANABKOUDE, J. C. 


Cost/Benefit Tradeoffs for Reducing the Energy 
Consumption of the Commercial Air Transportation 
System. 

N78-10035/1GI 


VANAKEN, J. 


A Research Program to Reduce Interior Noise in 
General Aviation Airplanes: Investigation of the 
Characteristics of an Acoustic Panel Test Facility. 

N78-31874/8GI 78-26 1C PC A08/MF AO1 


VANALLEN, J. A. 


Research in Space Physics at the University of 

lowa. 

N78-27033/7GI 78-21 
VANALLEN, ROBERT LEE 


Compensation for Propagation Uncertainties in the 
OMEGA Navigation System. 
AD-A047 124/3GI 78-04 


VANALSTINE, R. 


Strapdown Gyro Test Program. 
N78-11368/5GI 78-06 17G PC A04/MF A01 


VANAMERONGEN, H. 


Study of the Hot Corrosion of Uncoated and Ti/Si 
Coated in-738 LC in a Sulphate Melt. 


78-21 9B PC A02/MF A01 


13B PC A13/MF A01 


G-Factor of 


78-01 


18D MF AO1 


78-05 5C PC AOS/MF A01 


3B PC A04/MF A01 


17G_ PC A06/MF A0O1 





N78-15253/5GI 78-10 
VANARSDALE, JACK M. 
Electromagnetic Radiation 
Susceptibility Testing. 
AD-A053 576/5GI 
VANARTSDALEN, E. R. 


Thermodynamics and Energy Policy. 
ORAU/IEA(M)-77-18 78-09 10A PC A03/MF AQ1 


VANASSE, GEORGE A. 


Study of the Dual-input Mode with the AFGL Two- 

Meter Path Difference Interferometer. 

AD-A051 124/6GI 78-12 14E PC A02/MF A01 
VANBLERK, S. H. V. 

Comparative Reclamation of Potable Water from 

Biofilter and Activated Sludge Effluents at the 

Stander Water Reclamation Plant. 

N78-25998/3GI 78-20 138 PC A02/MF A01 
VANBRONKHORST, A. 

Strap-Down Inertial Systems. 

AD-A055 778/5GI 78-20 
VANBULJTENEN, C. J. P. 

Dispersion and Analysis of Methane in the At- 


mosphere. 
N78-26644/2GI 


VANCAMNP, V. V. 


Study of Hypersonic Propulsion/Airframe Integra- 
tion Technology. 
N78-19096/4GI 


VANCE, B. 


Numerical Simulation of lonospheric and Plasma- 
spheric Dynamics. 
AD-A053 451/1GI 


VANCE, E. F. 
Bolted Lapped-Joint EMP Shields. 
AD-A056 251/2GI 78-21 9A PC AOS/MF AO1 


Shielding and Grounding Topology for Interference 
Control. 
PEM-61 
VANCE, GEORGE P. 
An Investigation of Ice Clogged Channels in the St. 
Marys River. 
AD-A058 015/9GI 
VANCE, J.E. JR. 
Internal Structure of the CBD 
AD-086 111/2GI 78-16 5C PC A03/MF A01 
VANCE, J. M. 
Computerized Engineering Model for Evaporative 


Water Cooling Towers. 
K/CSD/INF-77/1 78-04 


VANCE, P. R. 


Hydro Power: Economic Comparisons. 

PB-280 694/1GI 78-17 10B PC A03/MF A01 
VANCE, PHILIP R. 

Regional Hydroelectric Reclamation, 

PB-284 530/3GI 78-25 10B PC A04/MF A01 
VANCE, W. H. 

FLASHE6: A Fortran IV Computer Program for Reac- 

tor Plant Loss-of-Coolant Accident Analysis (LWBR 

Development Program). 

WAPD-TM-1249(Add.1) 

78-07 18! 


11F PC A03/MF A01 


System (EMRS) for 


78-16 14B PC A03/MF A01 


17G PC A12/MF A01 


78-21 7D PC A02/MF A01 


78-14 1C PC AOS/MF A01 


78-16 4A PC A03/MF A01 


78-19 9C PC A02/MF A01 


78-24 8L PC A04/MF A01 


13A PC A02/MF A01 


PC A03/MF A01 
VANCLEAVE, R. A. 


Laser Cutting of Keviar Laminates. 
BOX-613-1877 78-12 11D PC A02/MF A01 


VANCLEEMPUT, W. M. 


An Algorithm for Testing the Planarity of Partially 
Oriented Graphs. 
AD-A048 052/5GI 78-06 9E PC AQ2/MF A01 


Initial Design Considerations for a Hierarchical IC 
Design System. 
AD-A052 367/0GI 78-14 9E PC A03/MF A01 


On the Planarity of Hypergraphs. 
AD-A048 051/7GI 78-06 9E PC A02/MF A01 


SPRINT - An Interactive System for Printed Circuit 
Board Design: Functional Characteristics. 
AD-A057 465/7GI 78-23 9E PC A03/MF A01 


SPRINT - An Interactive System for Printed Circuit 
Board Design User's Guide. 
AD-A045 653/3GI 78-01 9E PC A07/MF A01 


A Structural Design Automation Environment for 
Digital Systems. 

AD-A056 817/0GI 78-22 9E PC A02/MF A01 
A Structural Design Language for Computer Aided 
Design of Digital Systems. 

AD-A048 255/4GI 78-06 9B PC A03/MF A01 


Topological Circuit Layout. 
AD-A048 050/9GI 78-06 9E PC A02/MF A01 


VANDAM, C. P. G. 


A Research Program to Reduce Interior Noise in 
General Aviation Airplanes: Noise Reduction 
Through a Cavity-Backed Flexible Plate. 

N78-31873/0GI 78-26 1C PC A06/MF A01 


VANDE HEI, RICHARD P. 
A Computer Graphic-Based Aid for Analyzing Tacti- 
cal Sightings of Enemy Forces. 
AD-A049 578/8GI 78-09 5H PC A03/MF A01 


VANDELINDE, V. DAVID 


Consistency of a Class of Robust Estimators of 
Crosscorrelation. 
AD-A053 145/9GI 


VANDENBERG, E. 


The Application of Activated Carbon for Waste 
Water Treatment. 
N78-26014/8GI 


VANDENBERG, J. M. 


Reprint: Clustering Hypothesis of Some High-Tem- 
perature Superconductors. 
AD-A050 989/3G! 78-11 


VANDENBERGH, RICHARD 


Prevention in Mental Health: A Controlled Study. 
HRP-0016639/7GI 78-04 5J Not Available NTIS 


VANDENBROEK, C. J. J. 


Improved Ultrasonic Nondestructive Testing of 
Pressure Vessels. 
PB-282 170/0GI 


VANDENDOOL, H. M. 


On the Explanation of Persistence in the Monthly 
Average Temperature over de Verklaring van Per- 
sistentie in de Maandgemiddelde Temperatuur. 

N78-11655/5GI 78-06 4B PC A02/MF A01 


Practical Use of Transitional Rules for Forecasting 
the Monthly Mean Temperature at de Bilt Praktisch 
Gebruik van Overgangsregels Ten Behoeve van de 
Verwachting van de Maandgemiddelde Temperatuur 
Te de Bilt. 

N78-18648/3GI 


VANDENHOED, W. C. 


Radar Data Extraction. An Ergonomic Evaluation of 
the lotron Digiplot on Board SS ‘Methane Princess’. 
N78-28317/3GI 78-23 13J PC A04/MF A01 


VANDEPOPULIERE, J. M. 
Elimination of Pollutants by Utilization of Egg 


Breaking Plant Shell-Waste. 
PB-280 125/6GI 78-16 


VANDER LUGT, L.A. 


A Study of the Oxides of Silver 
AD-135 164/2GI 78-11 


VANDER SLUIS, K. 


Status of the USA Program on the Development of 
Submillimeter Lasers to Measure lon Temperatures. 
CONF-770954-5 78-14 201 PC A02/MF AQ1 


VANDER WALL, E. M. 


Storability Investigations of 
Storage Evaluation. 
AD-A049 189/4GI 


VANDERAH, D. J. 


Reprint: Polyhalogenated Monoterpenes from 
‘Plocamium cartilagineum’ from the British Coast, 
PB-277 129/3GI 78-10 6A PC A02 


VANDERAREND, P. C. 


Energy Doubler Refrigeration System. 
CONF-770313-97 78-02 20G PC A02/MF A01 


VANDERBORGH, N. E. 


Characterization of Devonian Shales Using Laser 
Pyrolysis-Gas Chromatography. 
LA-UR-77-2106 78-13 7D MF AO1 


Environmental Pollution by Trace Elements in Coal 
Preparation Wastes. 
LA-UR-77-1850 78-06 8! PC A02/MF A01 


Evaluation of Methods for Stimulation and Charac- 
terzation of Eastern Gas Shales. Progress Report, 
April--June 1977. 

LA-7094-PR 78-16 8! 


Gas Stimulation Studies at LASL. 
LA-UR-77-1937 78-06 8! PC A03/MF A01 


Heat Transfer Through Coals and Other Naturally 
Occurring Carbonaceous Rocks. 
LA-UR-77-2745 78-13 7A PC A02/MF A01 


Mass Transfer Changes Induced in Coal Blocks 
During Thermal Processing. 
LA-UR-78-1183 78-23 7D PC A02/MF A01 


Trace Element Characterization and Removal/ 
Recovery from Coal and Coal Wastes. Progress Re- 
port, October 1--December 31, 1976. 

LA-6933-PR 78-09 7A PC A04/MF A01 
Trace Element Characterization and Removal/ 


Recovery from Coal and Coal Wastes. Work Plan, 
October 1, 1976--September 30, 1977. 


78-15 9D PC A02/MF A01 
78-20 


13B PC A03/MF A01 


20L PC A02/MF A01 


78-19 148 PC A08/MF A01 


78-13 4B PC A02/MF A01 


13B PC A03/MF A01 


7D PC A02/MF A01 


Water Long-Term 


78-08 13B PC A04/MF A01 


PC A03/MF A01 


VANDERMER, A. HALE 


LA-6822-PR 78-03 81 PC A02/MF A01 


Trace Element Characterization of Coal Wastes. 
PB-284 450/4GI 78-24 8i| PC AO7/MF A01 


Underground Thermal Generation of Hydrocarbons 
from Dry, Southwestern Coals. 
LA-UR-78-1438 78-26 7A PC A02/MF A01 


VANDERBRUG, G. J. 


Reprint: Control! Concepts for industrial Robots in 
an Automatic Factory. 
PB-283 542/9GI 78-23 131 


VANDERBURG, J. D. 


PCSYS: The Optimal Design Integration System Pic- 
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We were Assembled to Investigate, not see Medi- 


umistic Phenomena -- Translation. 
AD-A048 652/2GI 78-07 5J PC A03/MF A01 


VOLODIN, K. E. 
Macroscopic Spectrometer for Study of Fission 


Neutron Spectra. 
FEI-578 


VOLODIN, V. D. 
2-Meter Streamer Chamber for Relativistic Nuclear 


Physics Investigations . Results of Bench Tests. 
JINR-R-13-9315 78-17 18D MF A01 


Four-Electrode Streamer Chamber. 
JINR-R-13-10380 78-20 18D MF AO1 


Starting System for a 2-Meter Streamer Spark 
Chamber in a 17 GeV/Sec alpha -Particle Beam. 
JINR-13-9030 78-20 18D MF AO1 


Control Post- 


78-25 9B PC A07/MF AO1 


78-01 1C PC AOS/MF A01 


78-04 201 PC A02/MF A01 


Antineutron-Light 


MF AO1 


78-04 20H MF A01 


78-17 18D MF AQ1 


VOLOSHCHUK, V. I. 


Data Processing and Physical Results on He exp 4 
Photodisintegration. 
KFTI-76-36 


VOLPE, G. 
The Viscous Transonic Flow over Two-Element Air- 


foil Systems. 
AD-A058 425/0GI 


VOLPE, GEORGE 


Morphine Depression of Ventilatory Response to 
Hypoxia, and Reversal by Naloxone, 
AD-A050 538/8GI 78-11 60 PC A02/MF A01 


VOLTA, G. 
Probabalistic Analysis of the Protection of a PWR 


Against Overpressure. 
EUR-5640 


VOLTERRA, E.G. 


An Investigation on the Dynamic Properties of 
Plastics and Rubber-Like Materials 
AD-000 307/9G! 78-18 111 PC A06/MF A01 


An Investigation on the Dynamic Properties of 
Plastics and Rubber-Like Materials 
AD-018 614/8GI 78-21 111 


VOLTERAA, V. 


Reprint: Electrical and Mechanical Relaxations in a 
Mixed-Alakali Silicate Glass. 
AD-A045 748/1GI 78-01 


VOLTZ, S. E. 


Development Studies on Conversion of Methanol 
and Related Oxygenates to Gasoline. Final Report. 
FE-1773-25 78-01 21D PC A15 


VOLUNGIS, RICHARD J. 


Studies of the Structure and Properties of Polymers 
by the Use of Birefringence ll, 
AD-073 029/1GI 78-02 111 PC AOS/MF A01 


The Use of an Instron Testing Machine for the 
Determination of Stress and Strain-Optical Coeffi- 
cients 

AD-244 449/5GI 


VOLZ, FREDERIC E. 


Reprint: Infrared Characterization of Some World- 
wide Aerosol Fractions. 
AD-A057 770/0GI 78-23 4A PC A02/MF A01 


Reprint: Observations and Measurements of the 
Solar Aureole. 
AD-A056 871/7GI 


vOLz, J. 


Determination of Optimized Running-in Schedules 
for Diesel Engines. A System Using Radionuclide 
Measuring Methods. 
KFK-2432 


VOLZHEV, A. A. 


Experimental Investigation of the High-Current 
Pulsed Electron Beam Structure. 
NIIEFA-A-0237 78-10 20G MF A01 


VOM STEIN, H. D. 


Millimeter-Wave Measurements of the Transmission 
and Reflection of Detonation Plasmas Produced by 
Solid Explosives. 

UCRL-Trans-11315 


VOMASKE, R. F. 


A Flight Investigation of the Stability, Control, and 
Handling Qualities of an Augmented Jet Flap STOL 
Airplane. 

N78-26151/8GI 


VOMBAUR, R. 


Civil Components Program ‘Wing Section’. Wing 
Structure Parameter Study. 
N78-22088/6GI 78-17 


VOMINYKH, M. I. 


Two-Dimensional Analysis of gamma-gamma Coin- 
cidence with Selection of ‘Useful’’ Two-Parameter 
Information. 
JINR-13-8797 


VOMPERSKI, S. E. 


Biological Foundations of Forest Drainage Efficien- 
cy--Translation. 
PB-273 902-T/GI 


VOMVORIDIS, J. L. 


Test Particle Correlation by a Whistler Wave in a 
Nonuniform Magnetic Field. 
AD-A057 065/5G! 78-22 4A PC A03/MF A01 


VON ARX, W.S. 


Preliminary Sea Trials of Jog-LOG Aboard U. S. S. 
Cobbler (SS-344) During 3-5 May 1957 
AD-210 469/3GI 78-18 13J PC AOQ2/MF A01 


VON ARX, WILLIAM S. 


Jog-LOG: U. S. S. Compass Island (Eag-153) 
AD-210 511/2GI 78-18 8C PC A02/MF A01 


78-23 20H PC A02/MF AO1 


78-25 1A PC A03/MF A01 


78-23 181 PC A03/MF A01 


PC A03/MF A01 


11B PC AO2/MF A01 


78-01 20L PC A02/MF AO1 


78-22 4A PC A02/MF A01 


78-18 21G MF A01 


78-25 19D PC A02/MF A01 


78-21 1C PC A07/MF A01 


1C PC AQ4/MF A01 


78-17 18D MF A01 


78-03 2F PC A17/MF A01 





Measurement of the Lateral Set of a Submarine by 
Time Integration of the Rudder Angle Used in Steer- 
ing a Straight Course 

AD-210 470/1GI 78-18 13J PC A02/MF A01 


On the Variation of the Coriolis Parameter and Its 
Simulation in Models of the Ocean Circulation 
AD-058 924/2GI 78-14 8C PC A02/MF A01 


Short Term Fluctuations in the Structure and Trans- 
port of the Gulf Stream System 
AD-046 320/8GI 78-21 8C PC A02/MF A01 


The Surface Outcrop of the Gulf Stream Front 
AD-010 251/7GI 78-18 4B PC A02/MF A01 
Ultra-Wide-Field Time-Lapse Photography from Air- 
craft 

AD-003 618/6GI 78-18 14E PC A02/MF A01 


VON BACKSTROEM, J. W. 
Geology and Mineral Deposits of Tantalite Valiey, 
Warmbad District, South West Africa. 
PER-3 78-06 8! MF AO1 
VON BEKESY, GEORG 
Neural Funneling Along the Skin and Between the 


inner and Outer Hair Cells of the Cochlea 
AD-229 246/4GI 78-11 6P PC A02/MF AO1 


Similarities Between Hearing and Skin Sensations 
AD-217 229/4GI 78-11 6P PC A02/MF A01 


VON BOGDANDY, L. 


Environmental Load in the Various Regions of the 
Federal Republic of Germany and its Health 
Aspects. 

AED-Conf-76-613-001 78-13 6F PC A02/MF A01 


VON BROCKEL, K. 


Reprint: The Distribution of Organic Carbon in a 
Marine Planktonic Food Web Following Nutrient 
Enrichment, 

PB-273 406/9GI 78-03 8A 


VON COOK, K. 


Ultrasonic Probe System for the Bore-Side Inspec- 
tion of Tubes and Welds Therein. 
PATENT-4 037 465 
78-09 14B Not available NTIS 
VON CUBE, H. L. 


Calculation of the Temperature Curves in Un- 
derground Pipe Coil after Heat Removal by Means 
of Heat Pumps (Geothermal Heat Source). 

AED-Conf-559-002 78-21 8i PC A02/MF A01 


VON DER HARODT, P. 


High Flux Materials Testing Reactor HFR Petten. 

Characteristics of Facilities and Standard Irradiation 

Devices (Edition 1976-1977). 

EUR-5700 78-06 18J MF A01 
VON DER WEID, J. P. 

Antiferroelectric Phase in KCN. 

PUC-TN-23/76 78-21 7D MF AOt 

Electron-Spin Resonance Studies of Phase Transi- 

tions in KCN. The Orthorhombic Phase. 

PUC-TN-14/76 78-21 20L MF A0O1 

Study of Proton implantation in Alkaline Earth Metal 

Compounds. 

INIS-mf-3236 78-20 20L MF A01 


VON DOHLEN, WERNER C. 


The Crystal Structure of Formic Acid 

AD-004 416/4GI 78-16 7D PC A02/MF AO1 
X-Ray Studies of Simple Crystals with Freezing 
Points Below Room Temperature 

AD-022 319/8GI 78-16 7D PC A02/MF A01 


VON ENGEL, A. 
lonic Conductivity of Highly lonized Plasmas 
AD-241 836/6GI 78-18 201 PC AQS/MF A01 
VON FOERSTER, H. 


The Realization of Biological Computers 

AD-220 006/1GI 78-11 9B PC A03/MF A01 
VON FOERSTER, H.M. 

Beam Analyzer. Ill. Beam Analysis in a Circularly 

Deflecting System 

AD-007 879/0GI 78-18 14B PC A05S/MF A01 


General Problems of Broadband Amplification in 
the Microwave Frequency Range 
AD-094 115/3GI 78-22 9E PC A02/MF AO1 


VON FOERSTER, HEINZ 


A Predictive Model for Self Organizing Systems 
AD-245 969/1GI 78-11 9B PC AOS/MF A01 


VON GADOW, A. 


Investigation into the Occurrence of Radioiodine in 
Air, Precipitation, Grass, Cow- and Goat-WMilk Fol- 
lowing the Chinese Atomic Bomb Test of Sup- 
tember 26, 1976. 

INEL-tr-29 78-25 6F PC A04/MF A01 


Studies on Radioiodine Concentrations in Air, 
Precipitation, Grass, Cows’ and Goats’ Milk after 


the Chinese Nuclear Bomb Test on September 
26TH, 1976. 


STH-3/77 78-22 18H MF A01 


Studies on the Exposure Pathway-Air-Grass-Cow- 
Milk for Radioiodine Due to Release During Normal 
Operation from the Gundremmingen Nuclear Power 
Station in 1975. 


STH-15/76 78-06 6F MF A01 
VON GOELER, S. 


Soft X-Ray Measurements on the PLT Tokamak. 

PPPL-1383 78-08 20! PC A02/MF A01 

Study of Disruptive Instabilities in the PLT Tokamak 

Using X-Ray Techniques. 

PPPL-1379 78-16 18A PC A04/MF A01 
VON GUTFELD, R. J. 

Reprint: 20-MHz Acoustic Waves from Pulsed Ther- 

moelastic Expansions of Constrained Surfaces. 

AD-A049 368/4GI 78-09 20F PC A02/MF A01 

Reprint: Optically Induced Transverse Voltages in 

Thin Metai Films. 

AD-A046 660/7GI 78-03 20L PC A02/MF A01 


Reprint: Temperature Dependence of Transverse 

Planar Voltages in Laser-irradiated Pt and Pd Films. 

AD-A046 659/9GI 78-03 20L PC A02/MF A01 
VON HALLE, E. 

Countercurrent Gas Centrifuge for the Enrichment 

of U-235. 

K/OA-4058 78-15 188 PC A03/MF A01 


Gaseous Diffusion. Von Karman Institute for Fluid 
Dynamics 1977--1978 Lecture Series No. 10, 
Aerodynamic Separation of Gases and Isotopes: 
Recent Advances. 

K/OA-4245 78-22 183) PC A03/MF A01 


Method for Estimating the Inventory of an Isotope 
Separation Cascade by the Use of Minor Isotope 
Transient Concentration Data. 

K-1892 78-15 18B PC A03 


Stage Separation Theory. 
K/OA-4247 78-21 188 MF A01 


VON HALLE, E. S. 


Literature Survey of Bacterial, Fungal, and Droso- 

phila Assay Systems Used in the Evaluation of 

Selected Chemical Compounds for Mutagenic Ac- 

tivity. 

ORNL/EMIC-9 78-16 6T PC AOS/MF A01 
VON HIPPEL, A. 


Answers to Sputnik 
AD-149 459/0GI 78-11 22A PC A02/MF A01 


A Center for Materials Science and Technology 
AD-251 032/9GI 78-21 5A PC A02/MF A01 


The Distortable Double Well; a Prototype for the 
Analysis of Relaxation Spectra 
AD-248 185/1GI 78-13 70 PC A02/MF A01 


Principles of Modern Materials Research 
AD-214 074/7GI 78-11 5B PC A02/MF A01 


VON LEHMDEN, DARRYL J. 


Quality Assurance Handbook for Air Pollution Mea- 
surement Systems. Volume Il. Ambient Air Specific 
Methods, 


PB-273 518/1GI 78-02 13B PC A13/MF A01 
VON LENSA, B. W. F. 


Development of an Electron Irradiation Apparatus 
with High Dose Rate for Large Residual Resistance 
and Performance of an Irradiation Experiment on 
Dilute Copper Alloys Between 200 K and 450 K. 
Juel-1426 78-19 11F MF A01 
VON RENVINGE, T. T. 

The Composition of Corotating Energetic Particle 
Streams. 

N78-21039/0GI 78-15 3B PC A02/MF A01 


VON RIESEMANN, W. A. 


Analysis of the Engine Fragment Threat and the 
Crush Environment for Small Packages Carried on 
U.S. Commercial Jet Aircraft. 

SAND-78-0244C 78-22 18F PC A02/MF A01 


VON ROHR, R. D. 
Integrated Circuit Electromagnetic Susceptibility In- 
vestigation - Phase lil. 
AD-A046 286/1GI 78-03 9E PC A06/MF A01 
VON ROSENBERG, C. W. JR. 


Diagnostics for Thermal Cracking of Coal Volatiles 
in Entrained-Bed Gasifiers. 
WSS/CI-76-25 78-13 21D PC A0Q3/MF AO1 


VON RUEMKER, ROSMARIE 


A Technology Assessment of Biological Substitutes 
for Chemical Pesticides. 
PB-284 990/9GI 78-25 6F PC A18/MF A01 
YON SCHWEROTNER, O. A. 

‘ew Developments in Order to Avoid Blade Erosion 
in Low-Pressure Final Stages. 
AED-“ont-76-595-004 

78-09 10A PC A03/MF A01 


VONDY, D. R. 


VON SEGGERN, D. H. 
Observed Variation in the Spectral Ratio Discrimi- 
nant from Short-Period P Waves. 
AD-A053 527/8G! 78-16 17J PC A03/MF A01 


Study of Selected Kamchatka Earthquakes in a 

Seismic Discrimination Context. 

AD-A051 605/431 78-12 17J PC A06/MF A01 
VON ST, URSULA 


Directional Differences in Pigeon Homing 
AD-091 510/8GI 78-02 6C PC A02/MF A01 


VON STEIN, MANFRED RITTER 


Method for the Calculation of Temperatures of 
Flames, of the Enthalpy and the Entropy of Com- 
bustion Products 

AD-147 415/4GI 78-22 21B PC A03/MF A0O1 


VON TRESCKOW, ARNOLD 


Land Mines--Translations. 
AD-A053 305/9G! 78-15 19A PC A03/MF A01 


VON WEIZSACKER, CARL-FEDERICH 
Cooperation of Western Nations in a Coming World 


Crisis, 
PB-282 960/4GI 78-20 5D PC A02/MF A01 


VON WINDEGUTH, D. L. 


Reprint: Dursban Premises Applications and Their 
Effect on the Cholinesterase Levels of Spraymen, 
PB-276 325/8GI 
78-08 6J (Order as PB-276 320, MF A01) 
VON WINTERFELDT, DETLOF 
Experimental Tests of Independence Assumptions 


for Risky Multiattribute Preferences. 
AD-A048 568/0G! 78-07 5K PC A06/MF A01 


VONBOEHM, J. 


Applicability of the Self-Consistent Orthogonalized- 
Plane-Wave Method to the Anisotropic Semicon- 
ductors Trigonal Selenium and Titanium Disulphide. 
N78-17909/0G! 78-12 20 PC A03/MF A01 


VONBUN, F. O. 
Orbit Determination Accuracies Using Satellite-to- 
Satellite Tracking. 
N78-10988/1GI 78-05 22C PC A03/MF A01 
VONDERHAAR, T. H. 
Design Definition Study of the Earth Radiation 
Budget Satellite System. 
N78-31140/4GI 78-26 4A PC A07/MF A01 
Radiation Measurements’ from Polar and 
Geosynchronous Satellites. 
N78-25704/5GI 78-20 48 PC A09/MF A01 
Satellite Observations of the Onset and Growth of 
Severe Local Storms. 
N78-26700/2GI 78-21 4B PC A0S/MF A01 


Studies of Satellite Support to Weather Modification 

in the Western US Region. 

N78-27705/0GI 78-23 48 PC A06/MF A01 
VONDOHLEN, W.C. 

The Crystal Structure of the High Temperature 

Form of lsocyanic Acid 

AD-051 349/9GI 78-16 7D PC A02/MF AO1 


VONDOLLEN, E. 
Earthquake Evaluation Studies of the Auburn Dam 


Area. Volume 5. Seismology. 
PB-283 530/4GI 78-22 8K PC A04/MF A01 


VONDRA, B. L. 


Method for Dissolving Plutonium Oxide. 
PAT-APPL-802 398/GI 78-26 7D PC A02/MF A01 


VONDRA, ROBERT J. 
The MIT Lincoln Laboratory Pulsed Plasma 


Thruster. 

AD-A049 013/6GI 78-08 21C PC A02/MF A01 
VONDRAK, R. R. 

Chatanika Model of the High-Latitude lonosphere 

for Application to HF Propagation Prediction. 

AD-A053 154/1G! 78-15 171 PC A08/MF A01 
VONDRUSKA, JOHN 

Industrial Fishery Products. Market Review and Out- 

po-274 659/2GI 78-04 5C PC A02/MF A01 

Industrial Fishery Products Market Review and Out- 

Po-278 131/8GI 78-11 5C PC A02/MF A01 
VONDY, D. R. 

Code PERTUBAT for Processing Neutron Diffusion 


Theory Neutronics Results for Perturbation 
Analyses. 


ORNL-5376 78-18 18F PC A0S/MF A01 
Computation System for Nuclear Reactcr Core 
Analysis. 

ORNL-5158 78-04 18K PC A02/MF A01 
Interim Report on Core Physics and Fuel Cycle 


Analysis of the Pebble Bed Reactor Power Plant 
Concept. 


PA-1477 





ORNL/TM-6142 78-15 181 PC AQ4/MF A01 


Reference Test Problems for the VENTURE 
Neutronics and Related Computer Codes. 
ORNL/TM-5887 78-05 18K PC A04/MF A01 


Test of the Diffusion Theory Difference Equations in 
Slab Geometry (Computer Code VANCER). 
ORNL-5381 78-25 18K PC A03/MF A01 


VENTURE: A Code Block for Solving Multigroup 
Neutronics Problems Applying the Finite-Difference 
Diffusion-Theory Approximation to Neutron Trans- 
port, Version Il. 
ORNL-5062/R1 


VONGLAHN, U. 


interim Noise Correlation for Some OTW Configura- 
tions Using External Jet-Flow Deflectors. 
N77-32838/3G! 78-02 20A PC A03/MF A01 


Noise of Deflectors Used for Fiow Attachment with 
STOL-OTW Configurations. 
N78-13853/4G! 78-08 20A PC A02/MF AO1 


VONGLAHN, U. H. 


Correlation of Combustor Acoustic Power Levels In- 
ferred from internal Fluctuating Pressure Measure- 
ments. 

N78-31871/4GI 


VONGUERARD, H. W. 


Literature Survey of the Trade-off Between System 
Testing and Inorbit Reliability of Spacecraft. 
N78-28165/6GI 78-23 22B PC A06/MF AO1 


VONGVICHIEN, PRAPON 
Signal Progression on Routes in Suburban-to-Rural 
Areas. 
PB-283 762/3GI 


VONHELLERMANN, M. 


On Scattering Diagnostics with Periodically Pulsed 
Lasers to Follow the Continuous Evolution of Time 
Dependent Plasma Parameters. 

N78-29445/1GI 78-24 201 


VONISSENDORFF, H. 


Modular Multicomputer Systems with Mini- and 
Microprocessors. Military Applicability and 
Research Activities Modulare Multicomputersysteme 
MIT Mini- und Mikroprozessoren. Wehrtechnische 
Verwendbarkeit und Forschungsaktivitaeten. 

N78-18816/6GI 78-13 98 PC A03/MF A01 


VONNEGUT, B. 


Estimates of Raindrop Collection Efficiencies in 
Electrified Clouds 
AD-248 084/6GI 78-13 48 PC A02/MF A01 


Observations of Thunderstorms in New Mexico 
AD-220 039/2G! 78-11 4B PC A06/MF A01 


Stabilization of a High-Voltage Discharge by a Vor- 
tex 


AD-095 945/2Gi 78-02 20C PC A02/MF A01 


Visual Analogue of Radar Bright Band Phenomenon 
AD-248 275/0GI 78-11 4B PC AQ2/MF A01 


VONNEGUT, BERNARD 


The Electrical Theory of Tornadoes 
AD-095 944/5G! 78-02 4A PC A03/MF A01 


Giant Electrical Storms 
AD-200 814/2GI 78-13 4B PC AO2/MF A01 


A Possible Effect of Lightning Discharge on 
Precipitation Formation Process 
AD-248 085/3GI 78-13 4A PC A02/MF A01 


Preliminary Attempts to Influence Convective Elec- 
trification in Cumulus Clouds by the Introduction of 
Space Charge into Lower Atmosphere 

AD-200 812/6GI 78-13 4A PC AQ2/MF A01 


Results of an Experiment to Determine initial 
Precedence of Organized Electrification and 
Precipitation in Thunderstorms 

AD-200 813/4GI 78-13 4A PC A03/MF A01 


Simple Electrometer Employing an Electrified, Non- 
conducting Fiber 
AD-128 830/7GI 


VONPUTTKAMER, J. 
The Next 25 Years: Industrialization of Space: Ra- 


tionale for Planning. 
N78-18091/6GI 


VONROOS, O. 


Determination of Bulk Diffusion Lengths for Angle- 
Lapped Semiconductor Material Via the Scanning 
Electron Microscope: A Theoretical Analysis. 
N78-28969/1GI 78-23 20L PC A02/MF A01 
Method and Apparatus for Measuring Minority Car- 
rier Lifetimes and Bulk Diffusion Length in p-N 
Junction Solar Celis. 

PAT-APPL-861 391/GI 78-13 9A PC A02/MF A01 


VONROSENSTIEL, A. P. 


Failure Analysis of Molybdenum Orifices. 
N78-26212/8GI 78-21 11F PC A02/MF A01 


78-12 18K PC A1S/MF AQ1 


78-26 21E PC A03/MF A01 


78-20 13F PC A13/MF A01 


PC A03/MF A01 


78-13 14B PC A02/MF A01 


78-13 22A PC A03/MF A01 


PA-1478 


VONROSENVINGE, T. T. 
The Radial Variation of Corotating Energetic Parti- 
cle Streams in the Inner and Outer Solar System. 
N78-14980/4GI 78-09 3B PC A03/MF A01 


VONTHUNA, P. C. 

infrared Spectra of Lunar Soils. 

N78-17973/6GI 78-12 3B PC AOQ2/MF AO1 
VONTIESENHAUSEN, G. F. 


In-Space Production of Large Space Systems from 
Extraterrestrial Materials: A Program Iimplementa- 
tion Model. 

N78-12112/6GI 


VOOGT, DONALD J. 


Suggested Criteria for irrigation Water Intakes in 
Missouri River Reservoirs, South Dakota. 
PB-274 090/0Gi 78-03 2C PC A03/MF A01 


VOOK, F.L. 
fon Implantation in Metals. 
SAND-77-0373 78-04 
VOONG, E. T. L. 


Vibroscope Measurements of the Elastic Moduli of 
Nylon 66 and Dacron Filaments of Various Draw 
Ratios 

AD-046 318/2G! 


VOORHEES, C. G. 


Conceptual Design of Single 
Powered Light Aircraft. 
N78-16045/4GI 78-11 


VOORHEES, JOHN RICHARD 


Effects of Water-Treatment-Plant Wastes on 
Domestic Wastewater Treatment Processes. 
PB-280 970/5GI 78-17 13B PC A06/MF A01 


VOORHEES, L. D. 
Highway Right-of-Way: Mowing Versus Succession 
as Related to Waterfow! Nesting in North Dakota. 
TID-28042 78-16 6F MF A01 

VOORHIES, ELEANOR F. 
Community Health Nursing -- 


Process. 
HRP-0026006/7G! 


VOORHIS, A. DAVID 


A Theoretical Study of a Vessel Location System in 
Which Position Is Determined from the Angles Sub- 
tended by Three Known Landmarks 

AD-026 958/9GI 78-16 17G PC A04/MF A01 


VOORHIS, ARTHUR D. 


Reprint: The Influence of Deep Mesoscale Eddies 
on Sea Surface Temperature in the North Atlantic 
Subtropical Convergence. 

AD-A048 086/3G! 78-06 8J PC A02/MF A01 


VOPATRIL, M. 


Analysis of Shutdown and Aftercooling Cycles of 
the A-1 Nuclear Power Plant. 
ZJE-164 


VORA, H. 


Tabulation of Impurity Absorption Spectra-Ul- 
traviolet and Visible. Volume Il. 
AD-A052 452/0GI 78-14 20F PC A15/MF A01 


VORA, J. N. 


Design of a Solar Energy Assisted Air Conditioning 
System. 
ORNL/MIT-229 


VORBRUGG, W. 


Report on Work on the Forschungs- und Messreak- 
tor Braunschweig (FMRB) For the Year 1976. 
PTB-FMRB-65 78-20 181 MF A01 


VORDERWISCH, P. 


Investigation into the Lattice Dynamics of Cerium 

Hydride by Inelastic Neutron Scattering. 

INIS-mf-3503 78-01 208 MF A01 
VORECK, WALLACE E. JR. 


Converging Wave Detonator. 
PATENT-4 040 356 


78-07 22A PC A03/MF A01 


11F PC AQ2/MF A01 


78-01 7D PC A03/MF A01 


Turbofan Engine 


1C PC A08/MF A01 


Evolution and 


78-25 6E Not Available NTIS 


78-19 181 MF A01 


78-03 13A PC A03/MF A01 


78-19 19A Not available NTIS 


VORIES, KIMERY C. 
The Plant Information Network. Volume |. A User's 
Guide, 
PB-276 057/7GI 78-07 6C PC AOS/MF A01 


The Plant information Network. Volume Il. Reclama- 
tion and PIN in Northwestern Colorado, 
PB-276 058/5GI 78-07 6C PC A04/MF A01 


VORIES, MINERY C. 


The Plant information Network. Volume Ill. Recla- 
mation and PIN in the Powder River Basin of Mon- 
tana and Wyoming, 

PB-276 059/3GI 78-07 6C PC A04/MF A01 


The Plant information Network. Volume IV. A Sub- 
ject Guide and Annotated Bibliography to Selected 
Literature on Land Reclamation and Rehabilitation 
in the Western United States, 


PB-276 060/1GI 
VORNEHM, R. G. 


Unique Clamping Techniques for Strain Gages. 
K/TL-670 78-03 14B PC A02/MF A01 


VOROB’EV, A. P. 


Study on the K exp + op Implies K exp O + 

Anything Reaction at 5, 8.2 and 16 Gev/C in the 
Central Region. 
IFVE-PPK-75-51 


VOROB’EV, H. S. 


High-Speed Image Converters for Studying Laser 
Radiation with Picosecond and Femtosecond Time 
Resolution. 

UCRL-Trans-11298 
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Cutaneous Irritation in the Topical Application of 
Azaserine NSC-742 to New Zealand White Rabbits. 
PB-274 101/5GI 78-04 6T PC A02/MF A01 


Cutaneous Irritation in the Topical Application of 
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BNL-22861 AD-A056 541/6GI 
WATSON, R. T. WATT, THEODORE M. 


An Assessment of an F2 or N204 Atmospheric In- Phase Height Oscillations in the lonosphere, 
jection from an Aborted Space Shuttle Mission. AD-450 432/0GI 78-14 4A PC A03/MF A01 
N78-21664/5GI 78-16 4A PC A03/MF AO1 WATT, W. S 
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Re-Entrant Magnetism in Rare-Earth Superconduct- 
ing Ternary Compounds. 


WATTS, ANTHONY B. 
Reprint: Gravity Field of the Northwest Pacific 
Ocean Basin and Its Margin: Philippine Sea. 
AD-A058 299/9G! 78-24 8E PC A02/MF A01 


WATTS, C. 


Excimer Potential Curves. 
AD-A050 471/2GI 78-10 20E PC A04/MF A01 


WATTS, C. R. 


Hot Isostatic Processing, 
AD-A049 227/2G1 78-08 


WATTS, DOUGLAS M. 


Reprint: Isolation of St. Louis Encephalitis Virus 
from Overwintering ‘Culex pipiens’ Mosquitoes. 
AD-A057 501/9G! 78-23 6M PC A02/MF A01 


WATTS, G. R. 


Assessment of Vehicle Handling When Crossing 
Two Types of Bus Lane Delineator, 
PB-276 756/4GI 78-09 13B PC A02/MF A01 


The Covert Responses of Drivers to Two Road 
Based Alerting Devices, 
PB-276 453/8GI 78-08 13B PC A03/MF A01 


The Development of Rumble Areas as a Driver Alert- 
ing Device, 
PB-276 916/4GI 


WATTS, GEORGE M. 


Sediments Impounded by an Offshore Breakwater, 
AD-A051 577/5Gi 78-12 13B PC A02/MF A01 


WATTS, H. A. 


Computational Solution of Nonlinear Two-Point 
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sub 3 - Sr Fe 0 sub 3 
AD-241 520/6GI 


WAUGH, JOHN L.T. 
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Diseases of Military Importance in Equatorial Asia. 
AD-A058 238/7GI 78-24 6E PC A16/MF A01 


WEBB, DENIS C. 


Magneticaliy Tuned, Surface Acoustic Wave Device. 
PATENT-4 078 186 78-22 9A _ Not available NTIS 


WEBB, DOUGLAS C. 


Reprint: A Mobile Coherent 
Acoustic Range. 
AD-A052 855/4GI 


WEBB, G. A. 


Structure and Nitration of Some Aza-substituted 
Adamantanes. 
AD-A047 488/2GI 


WEBB, G. A. M. 


Assessment of the Radiological Protection Aspects 
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AD-A053 855/3G! 78-16 7D PC A03/MF A01 


A Ligand Field Theory Analysis of the Spectra of the 
t2g3 Levels of irF6. 
AD-A053 025/3G! 78-15 7D PC A03/MF A01 


On the Jahn-Teller Effect in irF6: The Gamma sub 
8g thrice degenerate t sub 2g State at 6800 A. 
AD-A046 563/3G! 78-03 7D PC A04/MF A01 


Quadratic Jahn-Teller Coupling in Octahedral 
Systems. 
AD-A052 755/6G! 78-14 70 PC A02/MF A01 


Raman Scattering of Neat and Mixed Crystals of 
IrF6: The Jahn-Teller Interaction in the Ground 
State. 


AD-A052 754/9G! 78-14 7D PC A03/MF A01 


WEBB, J. N. 


Introduction to a Library of Creep and Strain 
Recovery Data for DTD 5070A Aluminium Alloy. 
AD-A048 291/9G! 78-07 11F PC A06/MF A01 


WEBB, J. W. 


Shoreline Piant Establishment and Use of a Wave- 
Stilling Device. 
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Memory for Radar Parameter Study. Volume 1. In- 
terpretation and Analysis. 
AD-918 027/4GI 78-09 171 


WEBB, WILSE B. 


Coded Fleet Accidents of Recent Graduates 
AD-076 065/2GI 78-20 1B PC A0Q2/MF A01 


An Evaluation of Physical Standards by Flight Sur- 
geons 
AD-076 067/8GI 


78-18 13B PC A02/MF A01 


78-22 10B °C A08/MF A01 


78-18 13B PC A07/MF A01 


78-17 6E Not Available NTIS 


78-26 81 PC A02/MF A01 


PC AOS/MF A01 


78-20 6N PC AO5/MF A01 


Expressed Reasons for Leaving Training in Relation 
to Flight Performance 
AD-076 066/0GI 


78-20 5J PC A02/MF A01 


The Extent of Medical Requirements and Its Role in 
Absenteeism in a Healthy Population 


AD-076 061/1Gi 78-20 6E PC A02/MF A01 


Grades in Training and Subsequent Accidents 
AD-076 062/9GI 78-20 1B PC A02/MF A01 


Instructor Ratings of Students Involved in Ac- 
cidents: Spins and Stalls 


PA-1504 


AD-076 070/2GI 78-20 


Measurements of Morale 
AD-044 404/2GI 78-21 


Naval Air Technical Training 

AD-037 814/1GI 78-16 5! PC A02/MF A0O1 
The Prediction of Aircraft Accidents by Instructors: 
Preliminary Findings 

AD-076 068/6GI 78-20 1B PC A02/MF A01 
The Prediction of Fleet Accidents from Training Ac- 
cidents 

AD-076 063/7GI 78-20 1B PC A02/MF A01 


Student Performance as a Measure of Instructional 
Proficiency 
AD-044 289/7GI 


WEBBER, BONNIE LYNN 


A Formal Approach to Discourse Anaphora. 
AD-A055 671/2GI 78-20 9B PC A09/MF A0O1 


Research in Natural Language Understanding. 
AD-A056 838/6GI 78-22 9B PC A04/MF A01 


WEBBER, EARL E. 


Time of Travel of Solutes in the Tuscarawas River 
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Characteristics of Submarine Cable, Type 216. 
AD-A051 529/6GI 78-12 9A PC A02/MF A0i 


WENZ, MARY RYAN 
Proposed Improvement in NAVELEX Procurement 
Flow Process. 
AD-A052 123/7GI 78-13 15E PC A02/MF A01 
WENZEL, A. B. 
Development of a Blast Simulator for Testing Simu- 
lated Aircraft Fuel Tanks. 
AD-A058 816/0GI 78-25 19D PC A04/MF A01 


The Effects of Shielded Tote Bins on the Safe 


Separation of 168 Pounds of Composition A-7 Ex- 
plosive. 


AD-A047 380/1GI 78-05 19A PC A04/MF A01 
WENZEL, A. R. 


Prediction of Ground Effects on Aircraft Noise. 

N78-17823/3GI 78-12 20A PC A03/MF A01 
WENZEL, DUANE G. 

The Dose-Effect and Duration of Action of 

Phenobarbital, Meprobamate, Chlorpromazine, and 


Oxanamide on Motor and Psychomotor Per- 
formance 


AD-246 548/2GI 78-21 60 PC A02/MF A01 
The Dose-Effect and Duration of Action of Several 


CNS Stimulants on Motor and Psychomotor Per- 
formance 


AD-230 246/1GI 78-16 60 PC A02/MF A01 
WENZEL, K. P. 

The March 5, 1972 Solar Event: Coronal Control of 
Particle Release. 

N78-21036/6GI 78-15 3B PC A02 
Rigidity Independent Coronal Propagation and 
Escape of Solar Protons and alpha Particles. 
N78-21034/1GI 78-15 3B PC A02 


WENZEL, M. 
Bioelectrodes as Sensors and as Power Sources for 
implantable Medical Devices. 
N78-29736/3GI 78-24 6B PC A14/MF A01 


WENZEL, W. 
New Equipment for Underground Coal Gasification. 
ORNL -tr-4447 78-12 81 PC A02/MF A01 
WENZL, H. 
Investigation of the Solubility and Diffusion of Fe 


Atoms in Cu at High Temperature Using Molten Salt 
Electrochemistry. 


Juel-1384 78-09 11F MF A01 

Properties and Preparations of Nb-H Interstitial Al- 

loys. 

Juel-1420 78-20 20L MF A01 
WEPPNER, R. 

Optical Measurement of the Radio Interferometer of 


the DFVIR Optische Vermessung des Radiointer- 
ferometers der DFVIR. 


N78-31901/9GI 78-26 22D PC A03/MF A01 
WEPPNER, W. 


Reprint: lonic Conductivity of Alkali Metal 

Chloroaluminates. 

AD-A048 419/6GI 78-07 7D PC A02/MF A01 

Reprint: lonic Conductivity of Solid and Liquid Li- 

AICI4. 

AD-A048 424/6GI 78-07 7D PC A02/MF A01 
WERBER, TEODOR 


Gas Corrosion of Metals--Translation. 


PB-283 054-T/GI 78-21 11F PC A24/MF A01 
WERBIN, H. 

Photorepair of UV Damage to DNA: Purification and 

Properties of DNA Photolyase (The DNA-Photoreac- 

tivating Enzyme). Progress and Final Reports, Au- 

oe 1, 1976--July 31, 1977. 

RO-3630-26 78-16 6A -PC A04/MF A01 

WERBOFF, JACK 

The Effect of a Series of ECS on Straight-Away 

Behavior 

AD-113 328/9GI 78-16 6E PC A02/MF A01 

The Effect of ECS and Ether-ECS on Behavior in 

the Timidity Box 

AD-113 329/7GI 78-16 6E PC A02/MF A01 

The Relationship Between Development of Frac- 


tures During ECS, Type of Convulsion and Weight 
of Animals 


AD-118 385/4GI 78-16 6E PC A02/MF A01 
WERCKLE, ANTHONY M. 


The Use of Composite Scoring for Evaluating Loan 

Guarantee Applications and Measuring the Effec- 

tiveness of the Business and Industrial Loan 

Guarantee Program, 

PB-279 844/5GI 78-15 5C PC AOS/MF A01 
WERDEGAR, DAVID 

Survey of Physicians in the Central San Joaquin 

Valley of California. 

HRP-0024050/7G!I_ 78-24 6E Not Available NTIS 
WERES, O. 

‘Nitinol Self-Descaling Surface for Geothermal Scale 

Control. 

LBL-6324 78-03 81 PC A02/MF A01 

Resource, Technology, and Environment at the 

Geysers. 

LBL-5231 78-14 81 PC A15/MF A01 
WERKING, RICHARD HUME 

Lawrence University’s Library Service Enhancement 

Program: A Report on the Planning Year, 

ED-144 576 78-13 5B Not available NTIS 


WERKOFF, F. 

Numerical Simulation of Neutral Particle Evolution 

in the Plasma of a Tokamak. 

N77-32917/5GI 78-02 201 PC A02/MF A01 
WERLE, CHRISTIAN P. F. 

Telephone System for Diver Communication. 

PAT-APPL-861 236/GI 

78-24 17B PC A02/MF A01 

WERLE, H. 

LMFBR Post Accident Heat Removal Testing Needs 

and Conceptual Design of a Test Facility. 

KFK-EXT-8/76-4 78-10 181 MF A01 
WERLE, J. 

Dirac Spinor Solitons or Bags. 

ORO-3992-304 78-02 20J PC A02/MF A01 

Hydrodynamical Quark Model. 

ORO-3992-301 78-02 20H Not available NTIS 

Localized Solutions of Non-Linear Klein--Gordon 

Equations. 

ORO-3992-309 78-08 20H PC A02/MF A01 
WERLE, M. J. 

Numerical Methods for Inviscid/Viscous Flows. 

N78-12366/8GI 78-07 20D PC A06/MF A01 

The Separated Turbulent Boundary Layer over a 

Wavy Wall. 

N78-12016/9GI 78-07 1A PC A02/MF A0O1 

Supersonic Separated Turbulent Boundary - Layer 

over a Wavy Wall. 

N78-12015/1GI 78-07 1A PC A04/MF A01 
WERLIN, STANLEY H. 

An Evaluation of the Effectiveness of Selected Pa- 

tient Education Programs at United Hospitals, St. 


Paul, Minnesota and Group Health Cooperative of 
Puget Sound, Seattle, Washington. Executive Sum- 


mary. 
PB-283 649/2GI 78-22 6E PC A02/MF A01 


Working Manual of Simple Program Evaluation 

Techniques for Community Mental Health Centers. 

SHR-0001889 78-04 5K PC A18/MF A01 
WERMAN, MARTIN S. 


A Pulsed X-Ray Method for the Measurement of the 
Mobilities of Electrons and Holes in Crystalline 
Silver Chloride 


AD-114 094/6GI 78-22 20B PC A03/MF A01 
WERMUTH, ANTHONY L. 


The Restless Context: Military Institutional Aware- 
ness of Social Change. 
AD-A054 367/8GI 78-17 5J PC A03/MF A01 


WERNER, C. 


Experiences with the ASSESS 2 Lidar Experiment. 
N78-23432/5GI 78-18 20F PC AOS/MF A01 


WERNER, S. D. 


Experiences with the ASSESS 2 Lidar Experiment 

Erfahrungen Aus Dem Assess 2 Lidar-Experiment. 

N78-18296/1GI 78-13 17E PC A04/MF AO1 

Methods for indirect Wind Measurement Mess- 

methoden Zur Indirekten Bestimmung des Windes. 

N78-18646/7GI 78-13 4B PC A02/MF A01 
WERNER, C. W. 

Reprint: Pressure Dependence of the Electron Den- 

sity in Electron-Beam-Excited Rare-Gas Plasmas. 

AD-A046 933/8G! 78-04 20! PC A02/MF A01 
WERNER, CHARLES W. 

Reprint: Radiative and Kinetic Mechanisms in 

Bound-Free Excimer Lasers. 

AD-A048 708/2G! 78-07 20E PC A02/MF A01 
WERNER, D. 

Geothermic Model for the Rise of Deeper Ground- 

water Along Faults in Unconsolidated Rocks. 

N78-29601/9GI 78-24 8G PC A02/MF A01 


Geothermic Model for the Rise of Deeper Cround- 

water Along Faults in Unconsolidated Rocks. 

NP-22877 78-17 8! MF AO1 

Problems of Geothermics Using the Rhinegraben as 

an Example. 

NP-22841 78-23 81 PC A09/MF A01 
WERNER, D. M. 

Recirculating Pump Seal Investigation. Volume 2. 

Technical Planning Study TPS-76-626. Final Report. 

EPRI-NP-351(V.2) 78-15 181 PC A04/MF A01 
WERNER, G. 


Flue Gas Electrostatic Precipitators for Power 
Plants. 


NP-23071 78-21 13B PC A03/MF A01 
WERNER, H. 

Numerical Investigations of the Fuel Cycle for a 10 

Gw(Th)-Otto-Pebble-Bed Reactor with Regard to 

High Conversion Ratio under Special Consideration 

of U-236 Disconnexion Through Isotope-Separation. 

Juel-1365 78-10 181 MF A01 


WERNER, J. 
Slender Body Theory Programmed for Bodies with 
Arbitrary Cross Section. 
N77-32076/0GI 78-02 1A PC A04/MF A01 


Slender Body Theory Programmed for Bodies with 

Arbitrary Cross Section. 

N78-26102/1GI 78-21 1A PC A0S5/MF A01 
WERNER, J. KERWIN 

A Survey of Fishes of the McCormick Forest. 

PB-276 044/5GI 78-07 6C PC A02/MF A01 
WERNER, JACK L. 


Hospitalization Insurance and the Demand for Inpa- 

tient Care. 

HRP-0024087/9G! 78-14 6E Not Available NT!S 
WERNER, JOANNE R. 


Effective Community Health Nursing: A Framework 
for Actualizing Standards of Practice. 
HRP-0019465/4GI_ 78-13 6E Not Available NTIS 


WERNER, JUNE 
Evanston Story: Primary Nursing Comes Alive. 
HRP-0018981/1GI_ 78-14 6E Not Available NTIS 
WERNER, M. W. 


One-Millimeter Brightness Temperatures of the 
Planets. 


N78-16956/2GI 78-11 3B PC A02/MF A01 
WERNER, R.C. 

Liquid Metal Technology 

AD-084 713/7GI 78-22 11F PC A04/MF A01 
Research with Liquid Metals 

AD-009 463/1GI 78-18 11F PC A0Q2/MF A01 
Research with Liquid Metals. 

AD-081 986/2GI 78-24 11F PC A02/MF A01 


Status Report - July, August and September 1953 
AD-049 773/5GI 78-21 11F PC A02/MF A01 


Status Rept. No. 15, October-December, 
AD-081 985/4GI 78-24 11F PC A02/MF A01 


WERNER, R. S. 
Labelling of Human Follicle Stimulant Hormone 
with exp 125 |, for Radioimmunoassay. 
1EA-431 78-10 6A MF AO1 
WERNER, R. W. 
Cassette Blanket and Vacuum Building: Key Ele- 
ments in Fusion Reactor Maintenance. 
UCRL-80120 78-13 18A PC A02/MF A01 
ORNL Fusion Power Demonstration Study: The 
Concept of the Cassette Blanket. 
ORNL/TM-5964 78-08 18A PC A04/MF A01 


An Evaluation of the Effects of Traveling Seismic 
Waves on the Three-Dimensional Response of 
Structures, 


PB-275 869/6GI 78-07 13B PC A08/MF A01 


PA-1517 





WERNER, U. 


Method for the Rapid Temperature Measurement of 
Silver Surfaces Methode Zur Schnellen Temperatur- 
messung an Silberoberflaechen. 

N77-33490/2GI 78-04 11F PC A03/MF A01 


WERNER, W. 
Investigation on Photothermoplasts for Information 
Storage Onderzoek Aan Fotothermoplasten voor In- 


formatie-Opsiag. 
N78-26415/7GI 14E PC A04/MF A01 
WERNER, W. J. 


Mechanical and Physical Properties of Cold-Worked 
Uranium Rod. 
Y/DA-7861 


WERNER, W. MEADE 


Accuracy ot Rifle Fire: Spiw, M16A1, M14. 
AD-390 136/0G! 78-14 19F PC A13/MF A01 


Spiw Modes of Fire. 
AD-388 522/5G! 


WERNER, WALLACE M. 


Kinematic Evaluation of the Special Purpose iIn- 
dividual Weapon Prototypes 
AD-353 233/0GI 78-14 


WERRY, J. 


Experimental Linear Solid State Communications 

Amplifier. 

AD-A046 364/6G! 
WERSHOW, HAROLD J. 

Four Percent Fallacy. Some Further Evidence and 

Policy Implications. 

HRP-0023908/7GI 78-13 6E Not Available NTIS 


WERSINGER, RICHARD P. 


Analysis of Three Prepaid Health Care Plans in 
Monroe County, New York. Part V: Inpatient 
Hospital Utilization Statistics. 
HRP-0015201/7GI 78-02 6E PC A04/MF A01 
WERT, JOHN C. Ill. 
Further Shock 
Monomethylamine. 
AD-A048 885/8GI 


WERTH, G. 


Summary of U.S. Pne Experience. 
UCID-17649 78-15 18C PC A02/MF A01 


WERTHEIM, GUNTHER K. 


78-21 


78-25 11F PC A02/MF A01 


78-14 19F PC A08/MF A01 


19F PC AOS/MF A01 


78-03 17B PC A04/MF A01 


Tube Kinetic Studies of 


78-08 7D MF A01 


Measurements of Illumination at Great Depths and 
at Night in the Atlantic Ocean by Means of a New 
Bathyphotometer 
AD-099 396/4G! 


78-02 8J PC A03/MF A01 


Studies of the Electric Potential Between Key West, 
Florida, and Havana, Cuba 
AD-025 437/5GI 78-21 8J PC A03/MF A01 


Studies of the Electric Potential Between Key West, 
Florida and Havanna, Cuba, No. li 
AD-052 893/5G! 78-21 8J PC A02/MF AO1 


WERTHEIMER, ALBERT I. 


Consumer Action in Health Care. 
HRP-0014788/4Gi 78-01 6E Not Available NTIS 


Project To Implement Clinical Pharmacy Practice in 
Rural Environments. 
HRP-0024568/8GI 78-20 6E Not Available NTIS 


Should We Regulate the Location of Pharmacies. 
HRP-0014554/0GI 78-01 60 Not Available NTIS 


WERTS, MARGARET F. 


Reprint: Underwater Medicine and Related 
Sciences. A Guide to the Literature. Volume 3. 
AD-A047 904/8G! 78-06 6E Not available NTIS 


WERTZ, DARREN S. 


Analysis of Demands on the Naval Air Station, 
Miramar, California. 
AD-A045 560/0GI 


WERTZ, DOROTHY C. 


Social Science Attitudes Toward Women Workers. 
HRP-0023099/5G! 78-22 5J PC A03/MF A01 


WESCOURT, KEITH 


Curricu'um information Networks for Computer- 
Assisted !nstruction. 
AD-A054 599/6GI 


WESCOUART, KEITH T. 


Knowledge-Based Adaptive Curriculum Sequencing 
for CAI: Application of a Network Representation. 
AD-A047 090/6G! 78-04 5! MF AO1 


Knowledge-Based CAI: CINs for Individualized Cur- 
riculum Sequencing. 
AD-A047 046/8GI 78-04 51 


Representing and Teaching 
Troubleshooting/Debugging. 
AD-AU50 779/8GI 8-11 51 


78-01 Si PC A02/MF A01 


78-17 51 PC A04/MF A0O1 


PC A06/MF A01 
Knowledge for 


PC A07/MF A01 


PA-1518 


WESELY, MARVIN L. 


An Examination of Some Micrometeorological 
Methods for Measuring Dry Deposition. 
PB-285 765/4GI 78-26 4A PC A03/MF A01 


WESENBERG, CAROLINE 
Consumer Health Education Steps in Planning and 


Developing a Hospital Based Program. 
HRP-0024894/8GI 78-18 6E Not Available NTIS 


WESENBERG, D. L. 
Elastic-Plastic Response of Mild Steel Beams to Im- 


pulse Loads. 
SAND-77-0783 78-02 


WESLEY, D. A. 
Preliminary Seismic Analysis of the GCFR Core and 
Core Support Structure. 
GA-A-14723 78-20 181 PC A09/MF A01 
Status of the General Atomic HTGR Core Seismic 


Verification Program. 
GA-A-14592 


WESLEY, J. C. 
Parallel Connecting Poloidal Coil System for a 


Doublet Tokamak Fusion Reactor. 
GA-A-14248 78-12 18A PC A02/MF A01 


WESLOCK, BRUCE DANIELS 
Spectral Response and Conversion Efficiency of p-n 


Junctions 
AD-285 461/0GI 


WESNER, G. M. 
Energy Requirements for Municipal Pollution Con- 


trol Facilities. 
PB-276 989/1GI 


WESOKY, H. L. 


Comparison of the Noise Characteristics of Two 
Low Pressure Ratio Fans with a High Throat Mach 
Number inlet. 

N78-21108/3GI 78-16 21E PC A03/MF A01 


Simulated Flight Effects on Noise Characteristics of 
a Fan inlet with High Throat Mach Number. 
N78-20132/4GI 78-15 21E PC A03/MF A01 


WESOLOWSKI, J. J. 
Comparison of Wet Chemical and instrumental 
Methods for Measuring Airborne Sulfate. 
PB-276 620/2GI 78-08 7D PC A09/MF A01 
WESOLOWSKI, JEROME J. 


Validation of Size-Segregating Aerosol Sampling 
Techniques Used in California. 
PB-282 424/1GI 78-19 148 PC A03/MF A01 


WESS, THOMAS B. 


Method and Apparatus for Adjusting and Locking a 

Linear Actuator. 

PAT-APPL-893 868/GI 
78-21 


13M PC A02/MF A01 


78-16 181 PC A03/MF A01 


78-13 20 PC A06/MF A01 


78-10 21D PC A0S/MF A01 


13G PC A02/MF A01 
WESSEL, W. R. 


Some Subroutines for Producing Captioned Con- 
tour Line Plots and Line Graphs on Film. 
ANL-AMD-TM-191 78-04 9B PC A03/MF A01 


WESSELLS, VIRGINIA G. 


Nursing Standards and Nursing Process. 
HRP-0016113/3Gi 78-03 6E Not Available NTIS 


WESSELS, H. R. A. 


A Network of Lightning Counters in the Nether- 

lands. 

N78-18647/5GI 
WESSELY, H. W. 


Limiting Factors in Tactical Target Acquisition, 
AD-A055 551/6GI 78-20 17E PC A03/MF A01 


WESSLEN, A. 


Preliminary Study of the Utilization of Geothermal 
Energy. 
STU-74-6596 


WESSNER, E. F. 


Investigation of the Excited Levels of exp 158 Gd by 
Means of the Neutron Generator. 
SGAE-2354 78-18 20H MF AO1 


WESSOL, D. E. 


Neutronics Analysis of the Low Proliferating Gas 
Core Reactor. 
CONF-780401-7 


WESSON, J. P. 


Organosilane Polymers. |. Poly(dimethylsilylene). 
AD-A050 337/5G! 78-10 111 PC AO3/MF AQ1 


WEST, A. S. 


Evaluation of the Battelle Agglomerating Ash 
Burner High Btu Coal Gasification Process. 
ORNL/Sub-7240/1 78-26 10A PC A06/MF A01 


WEST, ANITA S. 


An Impact An_iysis of Sponsored Projects to In- 
crease the Participation of Women in Careers in 
Science and Technology. 


78-13 4B PC AOS/MF A01 


78-08 8! PC A0S/MF A01 


78-25 18K PC A02/MF A01 


PB-278 327/2GI 78-13. 51 PC A10/MF A01 


An Impact Analysis of Sponsored Projects to In- 
crease the Participation of Women in Careers in 
Science and Technology. (Abbreviated Version). 

PB-278 326/4GI 78-13 51 PC A04/MF A01 


WEST, B. G. 
Link Analysis Program LINKAN 
N78-31351/7GI 78-26 17B PC A04/MF A01 


Link Analysis Program LINKAN. Volume 1: Theoreti- 
cal and Programmer's Manual. 
N78-31350/9G! 78-26 17B PC A10/MF A01 


WEST, D. C. 


Air Pollution Effects on Forest Growth and Succes- 
sion: Applications of a Mathematical Model. 
CONF-780636-3 78-25 6C PC A02/MF A01 


Spectral Analysis and Forest Dynamics: The Effects 
of Perturbations on Long-Term Dynamics. 
CONF-770689-2 78-13 13B PC A02/MF A01 


Stand Model for Upland Forests of Southern Arkan- 

sas. 

ORNL/TM-6225 
WEST, F. G. 


Downhole Electrical Detection of Hydraulic Frac- 
tures in GT-2 and EE-1. 
LA-6890-MS 78-12 81 PC A02/MF A01 


Seismic Reflection Surveys Near LASL Geothermal 
Site. 
LA-7228-MS 


WEST, G. B. 


NSWC/DL Filtering of GEOS-3 Radar Altimetry 
Data. 
AD-A053 957/7Gi 


WEST, G. S. JR. 


Space and Planetary Environment Criteria 
Guidelines for Use in Space Vehicle Development 
1977 Revision. 
N78-15146/1GI 


WEST, G. T. 


Formulation and Process Safety, October-- 
December 1976. Endeavor No. 216. 
MHSMP-77-5E 78-09 19A PC A02/MF A01 


Pantex Model 121 Streak Camera. 
MHSMP-77-63 78-23 14E PC A02/MF A01 


RDX/Slygard Extrudable Explosive Development. 
MHSMP-77-18B 78-01 19A PC A02/MF A01 


RDX/Syigard Extrudable Explosive Development. 
MHSMP-77-55 78-13 19A PC A02/MF A01 
WEST, GAYLON L. 
Underwater Search Coil. 
PAT-APPL-877 546/Gi 
78-24 


78-25 2F PC AOS/MF A01 


78-23 81 PC A0Q2/MF A01 


78-16 8E PC A03/MF A01 


78-10 4A PC A20/MF A01 


17F PC A02/MF A01 
WEST, H. 


Resource Utilization Efficiency Improvement of 
Geothermal Binary Cycles: Phase |. Annual Report, 
June 15, 1975--June 15, 1976. 

ORO-4944-4 78-01 10A PC A06/MF A01 


Resource Utilization Efficiency Improvement of 
Geothermal Binary Cycles, Phase II. Semiannual Re- 
port, June 15, 1976--December 15, 1976. 

ORO-4944-5 78-04 10B PC A04/MF A01 


WEST, HAROLD Ww. 


Acquisition of Terrain Information Using LANDSAT 
Multispectral Data. Report 2. An_ interactive 
Procedure for Classifying Terrain Types by Spectral 
Characteristics. 

AD-A045 871/1GI 78-01 8B PC A07/MF AO1 


Environmental Baseline Descriptions for Use in the 
Management of Fort Carson Natural Resources. Re- 
port 2. Water-Quality, Meteorologic, and Hydrologic 
Data Collected with Automated Field Stations. 

AD-A046 827/2GI 78-03 13B PC A04/MF A01 


Environmental Baseline Descriptions for Use in the 
Management of Fort Carson Natural Resources. Re- 
port 4. Analysis and Assessment of Soil Erosion in 
Selected Watersheds. 
AD-A052 347/2G! 


WEST, J. 
lon Propulsion Module (ipm) Technology Readiness 
Assessment: 1985 Halley's Comet Rendezvous Mis- 
sion. 
N78-18120/3GI 
WEST, J. B. 
Reprint: Fast Frequency Stabilization of cw Dye 
Laser. 
PB-283 534/6GI 78-22 20E Not available NTIS 
UV Gas Laser Investigations. 
AD-A058 438/3G! 78-25 20E PC A06/MF A01 
WEST, J. C. 


Seismicity Near the Idaho National Engineering 
Laboratory Site from November 1, 1975 to June 30, 
1976. 


78-14 13B PC A06/MF AO1 


78-13. 21C PC A02/MF A01 





TID-27806 78-10 8K PC A02/MF A01 
WEST, JAMES CLYDE JR. 


Digital Programmable Timing Device for Fast 
Response Instrumentation in Rotating Machines. 
AD-A051 619/5GI 78-12 9B PC A05/MF A01 


WEST, JONATHAN P. 


Comparative Analysis of Community Health 
Planning: Transition from CHPs (Comprehensive 
Health Planning) to HSAs (Health Systems Agen- 
cies). 

HRP-0016549/8GI 


WEST, L. 


Advances in Human Internal Radiation Counting at 
Los Alamos: Multiple Simultaneous in-Vivo Mea- 
surements. 

LA-UR-78-1063 78-22 6R PC A02/MF A01 


Germanium Detector System for the Detection of 
Transuranics at Low-Activity Concentrations in Soil. 
LA-UR-78-87 78-18 18D PC A02/MF A01 


WEST, LEONARD B. 


An Assessment of the Effects of Coal Movement on 
the Highways in the Appalachian Region. 
PB-276 012/2GI 78-08 138 PC A19/MF A01 


WEST, M. 


An_ Investigation 
Propagation. 
N78-11244/8GI 


WEST, N. D. 


Proposed 53 Hz Pulsed Operation of the 70 Mev 
Linac Tank 1 Quadrupoles. 
RL-77-055-B 


WEST, PHILIP W. 


Personal Monitor for Nitrogen Dioxide. 
PB-277 437/0GI 78-11 148 PC A03/MF A01 


WEST, R.R. 


An Oxidation Study of Cobalt-Alumina Mixtures 
AD-111 914/8GI 78-09 11B PC A02/MF A01 


WEST, RICHARD H. 


Polychlorinated Biphenyls, Chlorinated Pesticides 
and Trace Metals in Soils of the Everglades Na- 
tional Park and Adjacent Agricultural Areas. 

PB-286 010/4GI 78-24 13B PC A03/MF A01 


WEST, ROBERT 


Chemical Reactions and Properties of Organosil- 
icon Compounds Related to New Materials. 
AD-A053 672/2GI 78-16 7C PC A02/MF A01 


Reprint: Cyclic Polysilanes. IX. Anion-Radicals of 
Substituted Permethylcyclopolysilanes. 
AD-A057 730/4GI 78-23 7C PC A02/MF A01 


Reprint: Cyclic Polysilanes IX. The Reaction of 
Cycloper-Methylpolysilanes and Alpha-Omega- 
Dichloroper-Methylpolysilanes with Chlorine. 

AD-A051 229/3GI 78-12 7C PC A02/MF A01 


Reprint: Cyclic Polysilanes X. Geometrical Isomers 
and Electronic Properties of 1,2,3,4-Tetra-t-Butyl- 
Tetramethyicyclotetrasilane. 

AD-A050 942/2GI 78-11 7D PC A02/MF A01 


Reprint: Cyclic Polysilanes X!. Reactivity of 1,2,3,4,- 
Tetra-t-Butyltetramethyicyclotetrasilane: 
Stereospecific Chlorodemethylation. 

AD-A050 934/9GI 78-11 7D PC A02/MF A01 


Reprint: Cyclic Polysilanes XII. Photoelectron Spec- 
tra and Bonding in 1,2,3,4-Tetra-t-B utyitetramethyi- 
cy-Clotetrasilane and Related t-Butylsilicon Com- 
pounds. 

AD-A050 941/4GI 78-11 7D PC A02/MF A01 
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PB-280 533/1GI 78-17 20 Not available NTIS 


Erosion of Brittle Materials by Solid Particle impact. 
AD-A050 252/6G! 78-10 118 PC A03/MF A01 


Mechanisms of Subcritical Crack Growth in Glass. 
PB-278 939/4G! 78-13 11B Not available NTIS 


Reprint: Proof-Testing of Hot-Pressed Silicon 
Nitride. 
PB-285 286/1GI 78-25 11B Not available NTIS 


Reprint: Strength Degradation of Glass Resulting 
from impact with Spheres. 
PB-282 911/7GI 78-21 118 Not available NTIS 


Subcritical Crack Growth in Glass-Ceramics. 
PB-278 405/6GI 78-12 11B Not available NTIS 


PA-1529 





WIEDERKEHR, ROBERT R. V. 
Costs of Owning, Borrowing, and Disposing of 
Periodical Publications, 
PB-274 821/8GI 78-05 5B PC A04/MF A01 
WIEDERMANN, A. 
Relative Structural Considerations for Protection 
from Injury and Fatality at Various Overpressures. 
AD-A049 040/9G! 78-08 6U PC A07/MF A01 
WIEDERMANN, A. H. 
Initiation Mechanisms of Solid Rocket Propellant 
Detonation. 
AD-A049 531/7GI 
WIEDERSICH, H. 
Effects of Defect Trapping and Radiation-induced 


Solute Segregation on Void Swelling. 
CONF-770639-1 78-07 11F PC A03/MF A01 


Effects of Trapping and Detrapping of Helium on 
Void Nucleation. 
CONF-770641-2 78-05 11F PC A02/MF A01 


Solute Segregation During Irradiation. 
CONF-770641-8 78-06 11F PC A02/MF A0O1 


Void Swelling and Segregation in Dilute Nickel Al- 
loys. 
CONF-770641-1 


WIEDMANN, H. 


Chromaticity Correction in Large Storage Rings. 
SLAC-PUB-1910 78-17 20G PC A02/MF A01 


WIEDMER, E. 


Exact Calculation with Real Numbers and Other In- 
finitive Objects Exaktes Rechnen MIT Reellen 
Zahlen und Anderen Unendlichen Objekten. 

N78-24861/4GI 78-19 12A PC A07/MF AO1 


WIEGAND, D.A. 


Low-Temperature Annealing of Irradiation-induced 
Defects in LiF 
AD-241 687/3GI 78-18 20L PC A15/MF A01 


Molecular Studies of the Mechanism of Shock In- 
itiation of Solid Explosives, 
AD-A056 472/4GI 78-21 


WIEGAND, JUDITH 


Managing Gloucester's Coast. (Studies Prepared for 
the City of Gloucester by Students in MIT Course 
11. 365 Coastal Zone Mangement.), 

PB-276 443/9GI 78-08 13B PC A04/MF A01 


WIEGANDT, K. E. 


User/Programmer Guide for UCMD 41: Gerber 
Assistance Program. 
SAND-77-0295 78-02 9B PC A02/MF A01 


User/Programmer Guide for UCMD 47: Thin Film 
Resistor Layout. 
SAND-77-2035 


WIEGEL, R. L. 


Amphibious Oceanography. 
AD-496 047/2GI 78-20 8C PC A02/MF A01 


Guam Shore Wave Recorder Installation: tl 
AD-017 197/5GI 78-21 8C PC A02/MF A01 


Laboratory Studies of Gravity Waves Generated by 
the Movement of a Submerged Body 
AD-038 086/5GI 78-21 8C PC A02/MF A01 


Manual of Amphibious Oceanograph. Volume 1. 
Sections 1-3, 
AD-B950 027/3GI 78-19 8C PC A99/MF A01 


Summary of Research on Waves, Surf, and Beaches 
(Part |) 
AD-010 957/9GI 


Wave instrumentation 
AD-053 023/8GI 78-21 8C PC A02/MF AO1 


Wave, Longshore Current, and Beach Profile 
Records for Santa Margarita River Beach, Ocean- 
side, California, 1949 

AD-021 752/1GI 78-21 


WIEGERINK, R. 


Human Rehabilitation Techniques, A Technology 
Assessment. Volume Ili, Part A, Supplemental Re- 
ports: Contract Papers, 
PB-277 282/0GI 


WIELAND, GEORGE E. Ill. 


The Impact of Stream Reconstruction and a Gabion 
Installation on the Biology and Chemistry of a Trout 
Stream. 

PB-280 543/0GI 


WIELAND, JAMES S. 


Characteristics and Settlement Patterns of Energy 
Related Operating Workers in the Northern Great 
Plains. 

PB-283 809/2G! 


WIELANG, J. A. 


Fluidized-Bed Calciner with Combustion Nozzle and 
Shroud. 
PATENT-4 017 253 

78-10 


78-09 21H PC A03/MF A01 


78-05 11F PC A02/MF A01 


19A PC A02/MF A01 


78-16 9A PC A03/MF A0O1 


78-18 8C PC A03/MF A01 


8C PC A02/MF A01 


78-10 51 


PC A11/MF A0O1 


78-17 


13B PC A04/MF A01 


78-23 5K PC A04/MF A01 


18G Not available NTIS 


PA-1530 


WIELER, R. 


Corrosion Behaviour of Zr sub 3 Al-Based Alloys. 
AECL-5812 78-22 11F MF A01 


WIELONSKI, ROY F. 
Ceramic-to-Metal Seals for High Power Microwave 
Tubes. 
AD-A057 413/7Gi 
WIEMER, KLAUS C. 
Development of Non-Melt Deposition Techniques 


for Optical Coating for Reconnaissance. 
AD-905 989/0G! 78-14 17E PC A06/MF A01 


WIEMEYER, STANLEY N. 


Reprint: Dieldrin and ODT: Effects on Sparrow 

Hawk Eggshells and Reproduction, 

PB-274 847/3GI 
78-05 138 


WIEMHOFF, JOHN R. 


Forested Wetlands tor Water Resource Management 
in Southern Illinois. 
PB-276 659/0GI 


WIEN, JAKE 


A Marriage of Convenience: Arab Capital and 
Western Expertise, The Recent Growth of Arab Air- 
lines, 

AD-A055 558/1GI 


WIENDL, F. M. 


Disinfestation of Grains and Stored Products 
Through lonizing Radiations. 
CENA-8D-018 78-03 6H MF AO1 


Effects of gamma Radiation on Longevity and 
Reproduction of ‘Araecerus Fasciculatus’ (De Geer) 
(Col. Anthribidae). 

CENA-BC-042 78-26 6R PC A03/MF A01 


Influence of gamma Dose Rate on Longevity of 
Laemophloeus Ferrugineus (STEPH.). 
CENA-BC-040 78-22 6R MF A01 


Influence of Oxygen, Nitrogen and Carbonic Gas 
During gamma Irradiation of ‘Sitophilus Zeamais’ 
Mots. And ‘Zabrotes Subfasciatus’ (Boh.). 
CENA-BC-041 78-26 6R PC A02/MF A01 
Labelling of Eggs of Ceratitis Capitata (Wiedmann) 
Through Radioactive Sperm ( Exp 32 p). 
CENA-BC-034 78-22 6A MF A01 


Mortality and Reproduction of Sitophilus Zeamais 
Mots. On Irradiated Macaroni and Maize. 
CENA-BC-039 78-22 6R MF A01 


Sterilization and Lethal gamma Radiation Doses on 

Adults and Eggs of Sitotroga Cerealella (OLIVIER). 

CENA-BC-028 78-22 6R MF AO1 
WIENER, EARL 

Let the Computer Teach It. 

HRP-0017968/9G! 78-10 5I 
WIENER, NORBERT 


“Theory of Measurement” in Differential-Space 
Quantum Theory 
AD-071 340/4GI 


WIENER, STEPHEN A. 


Hazardous Material Spills: A Documentation and 
Analysis of Historical Data. 
PB-281 090/1GI 78-18 


WIENHOLD, P. 


Influence of Defect Agglomerates on the Recovery 
of Frenkel Defects in Copper after Electron Irradia- 
tion at 4.7 K. 


Juel-1391 78-10 18H MF A01 


Origin of impurities in Hydrogen Plasmas. 
Juel-1448 78-26 201 PC A03/MF A01 
WIENKE, B. R. 


RIGGATRON Nucleonics: One-Dimensional Analy- 
sis. 

LA-7183-MS 78-19 201 PC A02/MF A01 
Scoping Nucleonic Studies for the RIGGATRON Fu- 
sion Reactor Concept. 
LA-UR-78-964 


WIENKE, C. L. 


Geology and Hydrology in the Vicinity of the Inac- 
tive Uranium Mill Tailings Pile, Ambrosia Lake, New 
Mexico. 
LA-6839-MS 
WIENSCH, D. 


Bibliography of Breakdown Effects in Semiconduc- 


lors. 
AD-A051 347/3G! 
WIENSCH, RONALD E, 


A Star Scene Simulator for Test and Evaluation of 
Imaging Systems Used in Point- Source Detection. 
AD-A048 201/8GI 78-06 148 PC A03/MF A01 


WIER, LARRY M. 


Chemically Modified Electrodes. IX. X-Ray 
Photoelectron Spectroscopy of Alkylaminesilanes 
Bound to Metal Oxide Electrodes. 


78-23 11A PC A04/MF A01 


(Order as PB-274 846, MF A01) 


78-09 13B PC A13/MF A01 


78-20 1C PC A04/MF A01 


Not Available NTIS 


78-20 20J PC A02/MF A01 


13B PC A11/MF A01 


78-23 18A MF A01 


78-04 81 PC A03/MF A01 


78-12 20L PC A04/MF A01 


AD-A049 660/4GI 78-09 7D PC A03/MF A01 


WIER, R. G. 


Reprint: Glassy Carbon Rotating Ring-Disc Elec- 
trode for Molten Salt Studies. 
AD-A052 179/9GI 78-13 7D PC A02/MF A01 


WIER, T. W. 


Vulnerability of Surface Effect Vehicles to Explosion 
Generated Water Waves. 


AD-A055 503/7GI 78-20 13J PC A0S/MF A01 


WIERBICKI, E. 


Changes in Sensory Characteristics, Texture and 
Organic Volatiles of Irradiated and Nonirradiated 
Pork Chops. 

AD-A048 874/2GI 78-08 6H PC A02/MF A01 


Low Dose Food Irradiation at Natick. 
AD-A046 622/7G! 78-03 6H PC A03/MF A01 


Radiation-inactivation of Meat Proteases as Deter- 
mined by a C-14-Labeled Hemoglobin Method. 
AD-A048 924/5G! 78-08 6H PC A02/MF A01 


WIERBICKI, EUGEN 


Effect of Salt, Phosphates and other Curing In- 
gredients on Water-Holding Capacity of Lean Pork 
Meat and the Quality of Radappertized Ham. 

AD-A048 925/2G! 78-08 6H PC A03/MF A01 


The Effects of Irradiation Dose and Temperature on 
Cured Ham. 
AD-A048 897/3GI 78-08 6H PC A02/MF A01 


Effects of Salt and Sodium Tripolyphosphate on 
Texture, Organic Volatiles and Sensory Charac- 
teristics of Irradiated and Nonirradiated Pork Rolls. 
AD-A048 926/0G! 78-08 6H PC A03/MF A01 


WIERMAN, R. W. 


Hydrogen Jet Recombination under Postulated 
LMFBR Accident Conditions. 


HEDL-SA-1190FP 78-06 181 PC AQ2/MF A01 


WIERS, BRANDON 


The Stability and Solubility of AgO in Alkaline Solu- 


tions 
AD-227 077/5GI 78-11 7D PC A02/MF A01 


WIERSEMA, R. 


Intermodal Management Information System - 
Phase Il. State-of-the-Art Survey. 
PB-281 016/6GI 78-17 13B PC A08/MF A01 


WIERSIG, DOUGLAS 


Monitoring the Effects of the Dallas/Fort Worth Re- 
gional Airport. Volume |. Ground Transportation Im- 


pacts. 
PB-274 117/1GI 78-04 


1E PC A10/MF A01 


WIERSMA, G. B. 


Reprint: Mercury Levels in Soils of the Eastern 
United States, 
PB-275 991/8GI 

78-08 138 (Order as PB-275 989, MF A01) 
Reprint: Pesticide Residue Levels in Soils and 
Crops, FY-70--National Soils Monitoring Program 


(tl), 
PB-275 993/4GI 
78-08 13B (Order as PB-275 989, MF A01) 


WIERSMA, S. J. 


The Impact of Fires Produced by Tactical Nuclear 
Weapons. 


AD-A047 572/3G! 78-05 15F PC A04/MF A01 


WIERZBICKI, JAN 


Irrigated Fields for Urban Sewage--Translation. 
AD-A046 305/9G! 78-03 13B PC A02/MF A01 


Supplying Water Table Intake through Agricultural 
Use of Urban Sewage--Translation. 
AD-A046 304/2G! 78-03 13B PC A02/MF A01 


WIESE, CRAIG 


A Uniform Reporting System for Production and 
Financial Information for Salmon Enhancement 
Facilities in the State of Alaska, 

PB-286 776/0GI 78-26 6C PC A03/MF A01 


WIESE, H. W. 


Improved Treatment of Anisotropic Elastic Neutron 
Scattering with Consistent Transport Approxima- 
tions of Energy-Dependent Order. 

KFK-2377 78-06 18F Not available NTIS 


WIESE, HAROLD HERMAN 


Recoilable Gun Tube Latch. 
PATENT-4 043 250 


78-19 19F Not available NTIS 


Zone Setting Assembly with Temperature Com- 
pensator for Weapon Systems of the ‘Soft Recoil’ 


Type. 
PATENT-4 033 228 


78-18 19F Not available NTIS 


WIESE, W. L. 


Atomic Data Compilation and Evaluation Programs 
at NBS Pertinent of Fusion Research. 
PB-281 966/2GI 78-18 7D Not available NTIS 





Reprint: Regularities in the Stark Widths of Isolated 


Lines. 
PB-274 828/3GI 78-05 7D Not available NTIS 


Reprint: Some Measured Regularities in the Stark 
Broadening of Neutral Nitrogen Lines. 
PB-274 827/5GI 78-05 7D Not available NTIS 


Reprint: Theoretical Simulation of Beam-Foil Decay 
Curves for Resonance Transitions of Heavy lons. 
PB-283 989/2GI 78-23 7D Not available NTIS 


WIESENBURG, ANN 


Joint Local State Comprehensive Human Service 
Planning and Delivery in Virginia. Volume |: The 
Role of Localities in the Delivery of integrated 
Human Services: Virginia's Pilot Ag oye 

SHR-0001750 78-26 5K C A06/MF A01 


Joint Local State Comprehensive Human Service 
Planning in Virginia. Volume Il: The Role of the 
State in the Delivery of Human Services: Documen- 
tation of Traditional Forms and Variances. 

SHR-0001748 78-26 5K PC A04/MF AO1 


WIESENBURG, DENIS A. 


Use of the Texas A and M Deep Towed Pumping 
System in the Gulf of Mexico Aboard the Research 
Vessel GYRE during Cruise 77-G-14, 3-7 December 


1977. 
AD-A058 089/4GI 
WIESENFELD, J. M. 


Vibrational Relaxation and Energy Transfer of 
Matrix Isolated HCI and DCI. 
LBL-7344 78-20 7D PC A17/MF A01 


78-24 8J PC A03/MF A01 


WIESENFELD, J. R. 


Reprint: Collisional Quenching of Excited lodine 
Atoms {(5p(5) 2P sub 1/2) BY | sub 2. 
AD-A055 337/0GI 78-20 7D PC A02/MF A01 


Reprint: Kinetic Study of the Reaction Sn + N20 
yields SnO + N2. 
AD-A055 349/5GI 


WIESENFELD, JOHN 
Dynamics of the Chemistry of Electronically Excited 


Atoms in Defined Quantum States. 
AD-A046 635/9G! 78-03 7D PC A03/MF A01 


WIESENFELD, JOHN R. 


Dynamics of the Chemistry of Electronically Excited 
Atoms in Defined Quantum States. 
AD-A054 257/1GI 78-17 7D PC A02/MF A01 


Reprint: Effect of Diabatic Correlation on the Reac- 
tions of O(2 3P,2 1D) with N20 and CO2. 
AD-A055 348/7GI 78-20 7D PC A02/MF AO1 


WIESENMAIER, B. L. 


MSFC Assessment of Owens-illinois SUNPAK Col- 
lector Problems. 
N78-29572/2GI 


WIESINGER, F. 


Preparation of Diphenylhydantoin Labelled with exp 
131 | and Its Organ Distribution in Rats. 
SGAE-2642 78-26 6R PC AO2/MF A01 


Preparation of exp 131 |-Labelled Diphenyihydan- 
toin and Its Organ Distribution in Rats. 
SGAE-2701 78-18 60 MF A01 


Synthesis and exp 131 I-Labelling of 6 beta - exp 
131 I-lodomethyl-19-Norcholest-5(10)-en-3 beta -O! 
(6 beta - exp 131 I-lodomethyl-Cholesterol) for 
Adrenoscintigraphy. 
SGAE-2611 


WIESNER, H. J. 


Precision Etching of Thick-Film Circuits of Alu- 
minum and Aluminum-0.1 Wt% Copper. 
UCRL-80740 78-25 13H PC A02/MF AO1 


Some Mechanical Properties of Copper Elec- 
trodeposited from Commercial Pyrophosphate and 
Acid Copper Sulfate Solutions. 

UCRL-80517 78-25 11F PC A0Q2/MF AO1 


WIESNER, W. 


Operational, Cost, and Technical Study of Large 
Windpower Systems Integrated with an Existing 
Electric Utility. Final Report. 
COO-2621-2 78-26 


WIESNET, DONALD R. 


Applications of HCMM Data to Soil Moisture Snow 

and Estuarine Current Studies. 

E78-10140 78-19 8M PC A02/MF AOt 
WIESSNER, WOLFGANG 

Role of Photosynthesis in the Light-induced As- 

similation of Aceta’> by Chlamydobot 

AD-441 474/4GI 
WIETING, TERENCE J. 

Correlation Techniques for 

Systems 

AD-319 643/3G! 


WIEWEL, A. M. 


Chronic Toxicity of the Organic Reactor Coolant 
OS-84 to an Aquatic Organism. 


78-20 7D PC A02/MF A01 


78-24 10A PC A04/MF A01 


78-26 7C PC A02/MF A01 


10B PC A17/MF A01 


77-20 6A PC A02/MF A01 


Infrared Detection 


78-18 17E PC A04/MF A01 


AECL-5531 
WIEWEL, WIM 


Monitoring the Housing Allowance Program in St. 

Joseph County, Indiana: July-September 1976. 

PB-277 721/7GI 78-11 5K PC A03/MF A01 
WIFFEN, F. W. 


Behavior of Type 316 Stainless Steel under Simu- 
lated Fusion Reactor Irradiation. 
CONF-780213-8 78-25 18A PC A03/MF A01 


Calculated Irradiation Response of Materials Using 
a Fusion-Reactor First-Wall Neutron Spectrum. 
ORNL/TM-5956 78-03 18A PC A02/MF A01 


Small-Angle Neutron Scattering of Reactor-ir- 
radiated Niobium. 
CONF-771031-7 


WIGELAND, R. A. 


Vorticity Measurements Using Calibrated Vane-Vor- 
ticity Indicators and Comparison with X-Wire Data, 
AD-A048 451/9GI 78-07 20D PC A02/MF A01 


WIGELAND, ROALD A. 


Control and Suppression of Swirling and Secondary 
Flows in Confined Streams. 
AD-A049 193/6GI 78-08 


WIGGERT, DAVID C. 


The Effect of Released Gases on Hydraulic 
Transients. 
PB-272 899/6GI 


WIGGIN, E. A. 


Role of Nuclear Power in Meeting Future U.S. Ener- 
gy Needs. 
N77-33677/4GI 


WIGGINS, D. J. 


Mobility of Organic Complexes of Some Non-TRU 
Fission and Activation Products: A Selective 
Review. 

PNL-2607 


Resistance of Experimental and Commercial HEPA 
Filter Papers to Humid Air-Nitrogen Dioxide En- 
vironments. 
K/TL-633 


WIGGINS, J. 


A Literature Study on Indicators of Health and 
Nutritional Status with Emphasis on Primitive Popu- 
lations. Appendix A. Volume 4, Number 2. 

PB-281 095/0GI 78-17 6E PC A19/MF A01 


A Literature Study on Indicators of Health and 
Nutritional Status with Emphasis on Primitive Popu- 
lations. Appendix B. Volume 4, Number 3. 

PB-281 096/8G: 78-17 6E PC A10/MF A01 


A Literature Study on Indicators of Health and 
Nutritional Status with Emphasis on Primitive Popu- 
lations. Appendix C. Volume 4, Number 4. 

PB-281 097/6GI 78-17 6E PC A10/MF A01 


A Literature Study on Indicators of Health and 
Nutritional Status with Emphasis on Primitive Popu- 
lations. Volume 4, Number 1. 

PB-281 094/3G! 78-17 6E PC A13/MF A01 


WIGGINS, JAMES A. 


Ambiguity and the Rate of Social Adaptation 
AD-228 635/9GI 78-16 5J PC A02/MF A91 


Morale and the Competence of the Leader in Au- 

tocratic Structures 

AD-241 139/5GI 
WIGGINS, RICHARD H. 

Piecewise Linear Predictive Coding System. 

PATENT-4 070 709 78-13 9D Not available NTIS 
WIGGINS, ROBERT W. JR. 


Building Energy Conservation Study for the City of 
Ourham, North Carolina. 
PB-278 721/6GI 78-13 


WIGGINS, T. A. 


Technical Rept. June 1, 
(Molecular Physics) 
AD-037 508/9GI 


WIGGINTON, H. L. 


Method of Meiting Metals to Reduce Contamination 
from Crucibles. 
PATENT-4 028 096 

78-10 


78-19 6T MF A01 


78-08 18F PC A02/MF A01 


1A PC A02/MF AO1 


78-01 20D PC A07/MF A01 


78-04 18E PC A02/MF A01 


78-25 8M PC A03/MF A01 


78-13 13K PC A02/MF A01 


78-18 5J PC AOS/MF A01 


10A PC A06/MF A01 


1953-June 1, 1954. 


78-21 7D PC A06/MF A01 


11F Not available NTIS 
WIGHT, G. D. 
Transport of Ozone Associated with an Air Mass. 
BNL-22569 78-01 4A PC A02/MF A01 
WIGHT, JOHN 


Effect of Air Pollution Regulations on Highway Con- 
struction and Maintenance. 


PB-286 005/4GI 78-26 138 PC$7.00/MF A01 


WIKER, G. A. 


WIGHT, K. C. 


Measurements of Control-Surface Oscillatory 
Derivatives on a Sweptback, Tapered Model Wing in 
two Transonic Tunnels, 


AD-A050 407/6G! 78-10 1C PC A04/MF A01 


WIGHT, L. 


Evaluation and Assessment of Nuclear Power Plant 
Seismic Methodology. 
UCRL-52236 


78-05 18E PC A07/MF A01 


WIGHT, L. H. 


Analysis of Diablo Canyon Site Response Spectra. 
UCRL-52263 78-05 181 PC A04/MF AO1 
Review of Potential Technology for the Seismic 


Characterization of Nuclear Energy Centers. 
BNWL-2396 78-17 18E PC AO5/MF A01 


WIGHT, THOMAS A. 


Reprint: An Evaluation of Four Variables Affecting 
the Bond Strength of Porcelain to Nonprecious 
Alloy. 

AD-A048 545/8G! 


78-07 11G PC A02/MF A01 


WIGHTMAN, C. W. 


Time Reference Scanning Beam Multimode Digital 
Processor. 
AD-A058 083/7G! 


78-24 17G PC A04/MF A01 


WIGHTMAN, J. P. 


A Fundamental Approach to Adhesion: Synthesis, 
Surface Analysis, Thermodynamics and Mechanics. 
N78-26184/9GI 78-21 11A PC A07/MF AO1 


Interaction of Hydrogen Chloride with Alumina. 
N78-20280/1GI 78-15 211 PC A10/MF A01 


WIGINGTON, E.E. 


Test of Survival Weapons 


AD-016 423/6GI 78-02 19F PC A03/MF AQ1 


WIGLE, GARY B. 


Spare Memory and Timing Parameters in Avionics 
Computer System Requirements. 
AD-A056 521/8G! 78-21 9B PC A05/MF A01 


WIGLEY, ROLAND L. 


Distribution of Decapod Crustacea Off Northeastern 
United States Based on Specimens at the Northeast 
Fisheries Center, Woods Hole, Massachusetts. 

PB-279 865/0GI 78-14 8A PC A04/MF AO1 


WIHL, M. 


Energy Requirement for the Production of Silicon 
Solar Arrays. 
N78-18519/6GI 78-13 10B PC A04/MF A01 


Energy Requirement for the Production of Silicon 
Solar Arrays. 
N78-24643/6GI 78-19 108 PC A07/MF A01 


Energy Requirement for the Production of Silicon 
Solar Arrays. Final Report, September 21, 1977-- 
December 20, 1977. 

DOE/JPL/954606-4 78-21 10B PC A07/MF AO1 


Energy Requirement for the Production of Silicon 
Solar Arrays. Second Quarterly Report, March 21, 
1977--June 20, 1977. 

ERDA/JPL/954606-77/2 


78-12 108 PC A04/MF A01 


Energy Requirement for the Production of Silicon 
Solar Arrays. Third Quarterly Report, June 21, 1977- 
-September 20, 1977. Solarex Report No. Sx/111/3. 
ERDA/JPL/954606-77/3 

78-14 10B PC A04/MF A01 


Phase 2 of the Array Automated Assembly Task for 
the Low Cost Silicon Solar Array Project. Second 
Quarterly Report. 

DOE/JPL/954854-2 


78-26 10B PC A03/MF A01 


Electron-Positron Interactions. 
DESY-77/01 78-02 20H MF A01 


Physics with Large Electron-Proton Colliding Rings. 
DESY-77/38 78-18 20H MF AO1 


WIK, T. 


Josephson Tunnel Junctions on Niobium Films. 
N78-17911/6GI 78-12 20 PC A03/MF A01 


WIIN-NIELSEN, A. 


Compendium of Meteorology. Volume 2, Part 1: 
General Hydrology. 
N78-18650/9G! 


78-13 51 PC A03/MF A02 


WIJATNO, H. 


Aluminum Recovery from Coal Fly Ash by High 
Temperature Chlorination. 
\S-T-777 78-14 21D PC AOS/MF A01 


WIJKER, J. J. 


Linear Buckling Analysis with Bosor 4. 
N78-26504/8G! 78-21 13M PC A03/MF A01 


WIKER, G. A. 


Compact Artificial Hand. 
PAT-APPL-837 259/Gi 78-02 6L PC A02/MF A01 


PA-1531 





WIKLANDER, U. 
Coastal Gneiss_ in 
Hydrogeology. 
KBS-TR-25 


WIKLINSKI, BARBARA 


Internships for A.D. (Associate Degree) Graduates. 
HRP-0019787/1Gi 78-15 5! Not Available NTIS 


WIKNER, N. F. 


An Assessment of Soviet Forces Facing NATO - The 
Central Region - and Suggested Nato Initiatives. 
AD-A050 654/3G! 78-11 15G PC AOS/MF A01 


WIKTOR-JEDRZEJCZAK, W. 


Reprint: Increase in the Frequency of Fc Receptor 
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N77-33519/8GI 78-04 13F PC A99/MF AQ1 


i ii ‘ The lon-Electron Magnetic Separation and Solid 

WILLIAMS, ALBERT C. Gravity-Gradient-Stabilized Satellites. ig Pp 
. State Detector Detection System Flow IMP 7 
Mass Flow and Velocity in the Shock Tube AD-A048 850/2G! 78-08 22A PC A04/MF A01 ptr oy ce ant 


and 8: E(sub Greater Than or Equal to 50 keV, 
AD-067 727/8GI 8-20 20D PC A02/MF A01 The Type VI Microwave Refractometer E(sub e) pat ad Than or Equal to 30 keV. 


PA-1536 





PB-280 713/9GI 78-16 18D PC A02/MF A01 

The ISEE 1 and 2 Medium Energy Particles Experi- 

ment. 

PB-283 350/7GI 
WILLIAMS, D. L. 
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Nonprofits. 
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AD-A058 479/7GI 78-25 11D PC A06/MF A01 
WILLIAMS, JAMESINA E. 


Ambulatory Care Evaluation: A Primer for Qualtiy 
Review. 
HRP-0016120/8GI 


WILLIAMS, JANE 
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Rubber-to-Metal Vulcanized-Bonded Assemblies. 
AD-A046 785/2GI 78-03 11J PC A03/MF A01 


Well injection into a Two-Phase Flow Field: A Hele- 
Shaw Model investigation. 
PB-278 197/9GI 78-12 


WILLIAMS, JOHN E. 


The Effect of Internal Inclusions on the Machining 
Performance of Copper and Iron Alloys. 
AD-A046 243/2GI 78-02 13H PC A06/MF A01 


WILLIAMS, JOHN J. 


National Dam Safety Program. Absalom Doughty 
Dam (NJ00080), Absecon Creek Basin, Absecon 
Creek, Atlantic County, New Jersey. Phase 1 Inspec- 
tion Report. 

AD-A058 512/5GI 78-25 13B MF A01 


National Dam Safety Program. Haven Lake Dam 
(DE00042), Mispillion River Basin, Mispillion River, 
Kent County, Delaware. Phase 1. Inspection Report. 
AD-A058 462/3GI 78-25 13B MF A01 


National Dam Safety Program. Pompton Lake Dam 
(NJ00249), Passaic River Basin, Ramapo River, Pas- 
saic County, New Jersey. Phase 1. Inspection Re- 
port. 

AD-A058 463/1GI 78-25 138 PC A0S/MF A01 
National Dam Safety Program. Records Pond Dam 


(DE00057), Nanticoke River Basin, Broad Creek, 
Sussex County, Delaware. Phase 1. Inspection Re- 


13B PC A03/MF A01 


port. 
AD-A058 464/9G! 78-25 13B MF AO1 


National Dam Safety Program. Silver Lake Dam 
(DE00041), Mispillon River Basin, Mispillion River, 
Kent County, Delaware. Phase 1 Inspection Report. 

AD-A058 511/7GI 78-25 13B PC A04/MF A01 


Phase | Inspection Report. National Dam Safety 
Program, Boonton Dam and Parsippany Dike, Mor- 
ris County, New Jersey. 

AD-A056 548/1GI 78-21 138 PC A0S/MF A01 


Phase | Inspection Report. National Dam Safety 
Program. Doughty Pond Upper Dam, Atlantic Coun- 
ty, New Jersey. 

AD-A056 546/5GI 78-21 13B PC A04/MF A01 


Phase | Inspection Report. National Dam Safety 
Program. Packanack Lake Dam. Passaic County, 
New Jersey. 

AD-A056 563/0GI 78-21 13B MF A01 


Phase | Inspection Report. National Dam Safety 
hy ey Round Valley North Dam and Round Val- 
ley Dyke, Hunterdon County, New Jersey. 

AD-A056 547/3GI 78-21 138 PC A04/MF A01 


Phase | Inspection Report. National Dam Safety 
Program. Round Valley South Dam, Hunterdon 
County, New Jersey. 

AD-A056 545/7GI 78-21 


WILLIAMS, JULIA 


Three Views: Patient Assessment. 1. Its Potential 
and Use. 2. As a Management Tool. 3. Its Use in 
Long Term Care Facilities. 

HRP-0017418/5GI 78-02 6E Not Available NTIS 


WILLIAMS, JUNE 


Program Management -- Public Information. 
HRP-0023689/3G! 78-21 6E Not Available NTIS 


WILLIAMS, K. A. 
TRAC: A New Code for LOCA Analysis. 
LA-UR-77-1700 78-05 181 PC A02/MF A01 
WILLIAMS, KATHERINE 
Reprint: Dehydrogenation: A Previously Unreported 
Pathway of Lindane Metabolism in Mammals, 
PB-279 180/4GI 
78-14 6T (Order as PB-279 175, MF A01) 
Reprint: Dehydrogenation: A Previously Unreported 


Pathway of Lindane Metabolism in Mammals, 
PB-280 894/7GI 


13B PC A04/MF A01 


78-17 6T (Order as PB-280 889, MF A01) 


WILLIAMS, KATHLEEN N. 


Foreign Medical Graduates and Their Effects on the 
Quality of Medical Care in the United States. 
HRP-0016907/8G! 78-06 6E PC A03/MF A01 


WILLIAMS, KATHLEEN NIES 


Implementation of Professional Standards Review 
Organizations: A Theoretical Discussion. 
HRP-0017073/8G! 78-01 6E PC A02/MF A01 


Quality Assurance Today and Tomorrow: Forecast 
for the Future. 


HRP-0016547/2GI 78-04 6E Not Available NTIS 


WILLIAMS, KEVIN G. 


A Sensor for the Detection of CO2 in Hyperbaric 
Gaseous Environments. 


AD-A048 599/5G! 78-07 148 PC A03/MF A01 


WILLIAMS, L. A. JR. 


Fluid Velocity Measuring Device. 
PAT-APPL-856 461/GI 
78-10 20D PC A02/MF A01 


WILLIAMS, L. J. 


Advanced Turboprop Technology Development. 
N77-31155/3GI 78-01 21E PC A03/MF A01 


DEMAND 77: EPRI Annual Energy Forecasts and 
Consumption Model. Volume 1. Forecasts and 
General Description of the Model. 

EPRI-EA-621-SR(V.1) 78-21 10A PC AQ5/MF A01 


WILLIAMS, L. R. 


Application of an Advanced Shielding Analysis 
System to Gas-Cooled Fast Reactor Designs. 
CONF-770401-30 78-08 18F PC A02/MF A01 


Distribution and Importance of Phytoplankton in the 
Atchafalaya Basin, 
PB-277 544/3GI 78-11 13B PC A10/MF A01 


Distribution of Phytoplankton in Georgia Lakes. 
PB-279 668/8GI 78-15 13B PC A04/MF A01 


Distribution of Phytoplankton in lIilinois Lakes, 
PB-285 411/5GI 78-26 13B PC A07/MF A01 


Distribution of Phytoplankton in Maryland Lakes. 
PB-276 447/0GI 78-09 6F PC A03/MF A01 


Distribution of Phytoplankton in Mississippi Lakes. 
PB-273 388/9GI 78-02 6C PC A03/MF A01 


Distribution of Phytoplankton in New Jersey Lakes. 
PB-279 680/3GI 78-15 13B PC A04/MF A01 


Distribution of Phytoplankton in Ohio Lakes. 
PB-280 140/5GI 78-16 13B PC A06/MF A01 


Distribution of Phytoplankton in West Virginia 
Lakes. 
PB-273 515/7GI 


78-02 13B PC A03/MF A01 


WILLIAMS, LEOLA 


Experiences in Systematic Training in a Rural Pro- 
gram for Elderly Mississippians. 
HRP-0023278/5GI 78-10 6E Not Available NTIS 


WILLIAMS, LILLIAN B. 


Evaluation of Nursing Care: A Primary Nursing Pro- 
ject. Part 1: Report of the Controlled Study. 
HRP-0016724/7GI 78-02 6E Not Available NTIS 


WILLIAMS, LLEWELLYN Rh. 


Relationships of Productivity and Problem Condi- 
tions to Ambient Nutrients: National Eutrophication 
Survey Findings for 418 Eastern Lakes. 

PB-276 987/5GI 78-10 6F PC A03/MF A01 


WILLIAMS, LULA M. 


Concept of Loneliness in the Elderly. 
HRP-0025480/5GI 78-25 5J Not Available NTIS 


WILLIAMS, M. D. 


Computer Simulation of the Visual Effects of Smoke 
Plumes. 
LA-UR-78-689 78-21 13B PC A02/MF A01 


Visibility Issue in the Rocky Mountain West. 
LA-UR-77-2558 78-13 13B PC A03/MF A0O1 


WILLIAMS, M. L. 


FANG Angular Folding Code for Channel Theory 
Analysis. 
ORNL/TM-5228 78-08 181 PC A03/MF A01 


Generation of a Computer Library for Discrete Or- 
dinates Quadrature Sets. 
ORNL/TM-6023 78-14 9B MF AO1 


Non-Destructive Method for Applying and Removing 
instrumentation on Helicopter Rotor Blades. 
PATENT-4 082 001 

78-18 14B Not available NTIS 


A Rotor-Mounted Digital Instrumentation System for 
Helicopter Blade Flight Research Measurements. 
N78-20128/2GI 78-15 1C PC A03/MF A01 


Sensitivity and Uncertainty Analysis for Functionals 
of the Time-Dependent Nuclide Density Field. 
ORNL-5393 78-21 181 PC A0Q4/MF A01 





WILLIAMS, M. P. 
Status of Endangered and Threatened Plant Spe- 
cies on Nevada Test Site: A Survey. Part 1. Endan- 


ered Species. 
£GG-1183-2356 78-02 6C PC A06 


WILLIAMS, M. W. 
Polarization Produced by 
Monochromators. 
CONF-770935-2 


WILLIAMS, MARION D. 


Antimisting Fuel Spillage/Air Shear Tests at Naval 
Weapons Center. 
AD-A056 113/4G! 


WILLIAMS, MARTHA E. 


Data Base Mapping Model and Search Scheme to 
Facilitate Resource Sharing. Volume 1. Mapping of 
Chemical Data Bases and Mapping of Data Base 
Elements Using a Relational Data Base Structure. 

PB-283 892/8GI 78-23 9B PC A15/MF A01 


Data Base Mapping Model and Search Scheme to 
Facilitate Resource Sharing. Volume 2. Directory of 
Chemical Data Bases. 

PB-283 893/6GI 78-23 9B PC A19/MF A01 


A State-Wide Union Catalog Feasibility Study. Final 

Report on Project Ill--FY 1976. 

ED-148 340 78-25 5B Not available NTIS 
WILLIAMS, MERLE R. 

Realized versus Intended Benefits of Supply War- 


ranties. 
AD-A047 660/6G! 


WILLIAMS, MICHAEL C. 
The Influence of Biomaterials and Blood Chemistry 


on Shear-induced Hemolysis. 
PB-282 888/7GI 


WILLIAMS, P. 


Profiling Hydrogen in Materials Using lon BEAMS. 
CONF-770642-13 78-17 7D PC A04/MF A01 


WILLIAMS, P. G. 


Elastic and Inelastic Effects in Proton-Proton Scat- 
tering from States of Pure Spin. 
N78-20939/2GI 78-15 20H PC A03/MF A01 


WILLIAMS, P. K. 


Considerations on W implies Hadron Jets. 
BNL-23592 78-17 20H MF AO1 


WILLIAMS, PHARIS EOWARD 
The Dynamic Theory, A New View of Space, Time, 


and Matter. 
AD-A055 325/5GI 


WILLIAMS, PHILLIP JR. 


Flash Flood Forecasting and Warning Program in 
the Western Region. 
PB-285 266/3GI 


WILLIAMS, R. B. 


Chemical Properties of Synthoil 
Feeds. Final Report, Part 1. 
MERC-8007-1(Pt.1) 78-08 7D PC A11/MF A01 


Chemical Properties of Synthoil 
Feeds. Final Report, Part 2. 
MERC-8007-1(Pt.2) 78-08 21D PC A09/MF A01 


Chemical Properties of Synthoil 
Feeds. Final Report, Part 3. 
MERC-8007-1(Pt.3) 78-08 21D PC A15/MF A01 


Chemical Properties of Synthoil Products and 
Feeds. Final Report, Part 4. 
MERC-8007-1(Pt.4) 78-08 21D PC A17/MF A01 


Chemical Properties of Synthoil Products and 
Feeds. Final Report, Part 5. 
MERC-8007-1(Pt.5) 78-08 21D PC A14/MF A01 


Chemical Properties of Synthoil Products and 

Feeds. Summary of Final Report. 

MERC-8007-1(Sum.) 78-08 21D PC A03/MF A01 
WILLIAMS, R. C. 

Vstol Tilt Nacelle Aerodynamics and Its Relation to 


Fan Blade Stresses. 
N78-26099/9GI 


WILLIAMS, R. D. 
A Portable Interactive Data Acquisition and Analysis 
System for Driver Behaviour Research. 
AD-A048 150/7GI 78-06 5J PC A02/MF A01 
Short Radiological Emergency Response Training 


Program. 
BNL-22302 


WILLIAMS, R. G. 


Reprint: Pathogenesis of Infection with ‘Rickettsia 
rickettsii’ in the Dog: A Disease Model for Rocky 
Mountain Spotted Fever. 

AD-A046 327/3GI 78-03 6M PC A02/MF A01 


WILLIAMS, R. I. T. 


Cement-Bound Road Materials: 
Elastic Pro 
PB-279 1 


Grazing-incidence 


78-09 20F PC A02/MF A01 


78-21 21B PC A03/MF A01 


78-05 15& PC A06/MF A01 


78-21 6L PC A04/MF AO1 


78-20 20J PC A09/MF A01 


78-23 4B PC A02/MF AO1 


Products and 


Products and 


Products and 


78-21 21E PC A02/MF A01 


78-01 18F PC A02/MF A01 


Strength and 
rties Measured in the Laboratory. 
/3G1 78-15 13€ PC A04/MF A01 


WILLIAMS, R. J. 
Parametric Performance of a Spiral-Artery, Liquid- 
Trap-Diode Heat Pipe. 
N78-13368/3GI 78-08 13A PC A03/MF A01 


Study of Coal Reactivities. Annual Report, June 1, 
1976--May 31, 1977. 
FE-2368 78-12 7D PC A04/MF A01 


Study of Coal Reactivities. Quarterly Report, 
December 1--February 28, 1977. 
FE-2368-3 78-12 21D PC A02/MF A01 


Study of Coal Reactivities. Quarterly Report, June 1, 

1977--August 31, 1977. 

FE-2368-5 78-15 7A PC A02/MF A01 

Study of Coal Reactivities. Quarterly Report, Sep- 

tember 1--November 30, 1976. 

FE-2368-2 78-08 7D PC A02/MF A0O1 
WILLIAMS, R. L. 

Circuit Designs for Measuring Reactor Period, Peak 

Power, and Pulse Fiuence on Triga and Other Pulse 

Reactors. 

SAND-77-0462 78-05 18K PC A02/MF A01 

Environmental Requirements for Simulated 

Helicopter/VTOL Operations from Small Ships and 

Carriers. 

AD-A053 078/2GI 
WILLIAMS, R. LARRY 

GO Manual. 

AD-A054 441/1GI 
WILLIAMS, R.M. 


Doppler-Range Rate Correlator 

AD-013 011/2GI 78-14 17A PC AOS/MF A01 

Uranium Supply to 2000, Canada and the World. 

MR-168 78-14 8! MF AO1 
WILLIAMS, R. O. 

Technological and Economic Assessment of the 

Utilization of Rice Straw Residue from the Califor- 

nia Sacramento Valley for On-Farm Power Genera- 

tion. 

PB-275 230/1GI 


WILLIAMS, R. S. 


Angle-Resolved Photoelectron Spectroscopy Ap- 
plied to the Determination of the Surface Electronic 
Structure of Crystalline Metals. 

LBL-7676 78-25 20L PC A09/MF A01 


WILLIAMS, R. T. 


Divergent Initialization Experiments Using a Spec- 

tral Model. 

AD-A045 559/2GI 
WILLIAMS, RANDALL G. 


Analysis of an Evaporative Controls Retrofit Pro- 

gram for the South Coast Air Basin, 

PB-278 690/3G! 78-12 13B PC A03/MF A01 
WILLIAMS, RANDALL R. 


The Role of Sewage Lagoons at Corps of Engineers 

Recreation Areas. 

AD-A047 833/9GI 78-06 
WILLIAMS, RICHARD S. JR. 


Satellite Geological and Geophysical 

Sensing of Iceland. 

E78-10096 
WILLIAMS, ROBBIE L. 

Shipboard Stabilization of Optical Systems. 

AD-A057 900/3GI 78-24 17H PC A03/MF A01 
WILLIAMS, ROBERT 


Survey of Health Occupations Training Programs in 
Hospitals, 1976. 
HRP-0900038/1G! 


WILLIAMS, ROBERT F. 


The Test of Computer Assisted Total Value Assess- 

ment (CATVA) on a Major Source Selection. 

AD-A049 252/0GI 78-08 15E PC A02/MF A01 
WILLIAMS, ROBERT G. 


Summarization and interpretation of Historical 
Physical Oceanographic and Meteorological Infor- 
mation for the Mid-Atiantic Region. 

PB-277 104/6GI 78-08 13B PC A14/MF A01 


WILLIAMS, ROBERT H. 


Soviet Military Emphasis on Fuel Resupply. 
AD-A047 749/7GI 78-05 15E PC A03/MF A01 


WILLIAMS, ROBERT L. 


Semiconductor Device Damage Assessment for the 
INCA Program--A Probabilistic Approach. 
AD-A052 433/0GI 78-14 9A PC A02/MF A01 


WILLIAMS, ROBERT M. 


V. Kinetics of the lodinolysis of rho-Methox- 
ybenzeneboronic Acid-Electrophilic Displacement 
Reactions 

AD-045 387/8GI 
WILLIAMS, ROGER T. 
Tropical Wave Dynamics. 


78-15 5i PC AQ3/MF A01 


78-17 14D PC A12/MF A0O1 


78-06 2C PC AOS/MF A01 


78-01 4B PC A0OS/MF A01 


13B PC A04/MF A01 


Remote 


78-13 8G PC AQ6/MF A01 


78-10 5i PC A09/MF A01 


78-14 7D PC A02/MF A01 


WILLIAMS, W. F. 


AD-A054 302/5G! 
WILLIAMS, ROSS 


78 Mev pi Superscript Plus Minus Scattering from 
Lithium 
AD-091 939/9GI 


WILLIAMS, ROSS E. 


The Elastic Scattering of 78 Mev Pions from Copper 
AD-093 852/2GI 78-22 20H PC A03/MF AO1 


WILLIAMS, RUSSELL D. 


Magnetic Perturbation Inspection of Artillery Projec- 
tiles. 
AD-A045 866/1G! 


WILLIAMS, S. 
Application of Multispectral Radar and Landsat 
Imagery to Geologic Mapping in Death Valley. 
N78-30635/4GI 78-25 8G PC A04/MF A01 
WILLIAMS, S. D. 


Effective Thermal Conductivity Determination for 

Low-Density Insulating Materials. 

N78-18364/7GI 78-13 11G PC A02/MF A01 
WILLIAMS, SHERMAN R. 

Health Services Research and Health Policy Formu- 

lation -- An Empirical Analysis and a Structural 

Solutior. 

HRP-0024207/3GI 78-17 6E Not Available NTIS 
WILLIAMS, STEPHEN L. 

Data Base Management Systems for Urban and Re- 

gional Planning. 

HRP-0025346/8GI 78-23 6E Not Available NTIS 
WILLIAMS, STEPHEN R. 


Survey of Attitudinal Acceptance of a Children’s In- 
cremental Dental Care Program by Parents, 
Teachers and School Administrators. Final Report. 

HRP-0900142/1GI 78-15 6E PC A09/MF A01 


WILLIAMS, T. 
Energy Losses in Heavy Commercial Vehicles, 
PB-277 354/7GI 78-11 13F PC A04/MF A01 
Plan Is Not Necessarily a Four-Letter Word. 
DOE/EV-0001 78-19 10A PC A03/MF A01 
WILLIAMS, T. C. 
Organosilane Polymers. |. Poly(dimethyisilylene). 
AD-A056 337/5G! 78-10 111 PC AQ3/MF A01 
WILLIAMS, T. E. 


Design of a Blood-Freezing System for Leukemia 
Research. 
N78-18673/1GI 


WILLIAMS, T. F. 


Evaluation-Placement of the Chronically Ill and 
Aged: Final Report and Executive Summary. 
PB-282 253/4GI 78-19 6E PC A09/MF A01 


Research Concerning lonic and Free Radical Reac- 
tions in Radiation Chemistry. Progress Report, Sep- 
tember 15, 1976--September 15, 1977. 

ORO-2968-111 78-13 7D PC A02/MF A01 


WILLIAMS, T. T. 


Measurement of Manpower Utilization with Implica- 

tions for Development, 

PB-285 277/0GI 
WILLIAMS, TENNYSON 

Survey of Ohio Primary Physicians -- A Projection 

of Future Needs to the Year 2000. 

HRP-0024220/6GI 78-17 6E Not Available NTIS 
WILLIAMS, THEODORE J. 


Analysis of Fault Detection, Correction, and Preven- 

tion in industrial Computer Systems, 

PB-278 880/0GI 78-13 9B PC A08/MF A01 
WILLIAMS, THEODORE T. 

Impacts of a Large Recreational Development on 

Water Quality in a Semi-Primitive Environment, 

PB-279 220/8G! 78-15 13B PC A0S/MF A01 


WILLIAMS, THOMAS D. 


Chemical Immobilization, Baseline Hematological 

Parameters and Oil Contamination in the Sea Otter. 

PB-283 969/4G! 78-23 6F PC A03/MF A01 
WILLIAMS, THOMAS M. 

Study Evaluates Effects of New Communication 

System. 

HRP-0016021/8GI 78-04 5B Not Available NTIS 
WILLIAMS, THOMAS R. 
Reprint: Seismic 

Avalanches. 
AD-A049 414/6G! 
WILLIAMS, V. 


Satellite Optical Tracking: Spin Decay and Flash 
Observations. 
N78-32019/9GI 


WILLIAMS, W. F. 


Osn 100-Meter X and S Band Microwave Antenna 
Design and Performance. 


78-17 4B PC A04/MF A01 


78-22 20H PC A03/MF A01 


78-01 19A PC A04/MF A01 


78-13 6B PC A03/MF A01 


78-25 5F PC A05/MF A01 


Signals Associated with 


78-09 8L PC A02/MF A01 


78-26 22B PC A04/MF A01 


PA-1539 





N78-30478/9GI 
WILLIAMS, W. P. 


Geologic Effects of the Long Shot Explosion, 

Amchitaka Island, Alaska. 

USGS-474-245 78-05 
WILLIAMS, W. R. 

Survey of Industrial Coal Conversion Equipment 

Capabilities: Rotating Components. 

ORNL/TM-6074 78-23 7A PC A11/MF A01 
WILLIAMS, W. RAY 

Respiratory Care Hospital Consultation Service -- A 

Working Manual. 

HRP-0024854/2GI 
WILLIAMS, W. VAIL 


Prevention in Mental Health: A Controlled Study. 

HRP-0016639/7GI 78-04 5J Not Available NTIS 
WILLIAMS, WALTER F. 

Transfer Coefficients of Radionuclides Secreted in 

the Milk of Dairy Cows. 

AD-A058 781/6G! 
WILLIAMS, WALTER J. 

Infrared Background Measurements. 

AD-A055 709/0GI 78-20 4A PC A02/MF A01 

Spectral Radiometric Measurements of Sub-Arctic 

Stratospheric Constituents. 

AD-A057 404/6GI 78-23 4A PC A08/MF A01 

Stratospheric Measurements. 

AD-A054 898/2G! 78-18 4A PC AOS/MF A01 
WILLIAMS, WILLARD F. 

Structure and Conduct of the Commercial Cattle 

Feeding Industry. Supplement No. 1 to Technical 


Study No. 1, Organization and Competition in the 
Livestock and Meat Industry. 


PB-277 201/0GI 78-10 5C PC A06/MF A01 
WILLIAMS, WILLIAM B. 

Evaluation of Purchase Cost Factors. 

AD-A055 665/4GI 78-20 15€ PC A03/MF A01 
WILLIAMS, WILLIAM R. 


Comparison Tests on the 100-GPM Electrokinetic 
Fuel Decontaminator and a 100-GPM Military Stan- 
dard Filter/Separator. 
AD-A048 655/5GI 


WILLIAMS, WINIFRED 


Results of a Study of the Ocean Bottom Interaction 
of Underwater Sound. 
AD-A052 295/3GI 78-14 20A PC A09/MF A01 


WILLIAMSON, AUDREY E. 


Pedestrian and Traffic Management Techniques in 
Delft: Report of a Visit Made in December 1975, 
PB-276 421/5GI 78-08 13B PC A02/MF A01 


WILLIAMSON, B. 


Space Shuttle Astrodynamical Constants. 

N78-27163/2GI 78-23 22B PC A02/MF A01 
WILLIAMSON, BONNY G. 

Underutilization of Home Health Care in Three 

Southwestern States: An Exploratory Study. 

HRP-0016684/3G! 78-01 6E PC A04/MF A01 


WILLIAMSON, CHARLES E. 


Strong and Specific Interactions of Some in- 
capacitating Phenothiazines with Nucleic Acids, 
AD-A056 495/5GI 78-21 6T PC A02/MF A01 


WILLIAMSON, DENNIS A. 


A Cost Analysis of Graduate Education in Logistics 
Management. 
AD-A047 662/2GI 


WILLIAMSON, F. IRENE 


Epidemiology Studies: Bibliography, Health Effects 
of Arsenic. 
PB-284 786/1GI 


WILLIAMSON, F. R. 


Cryogenic Foam 
tions. 
N78-11200/0GI 


WILLIAMSON, G. G. 


Model Predictions of Wind and Turbulence Profiles 
Associated with an Ensemble of Aircraft Accidents. 
N78-12627/3GI 78-07 4B PC A08/MF A01 


Vortex Interactions and Decay in Aircraft Wakes. 

N77-33105/6GI 78-04 1A PC A06/MF A01 
WILLIAMSON, GIL R. 

Rapid Construction for Hardening Above-Ground 


Facilities to Small Arms Fire. 
AD-A054 306/6G! 78-17 


WILLIAMSON, GILBERT R. 


Steel Fibers as Web Reinforcement in Reinforced 
Concrete, 
AD-A056 496/3GI 


78-25 9E PC A07/MF A01 


18C PC A04/MF A01 


78-22 6E PC A06/MF A01 


78-25 6H PC A02/MF A01 


78-07 21D PC A03/MF A01 


78-05 5i PC A07/MF A01 


78-25 6T PC A06/MF A01 


Insulation: Abstracted Publica- 


78-06 13A PC A08/MF A01 


13M PC A04/MF A01 


78-21 13C PC A02/MF A01 


PA-1540 


WILLIAMSON, H. J. 
The Ability of Electric Utilities with FGD to Meet 
Energy Demands. 

PB-284 098/1GI 78-23 


WILLIAMSON, JANET A. 


Conflict-Producing Role of the Professionally So- 
cialized Nurse - Faculty Member. 
HRP-0018008/3GI 78-09 5I Not Available NTIS 


Current Perspectives in Nursing Education -- 
Changing Scene -- Volume Il. 
HRP-0026591/8G! 78-25 5! Not Available NTIS 


Current Perspectives in Nursing Education -- The 
Changing Scene. Volume 1. 
HRP-0019586/7GI 78-14 51 


WILLIAMSON, JOHN W. 


Estimated Health Benefits and Costs of Post-Onset 
Care tor Stroke. (in a Three-State Area -- Min- 
nesota, North Dakota, and South Dakota). 

HRP-0018825/0G! 78-19 6E PC A06/MF A01 


Improving Medical Practice and Health Care -- A 
Bibliographic Guide to Information Management in 
Quality Assurance and Continuing Education. 
HRP-0023846/9GI 78-23 6E Not Available NTIS 
Statistical Methods for Reliability and Validity Test- 
ing -- An Application to Nominal Group Judgments 
in Health Care. 

HRP-0025110/8GI 78-23 6E Not Available NTIS 


WILLIAMSON, K. D. JR. 


Material End-Plugging for the Scylia IV-P Linear 
theta Pinch. 
LA-UR-77-2453 
WILLIAMSON, M. A. 
Mica Fission Detectors. 
UCID-17563 78-07 
WILLIAMSON, MARTIN B. 


The Relation of Amino Acids to the Healing of Ex- 
perimental Wounds 
AD-046 750/6GI 


WILLIAMSON, P. ROGER 


The Measurement of Electrical Conductivity in the 
Stratosphere. 
AD-A052 821/6GI 78-14 4A PC A02/MF A01 


Sliding Tone Command Receiver System. 
PATENT-4 079 316 


13B PC A07/MF A01 


Not Available NTIS 


78-12 18A PC A02/MF AQ1 


18D PC A02/MF A01 


78-21 6A PC A03/MF A01 


78-18 17B Not available NTIS 


WILLIAMSON, R. E. 
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and Points 
AD-245 995/6GI 


WITTE, W. G. 


Laboratory Measurements of 
Reflectance Spectra of Dilute 
Sewage Sludge. 

N78-12554/9GI 78-07 13B PC A03/MF AQ1 


Laboratory Measurements of Radiance and 
Reflectance Spectra of Dilute Secondary-Treated 
Sewage Sludge. 

N78-12555/6GI 78-07 138 PC A02/MF AO1 


Laboratory Measurements of Upwelled Radiance 

and Reflectance Spectra of Calvert, Ball, Jordan, 

and Feldspar Soil Sediments. 

N78-12645/5GI 78-07 8H PC A03/MF A01 
WITTEK, W. 

Resonance Production in Exclusive Multiparticle 

Final States and Inclusive Features of K exp + D 

Reactions at 4.6 Gev/C. 

MPI-PAE-Exp.E1.-60 
WITTEKINDT, W. 

Acid-Resistant Ocrat Concrete. 

ORNL-tr-4603 78-19 13C PC A02/MF A01 
WITTEN, A. J. 

Analysis of the Thermal Monitoring Data Collected 


at the Peach Bottom Atomic Power Station. 
CONF-770516-6 78-01 13B PC A03/MF A01 


WITTEN, B. 


Malodorous Substances as Riot Control and Troop 
Training Agents. 
AD-867 821/1GI 


WITTENBERG, L. J. 


lsotopically Tailored Materials for Fission and Fu- 
sion Reactors. 
MLM-2426(OP) 78-04 


Tritium Systems Test Facility. 
MLM-2500 78-20 


WITTENBERG, LAYTON 


The Nature of Addition Compounds of Zirconium 
and Hafnium Tetrachlorides with Phosphorus Ox- 
ychloride 

AD-070 630/9GI 


WITTENBORN, A. F. 


The Effect of OR Gating in the AN/SQS-26(XN-2). 
AD-A051 395/2GI 78-12 17A PC A02/MF A01 


78-11 7D PC A02/MF A01 


Radiance and 
Primary-Treated 


78-10 20H MF A01 


78-19 15B PC A03/MF A01 


18J PC A02/MF A01 


18A PC A06/MF A01 


78-20 7B PC AQ2/MF A01 


WITTENBORN, J. R. 


Testing Drugs in Anxiety and Depression. ACNP- 
FDA Guideline Materials for the Clinical Investiga- 
tion of Anxiolytic and Antidepressant Substances. 

PB-276 728/3GI 78-08 60 PC A23/MF A01 


WITTENBROCK, N. G. 
324 Building Safety Analysis Report Supplement. 
BNWL-CC-2028(Sup.1) 
78-09 18G PC A04/MF A01 
Supplement to Safety Analysis Report for the 325 
Radiochemistry Building. 
BNWL-2269 78-15 6R PC AOS/MF A01 


WITTER, DANIEL J. 


Attitudes Toward Animals and Their Uses: Literature 
Citations and Animal Welfare Organization Data. 
PB-273 584/3GI 78-03 6F PC AOS/MF A01 


WITTER, J. A. 


A Survey of Soil Invertebrates in Two Aspen Forests 
in Northern Minnesota. 
PB-276 043/7GI 


WITTER, LES 


Attitudes of the U.S. Public Toward Science and 
Technology - 1972. 
PB-275 361/4GI 78-06 5J CP TO2 


Attitudes of the U.S. Public Toward Science and 
Technology - 1974. 
PB-275 363/0G! 


WITTER, R. F. 


Reprint: A Simplified Version of the Michel Method 
for Plasma or Red Cell Cholinesterase, 
PB-275 930/6GI 

78-07 6A (Order as PB-275 918, MF A01) 


WITTER, ROBERT F. 


Reprint: A Critical Study of the Manometric Assay 
of Cholinesterase in Rat Blood, 
PB-275 929/8GI 

78-07 6A (Order as PB-275 918, MF A01) 


Reprint: Effects of DDVP Aerosols on Blood 
Cholinesterase of Fogging Machine Operators, 
PB-279 181/2GI 


78-14 6T (Order as PB-279 175, MF A01) 


Reprint: Effects of Dieldrin or ODT in vivo on Alpha- 
Alanine, Gamma-Amino-Butyrate, Glutamine, and 
Glutamate in Rat Brain, 
PB-279 183/8GI 

78-14 6T (Order as PB-279 175, MF A01) 


Reprint: Measurement of Blood Cholinesterase: A 
Critical Account of Methods of Estimating 
Cholinesterase with Reference to Their Usefulness 
and Limitations Under Different Conditions, 

PB-276 308/4GI 


78-09 6A (Order as PB-276 303, MF A01) 


Reprint: Protection of Shade Trees with DDT and Its 
Relation to Human Health, 
PB-276 890/1GI 


78-10 6J (Order as PB-276 880, MF A01) 


Reprint: Rate of Formation in vivo of the Unreac- 
tivatable Form of Brain Cholinesterase in Chickens 
Given DDVP or Malathion, 
PB-280 880/6GI 

78-18 6T (Order as PB-280 879, MF A01) 


Reprint: Safety of Malathion Dusting Powder for 
Louse Control, 
PB-279 710/8GI 

78-15 6T (Order as PB-279 709, MF A01) 


Reprint: Studies on the Percutaneous Absorption of 
Parathion and Paraoxon. |. Hydrolysis and Metabol- 
ism Within the Skin, 
PB-280 014/2GI 

78-16 6T (Order as PB-280 001, MF A01) 


Reprint: Studies on the Safety of DDVP for the Dis- 

insection of Commercial Aircraft, 

PB-277 612/8GI 
78-12 6T 


WITTIG, C. 


Reprint: Electronic to Vibrational Energy Transfer 
From Br(4(2)P sub 1/2) to CO2, COS, and CS2. 
AD-A050 229/4GI 78-10 7D PC A02/MF A01 


Reprint: H20, NO, and N2O Infrared Lasers Pumped 


Directly and Indirectly by Electronic-Vibrational 
Energy Transfer. 
AD-A046 133/5GI 


WITTIG, CURT 


Reprint: Line-Tunable CO2 Laser Operating in the 

Region 2280-2360/cm Pumped by Energy Transfer 

from Br(4(2)P sub 1/2). 

AD-A057 590/2GI 78-23 20E PC A02/MF A01 
WITTKO, J. 


Tokamak Fusion Test Reactor Vacuum Vessel: 
Development of Electrical Resistance Bellows. 
CONF-771029-161 78-15 18A PC A02/MF A01 


78-07 2F PC A03/MF AO1 


78-06 5J CP TO2 


(Order as PB-277 586, MF A01) 


78-02 20E PC A02/MF A01 


WIXSON, BOBBY G. 


WITTLIN, G. 
General Aviation Airplane Structural Crashworthi- 
mess User's Manual. Volume Il. Input-Output 
Techniques and Applications. 
AD-A054 317/3G! 78-17 
WITTLIN, GIL 
Full Scale Crash Test Ex; 
Method of Analysis for 
Crashworthiness. 
AD-A054 154/0G! 78-17 1C PC A18/MF AO1 


General Aviation Airplane Structural Crashworthi- 

ness User's Manual. Volume lil. Related Design In- 

formation. 

AD-A054 266/2G! 
WITTMAN, DONALD A. 

Politics of Medical Inflation. 

HRP-0016563/9G! 78-04 5C Not Available NTIS 
WITTMANN, H. 

Injection Limited Gunn Devices. 

AD-A056 916/0G! 78-22 9A PC A02/MF A01 
WITTMANN, HORST R. 


Inversion and Accumulation Layer Formation at 
Elevated Temperatures in n GaAs-Anodic Oxide MIS 
Devices. 

AD-A056 142/3G! 


WITTMANN, M. 


Supporting Project Activities in the Civil Com- 

ponents Program ‘Wing Section’. 

N78-22084/5GI 78-17 1C PC A04/MF A01 
WITTNER, MURRAY 

Morphologic and Biochemical Effects of Oxygen 

Toxicity. 

AD-A056 778/4GI 


WITTSON, CECEL L. 


Hidden Costs in the Utilization of the Psychiatrically 
Marginal Man 
AD-028 889/4GI 


WITTSON, CECIL L. 


Concurrence in Psychiatric Diagnosis 

AD-117 841/7GI 78-22 SJ PC AQ2/MF A01 
Psychiatric Selection for Military Service 

AD-092 464/7GI 78-22 5J PC A02/MF AO1 
The Relationship Between Amount of Presenting 
Symptomatology and Severity of Disability 

AD-098 077/1GI 78-22 6E PC A02/MF A01 


The Serviceability of Military Personnel of Low iIn- 
telligence 
AD-026 229/5GI 


WITTSTRUCK, JOHN 


State of Nebraska, State Plan for Part A, Title VI, of 
the Higher Education Act of 1965, as Amended, 
PB-279 318/0GI 78-15 5I PC AOQ4/MF A01 


WITTWER, LEON A. 


The Propagation of Satellite Signals through Turbu- 
lent Media. 
AD-A051 932/2G! 78-13 178 PC A21/MF A01 


UHF Propagation Effects in Scintillated Environ- 
ments. 
AD-A047 395/9G! 


WITUCKI, E. F. 


Energetic Aliphatic Sulfur Pentafluoride Derivatives. 
Final Report, 2 August 1976--15 January 1978. 
UCRL-13809 78-17 7C PC A02/MF A01 


WITZELL, WARREN E. 


Ping-through-the-Hull 3.5 kHz Echo-Sounding 
Systems on the Research Vessels CHAIN, ATLANTIS 
ll, and KNORR. 

AD-A051 680/7G! 


WITZGALL, CHRISTOPH 
Tchebychev Approximations on Small intervals, | 


and 
AD-252 265/4GI 
WITZ2KE, W. R. 


Effects of Thermomechanical Processing on 
Strength and Toughness of Iron - 12-Percent-Nickel 
- Reactive Metal Alloys at -196 C. 

N78-31213/9GI 78-26 11F PC A03/MF A01 


Materials Technology Assessment for Stirling En- 
gines. 
CONS/1011-22 


1B PC A09/MF A0O1 


rimental Verification of a 
eneral Aviation Structural 


78-17 1B PC A06/MF A01 


78-21 


9A PC A02/MF A01 


78-22 6T PC A03/MF A01 


78-18 5J PC A02/MF A01 


78-21 51 PC A02/MF AO1 


78-05 17B PC A04/MF A01 


78-13 17A PC AOQ2/MF A01 


77-20 


12A PC A03/MF A01 


78-16 13F PC A02/MF AO1 


Materials Technology Assessment for Stirling En- 
gines. 
N78-17187/3GI 
WIXSON, BOBBY G. 
Lead in the Environment, 


78-12 21G PC AQ2/MF A01 


PB-278 278/7GI 78-12 138 PC A12/MF A01 


The Missouri Lead Study: An Interdisciplinary In- 
vestigation of Environmental Pollution by Lead and 
Other Heavy Metals from Industrial Development in 
the New Lead Belt of Southeastern Missouri. 
Volume I. 


PA-1551 





PB-274 242/7GI 78-04 8| PC A24/MF A01 


The Missouri Lead Study: An Interdisciplinary In- 

vestigation of Environmental Pollution by Lead and 

Other Heavy Metals from Industrial Development in 

the New Lead Belt of Southeastern Missouri. 

Volume Il. 

PB-281 859/9GI 78-18 81 PC A24/MF A01 
WL-WAKIL, M. M. 

Natural Convection Characteristics of Flat Plate 

Collectors. Progress Report. 

CO0/2971-1 78-10 10A PC A04/MF A01 
WLODARSKI, R. 

Studies on the Production in Small Scale Batch 

Process of the Sinterable Uranium Dioxide by Ura- 

nyl Nitrate Solution-Ammonium Polyuranate-Urani- 

um Dioxide Route. 

INR-1537/4/C/B 78-08 7D MF A01 


WLODAWER, ALEXANDER 


Reprint: Characterization of Crystals of L-Glu- 
taminase-Asparaginase from Acinetobacter Glu- 
taminasificans and Pseudomonas 7A. 

PB-276 205/2GI 78-08 6A Not available NTIS 


WLODEK, STANLEY T. 
Growth of Chromium Coatings from Liquid Metallic 
Solutions 
AD-146 548/3GI 78-13 11C PC AO5S/MF A01 
WLODYKA, RAYMOND A. 


Assessment of Operational Automated Guideway 
Systems - Jetrail. 
PB-278 521/0GI 78-12 13F PC A13/MF A01 


WNUK, ANDREW J. 
Reprint: Bisphenol-A-Polycarbonate-Bisphenol-A- 


Polysulfone Block Copolymers. 
AD-A057 850/0GI 78-24 111 PC A02/MF A01 


wo, J.R 


Giant Quadrupole Resonance in exp 12 C, exp 24 
MG, and exp 27 al Observed Via Deuteron inelastic 
Scattering. 


TID-27692 78-01 20H Not available NTIS 
WOAN, C. J. 


Propeller Study. Part 2: The Design of Propellers for 
Minimum Noise. 


N77-31157/9GI 78-01 1C PC A10/MF A01 
WOBRAUSCHEK, P. 

Nondivergent Radiation of Discrete Frequencies in 

Continuous X-Ray Spectrum - a Geometrical Effect. 

AIAU-75102 78-03 20H MF A01 
WOBSCHALL, D. 


Electron Spin Resonance in Chars of Some Simple 
Carbonaceous Materials 
AD-249 978/8GI 78-18 7D PC A02/MF A01 


WOBSCHALL, D.C. 


Electron Spin Resonance in Heat-Treated Ninering 
Compounds 

AD-249 973/9GI 78-18 7D PC A02/MF A01 
Paramagnetic Resonance Absorption in Heat- 
Treated Carbon Blacks 

AD-249 972/1GI 78-21 11G PC A02/MF A01 


WODARCZYK, FRANCIS J. 


Reprint: An Optically Pumped Molecular Bromine 
Laser. 


AD-A048 398/2GI 78-07 20E PC A02/MF A01 
WODKIEWICZ, K. 


Reprint: The Time-Dependent Physical Spectrum of 
Li 


ight. 
PB-273 079/4GI 78-01 20F Not available NTIS 
WODNICKI, P. 

Hyperfine Quadrupole Interaction Observed in Bi- 

nary Ag/sub X/Y/sub 1-X/. 

INP-866/PL 78-26 20L PC A02/MF A01 
WODNIECKI, P. 

Hyperfine Quadrupole interaction Observed in 

Ag(x)Au(1-x) Alloys. 

INP-867/PL 78-03 20L MF A01 
WODRICH, D. D. 

Program for Long Term Management of Hanford 

High-Level Defense Waste. 

RHO-SA-2 78-18 18G PC A02/MF A01 
WOEHLE, RALPH E. 

Better Homes for the Old. 

HRP-0016184/4GI 78-01 6E Not Available NTIS 
WOEHLEKE, STEVEN P. 


Guidelines for Deepwater Port Single Point Mooring 
Design. 


AD-A050 182/5G! 78-10 13J PC A14/MF A01 
WOELFEL, CHARLES J. 


Small Business Management Series Number 25. 
Guides for Profit Planning, 
PB-282 732/7GI 78-20 5A PC A04/MF A01 


PA-1552 


WOELKE, CHARLES E. 


Evaluation of Water Quality of Puget Sound and 
Hood Canal in 1976. 
PB-279 408/9GI 78-13 13B PC A03/MF A01 


WOELKE, K. 


Design and Test of a Vacuum Distillation Method 
for Determining Carbon in Sodium. 
ZfK-314 78-09 7D MF A01 


WOELLER, F. H. 


Chelate-Modified Polymers for Atmospheric Gas 
Chromatography. 
PAT-APPL-921 626/GI 78-23 7D PC A02/MF A01 


WOERNER, L. 


High Velocity Continuous-Flow Reactor for the 
Production of Solar Grade Silicon. 
N78-24657/6GI 78-19 10B PC A03/MF A01 


High Velocity Continuous-Flow Reactor for the 
Production of Solar Grade Silicon. First Quarterly 
Report. 

DOE/JPL/954914-1 78-20 10B PC A03/MF A01 


High Velocity Continuous-Flow Reactor for the 
Production of Solar Grade Silicon. Second Quar- 
terly Report. 

DOE/JPL/954914-2 78-26 10B PC A03/MF A01 


WOERNER, R. L. 


Fabrication of Cryogenic Laser Fusion Targets. 
UCRL-79442 78-14 18A PC A02/MF A01 


WOESSNER, D.E. 


Cl Super 35 Pure Quadrupole Resonance Studies of 
Relaxation Times in Solid Solutions of p- 
Dichlorobenzene 

AD-138 456/9GI 78-11 7D PC AQ2/MF A01 


Nuclear Resonance Pulse Apparatus 
AD-143 332/5GI 78-13 14B PC A02/MF A01 


Proton Magnetic Resonance of the CH3 Group. V. 
Temperature Dependence of T1 in Several Molecu- 
lar Crystals 

AD-210 237/4GI 78-11 7D PC A03/MF A01 


Spin Exchange and Spin-Lattice Relaxation Induced 
by Mechanical Rotation of Solids 
AD-202 188/9GI 78-13 20L PC A03/MF A01 


Spin-Lattice Relaxation-Resonances in Solids 
AD-202 187/1GI 78-13 20L PC A02/MF A01 


WOESTE, FRANK E. 


Differential Reliability: Probabilistic Engineering Ap- 

plied to Wood Members in Bending/Tension. 

AD-A053 100/4GI 78-15 13M PC A02/MF A01 
WOESTEN, W. J. 


Infrared Spectra of Chemisorbed Molecules. Mag- 
netic and Infrared Measurements on Methane, 
Ethane, Ethylene and Acetylene Adsorbed on Silica- 
Supported Nickel. 

N78-28209/2GI 78-23 7D PC A03/MF A01 


WOFFINDEN, G. J. 


Airborne Monitoring of Cooling Tower Effiuents. 
Volume 1. Technica! Summary. Final Report. 
EPRI-EA-420 78-13 13A PC A06/MF A01 


Effects of Interfacial Properties on Collection of 
Fine Particles by Wet Scrubbers. 
PB-284 073/4GI 78-23 13B PC A04/MF A01 


WOFFINDEN, GEORGE J. 
Airborne Monitoring of Cooling Tower Effluents. 


Volume |. Technical Summary. 
PB-279 076/4GI 78-14 13A PC A06/MF A01 


WOFSY, CONSTANCE B. 


Effectiveness of Nurse Triage in the Emergency De- 
partment of an Urban County Hospital. 
HRP-0025090/2GI 78-21 6E Not Available NTIS 


WOGMAN, N. A. 


In Situ X-Ray Fluorescence and Californium-252 
Neutron Activation Analysis for Marine and Ter- 
restrial Mineral Exploration. 

BNWL-SA-5926 78-05 8! PC A02/MF A01 
Nuclear Techniques Applicable to Studies of Pollu- 
tants in Ground Water. 

BNWL-SA-6186 78-01 7D PC A03/MF A01 

WOGRIN, CONRAD A. 


A Plan to Improve the Water Resources Scientific 
Information Center Program. 
PB-280 272/6GI 78-16 5B PC A04/MF A01 


WOHL, KURT 


Burning Velocity of Unconfined Turbulent Flames 
AD-068 123/9GI 78-20 21B PC A02/MF A01 


The Decay of Radical Radiation 
AD-156 506/8GI 78-11 7D PC A02/MF A01 


Optical Studies of the Structure of Turbulent 
Flames 
AD-156 948/2GI 78-11 70 PC A0Q2/MF A01 


WOHL, MARY ELLEN 
Pulmonary Function Testing in Infants and Chil- 
dren. 
PB-273 558/7GI 78-03 6P PC A11/MF A01 


WOHLAND, H. 


Experience with a Modular Application System with 
Central Data Base for Scientific-Technical Calcula- 
tions. 


IKE-4-69 78-01 18! MF AO1 
Indentification and Structuring of Data for Auto- 
matic Processing. 

IKE-4-68 78-08 9B MF A01 


WOHLERS, M. RONALD 


Analysis of the Optical Memory and Transducer 
Requirements for the OMFIC System Applied to 
Guided Projectiles. 

AD-A054 706/7G! 78-17 19A PC A04/MF AO1 


WOHLERS, ROBERT J. 


Method of Reducing the Radar Cross-Section of a 
Dielectric Body. 
PATENT-4 047 174 

78-19 17D Not available NTIS 


WOHLFAHRT, K. 


Method of Moessbauer Conversion Spectroscopy. 
Moessbauer Measurements at exp 180 W and exp 
182 W. 

INIS-mf-3505 78-01 20H Not available NTIS 


WOHLFORD, WILLIAM P. 
Two Stage Telescoped Launcher. 
PATENT-4 038 903 
78-19 19F Not available NTIS 
WOHLFORT, WILLIAM R. 
An Adaptive Multiple-Channel Pulse Train Separa- 


tor. 
AD-506 329/2GI 78-11 9E PC A03/MF A01 


The SR1969-A PARASORT Receiver. 
AD-507 744/1GI 78-11 171 PC AO5/MF A01 


WOHLGEMUTH, JOHN 
Nonreflecting Vertical Junction Silicon Solar Cell 
Optimization. 
AD-A046 150/9GI 78-02 10B PC AOS/MF A01 
WOHLGEMUTH, JOHN S. 


Comparison of Open and Closed Brayton Engines 
for Recuperated and Simple Cycles. 
AD-A057 921/9GI 78-24 21E PC A03/MF A01 


WOHLHIETER, J. A. 


Reprint: Cellular Release of Heat-Labile Enterotoxin 
of ‘Escherichia coli’ by Bacteriophage Induction. 
AD-A055 328/9G! 78-20 6M PC A02/MF AO1 


WOHN, F. K. 


Study of Nuclei Far from Stability with Tristan II at 
the High Flux Beam Reactor at Brookhaven. 
(S-4270 78-13 181 PC A04/MF A01 


Target Developments at Tristan. 
IS-M-79 78-01 20G PC A03/MF A01 


WOIMER , B. K. 


The Effect of Reynolds Number on the Diffraction of 
a Shock Wave. 
AD-491 697/9GI 78-20 19D PC A02/MF A01 


WOISIN, G. 


Collision Experiments of GKSS. 
GKSS-77/E/14 78-19 133 MF AO1 


WOITTENNEK, H. 


Evidence for Non-Lorentzian Shape of X-Ray Spec- 
tra. 
ZfK-322 78-19 20H MF A01 


WOJAKOWSKI, A. 


Magnetic Properties of Some Ternary Neptunium 
and Plutonium Compounds Anasy (Y= Chalogen). 
CEA-CONF-3833 78-13 7D MF AO1 


Ternary Neptunium and Plutonium Compounds 

MXY (X= N, P, As, Sb, Bi - Y= S, Se, Te). 

CEA-CONF-3832 78-13 7E MF A01 
WOJCIECH, JOHN J. 


Discrete Address Beacon System (DABS) Develop- 
ment Test and Evaluation (DT and E) Program. 
AD-A052 363/9G! 78-14 17G PC A03/MF A01 


WOJCIK, ANTHONY S. 


Proceedings of the International Symposium on 
Multiple-Valued Logic (8th). 
AD-A055 763/7G1 78-20 9B PC A14/MF A01 


WOJICK, DAVID E. 


Planning for Discourse. A Manual for the Diagnosis, 
Planning and Management of Group Participation 
Processes Based upon the Use of Issue Analysis 
Measures 


AD-A057 227/1GI 78-22 51 PC A04/MF A01 





WOJNOWSKI, WIESLAW 
Reprint: Cyclic Polysilanes IX. The Reaction of 
Cycloper-Methylpolysilanes and  Alpha-Omega- 
Dichloroper-Methylpolysilanes with Chlorine. 
AD-A051 229/3GI 78-12 7C PC A02/MF A01 


WOJTOWICZ, A. 
Review of EPA Contract No. 68-03-0497 on Sulfate 


Emission Control Technology, 
PB-275 004/0GI 78-05 13B PC A03/MF A01 


WOLAK, F. J. 


Material-Energy Requirements in Alternative Dairy 

Farming Systems, 

PB-283 483/6GI 78-22 2B PC A02/MF A01 
WOLAVER, DAVID 


Energy Conservation Choices for the City of Port- 
land. Volume 3A: Residential Conservation Choices. 
PB-276 782/0GI 78-09 10A PC A06/MF A01 


Energy Conservation Choices for the City of Port- 
land. Volume 3B: Transportation and Land Use 
Conservation Choices. 

PB-276 783/8GI 78-09 10A PC A05/MF A01 


Energy Conservation Choices for the City of Port- 
land. Volume 3C: Commercial Conservation Cho- 
ices. 

PB-276 784/6GI 78-09 10A PC A04/MF A01 
Energy Conservation Choices for the City of Port- 
land. Volume 3D: Industrial Conservation Choices. 
PB-276 785/3GI 78-09 10A PC AO5/MF A01 


Energy Conservation Choices for the City of Port- 
land. Volume 3E: Government Conservation Cho- 
ices. 


PB-276 786/1GI 78-09 10A PC AOS/MF AO1 
Energy Conservation Choices for the City of Port- 
land. Volume 3: Summary of Conservation Choices, 
PB-276 781/2GI 78-09 10A PC A06/MF A01 
Energy Conservation Choices for the City of Port- 
land. Volume 5: Capital Budgeting and Energy Use. 
PB-276 788/7GI 78-09 10A PC A04/MF AO1 
WOLBARSIT, M. L. 

The Origin of Cataracts in the Lens from Infrared 
Laser Radiation. 

AD-A046 165/7GI 78-02 6R PC A02/MF A01 


WOLBARSHT, MYRON L. 

Visual Acuity and Retinal Organization. 

AD-A056 260/3GI 78-21 6P PC A02/MF A01 
WOLBERS, H. L. 


High Altitude and High Speed Study 
AD-161 444/5GI 78-11 1C PC A03/MF A01 


WOLCOTT, A R. 


Nitrate and Phosphorus Runoff Losses from Small 
Watersheds in Great Lakes Basin. 
PB-281 275/8GI 78-18 13B PC A0S/MF A01 


Pesticide Runoff Losses from Small Watersheds in 


Great Lakes Basin, 
PB-274 084/3GI 78-05 13B PC A05/MF A01 


WOLCOTT, BARRY W. 


Effectiveness and Cost of Acute Respiratory Iliness 
Medical Care Provided by Physicians and Al- 
gorithm-assisted Physicians’ Assistants. 

HRP-0024348/5GI_ 78-17 6E Not Available NTIS 


WOLCOTT, J. H. 


Characteristics of Late-Time Striations Observed 
During Operation Stress. 
LA-UR-77-2835 78-16 18C PC A02/MF A01 


WOLCOTT, JOHN L. 


QA Procedures for Complex Microcircuits. 
AD-A052 418/1GI 78-14 9E PC A11/MF A01 


WOLCOTT, NORMAN M. 


Computer Science and Technology: FORTRAN IV 
Enhanced Character Graphics, 
PB-279 939/3GI 78-16 9B PC A04/MF AO1 


WOLCOTT, P. S. 


Study of 42 and 85 GHZ Coupled Cavity Traveling- 
Wave Tubes for Space Use. 
N78-11295/0GI 78-06 9A PC A08/MF A01 


WOLCZOK, J. 


2.8 Micron Infrared Heterodyne Radiometer. 
AD-A058 266/8GI 78-24 17E PC A03/MF A01 


WOLD, A. 


Reprint: Preparation and Characterization of the 
Platinum Metal Phosphides RuP2 and IrP2. 
AD-A057 851/8GI 78-24 7B PC A02/MF A01 


Preparation and Photoelectrolytic Behavior of the 
Systems WO(3-x) and WO(3-x)Fx. 
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The Arbitrary Body of Revolution Code (ABORC) for 
SGEMP/IEMP. 
AD-A048 872/6G! 78-08 20C PC A07/MF A01 


Multiple-Plate Modification of QUICKE2 Analytical 
Electron Emission Code. 
AD-A047 387/6G! 78-05 20N PC A04/MF A01 


User’s Manual for the DYNACYL IEMP Air Pressure 
Effects Computer Code. 
AD-A051 346/5G! 78-12 20N PC A03/MF A01 


User's Manual for the DYNASPHERE SGEMP Com- 
puter Code. 
AD-A047 959/2G! 


woobps, C. M. 


Alloy Evaluation for Fossil Fuel Process Plants 
(Liquefaction). Annual Report, 1 October 1976--30 
September 1977. 

1S-4310 78-14 11F PC A04/MF A01 


Alloy Evaluation for Fossil Fuel Process Plants 
(Liquefaction). Quarterly Report for April 1--June 
30, 1977. 

1S-4252 78-12 11F PC A03/MF A01 


Alloy Evaluation for Fossil Fuel Process Plants 
(Liquefaction). Quarterly Report, October 1, 1977-- 


December 31, 1977. 
78-20 11F PC AQ3/MF A01 


78-26 4B PC A04/MF A01 


78-02 20H MF A01 


78-06 20N PC A03/MF A01 


1S-4383 


Alloy Evaluation for Fossil Fuel Process Plants 
(Liquefaction). Quarterly Report, 1 April--30 June 
1977. 


1S-4311 78-14 11F PC A03/MF A01 


Alloy Evaluation for Fossil Fuel Process Plants 


(Liquefaction). Quarterly Report, 1 January 1978--31 
March 1978. 
1S-4379 78-23 


woops, C. R. 


Radioactivity in Mixed Oxide Fabrication Using 
LWR Recycle Plutonium. Final Report. 
EPRI-NP-404 78-07 18) PC A10/MF A01 


wooops, D. 


An Investigation of the Gaseous Character of the 
Atmosphere at the High Energy Laser Test Facility 
(HELSTF) at the White Sands Missile Range 
(WSMR). 

AD-A056 378/3G! 


wooops, D. R. 


NAL GFCS. 
AD-A047 175/5GI 


woobs, E. JEAN 


Ground-Water Supplies in the Murfreesboro Area, 
Tennessee. 
PB-280 171/0GI 


woops, E. L. 


High Current Switches in the Doublet Ili Poloidal 
Field Circuit. 
GA-A-14597 


wooos, J. 
Adaptive Kalman Type Estimation Applied to image 


Processing. 
AD-A055 827/0G! 78-20 9B PC A02/MF A01 


11F PC AQ2/MF A01 


78-21 20F PC AOS/MF A01 


78-04 4B PC A03/MF A01 
78-16 


13B PC A06/MF A01 


78-13 18A PC A02/MF A01 


PA-1559 





woops, J. M. 
Systems Studies of Coal Conversion Processes 
Using a Reference Simulator. Quarterly Report, 
April 1, 1977--June 30, 1977. 
FE-2275-4 78-12 7A PC A03/MF A01 
Systems Studies of Coal Conversion Processes 
Using a Reference Simulator. Quarterly Report, 
December 12, 1976--March 31, 1977. 
FE-2275-3 78-09 7A PC A04/MF A01 
woobps, J. W. 
Design of Stable 2-D Half-Plane Recursive Filters 
Using Spectral Factorization. 
UCRL-80078 78-16 9B PC A02/MF A01 
Woops, JOHN 
Recursive Estimation with Non-Homogeneous 
Image Models. 
AD-A054 115/1GI 78-17 9D PC A02/MF A01 


WOODS, MONTY 
Reprint: Canine Duodenal Mucosa has an Indepen- 


dent Mechanism for Bicarbonate Neutralization of 
Acid 


cid. 

AD-A048 517/7GI 78-07 6P PC A02/MF A01 
Reprint: Modification of Postoperative Tendon Ad- 
hesions by Ancrod Defibrinogenation. 

AD-A048 524/3GI 78-07 6E PC A02/MF A01 
Reprint: A Unifying Pathogenetic Mechanism in the 
Etiology of Intraperitoneal Adhesions. 

AD-A046 535/1G! 78-03 6E PC A02/MF A01 


woobs, P.J. 
The Organization of the Retention of Verbal Materi- 
i 


al 

AD-075 481/2GI 78-16 5J PC A02/MF A01 
WOODS, R. R. 

Technology Advancement of the Electrochemical 


CO2 Concentrating Process. 
N78-22723/8GI 78-17 6K PC A04/MF AO1 


WOODS, ROBERT L. 
An Evaluation of the Fluidic Oxygen Partial Pres- 
sure Sensor. 
AD-A055 362/8G! 78-20 6K PC AOS/MF A01 


WOODS, ROGER D. 


The Cohesive Energy of Potassium 
AD-076 252/6GI 78-16 7D PC A02/MF A01 


wooos, T. J. 
Neutron Wall Loading Characteristics of a Doublet 
Reactor. 
GA-A-14632 78-12 18A PC A02/MF A01 


WOODS, W. A. 


Research in Natural Language Understanding. 
AD-A049 781/8GI 78-09 9B PC A05/MF AO1 


Semantics and Quantification in Natural Language 
Question Answering. 
AD-A047 600/2G! 78-05 9B PC A08/MF A01 


WOODS, WILLIAM A. 


Research in Natural Language Understanding. 
AD-A053 958/5GI 78-16 9B PC A03/MF A01 


Research in Natural Language Understanding. 
AD-A056 838/6GI 78-22 9B PC A04/MF A01 


WOODSIDE, E.L. 


Navigation in Mine Hunting 
AD-305 184/4GI 78-20 17G PC A02/MF A01 


Radar-Piloting Aid to Shipping 
AD-211 223/3GI 78-16 17G PC A02/MF A01 


Splash Spotting by Passive Infrared Technique. 
AD-316 387/0GI 78-20 17E PC A03/MF AO1 


WOODSON, ARLENE S. 


Multidisciplinary Approach to Assessing the Quality 
of Care in Long-Term Care Facilities. 
HRP-0018636/1GI 78-02 6E Not Available NTIS 


WOODSON, DAVID S. Ill 


internal Calibration System. 
PATENT-4 053 890 78-04 171 Not available NTIS 


WOODSON, H. H. 


Circuit and Magnetic Analysis for a System of 
Faraday Rotator Coils Driven by a Two-Spool, Four- 
Rotor Homopolar Generator. 

CONF-771029-119 78-15 18A PC A02/MF A01 


FDX: A Fast Discharge Homopolar Generator. 
ORO-5594-8 78-15 18A PC A02/MF A01 


Homopolar Generator Development at the University 
of Texas. 


ORO-5594-7 78-15 18A PC A02/MF A01 


Methods for Producing the Plasma Initiation Pulse 
in Ohmic Heating Circuits in Tokamak Power Reac- 
tors: Resistive Dissipation, Transient Inductive 
Storage, and Transient Capacitive Storage. 

CONF-771029-120 78-15 18A PC AQ2/MF A01 


System 25 me and Design of a Pulsed 


Homopolar Generator Power Supply for the Texas 
Experimental Tokamak. 


PA-1560 


CONF-771029-114 78-15 18A MF A0O1 


Test Data on Electrical Contacts at High Surface 
Velocities and High Current Densities for 
Homopolar Generators. 

CONF-771029-121 78-15 18A PC A02/MF A01 


Text Energy Storage System. 
ORO-5594-9 78-14 18A PC A02/MF A01 


WOODSON, W. E. 


Development of Recommendations to improve Con- 
trols Operability. 
PB-284 433/0GI 78-24 13F PC A10/MF A01 


WOODSTROM, J. H. 


Faulting of Portland Cement Concrete Pavements. 
PB-282 610/5GI 78-20 13B PC A04/MF A01 


Faulting of Portland Cement Concrete Pavements. 
PB-282 792/1GI 78-20 13B PC A04/MF A01 


Pertormance of PCC Pavements in California. 
PB-282 484/5GI 78-19 13B PC A03/MF A01 


WOODWARD, ALAN P. 


Electret Noise-Cancelling Microphone. 
AD-A056 286/8GI 78-21 9A PC A04/MF A01 


WOODWARD, ARTHUR 

Adhesion of Lacquers to Nonferrous Metals 

AD-015 645/5GI 78-18 11A PC A02/MF A01 
WOODWARD, ARTHUR A. JR. 


A Human Factors Evaluation of an Experimental 
Reversible Extreme Cold Weather Clothing Ensem- 
ble. 


AD-A046 620/1GI 78-03 6Q PC A03/MF A01 
WOODWARD, ARTHUR E. 


Low Temperature Autoxidation of Hydrocarbons: 

The Kinetics of Tetralin Oxidation 

AD-008 410/3GI 78-18 7D PC A02/MF A0i 
WOODWARD, ELIZABETH S. 

Reflections of an External Degree Graduate. 

HRP-0023593/7GI 78-24 51 Not Available NTIS 
WOODWARD, G. F. 


Dust Control on Auger-Type Mining Machines, 

Using the Wet Auger System. 

PB-273 517/3GI 78-03 81 PC AO5/MF A01 
WOODWARD, H. T. 


The NASA Ames Research Center One- and Two- 
Dimensional Stratospheric Models. Part 2: The Two- 
Dimensional Modei. 

N77-32689/0GI 78-02 4A PC A02/MF A01 


WOODWARD, J. 

Battery Charger PP-7286 ( )/U. 

AD-A047 881/8GI 78-06 10C PC AO5/MF A01 
WOODWARD, J. E. 


Investigation of the Soil Translocation and 
Phytotoxicity of DIMP and DCPD. 
AD-A058 790/7GI 78-25 6C PC A08/MF A01 


WOODWARD, J. P. L. 


Design and Abstract Specification of a Multics 
Security Kernel. Volume 3. 
AD-A053 149/1GI 78-15 9B PC A04/MF A01 


WOODWARD, LLOYD A. 


Water Ripple Analogue of Electro-Magnetic Wave 

Propagation 

AD-057 875/7GI 78-14 20N PC A03/MF A01 

Water Ripple Analogue of Electro-Magnetic Wave 

Propagation, 

AD-491 313/3GI 77-20 20N PC AO5S/MF AO1 
WOODWARD, O. M. 


Bearing Study Program. 
AD-A049 767/7GI 78-09 1B PC A19/MF A01 
WOODWARD, P. M. 


Introduction to the ‘RS’ Portable Algo! 68 Compiler. 
AD-A049 572/1GI 78-09 9B PC A03/MF A01 


Introduction to the RS Portable Compiler. 

N78-23791/4GI 78-18 9B PC A03/MF A01 
WOODWARD, P. W. 

Analyzing Heavy Ends of Crude: Bartlett Oil. 

BERC/RI-77/7 78-03 21D PC A03/MF A01 

Characterization of a Colstrip Coal Liquid Derived 


from the Zinc Chloride Hydrocracking Process. 
BERC/RI-78/4 78-23 21D PC A03/MF A01 


Characterization of Hydrotreated TOSCO Shale Oil. 

BERC/RI-77/17 78-12 7A PC A02/MF A01 
WOODWARD, R. P. 

Acoustic Evaluation of a Novel Swept-Rotor Fan. 

N78-24897/8GI 78-19 20A PC AQ2/MF A01 


Effectiveness of an Inlet Flow Turbulence Control 


Device to Simulate Flight Noise Fan in an Anechoic 
Chamber 


N78-13856/7GI 78-08 21E PC A02/MF A01 


Reduction of Fan Noise in an Anechoic Chamber by 

Reducing Chamber Wall Induced Inlet Flow 

Disturbances. 

N78-22860/8GI 78-17 20A PC A02/MF A01 
WOODY, JAMES 

Reprint: In vitro Binding Studies of Anti-Human 

Lymphocyte Globulin: Analysis of Samples Tested 

for Immunosuppression in the Primate Skin Al- 

lograft System. 

AD-A046 748/0GI 78-03 6E PC A02/MF A01 


WOODY, JAMES N. 


Reprint: Ly-6 is a T-Cell Differentiation Antigen. 

AD-A054 515/2GI 78-17 6A PC A02/MF A01 
WOODYARD, JOHN P. 

Data Base for Standards/Regulations Development 

for Land Disposal of Flue Gas Cleaning Sludges. 

PB-280 135/5GI 78-16 13B PC A13/MF A01 
WOOLAM, J. A. 


Atomic Hydrogen Storage Method and Apparatus. 

PAT-APPL-837 794/G!I 78-13 7D PC A02/MF A01 

Niobium-Germanium Superconducting Tapes for 

High-Field Magnet Applications. 

N78-19392/7GI 78-14 9A PC A06/MF A01 
WOOLARD, G.P. 

Seismic Studies in the Southern Half of the Atlantic 

Coastal Plain 

AD-083 684/1GI 78-20 8G PC A02/MF A01 


WOOLARD, HENRY W. 
Cambered Jet-Flapped Airfoil Theory with Tables 


and Computer Programs for Application. 
AD-A048 528/4G! 78-07 9B PC A08/MF A01 


WOOLARD, WILMA LEE B. 
The Combined School/Public Library Concept: Will 
It Work. 
ED-140 805 78-14 5B Not available NTIS 
WOOLDRIDGE, C. E. 
Measurements of Shock Wave Attenuation in Ducts 


with Large Length-to-Diameter Ratios. 
AD-864 288/6GI 78-24 20D PC A03/MF A01 


WOOLDRIDGE, G. A. 
Preliminary Power Train Design for a State-of-the- 
ART Electric Vehicle. 
N78-29584/7GI 78-24 13F PC A10/MF A01 


WOOLDRIDGE, STU/ tT 


Commercial Fishery Survey. 

PB-275 422/4GI 78-05 5C PC A0S/MF A01 
WOOLDRIDGE, TIMOTHY A. 

Reprint: Effects of High Altitude and Hypophagia on 

Mineral Metabolism of Rats. 

AD-A049 648/9G! 78-09 6S PC A02/MF A01 


WOOLER, P. T. 
Aerodynamic Characteristics of a Jet Sheet Vortex 


Generator. 
N78-28054/2GI 78-23 1C PC A04/MF A01 


WOOLEVER, L. D. 


Orientation of Hearing Aids: Audiologist Manual. 
PB-274 801/0GI 78-16 6E PC$4.75 


Orientation to Hearing Aids Package. 
PB-274 800/2GI 78-16 6E PC$12.50 


Orientation to Hearing Aids: Supplemental Materi- 


als. 
PB-274 802/8GI 78-16 6E PC$4.75 
WOOLF, NEVILLE J. 


Image Reconstruction Using Large Astronomical 
Telescopes. 


AD-A058 103/3G1 78-24 3A MF A0O1 
WOOLFENDEN, GLEN E. 


Fish and Wildlife Inventory of the Seven-County Re- 
gion Included in the Central Florida Phosphate In- 
dustry Areawide Environmental impact Study. 
Volume |. 

PB-278 456/9GI 73-12 13B PC A99/MF A01 


Fish and Wildlife inventory of the Seven-County Re- 
gion Included in the Central Florida Phosphate In- 
dustry Areawide Environmental impact Study. 
Volume ll. 

PB-278 457/7GI 78-12 13B PC A99/MF A01 


Fish and Wildlife Inventory of the Seven-County Re- 
gion Included in the Central Florida Phosphate In- 
dustry Areawide Environmental impact Study. 
Volume Ill. Appendices A-G. 

PB-278 458/5GI 78-12 13B PC A0Q7/MF A01 


WOOLFREY, J. L. 


Effect of Ph on the Properties of Ammonium 
Uranate Precipitated with Gaseous Ammonia. 
AAEC/E-397 78-06 70 MF A01 


WOOLHISER, D. A. 


Control of Water Pollution from Cropland: Volume 
ll. An Overview. 
PB-277 647/4GI 78-12 2C PC A09/MF AO1 





WOOLLAM, J. A. 
Atomic Hydrogen Storage Method and Apparatus. 
PATENT-4 077 788 
78-18 21D Not available NTIS 


WOOLLARD, G. P. 
A Comparison of Observed and Predicted Earth 
Tide Observations between Alaska and Mexico and 


Across the Zone of Crustal Transition between 
Nebraska and Utah, 
AD-A046 562/5GI 78-03 8C PC A04/MF A01 


Preparation of Acoustic Travel Time Chart Dated 
10-9-52 

AD-069 021/4GI 78-14 17A PC A02/MF A01 
A Seismic Refraction of the Subsurface Geology of 
the Atlantic Coastal Plain and Continental Shelf 
Between Virginia and Florida 

AD-151 204/5GI 78-24 8G PC A07/MF A01 


WOOLLARD, GEORGE P. 


World Gravity Measurements 1952-1954 
AD-038 455/2GI 78-21 8E PC A07/MF A01 


World Wide Gravity Measurements Conducted Dur- 

ing the Period June, 1949 - January, 1952, 

AD-491 689/6GI 78-20 8E PC A08/MF A01 
WOOLLEY, BILL G. 


The Roles and Identification of Innovators and Lin- 
kers in the Technology Transfer Process. 
AD-A047 125/0GI 78-04 5A PC A07/MF A01 


WOOLLEY, F. ROSS 
Communication Patterns of Doctors and Their 


Assistants. 
HRP-0018093/5GI 78-06 6E Not Available NTIS 


WOOLLEY, HERBERT B. 


The Job Market for Biomedical Scientists in 1975. 
PB-282 031/4GI 78-19 5i PC AQ2/MF A01 


WOOLLS, BLANCHE 
Evaluation Techniques for School Library/Media 
Programs. A Work Shop Outline, 
ED-144 617 78-13 51 Not available NTIS 
WOOLSEY, N. F. 
Chemistry of Lignite Liquefaction. Quarterly Report, 
April--June 1977. 
FE-2211-6 78-08 21D PC A04/MF A01 


Chemistry of Lignite Liquefaction. Quarterly Report, 

July--September 1977. 

FE-2211-7 78-17 7D PC A04/MF A01 
WOOLSON, W. A. 

Borehole Model Calculations for Direct Uranium 

Measurement with Neutrons. Final Report. 

GJBX-44(77) 78-06 8i| PC A06/MF A01 

Time Dependent Air Transport of Radiation 

(TOATR). 

AD-A053 464/4GI 78-16 20H PC A06/MF A01 


Version 4 of ATR (Air Transport of Radiation). 
AD-A047 390/0G! 78-05 18H PC A07/MF A01 


WOOMER, C. W. 


Environmental Requirements for Simulated 


Helicopter/VTOL Operations from Small Ships and 
Carriers. 


AD-A053 078/2GI 78-15 51 PC A03/MF A0t 
WOOPER, W.W. 


A Note on the Non-Linear Power of Adjacent Ex- 
treme Point Methods of Linear Programming 
AD-089 520/1G! 78-16 12B PC A02/MF A01 


WOOSLEY, LLOYD H. 


Water Quality Compliance Report for Deep-Water 
Disposal Operations, Raccoon Mountain Pumped- 
Storage Project, 


PB-285 074/1GI 78-25 13B PC A04/MF A01 
WOOSLEY, S. 


Crsec: A General Purpose Hauser--Feshbach Code 
for the Calculation of Nuclear Cross-Sections and 
Thermonuclear Reaction Rates. 

UCID-17600 78-13 20H PC A04/MF A01 


WOOSLEY, S. E. 


Presupernova Evolution of Massive Stars. 
UCRL-80460 78-15 38 PC A03/MF A01 


WOOTEN, BENJAMIN A. 


Scattering of 37 Mev Positive Pions on Hydrogen 
AD-156 834/4GI 78-23 20H PC A03/MF A01 
WOOTEN, CARL E. 


Problem Oriented Medical Record in Long-Term 
Facilities -- A Teaching Method. 
HRP-0025782/4GI 78-24 5! Not Available NTIS 


WOOTEN, F. 


Electronic and Optical Properties of SbSBr, SbSI 
and SbSel. 
AD-A051 990/0GI 78-13 20L PC A02/MF A01 


WOOTEN, F. O. 
Experimental and Theoretical Study of the Elec- 
tronic Properties of CdSiP2, CdSnP2, CdSiAs2 and 
CdSnAs2. 
AD-A046 459/4GI 78-03 20L PC A02/MF A01 
WOOTEN, R. C. JR. 
Impact of Space Shuttle Support Facilities Con- 
struction on Special interest Plant Species 
(Vandenberg AFB, Calif). 
AD-A049 177/9GI 78-08 6F PC A04/MF A01 
WOOTON, MARGARET JOAN 
Adolescent Fertility in Hawaii -- Implications for 
Planning. 
HRP-0026151/1GI 78-26 6E Not Available NTIS 


WOOTON, R. O. 


Fission Product Transport Analysis. Quarterly 
Progress Report, July--September 1977. Task 2. 
BMI-NUREG-1988 78-14 18F PC A03/MF A01 


Fission Product Transport Analysis: Task 2. Quar- 

terly Progress Report, April--June 1977. 

BMI-NUREG-1981 78-08 18F PC A02/MF A01 
WOPAT, M. A. 

Favorability for Uranium in Tertiary Sedimentary 

Rocks, Southwestern Montana. 

GJBX-56(77) 78-13 81 PC A09/MF A01 


WORATSCHEK, RALPH 


Icing Evaluation. U-21A Airplane with Low Reflec- 

tive Paint. 

AD-A046 852/0GI 78-03 1C PC A03/MF A01 
WORCESTER, PETER F. 

Reprint: Reciprocal Acoustic Transmission in a 

Midocean Environment. 

AD-A048 490/7GI 78-07 20A PC A02/MF A01 
WORCESTER, W.C. 

interaction of Electrons and RF Fields 

AD-058 670/1GI 78-10 20G PC A03/MF A01 
WORCHEL, PHILIP 

Unit Effectiveness and Leadership in a Changing 

Society. 

AD-A046 955/1GI 78-04 5J PC A11/MF A01 


WORCHESKY, TERRANCE L. 


Infrared Diagnostics for Near-Millimeter Wave 
Sources, 
AD-A056 484/9GI 78-21 7D PC A02/MF A01 


WORCHESTER, W.G. 


Interaction of Electrons and R-F Fields 
AD-031 658/8GI 78-01 20G PC A03/MF A01 


WORDEN, E. F. 
Identification of Rydberg States in the Atomic 
Lanthanides and Actinides. 
UCRL-79550 78-06 7D PC A02/MF A01 


Multiphoton Spectroscopy in Heavy Elements. 
UCRL-79470 78-08 7D PC A02/MF A01 


Rydberg Series in the Lanthanides and Actinides 


Observed by Stepwise Laser Excitation. 
UCRL-79521 78-07 7D PC A03/MF A01 


WORDEN, S. P. 


Reprint: The Helium Triplet-to-Singlet Ratio in T 
Tauri Stars. 
AD-A053 126/9GI 78-15 3B PC A02/MF A01 


Reprint: Spectroscopic Orbit of CC Comae. 

AD-A053 723/3GI 78-16 3B PC A02/MF A01 
WORDEN, SIMON 

Reprint: Speckle Interferometry. 

AD-A057 766/8GI 78-23 3B PC A02/MF A01 
WORDEN, SIMON P. 

Reprint: The Angular Diameter of Vesta from 

Speckle Interferometry. 

AD-A048 395/8GI 78-07 3A PC A02/MF A01 

Reprint: Heights of Formation of Non-Magnetic 

Solar Lines Suitable for Velocity Studies. 

AD-A048 537/5GI 78-07 3B PC A02/MF A01 


Reprint: Looking at the Surfaces of Other Stars. 

AD-A048 506/0G! 78-07 3B PC A02/MF A01 

Reprint: On the Origin of 2h40m Solar Oscillations. 

AD-A056 134/0G! 78-21 3B PC A02/MF A01 
WORDLAW, JOHN H. 

Bottom Obstructions in the Southwestern North At- 

lantic, Gulf of Mexico, and Caribbean Sea. 

PB-273 621/3GI 78-02 6C PC A03/MF A01 
WORFF, HERBERT HERMAN JR. 

United States Reliance on Imports of Minerals and 

Metals: A Case Study. 

AD-A057 681/9Gi 78-23 81 PC A0Q7/MF A01 


WORK, HAROLD K. 


The Effect of Contaminants on the Operational 
Behavior of BF3 Counters 
AD-028 293/9GI 78-21 18D PC A02/MF A01 


WORMHOUDT, J. 


WORKHOVEN, R. M. 
Performance Testing of the Hexcel Parabolic 
Trough Solar Collector. 
SAND-78-0381 78-22 10A PC A02/MF A01 


Sandia Laboratories’ Midtemperature Solar Systems 


Test Facility. 
SAND-78-0840C 78-25 13A PC A02/MF A01 
WORKMAN, D. R. 


Mineral Resources of the Lower Mekon Basin and 
Adjacent Areas of Khmer Republic, Laos, Thailand 
and Republic of Viet-Nam. Mineral Resources 
Development Series, No. 39. 

NP-21947 78-13 81 PC A08/MF A01 


WORKMAN, J. B. 


Extended Neutral Wind ae aa 
AD-A048 812/2G! 78-08 1 PC A04/MF A01 


High Altitude Limit of the Gradient Drift Instability. 
AD-A049 503/6G! 78-09 4A PC A03/MF A01 


The Relevance of Barium Releases to Problems of 
the Nuclear Environment. 
AD-A056 249/6G! 78-21 4A PC A03/MF A0O1 


WORKMAN, J. L. 


Fixed and Base Station Antennas. 
PB-277 319/0GI 78-12 9E Not available NTIS 


Reprint: Generation of EM Susceptibility Test Fields 
Using a Large Absorber-Loaded TEM Cell. 
PB-275 607/0GI 78-09 14B Not available NTIS 


WORKS, GERALD "). 
The City of South Bend’s Passenger Vehicle Fleet: 


A Review of Folicy. Volume 1. The Report. 
PB-278 695/2GI 78-13 138 PC A04/MF A01 


WORLEDGE, D. H. 


Use and Interpretation of Confidence and Tolerance 
Intervais in Safety Analysis. 
SROD-R-80 78-10 12A MF AO1 


WORLEY, DAVID J. 


Fish and Wildlife Inventory of the Seven-County Re- 
gion Included in the Central Florida Phosphate In- 
dustry Areawide Environmental impact Study. 
Volume I. 

PB-278 456/9GI 78-12 13B PC A99/MF A01 


Fish and Wildlife Inventory of the Seven-County Re- 
gion Included in the Central Florida Phosphate In- 
dustry Areawide Environmental impact Study. 
Volume ll. 

PB-278 457/7GI 78-12 138 PC A99/MF A01 


Fish and Wildlife inventory of the Seven-County Re- 
gion Included in the Central Florida Phosphate In- 
dustry Areawide Environmental impact Study. 
Volume til. Appendices A-G. 

PB-278 458/5GI 78-12 138 PC A07/MF A01 


WORLEY, E. R. 
Sensing Circuits for Multiwire Proportional Cham- 


bers. 
N78-24460/5GI 78-19 9E PC A04/MF A01 
WORLEY, HERBERT E. 


Study of D-Cracking in Portland Cement Concrete 
Pavements. Report 1. Field Phase. 
PB-274 038/9GI 78-03 13C PC A03/MF A01 


WORLEY, S. D. 
Reprint: An XPS Study of Formaldehyde and Re- 
lated Molecules Adsorbed on the Surface of a 
Tungsten (100) Single Crystal. 
PB-282 138/7GI 78-19 7D Not available NTIS 
WORLEY, T. 
Application of Tactical Data System Computer-Pro- 
gramming Specification to TAOC, 
AD-A055 167/1GI 78-18 17B PC A02/MF A01 
WORLTON, T. G. 


Pressure induced Strain Transition in NiF sub 2. 

CONF-770706-27 78-06 208 PC A02/MF A01 
WORLTON, W. J. 
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JAERI-M-6572 78-03 18A MF A01 
Stress Analysis of the Bellows and Its Connection 


with a Thick Ring of the Vacuum Vessel. 
JAERI-M-6822 78-16 18A MF A0O1 


78-03 13B PC A08/MF A01 


11F PC A02/MF A0O1 


78-17 183) MF AO1 


77-20 20L PC A02/MF A01 


78-17 7D MF AO1 


Radioisotopes from Fuel 


78-19 18G MF A01 


78-02 181 PC A14/MF A01 


78-17 181 MF AO1 


78-06 21E PC A0S/MF A01 


PC A03/MF A01 


PA-1568 


YAMAMOTO, N. 


Blowdown Heat Transfer Experiment. 1. Test with 
the Transparent Test Section. 
JAERI-M-6708 


YAMAMOTO, NOBUTO 


Genetic Studies of Hybrids between Coliphage 

Lambda and Salmonella Phage P22: Genetic Analy- 

sis of the P22-Lambda Hybrid Class. 

AD-A048 535/9Gi 78-07 6C PC A02/MF A01 

Genetics of Novel Hybrid Bacteriophage and 

Development of Generalized Transducing System 

for Salmonella typhosa. 

AD-A051 160/0GI 78-12 6M PC A02/MF A0O1 
YAMAMOTO, S. 

Diagnostics of a Scrape-off Layer Plasma. 

JAERI-M-6971 78-16 18A MF A01 


Electrostatic Diagnostics of JFT-2A (DIVA). 
JAERI-M-6861 78-16 18A MF A01 


78-02 181 MF AO01 


YAMAMOTO, TOKUO 
Engineering Report on Wave Tank Tests on Split 


Pipe. 

AD-A055 623/3GI 78-20 13K PC A06/MF A01 

Wave induced Instability in Seabeds, 

PB-281 841/7GI 78-17 
YAMAMOTO, W. 


Evaluation of the Kalanianaole Highway Carpool/ 

Bus Lane. 

PB-275 232/7GI 78-06 13B PC A07/MF A01 

Evaluation of the Moanalua Freeway Carpool/Bus 

Bypass Lane. 

PB-275 205/3GI 78-06 
YAMAMOTO, WILLIAM S. 

Development of a Cardiac Arrhythmia Computer 

Monitoring System in a Coronary Care Unit. 

PB-274 444/9GI 78-05 6L PC A06/MF A01 


YAMAMURA, H. I. 


Reprint: The Release ‘in vivo’ of (H3) Acetylcholine 
from Cat Caudate Nucleus and Cerebral Cortex by 
Atropine, Pentylenetetrazol, K(+ )-Depolarization 
and Electrical Stimulation. 

AD-A046 518/7GI 78-03 6A PC A02/MF A01 


YAMANAKA, C. 


Thermonuclear Fusion Plasma by Lasers Coupling 
and Implosion. 
AED-Conf-76-506-018 


YAMANAKA, K. 


Threshold of Electromagnetic Instability in a Mag- 
netic Neutral Sheet. 
N78-11828/8GI 


YAMANAKA, T. 


Thermonuclear Fusion Plasma by Lasers Coupling 
and Implosion. 
AED-Conf-76-506-018 


YAMANAKA, Y. 


Decomposition of Lignin and Cellobiose in Relation 
to the Enzymatic Hydrolysis of Cellulose. 
LBL-5960 78-08 7D PC A03/MF A01 


YAMANASHI, B. S. 


The Origin of Cataracts in the Lens from Infrared 
Laser Radiation. 
AD-A046 165/7GI 


YAMANOTO, TOKUO 
High Reynolds Number Oscillating Flow by Cylin- 
ders, 
PB-275 208/7GI 
YAMANTURK, S. 


On the Thermally Stressed Elastic-Plastic Shells 

AD-217 170/0GI 78-16 20K PC A02/MF A01 
YAMAO, H. 

Bibliographical Survey of Heat Exchangers for 

Nuclear Power Plants and Problems of HTGR. 

JAERI-M-7034 78-19 13A MF A0O1 


YAMARTINO, R. J. 


Concorde Air Quality Monitoring and Analysis Pro- 
gram at Dulles International Airport. Volume I. 
AD-A056 644/8GI 78-21 13B PC A08/MF A01 


Concorde Air Quality Monitoring and Analysis Pro- 
gram at Dulles International Airport. Volume Il. Ap- 
pendixes. 

AD-A056 506/9GI 


YAMASHITA, JUNE 


CAM in Hawaii (A Japanese-American Experience). 

ED-148 374 78-26 51 Not available NTIS 
YAMASHITA, YOSHIOKI 

MISER-!: A Computer Code for Joyo Fuel Manage- 

ment. System Outline and Program Manual. 

PNC-N-941-76-61 78-01 18J MF A01 


YAMATAKE, E. 


Wire Winder for a Wire Chamber. 
INS-TH-100 78-01 18D Not available NTIS 


13B PC A02 


13B PC A07/MF A01 


78-01 18A MF A01 


78-06 201 


PC A03/MF A01 


78-01 


18A MF A01 


78-02 6R PC A02/MF A01 


78-05 13J PC A02 


78-21 13B PC A08/MF A01 


YAMATE, GEORGE 
Preparation and Characterization of Finely Divided 
Particulate Environmental Contaminants for Biolog- 


ical Experiments, 
PB-277 630/0GI 


YAMATO, H. 


Study on Plasma Ignition of JAERI Experimental Fu- 
sion Reactor. 
JAERI-M-6876 


YAMAUCHI, HIROSHI 


Reprint: An Economic Overview of Hawaii's Water 
Institutions, 
PB-277 357/0GI 


YAMAUCHI, T. 


Design of Ten-Pulsed High Power Laser Equipment. 
JAERI-M-6587 78-01 18A MF A01 


Space Radiation Resistant Transparent Polymeric 


Materials. 

N78-17219/4GI 
YAMAURA, YOSHIO 

Development of High Temperature Strain Gage, (5). 

PNC-J-237-76-01 78-02 181 MF A01 
YAMAZAKI, H. 

Lithium ton Source of Thermionic Emission Type. 

IPPJ-DT-51 78-16 18A MF A01 
YAMAZAKI, K. 

High-Pressure Equilibria of a Small-Aspect-Ratio 

Tokamak. 

N78-29914/6GI 78-24 201 PC A02/MF A01 

In-Place Tests of Exhaust Equipment in Nuclear 


Facility. 
KURRI-TR-148 


YAMAZAKI, S. 
Advanced Water Treatment for Fluoride-Containing 


Waste Water. 
RFP-Trans-231 


YAMAZAKI, T. 


LOOM-P: A Finite Element Mesh Generation Pro- 
gram with on-Line Graphic Display. 
JAERI-M-7119 78-26 181 PC AQ3/MF A01 


Standard Water Capsule and instrumentation for 
NSRR Experiments. 
JAERI-M-7105 


YAMIN, MICHAEL 
The Flory Constants for Poly-4-Vinyl-Pyridine in 


Ethanol 
AD-214 713/0GI 


YAN, G. 


INMACS - An Approach to on-Line Nuclear Materi- 
als Accounting and Control in a Fuel Fabrication 
Environment. 
AECL-5902 


YAN, J. K. 
Reprint: Encoding of Images Based on a Two-Com- 
ponent Source Model. 
AD-A051 033/9G! 
YAN’KOV, G. B. 


Effect of Neutron Constants Neutron Calculation of 
a Thermonuclear Reactor Blanket. 
1AE-2579 78-17 


YAN, SHYUE-LIANG 


Reprint: Malic Dehydrogenase Patterns in Different 
Strains of ‘Schistosoma japonicum’ and Subspecies 
of ‘Oncomelania hupensis’. 

AD-A047 688/7G! 78-05 6A PC A02/MF A01 


YANAGISAWA, K. 


Conception, Definition, Measuring Procedure of 
Grain Size. A Grain Size Diameter Determination of 
a UO sub 2 Pellet. 

JAERI-M-6839 78-19 18J MF AOi 
Densification of Uranium Dioxide Fuel Pellets, (1). 
JAERI-M-6904 78-18 18J MF A01 


YANAWAY, A. 


Deep Sea Tides Determination from GEOS-3. 
N78-18661/6GI 78-13 8C PC A03/MF A01 


YANCEY, ROBERT M. 


An Annotated Bibliography of CERC Coastal Ecolo- 
gy Research. 
AD-A058 712/1GI 


YANDLE, T. B. JR. 
Applications for South Carolina's Wetlands of a 
General Model of Efficient Solutions to Externali- 
ties. 
PB-277 705/0GI 
YANDON, K. E. 


Hanford Reservation Area Worker Census: A 
Research Report for the Rockwell Hanford Opera- 
tions. 

BNWL-2298 


78-11 7D PC AQ3/MF A01 


78-16 


18A MF A01 


78-10 5D PC A02/MF A01 


78-12 7D PC A08/MF A01 


78-20 181 MF AO1 


78-15 13B PC A02/MF A01 


78-23 181 PC AO5/MF A01 


78-16 7D PC A02/MF A01 


78-23 18) PC A02/MF A01 


78-11 


9D PC A02/MF A01 


18A MF A0O1 


78-25 13B PC A02/MF A01 


78-11 


5C PC A08/MF A01 


78-04 51 PC A02/MF A01 





YANEV, N. I. 

Data Translation and Change of Record Arrange- 
ment on the INIS Magnetic Tape into the Form Used 
for Input to the JINR Information Retrieval System. 
JINR-11-8555 78-17 98 MF A01 
Prediction of the Number of Relevant Documents in 
the JINR Information Retrieval System. 
JINR-R-10-9051 78-06 5B MF A01 


YANEY, D. 

Epitaxial Growth of Semi-insulating GaAs. 

AD-A050 030/6GI 78-10 20L PC A02/MF A01 
YANEY, D. S. 

Epitaxial Growth of Semi-insulating GaAs. 

AD-A055 936/9GI 78-20 20L PC A03/MF A01 
YANG, C. C. 

Sectional Property Tabulations for Computer Solu- 

tion ofAccelerations Caused by Collision. Volume Il. 

PB-283 212/9GI 78-21 13J PC A06/MF A01 
YANG, C. H. 

Many-Particle Theory of Nuclear System with Appli- 

cation to Neutron-Star Matter and Other Systems. 

N78-31019/0GI 78-25 3B PC A02/MF A01 


YANG, C. I. 
Finite-Element Method for Elliptic-Type Differential 
Equations. 
ANL-CT-78-29 78-25 12A PC A02/MF AO1 
Finite-Element Solution of Added Mass and Damp- 
ing of Oscillating Rods in Viscous Fluids. 
ANL-CT-78-22 78-22 181 PC A02/MF A01 
User's Manual for Finite-Element Computer Code, 
CREEP-PLAST. 
ANL-CT-78-21 78-20 181 PC A04/MF AO1 
YANG, C.N. 
Parity Nonconservation and a Two-Component 
Theory of the Neutrino 
AD-122 285/0GI 78-22 20H PC A02/MF A01 
Remarks on Noninvariance under Time Reversal 
and Charge Conjugation 
AD-122 286/8GI 78-22 20H PC A02/MF A01 


YANG, C. Y. 


Electronic Structure of Metal and Alloy Surfaces. 
AD-A056 689/3GI 78-22 11F PC A02/MF A01 


Random Water Waves on Beaches. 
AD-A047 587/1GI 78-05 8C PC A0S/MF A01 


Reprint: Relativistic Scattered-Wave Theory. 
AD-A053 063/4GI 78-15 7D PC A02/MF A01 


YANG, CARY Y. 


Reprint: Hydrogen Effect in Lead Selenide. 

AD-A052 939/6GI 78-15 70 PC A02/MF A01 
Reprint: Relativistic X alpha Scattered-Wave Calcu- 
lations for C2 and [2. 

AD-A053 812/4Gi 78-16 7D PC A02/MF A01 


YANG, CHEN-CHUNG 

Structure-Function and Immunochemical Studies 

on Cobrotoxin. 

AD-A055 661/3G! 78-20 6T PC A0Q3/MF A01 
YANG, CHUNG-TAO 

On Paracompact Spaces 

AD-074 716/2GI 78-20 12A PC A02/MF AO1 
YANG, D. J. 

Study of Potassium 2-Germaacetate and an Attempt 


to Synthesize Potassium Germy! Mercaptide. 

LBL-6290 78-07 7B PC A03/MF A01 
YANG, F.C. 

A Wire Passing by a Circular Aperture in an Infinite 

Ground Plane. 

AD-A055 583/9GI 78-20 20N PC A03/MF A01 
YANG, HENRY S. C. 

Reprint: A Note on Polychlorinated Biphenyls in Air, 

PB-275 987/6GI 

78-07 70 (Order as PB-275 978, MF A01) 


YANG, J.C. S. 


Optimum Design of Structures of Composite Materi- 

als in Response to Aerodynamic Noise and Noise 

Transmission. 

N78-13132/3GI 78-08 11D PC A03/MF A01 
YANG, JEN TS! 

intrinsic Viscosity and Optical Rotation of Proteins 

in Acid Media 

AD-100 567/7GI 78-21 7D PC A02/MF AO1 
YANG, JOHN Y. 


Assessment of Industrial Hazardous Waste Practices 
in the Metal Smelting and Refining Industry. 
Volume I. Executive Summary. 

PB-276 169/0GI 78-07 13B PC A04/MF A01 


Assessment of Industrial Hazardous Waste Practices 
in the Metal Smelting and Refining Industry. 
Volume Ill. Ferrous Smelting and Refining. 

PB-276 171/6GI 78-07 13B PC A08/MF A01 


Assessment of Industrial Hazardous Waste Practices 
in the Metal Smelting and Refining Industry. 
Volume IV. Appendices. 

PB-276 172/4GI 78-07 138 PC A04/MF A01 


YANG, K. 


Silicon Ribbon Growth by a Capillary Action Shap- 
ing Technique. Quraterly Technical Progress Report 
No. 8. 
ERDA/JPL/954144-77/2 

78-21 198 PC A07/MF A01 

YANG, K. H. 

Damage Profiles in Silicon and their Impact on 
Device Reliability. 
AD-A053 195/4GI 78-15 20L PC A08/MF A01 
Damage Profiles in Silicon and their Impact on 
Device Reliability. 
AD-A053 622/7GI 78-16 9A PC A06/MF A01 


Gauge Invariance of the Rayleigh--Schroedinger 
Time-independent Perturbation Theory. 
ORO-5126-23 78-12 20H PC A03/MF A01 


Poynting’s Theorem and Electrons with Spin. 
ORO-5126-24 78-06 20H PC A02/MF A01 


YANG, K. R. 


Study of the Behavior of Radioactive Material in the 
Marine Ecosystems. Part of a Coordinated Pro- 
gramme on Marine Radioactivity Studies. Final Re- 
port for the Period 1 November 1973--31 January 
1977. 


IAEA-R-1404-F 78-19 6F MF A01 
YANG, K. S. 

A Multi-Channel Digital Data Logging System for 

lonospheric Scintillation Studies. 

AD-A051 754/0GI 78-13 14C PC AOS/MF AQ01 
YANG, L. 


Effect of Chemical Reactions on Postaccident Fuel 

Containment in GCFRS. 

GA-A-14680 78-17 18F PC A02/MF A01 

Study of Tritium Permeation Through Peach Bottom 

Steam Generator Tubes. 

GA-A-14376 78-08 18H PC A03/MF A01 
YANG, L. C. 

Portable Heatable Container. 

PAT-APPL-897 831/GI 

78-18 13D PC A02/MF A01 

YANG, LING 

Effect of Elastic Strain on the Electrode Potential of 

Metals 

AD-225 050/4Gi 78-16 7D PC A02/MF A01 


YANG, N.C. 


Reprint: Quenching of the Singlet N, pi star of Al- 
kanones by Unsaturated Compounds. 
AD-A053 978/3G! 78-16 7D PC A02/MF A01 


YANG, P. Y. 


Advanced Instrumentation Concepts for Environ- 
mental Control Subsystems. 
N78-28807/3GI 78-23 6K PC A04/MF A01 


YANG, PING 


A New Method for the Analysis of Dielectric 
Waveguides for Millimeter Wave and Optical in- 
tegrated Circuits. 

AD-A057 651/2GI 78-23 9A PC AOS/MF AO1 


YANG, R. T. 


Regeneration of Lime-Based Sorbents in a Kiln with 
Solid Reductants. 


BNL-23765 78-16 7A MF AO1 


Regenerative Process for Desulfurization of High 
Temperature Combustion and Fuel Gases. Quarterly 
Progress Report No. 5, April 1--June 30, 1977. 

BNL-50706 78-14 13B PC A03/MF A01 


Regenerative Process for Desulfurization of High 

Temperature Combustion and Fuel Gases. Quarterly 

Progress Report No. 6, July 1--September 30, 1977. 

BNL-50750 78-18 13B PC A03/MF A01 
YANG, S.C. 


Li/Li sub 2 Supersonic Nozzle Beam. 
COO-2326-27 78-20 7D PC A02/MF A01 


Photon and Positive lon Production from Collisions 

of Superthermal Hydrogen Atoms with Lithium 

Atoms and Molecules. 

COO-2326-33 78-17 7D PC A02/MF A01 
YANG, S. S. 

Reprint: Distribution and Expected Value of the 


Rank of a Concomitant of an Order Statistic. 
AD-A049 569/7GI 78-09 12A PC A02/MF A01 


Reprint: General Distribution Theory of the Con- 
comitants of Order Statistics. 
AD-A057 740/3GI 78-23 12A PC A02/MF A01 


YANG, T. C. 


Lepton Energy Spectra in E exp + €E exp - An- 
nihilation and Cther Processes. 
DESY-76/62 78-01 20H MF A01 


YANOS, GEORGE 


YANG, T. F. 


Compact Poloidal Divertor Reference Design for 
TNS. 


WFPS-TME-055 78-16 18A PC A03/MF A01 


Improved Bundle Divertor Design for ISX-B. 
ORNL/Sub-7117/26 78-25 18A PC A03/MF A01 


Westinghouse Compact Poloidal Divertor Reference 
Design. 


WFPS-TME-042 78-15 18A PC A05/MF A01 
YANG, T. M. 


CRBRP Flow Induced Vibration Program. 
CONF-770933-1 78-07 181 PC A0Q4/MF A01 


Vibration Tests of a Full Scale Water Model of a 
Clinch River Steam Generator Module. 
TID-27821 78-09 181 PC A02/MF AO1 


YANG, T. P. 


Reprint: lonic Recombination of Rare-Gas Atomic 
fons X(+ ) with F(-) in a Dense-Gas X. 
PB-281 364/0GI 78-17 7D Not available NTIS 


Reprint: lonic Recombination of Rare-Gas Molecu- 
lar lons X2(+ ) with F(-) in a Dense Gas X. 
PB-281 398/8GI 78-17 7D Not available NTIS 


YANG, T. Y. 


Dynamic Behavior of the Steam Generator and Sup- 
port Structures of the 1200 MW Fossil Fuel Plant, 
Unit Number 3, Paradise, Kentucky, 

PB-274 700/4GI 78-04 10B PC A04/MF A01 


Theoretical Study of the Earthquake Response of 
the Paradise Cooling Tower, 
PB-274 816/8GI 78-05 13M PC A0S/MF A01 


Theoretical Study on Earthquake Response of a 
Reinforced Concrete Chimney, 
PB-274 820/0GI 78-05 13M PC A05/MF AO1 


YANG, W. K. 


Specific Cell RNA Mediators and the Mechanism of 
Fv-1 Gene Restriction. 
CONF-770979-1 78-13 6C PC A02/MF A01 


YANIV, AVISHAY 


The Electronic Properties of a Simple Metal-Metal 
Interface. 
AD-A046 556/7G! 78-03 11F PC A04/MF AO1 


YANIV, S. S. 
Overview of the Reactor Safety Study Consequence 


Model. 
SAND-77-0151C 78-05 18! PC A03/MF A01 
YANIV, SIMONE L. 


Noise Criteria for Buildings: A Critical Review. 
PB-276 394/4GI 78-08 20A PC A05/MF A01 


YANKCVIAK, JOHN 


Federal Data Processing Reorganization Study: 
Small Users Team Report. 
PB-284 134/4GI 78-20 5B PC A05/MF A01 


YANKO, RONALD E. 


Design of Training Systems. Phase IV Report. 
AD-A046 700/1G! 78-03 5! PC A04/MF A01 


YANKO, WILLIAM H. 


Process of Preparing 1,3-Bis(2-Chloroethyl)-1- 
Nitrosourea. 
PATENT-4 028 410 78-13 7C Not available NTIS 


YANNOPOULOS, L. N. 


Evaluation of Trace Element Release from 
Fluidized-Bed Combustion Systems. 
PB-281 321/0GI 78-18 7D PC A06/MF AO1 


YANO, BRIAN S. 
What about Us -- Group Therapy for Oncology Nur- 


ses. 
HRP-0019603/0GI 78-11 6E Not Available NTIS 
YANO, KAKIO 


Sintering-Resistance and  Abrasion-Resistance 

Capacity of Phosphoric Acid Ester -- Translation. 

AD-A046 448/7G! 78-03 11H PC A03/MF A01 
YANO, S. 

10-Channel Neutral Particle Energy Analyser Ap- 

paratus and Its Application to Tokamak Plasmas. 

JAERI-M-6605 78-04 201 MF A01 
YANO, Y. 

Alumina Column Rb-82 Generator. 

LBL-7422 78-25 188 PC A02/MF A01 

Effect of Transport in Distribution of Radioions and 

Radiolabeled Metabolites. 

LBL-7407 78-25 6R PC A03/MF AO1 
YANONNI, NICHOLAS F. 

Portable Optical Fiber Coupling Device. 

PAT-APPL-891 876/GI 

78-21 20F PC A02/MF A01 

YANOS, GEORGE 


Ride Sharing and Park and Ride: An Assessment of 
Past Experience and Planning Methods for the Fu- 


PA-1569 





ture. Volume IV. A Service Area 
Methodology (SAIM). 
PB-282 411/8GI 


YANSON, R. A. 


Study on Stage of Centrifugal Compressor with Air 
Turbine--Translation. 
AD-A045 436/3GI 78-01 


YANTA, WILLIAM J. 


Measurements in the Turbulent Boundary Layer of a 
Yawed, Spinning Body of Revolution at Mach 3.0 
with a Laser Velocimeter and Impact Probe. 

AD-A057 237/0GI 78-22 19D PC A03/MF A01 


YAO, F. FRANCES 


On the Optimality of Linear Merge. 
AD-A055 890/8G! 78-20 12A PC A02/MF AO1 


YAO, J. T. P. 


Two-sided time-dependent barrier problem. 
AD-468 997/2GI 78-14 20K PC A02/MF A01 


YAO, K. 
Algorithms for Three and Four 


Geometrical Moment Space Bounding. 
AD-A052 150/0GI 78-13 17B PC AOS/MF A01 


Three-Dimensional Geometric Moment Space 
Bounds with Applications to Prob!ems in Communi- 
cation Theory. 

AD-A052 142/7GI 


YAO, KUNG 


Reprint: Error Probability of Asynchronous Spread 
Spectrum ay Access Communication Systems. 
AD-A048 921/1GI 78-08 17B PC A02/MF A01 


YAO, L. S. 


The Effects of Unsteady Potential Flow on Heated 
Laminar Boundary Layers in Water: Flow Properties 
and Stability. 

AD-A047 711/7GI 


YAO, N. P. 
Advanced Secondary Batteries for Electric Vehicle 


Propulsion. 
CONF-710426-2 78-26 10C PC A02/MF A01 


Federal Battery Program for Transportation Uses. 
CONF-7606127-1 78-16 10C PC A02/MF A01 


High-Performance Batteries for Stationary Energy 
Storage and Electric-Vehicle Propulsion. Progress 
Report, January--March 1977. 
ANL-77-35 78-06 


Identification 


78-19 13B PC AOS/MF A01 


13G PC A02/MF A01 


Dimensional 


78-13 9D PC AO5S/MF A01 


78-05 20D PC A03/MF A01 


10C PC AQS/MF A01 


High-Performance Batteries for Stationary Energy 
Storage and Electric-Vehicle Propulsion. Progress 
Report, October--December 1976. 


ANL-77-17 78-06 10C PC A04/MF A01 


Stibine and Arsine Generation from a Lead--Acid 

Cell During Charging Modes under a Utility Load- 

Leveling Duty Cycle. 

ANL/~ EPHM-77-5 
YAO, S. 


Composite Hub/Metal Blade Compressor Rotor. 
N78-18131/0GI 78-13 21E PC A02/MF A01 


Filament-Winding Fabrication of QCSEE Configura- 
tion Fan Blades. 
N78-16052/0GI 


YAO, SAM 
Remotely Piloted Vehicle (RPV) Structural Com- 


ponents Investigation. 
AD-A054 828/9G! 


YAO-TAU WU, T. 
A Free Streamline Theory for Two-Dimensional 


Fully Cavitated Hydrofoils 
AD-075 062/0GI 78-20 


YAP, L. F. 


Reprint: Presence of Antibodies to Scrub Typhus 
and Murine Typhus in Dogs from Selangor, Penin- 
sular Malaysia. 

AD-A046 193/9GI 


YAPLE, JERRY 
Electrical Characterization of Linear Integrated Cir- 


cuits. 

AD-A052 357/1GI 
YARBA, V. A. 

Analysis of the Total Cross Sections of TH pi N Im- 

plies pi pi N Reactions Near the Threshold. 

JINR-R2-9703 78-08 20H MF A01 

Analysis of Total Cross Sections for the pi N Implies 


pi pi N Reactions Near the Threshold. 
JINR-R-2-9703 78-10 20H MF A01 


YARBRO, O. O. 


Retention of Gaseous 
Reprocessing LMFBR Fuels. 
\AEA-AG-63-2 78-23 


YARDLEY, DONALD H. 


Design Characteristics of Near Surface Rock For- 
mations. 
PB-277 708/4GI 78-12 


78-26 10C PC A03/MF AO1 


78-11 21E PC A02/MF A01 


78-18 


1C MF AO1 


13J PC A03/MF A01 


78-02 6E PC A02/MF A01 


78-14 9E MF A01 


Fission Products in 


18J PC AQ3/MF A01 


13B PC A03/MF A01 


PA-1570 


Hydraulic Transportation and Solids Separation of 
Excavated Materials in Tunnels. 
PB-273 274/1GI 78-02 


YARDLEY, JOHN H. 


Antibody Formation and Release in Ileal Loops Ex- 

posed to Enterotoxin. 

AD-A051 351/5GI 
YARGER, DONNA F. 

Modeling a Mathematical Solution for the Optimiza- 

tion of Signal-to-Background Ratio. 

AD-A049 266/0G! 78-08 17A PC A03/MF A01 


YARITA, T. 
Studies with a New Experimental Model in Respira- 


tory Carcinogenesis. 
CONF-771147-1 


YARIV, A. 


Interaction of X-Ray Radiation with Matter. 
AD-A051 972/8GI 78-13 7D PC A02/MF A01 


Reprint: Linearity and Enhanced Sensitivity of the 
Shipley AZ-1350B Photoresist. 
AD-A045 389/4GI 78-01 14E PC A02/MF A01 


Reprint: Statistical Analysis of Bragg Reflectors. 
AD-A058 170/2GI 78-24 20F PC A02/MF A01 


YARIV, AMMON 
Reprint: Amplification of Radiation by Relativistic 
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YOUNG, J. F. 


Generation of Coherent VUV and Soft X-Rays. 
AD-A047 049/2GI 78-04 20F PC A02/MF A01 


Generation of Coherent VUV and Soft X-Rays. 
AD-A049 858/4G1 78-09 20E PC A02/MF A01 


YOUNG, J. M. 
Alteration of Respiratory Response to Carbon Diox- 
ide Following Diving Training. 
AD-A055 069/9G! 78-18 6S PC A02/MF A01 


Alteration of Respiratory Response to Chemical 
Stimuli Following Serial Hyperbaric Exposures. 
AD-A055 068/1Gi 78-18 6S PC A03/MF A01 


The Effect of Prostaglandin E1 on the Course of 

Decompression Sickness in Dogs. 

AD-A050 007/4GI 78-10 60 PC A02/MF A01 
YOUNG, J. P. 


Detection of Single Atoms in Particle Tracks. 
CONF-780534-3 78-26 18F PC A02/MF A01 
Erosion Measurements on Metals at Elevated Tem- 
peratures. 

PB-274 986/9GI 78-05 11F Not available NTIS 
First Preparation of an Einsteinium(ll) Compound, 
EsCl sub 2. 

ORO-4447-061 78-09 7E PC A02/MF AO1 
Selective Single Atom Detection in a 10 exp 19 
Atom Background. 

CONF-770713-1 78-03 7D PC A02/MF AO1 


YOUNG, J. R. 


Measurement of the Psychological Annoyance of 
Simulated Explosion Sequences. 
AD-A047 894/1GI 78-06 5J PC A04/MF A01 


YOUNG, J. W. 


Thermal Shock Tolerances of Six Fishes and One 
Invertebrate from the Pacific Northwest. 
BNWL-2289 78-07 6F PC AQ2/MF AO1 


imamate Anthropometry of the Adult 
ace, 





AD-A054 938/6GI 
YOUNG, JACK H. 


Basic Studies of the Lithium Secondary Electrode. 

AD-A054 792/7GI 78-18 10C PC A03/MF A01 
YOUNG, JAMES K. 

Manufacturer Survey Occupant-installable Smoke 

Detectors. 

PB-284 748/1GI 78-25 13M PC A09/MF A01 

Survey and Analysis of Occupant-installable Smoke 


Detectors. 
PB-284 749/9GI 


YOUNG, JOHN C. 
An Air Passenger and Air Freight Service Study for 


the Lake Charlies Municipal Airport Authority. 
PB-278 857/8GI 78-14 1B PC A03/MF A01 


Business Inducement and Economic Development 
in the Lake Charles Standard Metropolitan Statisti- 
cal Area: Fort Polk. 
PB-274 147/8GI 


YOUNG, JOHN M. 


Reprint: Laser Holography in Dentistry. 
AD-A046 766/2GI 78-03 6E PC A02/MF A01 


YOUNG, JOHN P. 


Health Services in Long-Term Care. 
PB-278 713/3GI 78-13 6E PC AO9/MF A01 


Integrated System of Patient Assessment, Classifi- 
cation, and Nurse Staffing for Long Term Care. 
HRP-0025149/6GI 78-24 6E PC A0S/MF A01 


Scanning Electron Microscope Micrometer Scale 
and Method for Fabricating Same. 
PAT-APPL-848 176/GI 


78-24 148 PC A02/MF A01 


Staff Allocation Model for Mental Health Facilities. 
HRP-0025582/8GI 78-23 6E Not Available NTIS 


YOUNG, K. M. 


Diagnostic Problems of Large Tokamaks. 
PPPL-1365 78-07 201 PC A03/MF A01 


YOUNG, K. P. 


Machine Casting of Ferrous Alloys. 
AD-A051 155/0GI 78-12 13H PC AOS/MF A01 


YOUNG, KAR-KEUNG DAVID 


Analysis and Synthesis of High Gain and Variable 
Structure Feedback Systems. 
AD-A057 462/4GI 78-23 


YOUNG, KATHERINE JEAN 
Independent Nurse Practitioner -- Concept of Prac- 


tice. 
HRP-0019608/9G!I 78-11 6E Not Available NTIS 


Independent Nurse Practitioner: The Practical Is- 
sues of Practice. 
HRP-0019283/1GI 


YOUNG, KENNETH B. 


The Impact of Rising Natural Gas Prices on Agricul- 
ture in the Texas High Plains. 
PB-283 975/1GI 78-23 2B PC A04/MF A01 


YOUNG, KENNETH C. 


A Laboratory Examination of the ice-Nucleating 
Ability of Agl-aeroso! Using a Low Pressure Filter 
Processor. 

PB-286 891/7GI 


YOUNG, L. D. G. 
Compilation of Spectroscopic Data for Trace At- 
mospheric Gases. 
AD-A056 891/5GI 
YOUNG, L. E. 


High-Power, Ultralow-Mass Solar Arrays: Fy-77 


Solar Arrays Technology Readiness Assessment Re- 
port, Volume 1. 


N78-27530/2GI 78-23 10A PC A08/MF A01 


High-Power, Ultralow-Mass Solar Arrays: Fy-77 


Solar Arrays Technology Readiness Assessment Re- 
port, Volume 2. 


N78-27531/0GI 78-23 10A PC A23/MF A01 
Status of Wraparound Contact Solar Cells and Ar- 


78-18 5E PC A03/MF A01 


78-25 13M PC A22/MF A01 


78-03 5C PC A03/MF A01 


12A PC A09/MF A01 


78-13 6E Not Available NTIS 


78-26 4B PC A02/MF A01 


78-22 7D PC A03/MF A01 


rays. 

N78-26543/6GI 78-21 
YOUNG, L. G. 

Reprint: AFGL Trace Gas Compilation. 


10B PC A02/MF A01 


AD-A054 387/6GI 
YOUNG, L. L. 


Solar Energy Research at Sandia Laboratories with 
Unique Health and Safety Parameters. 
SAND-77-1412C 78-14 6R PC A03/MF AO1 


YOUNG, L. L. Ill. 


Solar Energy Research at Sandia Laboratories and 
Its Effects on Health and Safety. 
SAND-77-1412 78-17 6R PC A03/MF AO1 


78-17 4A PC A02/MF A01 


YOUNG, L. R. 
Analytical Evaluation of Two Motion Washout 


Techniques. 
N78-11712/4GI 


YOUNG, L. Y. 


Heat Treatment of Refuse for increasing Anaerobic 
Biodegradability. Final Report, January 1, 1976-- 
May 31, 1976. 
ERDA/NSF/7940-7612 

78-06 21D [7 A07/MF A01 


YOUNG, LAURENCE R. 


Pilot Modeling for Manned Simulation. Volume |. 
AD-A047 071/6G! 78-04 5H PC A09/MF A01 


Sensory Mechanism Modeling. 
AD-A049 278/5GI 78-08 6D PC A07/MF A01 


YOUNG, LEE A. 


Infrared Radiation in a Real Tropical Atmosphere. 
AD-A045 408/2G! 78-01 4A PC AOS/MF A01 


YOUNG, LEWIS JR. 


Common Carrier individual Land Mobile Data Base. 
PB-285 305/9GI 78-26 178 CP TOS 


YOUNG, LILY 
Commercial Waste Food Recycling for Swine 


Production. 
PB-281 566/0GI 


YOUNG, M. 


Reprint: Laser-Mode Beating Used for Detector 
Frequency-Response Measurements. 
PB-285 147/5GI 78-26 20F Not available NTIS 


Orientation of Hearing Aids: Audiologist Manual. 
PB-274 801/0GI 78-16 6E PC$4.75 


Orientation to Hearing Aids Package. 
PB-274 800/2GI 78-16 6E PC$12.50 


Orientation to Hearing Aids: Supplemental Materi- 


als. 
PB-274 802/8GI 78-16 6E PC$4.75 


Reprint: Saturation of Silicon Photodiodes at High 
Modulation Frequency. 
PB-285 154/1GI 78-26 9A Not available NTIS 


YOUNG, M. F. 


Analysis of in-Pile Fuel Disruption Experiments. 
SAND-78-0363C 78-25 181 PC A02/MF A01 


Fuel Pin Modeling for the Prompt Burst Excursion 
(PBE) Experiments. 
SAND-78-0274C 78-25 181 PC A02/MF A01 


Hydrodynamic Analysis of the LMFBR Prompt Burst 
Excursion (PBE) Experiment. 
SAND-77-1016C 78-08 181 FC A02/MF A01 


Large Scale Test Technology. 
SAND-77-1117C 78-08 181 


YOUNG, M. J. 


Heat Treatment and Characterization of Duplex 
1010 and 1020 Steels. 
LBL-6620 78-15 11F PC A04/MF A01 


R and D Equipment information Report: Tracking 
and Significance Estimator. 
AD-A052 359/7GI 78-14 4A PC A06/MF A01 


YOUNG, MARY E. 


Adult Education (A Bibliography with Abstracts). 
NTIS/PS-78/0388/5GI 78-13 5| PC NO1/MF NO1 


Air Bag Restraints (Citations from the Engineering 
Index Data Base). 
NTIS/PS-78/0042/8GI 

78-07 13F PC NO1/MF NO1 


Air Bag Restraints (Citations from the NTIS Data 
Base). 
NTIS/PS-78/0041/0GI 

78-07 13F PC NO1/MF NO1 


All Volunteer Military Services (A Bibliography with 
Abstracts). 
NTIS/PS-78/0919/7GI_ 78-21 51 PC NO1/MF NO1 


Attitudes, Opinions, and Motivations Among 
Adolescents. Volume 2. 1976-April, 1978 (A bibliog- 
raphy with Abstracts). 

NTIS/PS-78/0389/3GI 78-14 5J PC NO1/MF NO1 


Audiovisual Education. Volume 1. 1964-November 
1976 (A Bibliography with Abstracts). 
NTIS/PS-77/1079/1GI_ 78-04 5! PC NO1/MF NO1 


Audiovisual Education. Volume 2. November 1976- 
December 1977 (A Bibliography with Abstracts). 
NTIS/PS-77/1080/9G!I 78-04 51 PC NO1/MF NO1 


Automobile Safety: Bumpers (Citations from the En- 


gineering Index Data Base). 
NTIS/PS-77/1148/4GI 


78-06 13L PC NO1/MF NO1 
Automobile Safety: Bumpers (Citations from the 


NTIS Data Base). 
NTIS/PS-77/1147/6GI 


78-05 13L PC NO1/MF NO1 


Automobile Safety: Seat Belts (A Bibliography with 
Abstracts). 


78-06 SE PC A08/MF A01 


78-18 13B PC A06/MF A01 


PC A02/MF A01 


YOUNG, MARY E. 


NTIS/PS-77/1146/8GI 
78-05 13L PC NO1/MF NO1 


Behavior and Psychology as Related to Law En- 
forcement and Criminology (A Bibliography with 
Abstracts). 

NTIS/PS-77/1012/2Gi 78-03 5K PC NO1/MF NO1 


Child Abuse and Neglect (A Bibliography with Ab- 


stracts). 
NTIS/PS-78/0280/4GI 78-11 5K PC NO1/MF NO1 


Collective Bargaining and Labor Contracts (A 
Bibliography with Abstracts). 
NTIS/PS-78/0099/8G!I 78-08 5i PC NO1/MF NO1 


Computer Aided instruction. Volume 2. 1974-1977 
(A Bibliography with Abstracts). 
NTIS/PS-78/0778/7G! 78-20 Si PC NO1/MF NO1 


Computer Aided instruction. Volume 3. January- 
July, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0779/5Gi 78-20 5i PC NO1/MF NO1 


Copyrights (A Bibliography with Abstracts). 
NTIS/PS-78/0529/4G! 78-16 5B PC NO1/MF NO1 


Crime Prevention and Law Enforcement Through 
Community Relations (A Bibliography with Ab- 
stracts). 

NTIS/PS-77/0946/2GI 78-01 5K PC NO1/MF NO1 


Crime Prevention and Law Enforcement Through 
Community Relations (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/1008/8GI 78-24 5K PC NO1/MF NO1 


Crimes and Crime Prevention. Volume 1. 1964-1976 
(A Bibliography with Abstracts). 
NTIS/PS-78/0544/3G! 78-16 5K PC NO1/MF NO1 


Crimes and Crime Prevention. Volume 2. 1977-May, 
1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0545/0GI 78-16 5K PC NO1/MF NO1 


Day Care Centers. Part 1. Children and Youth (A 
Bibliography with Abstracts). 
NTIS/PS-78/0520/3GI 78-16 5! PC NO1/MF NO1 


Day Care Centers. Part 2. Adults (A Bibliography 
with Abstracts). 
NTIS/PS-78/0521/1GI 78-16 51 PC NO1/MF NO1 


Disasters: Effects and Countermeasures. Volume 1. 
1964-1975 (A Bibliography with Abstracts). 
NTIS/PS-77/1077/5GI 

78-04 13L PC NO1/MF NO1 


Disasters: Effects and Countermeasures. Volume 2. 
1976-1977 (A ho lea with Abstracts). 
NTIS/PS-77/1078/3GI 

78-04 13L PC NO1/MF NO1 


Driver Behavior Under Abnormal Conditions: Physi- 
cal Impairment, Drugs, and Gases (A Bibliography 
With Abstracts). 

NTIS/PS-78/0833/0GI 78-21 5J PC NO1/MF NO1 


Driver Education (A Bibliography with Abstracts). 
NTIS/PS-78/0083/2GI 78-08 5i PC NO1/MF NO1 


Orug Abuse. Volume 2. 1974-1976 (A Bibliography 
with Abstracts). 
NTIS/PS-78/0592/2GI 78-16 6 PC NO1/MF NO1 


Drug Abuse. Volume 3. 1977-April, 1978 (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0593/0GI 78-16 6 PC NO1/MF NO1 


The Elderiy: Social, Health, and Transportation 
Problems and Services. Volume 2. August, 1976- 
July, 1978 (A Bibliography with Abstracts). 

NTIS/PS-78/0888/4G!I 78-21 SK PC NO1/MF NO1 


Family Counseling (A Bibliography with Abstracts). 
NTIS/PS-77/0974/4GI 78-02 5K PC NO1/MF NO1 


Food Taste (A Bibliography with Abstracts). 
NTIS/PS-77/1073/4GI 78-04 6H PC NO1/MF NO1 


Human Aggression (A Bibliography with Abstracts). 
NTIS/PS-78/0204/4GI 78-10 5J PC NO1/MF NO1 


Human Memory (A Bibliography with Abstracts). 
NTIS/PS-78/0348/9GI 78-13 5J PC NO1/MF NO1 


Individualized Instruction (A Bibliography with Ab- 
stracts). 


NTIS/PS-78/0033/7GI_ 78-07 5I PC NO1/MF NO1 


Insurance. Part 1. General, Life, and Unemployment 
Insurance (A Bibliography with Abstracts). 
NTIS/PS-77/1006/4GI 78-03 5C PC NO1/MF NO1 


Insurance. Part 1. General, Life, and Unemployment 
Insurance (A Bibliography with Abstracts). 
NTIS/PS-78/1136/7GI 78-26 5C PC NO1/MF NO1 


Insurance. Part 2. Automobile and Other Transpor- 
tation Insurance (A Bibliography with Abstracts). 
NTIS/PS-77/1007/2GI_ 78-03 5C PC NO1/MF NO1 


Insurance. Part 2. Automobile and Other Transpor- 
tation Insurance (A Bibliography with Abstracts). 
NTIS/PS-78/1137/5GI 78-26 5C PC NO1/MF M01 


Insurance. Part 3. Property, Housing, and Disaster 
Insurance (A Bibliography with Abstracts). 
NTIS/PS-77/1008/0GI 78-03 5C PC NO1/MF NO1 


Insurance. Part 3. Property, Housing, and Disaster 
Insurance (A Bibliography with Abstracts). 
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NTIS/PS-78/1138/3GI 78-26 5C PC NO1/MF NO1 


Intelligence Testing (A Bibliography with Abstracts). 
NTIS/PS-78/0077/4G! 78-08 5J PC NO1/MF NO1 


Job and Industrial Related Productivity. Volume 2. 
June, 1976-July, 1978 (A Bibliography with Ab- 


stracts). 
NTIS/PS-78/0835/5Gi 78-21 5i PC NO1/MF NO1 


Juvenile Delinquency (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0832/2G!i 78-21 5K PC NO1/MF NO1 


Labor Relations. Volume 2. 1975-April, 1978 (A 
Bibliography with Abstracts). 
NTIS/PS-78/0325/7G!_ 78-12 5! PC NO1/MF NO1 


Machine Translation (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0448/7GI 78-15 5G PC NO1/MF NO1 


Management by Objectives (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0976/7GI 78-23 5A PC NO1/MF NO1 


Mathematical Models of Manpower and Personnel 
Management. Volume 2. 1974-June, 1978. 
NTIS/PS-78/0668/0Gi 78-19 51 PC NO1/MF NO1 


Microforms. Volume 2. 1973-May 78, (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0435/4GI 

78-14 14E PC NO1/MF NO1 


Migrant Workers (A Bibliography with Abstracts). 
NTIS/PS-78/0349/7GI 78-13 5K PC NO1/MF NO1 


Motor Vehicle Operator Behavior (A Bibliography 
with Abstracts). 
NTIS/PS-77/0960/3G! 78-02 5J PC NO1/MF NO1 


Motor Vehicle Operator Behavior (A Bibliography 
with Abstracts). 
NTIS/PS-78/1045/0GI 78-25 5J PC NO1/MF NO1 


Nonverbal Communication (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0886/8GI 

78-22 178 PC NO1/MF NO1 


On-Line Information Retrieval Systems. Volume 1. 
1964-1976 (A Bibliography with Abstracts). 
NTIS/PS-78/0978/3GI 78-23 5B PC NO1/MF NO1 


On-Line Information Retrieval Systems. Volume 2. 
1977-August, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0979/1G!I 78-23 5B PC NO1/MF NO1 


Outdoor Recreation (A Bibliography with Abstracts). 
NTIS/PS-78/0135/0GI 78-08 5K PC NO1/MF NO1 


Participative Management (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/1046/8GI 78-25 5A PC NO1/MF NO1 


Pedestrian Movement and Safety (A Bibliography 
with Abstracts). 
NTIS/PS-77/0935/5GI 

78-01 13L PC NO1/MF NO1 


Pedestrian Movement and Safety (A Bibliography 
with Abstracts). 
NTIS/PS-78/1022/9GI 

78-24 13L PC NO1/MF NO1 


Police. Operations, Management, Training, 
Behavior, Equipment. Volume 2. 1975-May, 1978 (A 
Bibliography with Abstracts). 

NTIS/PS-78/0543/5GI 78-16 5K PC NO1/MF NO1 


Population Projections for Area Planning. Volume 1. 
1964-1974 (A Bibliography with Abstracts). 
NTIS/PS-78/0989/0G!I 78-23 5K PC NO1/MF NO1 


Population Projections for Area Planning. Volume 2. 
1977-August, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0990/8G! 78-23 5K PC NO1/MF NO1 


Prisons and Prison Programs (A Bibliography with 
Abstracts). 
NTIS/PS-78/0648/2Gi 78-18 5K PC NO1/MF NO1 


Probation and Parole (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0530/2G!i 78-16 5K PC NO1/MF NO1 


Protective Clothing. Part 1. Arctic and Tropical En- 
vironments (A Bibliography with Abstracts). 
NTIS/PS-78/0371/1G! 78-13 6Q PC NO1/MF NO1 


Protective Clothing. Part 2. Fire and Radiation En- 
vironments (A Bibliography with Abstracts). 
NTIS/PS-78/0372/9GI 78-13 6Q PC NO1/MF NO1 


Protective Clothing. Part 3. Survival, Aircraft, and 
Combat Environments (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/0373/7GI 78-13 6Q PC NO1/MF NO1 


Protective Clothing. Part 4. Industrial Environments 
(A Bibliography with Abstracts). 
NTIS/PS-78/0374/SGI 78-13 6Q PC NO1/MF NO1 


Public Attitudes toward Highways and Highway 
Transportation (A Bibliography with Abstracts). 
NTIS/PS-78/0169/9GI 

78-10 13B PC NO1/MF NO1 


Quality of Life in the Urban Environment. Volume 2. 


August, 1976-August, 1978 (A Bibliography with Ab- 
stracts). 
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NTIS/PS-78/0855/3GI 78-21 5K PC NO1/MF NO1 


Railroad Freight Transportation. Volume 2. 1975- 
February, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0182/2GI 

78-10 13B PC NO1/MF NO1 


Records Management. Volume 2. 1976-February, 
1978 (A caine with Abstracts). 
NTIS/PS-78/0058/4G!I 78-07 5B PC NO1/MF NO1 


Recreational Boating (A Bibliography with Ab- 
stracts). 
NTIS/PS-78/0072/5GI 

78-08 13J PC NO1/MF NO1 


Rehabilitation of Criminal and Public Offenders (A 
Bibiiography with Abstracts). 
NTIS/PS-77/0964/5GI 78-02 5K PC NO1/MF NO1 


Rehabilitation of Criminal and Public Offenders (A 
Bibliography with Abstracts). 
NTIS/PS-78/1044/3GI 78-25 5K PC NO1/MF NO1 


Rehabilitation of the Mentally Retarded (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0051/9G! 78-07 5K PC NO1/MF NO1 


Rehabilitation of the Physically Handicapped (A 
Bibliography with Abstracts). 
NTIS/PS-78/0023/8G! 78-06 5K PC NO1/MF NO1 


Research Management (A Bibliography with Ab- 
stracts). 
NTIS/PS-77/1166/6GI 78-05 5A PC NO1/MF NO1 


The Role of Women in the Workforce (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0080/8Gi 78-08 51 PC NO1/MF NO1 


Social Change (A Bibliography with Abstracts). 
NTIS/PS-78/0324/0GI 78-12 5K PC NO1/MF NO1 


Social Indicators (A Bibliography with Abstracts). 
NTIS/PS-78/0032/9G! 78-07 5K PC NO1/MF NO1 


Student Teacher interaction (A Bibliography with 
Abstracts). 
NTIS/PS-78/0095/6GI 78-08 5J PC NO1/MF NO1 


Technology Transfer: General and Theoretical Stu- 
dies (A Bibliography with Abstracts). 
NTIS/PS-77/1131/0G!I 78-04 5B PC NO1/MF NO1 


Transportation for the Elderly or Physically Han- 
dicapped (A Bibliography with Abstracts). 
NTIS/PS-78/0828/0GI 

78-21 13B PC NO1/MF NO1 


Urban Information Systems. Part 1. General (A 
Bibliography with Abstracts). 
NTIS/PS-77/0936/3G!i 78-01 5B PC NO1/MF NO1 


Urban Information Systems. Part 1. General. Volume 
1. 1964-1976 (A Bibliography with Abstracts). 
NTIS/PS-78/1027/8GI 78-24 5B PC NO1/MF NO1 


Urban Information Systems. Part 1. General. Volume 
2. 1977-September, 1978 (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/1028/6GI 78-24 5B PC NO1/MF NO1 


Urban Information Systems. Part 2. USAC Reports 
(A Bibliography with Abstracts). 
NTIS/PS-77/0937/1G!I 78-01 5B PC N0O1/MF NO1 


Urban Information Systems. Part 2. USAC Reports 
(A Bibliography with Abstracts). 
NTIS/PS-78/1029/4GI 78-24 5B PC NO1/MF NO1 


Urban Parking (A Bibliography with Abstracts). 
NTIS/PS-78/0085/7GI 


78-08 13B PC NO1/MF NO1 


User Needs in Documentation and Information. 
Volume 1. 1964-1976 (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/0430/5Gi 78-14 5B PC NO1/MF NO1 


User Needs in Documentation and Information. 
Volume 2. 1977-April, 1978 (A Bibliography with Ab- 
stracts). 

NTIS/PS-78/0431/3Gi 73-14 5B PC NO1/MF NO1 


Vocational Education and Training for the Non- 
Handicapped (A Bibliography with Abstracts). 
NTIS/PS-78/0315/8GI 78-12 51 PC NO1/MF NO1 


Volunteers in Social and Community Affairs (A 
Bibliography with Abstracts). 
NTIS/PS-77/0972/8GI 78-02 5! PC NO1/MF NO1 


Volunteers in Social and Community Affairs (A 
Bibliography with Abstracts). 
NTIS/PS-78/1090/6G!I 78-26 5! PC N0O1/MF NO1 


Wages, Salaries, and Earnings. Volume 2. 1974-Au- 
gust, 1978 (A Bibliography with Abstracts). 
NTIS/PS-78/0827/2GI 78-21 5C PC NO1/MF NO1 


Work Attitudes in the Civilian Sector (A Bibliog- 
raphy with Abstracts). 
NTIS/PS-78/0506/2G!I 78-15 5J PC NO1/MF NO1 


Work Attitudes in the Military (A Bibliography with 
Abstracts). 
NTIS/PS-78/0507/0G!i 78-15 5J PC NO1/MF NO1 


Youth Programs (A Bibliography with Abstracts). 
NTIS/PS-78/0924/7G! 78-22 5K PC NO1/MF NO1 


YOUNG, N. B. 


Thermal Analysis on Oil Shale: Determination of 
Potential Oil Yields and Dawsonite, Nahcolite, and 
Nordstrandite Content. 
LERC/RI-77/6 


YOUNG, NANCY E. 
Evoked Cortical 


Processing. 
AD-A048 647/2GI 


YOUNG, O. C. 


Standards of Site Practice - Implications for Innova- 
tion in the Design ana Construction of Buried 
Pipelines, 

PB-277 729/0GI 78-12 13B PC A02/MF A01 


The Structural Design and Laying of Small Un- 
derground Drains of Rigid Materials, 
PB-277 030/3GI 78-09 13B PC A03/MF A01 


YOUNG, P. 
Uranium Favorability of the San Rafael Swell Area, 
East-Central Utah. 
GJBX-72(77) 
YOUNG, P. G. 


Applied Nuclear Data Research and Development. 
Progress Report, April 1--June 30, 1977. 
LA-6971-PR 78-10 20H PC A04/MF A01 


Applied Nuclear Data Research and Development. 


Progress Report, January 1--March 31, 1977. 
LA-6893-PR 78-05 20H PC A03/MF A01 


Applied Nuclear Data Research and Development. 
Progress Report, July 1--September 30, 1977. 
LA-7066-PR 78-14 20H Not available NTIS. 


Applied Nuclear Data Research and Development. 
Progress Report, October 1--December 31, 1977. 
LA-7200-PR 78-23 20H PC A04/MF A0O1 


Applied Nuclear Data Research and Development. 
Quarterly Progress Report, October 1--December 


31, 1976. 
78-02 20H PC A03/MF AO1 


78-07 81 PC A02/MF A01 


Potentials and _ information 


78-07 6D PC AOS/MF A01 


78-13 81 PC A07/MF A01 


LA-6754-PR 


Cross Sections in the Energy Range from 10 to 40 
Mev Calculated with the Gnash Code. 
LA-UR-77-1031 78-07 20H PC A02/MF A01 


Evaluation of the exp 175 Lu(N,2N) exp 174 Lu, exp 


175 Lu(N,2N/Sup 174M/Lu, and exp 175 Lu(N,3N) 
exp 173 Lu Cross Sections from Threshold to 20 


MeV. 
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78-23 7D PC A06/MF A01 


78-26 13M PC A05/MF A01 





ITEF-99 78-25 20G PC A02/MF A01 
YUDKIN, JOHN S. 


Provision of Medicines in a Developing Country. 
HRP-0025428/4GI 78-23 6E Not Available NTIS 
yuDOwW. B. 

Alternative Energy Transmission Systems from 
OTEC Plants. Project 8980 Second Quarter 


Progress Report, October--December 1976. 
DSE/2426-8 78-01 10B PC AOS/MF A01 


Alternative Energy Transmission Systems from 
OTEC Plants. Project 8980 Third Quarter Progress 
Report, January 1--March 31, 1977. 

DSE/2426-12 78-04 10B PC A02/MF A01 
Alternative Forms of Energy Transmission from 
OTEC Plants. 

CONF-770331-5 78-03 10A PC A02/MF A01 


Application Analysis of Solar Total Energy to the 
Residential Sector. Quarterly Technical Status Re- 
port, April 1--June 30, 1977. 

TID-28103 78-14 13A PC A10/MF A01 


Application Analysis of Solar Total Energy to the 
Residential Sector. Quarterly Technical Status Re- 
port, October 1--December 31, 1977. 

TID-28104 78-15 10B PC A13/MF A01 


Feasibility Study of Transporting Offshore OTEC- 
Produced Energy to Shore by Thermal Media. Pro- 
ject 8980 Third Topical Report, November 1976-- 
July 1977. 

DSE/2426-19 78-14 10A PC A06/MF A01 


Optimization Study of OTEC Delivery Systems 
Based on Chemical-Energy Carriers. Final Report. 
ERDA/NSF/00033-76/T1 


78-06 10A PC A15/MF A01 
YUEN, HORACE P. 
Improved Quantum Receivers for Optical Communi- 


cation. 
AD-A048 688/6GI 78-07 17B PC AOS/MF A01 


YUEN, M. C. 


Condensation Rates in Steam-Water Mixing. 
PB-278 012/0GI 78-10 181 PC A03/MF A01 


YUEN, M. J. 


Reprint: Kinetic Study of the Reaction Sn + N20 
yields SnO + N2. 
AD-A055 349/5GI 78-20 7D PC A02/MF A01 


YUEN, S. K. 


Improved Monte Carlo Method for Evaluating Mul- 
tidimensional Integrals. 
COO-2218-79 78-05 9B PC AOS/MF A01 


YUFEREV, V. S. 


Confinement of Plasma in a Purely Toroidal Mag- 
netic Trap with a Self-Consistent Electric Field. 
UCRL-Trans-11280 78-14 201 PC A02/MF A01 


YUHAS, D. 


Preliminary Evaluation of Several Nondestructive- 
Evaluation Techniques for Silicon Nitride Gas-Tur- 
bine Rotors. 


ANL-77-89 78-25 11B PC AQS/MF A01 
YUILL, THOMAS M. 


Ecological and Aerospace Medical Aspects of Virus 
Diseases. Part Il. Entomological Studies. Revised. 
AD-A049 853/5GI 78-09 6F PC A16/MF A01 


YUKNA, RAYMOND A. 


Reprint: Comparative Clinical Evaluation of Freeze- 
Dried Skin Allografts and Autogenous Gingival 
Grafts in Humans. 


AD-A050 088/4GI 78-10 6E PC A02/MF A01 


Reprint: Evaluation of Resultant Tissue Type Fol- 
lowing the Intraoral Transplantation of Various Lyo- 
philized Soft Tissues. 


AD-A057 531/6GI 78-23 6E PC A02/MF A01 
YUKON, STANFORD P. 


Reprint: Analog Image Transmission in Optical 
Waveguides. 
AD-A053 216/8GI 78-15 20F PC A02/MF A01 


Reprint: Multiphonon Absorption in Highly Trans- 

parent Semiconducting Crystals. 

AD-A047 339/7GI 78-05 20L PC A02/MF A01 

Reprint: Residual Lattice Absorption in Semicon- 

ducting Crystais: Frequency and Temperature De- 

pendence. 

AD-A048 400/6GI 78-07 20L PC A02/MF A01 

Topics in Optical Materials and Device Research. 

AD-A055 432/9GI 78-20 20F PC A07/MF A01 
YULE, T. J. 

On-Line Monitor for the Detection of Aerosols Con- 

taining Uranium and the Transuranics. 

CONF-780110-12 78-26 18D PC A02/MF A01 


YUMOTO, R. 


PURSE: Plutonium Radiation Source Code. 
PNCT-841-75-37 78-03 18J MF A01 


YUNG, D. 
Analysis of Heat Transfer in Horizontal Tube Falling 
Film Evaporators. 
ANL-OTEC-78-1 78-23 10A PC A03/MF A01 


Vapor/Liquid Interaction and Entrainment in Shell- 

and-Tube Evaporators. 

ANL-OTEC-78-2 78-26 10A PC A03/MF A01 
YUNG, E. K. 


Penetration of an EM Wave into a Cylindrical Cavity 
and the Current Induced on a Wire Inside. 
AD-A058 769/1GI 78-25 20N PC A03/MF A01 


YUNG, S. 
Particulate Control Highlights: Performance and 


Design Model for Scrubbers. 
PB-285 136/8GI 78-26 7A PC A03/MF A01 


YUNG, S. C. 
Evaluation of Four Novel Fine Particulate Collection 
Devices. 
PB-281 320/2GI 78-18 13B PC A06/MF A01 


YUNKER, CONRAD E. 


Studies on Parasitic Acarina at Namru 
AD-150 762/3GI 78-13 6C PC A02/MF A01 


Studies on the Snake Mite, Ophionyssus Natricis, in 
Nature 
AD-115 166/1GI 78-13 6C PC A02/MF A01 


Studies on the Systematics and Ecology of Laelap- 
tid Rodent Ectoparasites in Egypt, with Observa- 


tions of the Epidemiology of Haematozoan Jaculi 
Balfour 


AD-119 230/1GI 78-13 6C PC A02/MF A01 
YUNKER, W. H. 


Effect of Liquid Sodium on FFTF IHX Tube-to-Tu- 
besheet Weld Residue Deposits. 
HEDL-TME-72-86 78-18 181 PC A02/MF A01 


YUNTA CARRETERO, J. 


‘GRAFIC’. A Subroutine for the Graphic Displays. 
JEN-362 78-10 9B MF A01 


YUR’EV, YU. S. 


Approximate Calculation of Temperature and Com- 
parative Efficiency of Heat Exchangers with Cross- 
Paralle! Coolant Flow in the Intertubular Space. 

FEI-661 78-18 13A MF AO1 


Approximate Simulation Technique for Thermal and 
Hydraulic Parameters of a Reactor Core. 
FEI-597 78-20 18! MF A01 


Averaged Equation of Liquid Flow in a Porous Body 
Consisiing of Rod Bundles. 
FEI-631 78-18 20D MF A01 


Calculation of Hydrodynamic Characteristics of 
Two-Phase Annular Dispersed Flow. 
FEI-549 78-18 20D MF A01 


Calculation of Nonuniformal Coolant Distribution in 
Heat Exchangers. 


FEI-663 78-08 13A MF A01 


Numerical Calculation of Dumping of Hydraulic 
Nonuniforms in Rod Assemblies. 
FEI-646 78-20 18J MF A01 


Technique for the Calculation of the Temperature 
Field and Efficiency of Steam Generators with 
Cross-Longitudinal Coolant Flow. 

FEI-603 78-18 13A MF A01 


YURA, HELEN 


Considerations for the Effective Utilization of 
Nursing Faculty in Baccalaureate and Higher 
Degree Programs. 

HRP-0016442/6GI 78-05 51 Not Available NTIS 


Nursing Leadership: Theory and Process. 
HRP-0015819/6G! 78-01 5S! Not Available NTIS 


Students Have Responsibilities as Well as Rights. 
HRP-0019255/9GI 78-13 5I Not Available NTIS 


YURCHENKO, A. E. 


Energy Principle in a Strong Magnetic Field and the 
Kink Instability of a Toroidal Plasma Column. 
PPPL-TRANS-122 78-13 201 PC A03/MF A01 


YURCHENKO, E. I. 
Energy Principle and the Kink Instability in a To- 
roidal Plasma with a Strong Magnetic Field. 
ORNL-tr-4410 78-14 201 PC A03/MF A01 
Energy Principle in a Strong Magnetic Field and the 
Helical Instability of a Toroidal Plasma Pinch. 
UCRL-Trans-11283 78-14 201 PC A02/MF A01 
YUREK, G. J. 
Zirconium Metal-Water Oxidation Kinetics. Iv. Reac- 
tion Rate Studies. 
ORNL/NUREG-17 78-05 181 PC A10/MF A01 


YURKSTAS, A.A. 


The Determination of Masticatory Efficiency and Its 
Controlling Factors , 
AD-033 206/4GI 78-18 6E. + PC A02/MF A01 


ZABEZENSKY, M. 


YURKSTAS, A. ALBERT 

The Effect of Missing Teeth on Masticatory Per- 

formance and Efficiency 

AD-026 763/3GI 78-21 6E PC A02/MF A01 
YURKSTAS, ALGARD 

Measurement of Occiusal Contact Area Effective in 

Mastication, 

AD-494 006/0G! 78-20 6P PC A02/MS A901 
YUROW, HARVEY W. 

The Study of Chemiluminescence Kinetics. 

AD-A050 084/3G! 78-10 15B PC A02/MF A01 
YURTERI, MAHMUT 

Experimental Study of Natural Convection in Thin 


Horizontal Liquid Layers. 
AD-A048 409/7GI 78-07 20M PC A04/MF A01 


YURYEV, YU. 
The Pentagon's Means for Global Esnionage-- 
Translation. 
AD-A049 392/4G! 78-09 5D PC A02/MF A01 
YUSHKEVICH, YU. 
Selective Production of Short-Lived Neutron-Defi- 
cient Isotopes of Yttrium, Strontium and Rubidium 
Using Molybdenum and Zirconium as on-Line 
Solid-State Target Material. 
ZfK-332 78-26 18B PC A02/MF A01 
YUSIFOV, F. K. 
Utilization of a Combined Method of Thermoelec- 
tron Emission and Surface lonization for the Study 
of the Emission Properties of Metallic Monocrystals 
and Film Emitters at Their Origin. 
UCRL-Trans-11219 78-13 11F PC A02/MF A01 


YUST, C. S. 
SEM And EMA Studies of an SRC Pilot Plant Car- 


bonaceor's Plug. 
CONF-780415-3 78-23 21D MF A0O1 


YUSTEIN, D. 


2.8 Micron Infrared Heterodyne Radicmeter. 
AD-A058 266/8G! 78-24 17E PC A03/MF A01 


YUUKI, HIROSHI 


Development of High Temperature Strain Gage, (5). 
PNC-J-237-76-01 78-02 181 MF A01 


YUWILER, A. 
Location of Catecholamines in the Brain Using the 
170(n,a)14C Reaction. 
PB-280 528/1GI 78-17 6A _ Not available NTIS 
ZAB, R. 


Treatment of Low Strains and Long Hold Times in 
High Temperature Metal Fatigue by Strainrange 
Partitioning. 


N78-22404/5GI 78-17 11F PC A04/MF A01 


Treatment of Low Strains and Long Hold Times in 
High Temperature Metal Fatigue by Strainrange 
Partitioning. 

ORNL/Sub-3988/ 1 78-13 11F PC A04/MF A01 


ZABALGOGEAZCOA, X. 


Reprint: Coherent Ray Propagation through a Gulf 
Stream Ring. 


AD-A049 236/3G! 78-08 20A PC A02/MF A01 
ZABARENKO, MARY ROSE 


Selected Annotated Bibliography on Midwives and 
Family Planning. Part |. 
HRP-0024353/5G!_ 78-23 6E Not Available NTIS 
Selected Annotated Bibliography on Midwives and 
Family Planning. Part Il. 
HRP-0024354/3Gi 78-19 6E Not Available NTIS 


ZABEL, D. C. 


Development of Vertical Shaft Skip and Guide 
Design. 


PB-283 776/3GI 78-23. 81 PC A11/MF A01 
ZABEL, WAYNE V. 


Evaluation of Purchase Cost Factors. 
AD-A055 665/4G! 78-20 15E PC A03/MF A01 


ZABELIN, A. I. 
Experience in Use of Pure ‘Black’ Acid Solutions for 
Removing Carbonate Scales from Heat Exchange 
Equipment on Bk-50 anid ‘Arbus’ Plants. 
NIIAR-P-244 78-08 11F MF AO1 
ZABELKA, RICHARD J. 


FAX Canister with a Bottom Burster Charge and 
Dispersion Control Ring. 
PATENT-4 074 628 

78-22 19A Not available NTIS 

ZABETAKIS, M.G. 

Research on the Flammability Characteristics of Air- 
craft Fuels 
AD-005 805/7GI 78-11 21B. PC AOS/MF A01 


ZABEZENSKY, M. 


Developing Productivity Indicators in Human Ser- 
vices: ‘The State of the Art.’ 


SHR-0000520 78-26 SK PC A04/MF A01 


PA-1581 





ZABIK, M. 


Pesticide Runoff Losses from Small Watersheds in 
Great Lakes Basin, 
PB-274 084/3G! 78-05 13B PC AOS/MF A01 


ZABINSKY, J.M. 


Ducted Propeller Assault Transport Study Per- 
formance 
AD-102 024/7GI 78-01 1C PC A07/MF A01 


ZABINSKY, JOSEPH M. 
Ducted Propeller Assault Transport Study. Survey of 
the State of the ART 
AD-102 023/9GI 78-01 1C PC A04/MF A01 
ZABLOTSKAYA, G. R. 


Investigation of the Electrical Field Distribution in 
the Accelerating Tube of the REP-5 High-Current 
Electron Accelerator. 

NIEFA-T-0227 78-17 20G MF A01 


Magnetic Analyzer for Study on Relativistic Electron 

Beam High-Current Energy Spectra. 

NHEFA-T-0192 78-08 180 MF A01 
ZABOROWSKI, H. L. 


Project exp 252 Cf-D sub 2 O. The Multisphere 
System of Neutron Dosimetry and Spectrometry 
(M.S.-N.D.S.). Studies of Applications to Health 
Physics. 


CEA-N-1916 78-04 18D Not available NTIS 
ZABOTIN, V. 
Electromagnetic Field of Living Beings -- Transla- 


tion. 
AD-A048 560/7GI 78-07 6P PC A02/MF A01 
ZABOTIN, V. I. 


Experimental Analysis of the Information Content of 
an Aural Electrical Field of the Human Body--Trans- 
lation. 


AD-A051 096/6G! 78-12 6P PC A02/MF A01 


Interrelationship between Aural Fields of insects 

and Plants and Electrical Fields of Atmosphere -- 

Translation. 

AD-A051 387/9GI 78-12 6C PC A02/MF A01 
ZABRODSKAYA, A. S. 

KVEKS Procedure. 

FEI-643 78-20 20H MF AO1 
ZACEK, F. 


Experimental Study of the Absorption of Intense 
Electromagnetic Waves in a Magnetoactive Plasma. 
IPPCZ-180 78-05 201 MF A01 


ZACH, O. 


Experimental Study of the Causes for the Disper- 
sion of the Leidenfrost Temperature. 
IKE-2-34 78-06 20D MF A01 


ZACHAREWICZ, F. A. 
Educational Needs Assessment -- A Systematic Ap- 


proach. 
HRP-0023065/6GI 78-20 5! Not Available NTIS 
ZACHARIADES, ANAGNOSTIS E. 


Extrusion of Self Reinforced Thermoplastic Com- 
posites: Illustrated with High Density Polyethylene. 
AD-A049 191/0GI 78-08 111 PC A02/MF A01 


Solid State Coextrusion: A New Technique for U!- 

tradrawing Thermoplastics Illustrated with High 

Density Polyethylene. 

AD-A049 190/2G! 78-08 111 PC A02/MF A01 
ZACHARIAS, A. 


An investigation on Thrust Vector Control Eine Un- 
tersuchung Zur Steuerung des Schubvektors. 
N78-11118/4GI 78-06 1C PC A03/MF A01 


ZACHARIAS, JERROLD R. 


The Hartwell Project 
AD-103 991/6GI 78-22 15A PC A02/MF A01 


ZACHARIASEN, F. 
Limits on Coherent Processing Due to internal 


Waves. 

AD-A045 599/8GI 78-01 17A PC A03/MF A0O1 
Perturbation Theory with Instantons. 

COO-1545-213 78-01 20H PC A02/MF A01 


Scattering of Sound by Internal Waves: The Role of 
Particle Velocities. 
AD-A047 683/8G! 78-05 20A PC A03/MF A01 


ZACHARY, A. L. 


Comparing Soil Boundaries Delineated by Digital 
Analysis of Multispectral Scanner Data from High 
and Low Spatial Resolution Systems, 

E78-10017 78-06 8M PC A02/MF A01 


ZACHARY, FAY NEDRA 


if You Ever Need to Return to Nursing, Here's How. 
HRP-0017967/1GI 78-07 6E Not Available NTIS 


ZACHARY, L. W. 


Reprint: Optical Response and Yield Behavior of a 
Polyester Model Material. 
AD-A057 867/4GI 78-24 111 PC A02/MF A01 


PA-1582 


ZACHARY, S. 
The Effect of Free Public Transport on the Journey 
to Work, 
PB-277 728/2Gi 78-11 13B PC A03/MF A01 


ZACHMAN, RICHARD D. 


Study to Evaluate the Efficacy of Antenatal Steroid 
Therapy in the Prevention of Neonatal Respiratory 
Distress Syndrome. 

PB-278 657/2GI 78-14 6E PC A02/MF A01 


ZACHRY, DOY L. JR. 


Trace Metals and Major Elements in Water-Soluble 
Rocks of Northwest Arkansas. 
PB-277 225/9GI 78-09 8G PC AOS/MF A01 


ZACKAY, V. F. 


Development of Nickel-Free Austenitic Stainless 
Steels for Ambient and Cryogenic Applications. 
LBL-7397 78-23 11F MF A01 


Low Alloy Steels for Thick Wall Pressure Vessels. 
Yearly Report, October 1, 1976--September 30, 
1977 


LBL-7357 78-18 11F PC A06/MF A01 


Wear Resistant Alloys for Coal Handling Equipment. 
Progress Report, January 1--September 30, 1977. 
LBL-7381 78-19 11F PC A07/MF A01 


ZACKS, S. 


Adaptation of the Service Capacity in a Queueing 
Systems which is Subjected to a Change in the Ar- 
rival Rate at Unknown Epoch. 

AD-A046 973/4GI 78-04 2B PC A03/MF A01 


The Distribution of Sums of Dependent Log-Normal 
Variables. 
AD-A053 572/4GI 78-16 12A PC A03/MF A01 


Simultaneous Confidence Intervals for Linear Com- 
binations of Two inverse Linear Regression 
Parameters. 

AD-A058 809/5GI 78-25 12A PC A02/MF A01 


Survey of Approaches to Readiness, 
AD-A048 956/7GI 78-08 15E PC AQ2/MF A01 


ZADNEY, JERRY J. 


Studies in Placement Monograph No. 2. Job Place- 
ment of the Vocationally Handicapped: A Survey of 
Technique. Part VI. Professional! Characteristics and 
Attitudes of Counselors as Predictors of Placement 
Performance, 

PB-282 585/9GI 78-20 5I PC A03/MF A01 


ZADNY, JERRY J. 


Studies in Placement Monograph No. 2. Job Place- 
ment of the Vocationally Handicapped: A Survey of 
Technique. Part |. Introduction to Design and 
Method, 

PB-282 580/0GI 78-20 5! PC A03/MF A01 


Studies in Placement Monograph No. 2. Job Place- 
ment of the Vocationally Handicapped: A Survey of 
Technique. Part li. Caseload Characteristics and 
Counselor Location, 

PB-282 581/8GI 78-20 5i PC A03/MF A01 


Studies in Placement Monograph No. 2. Job Pilace- 
ment of the Vocationally Handicapped: A Survey of 
Technique. Part Ill. Administrative Policy and 
Resources, 

PB-282 582/6Gi 78-20 5i PC A02/MF A01 


Studies in Placement Monograph No. 2. Job Place- 
ment of the Vocationally Handicapped: A Survey of 
Technique. Part iV. Counselor Technique and 
Placement Performance: Client Preparation, 
Planning and Use of Job Information, 

PB-282 583/4GI 78-20 5! PC A03/MF A01 


Studies in Placement Monograph No. 2. Job Place- 
ment of the Vocationally Handicapped: A Survey of 
Technique. Part V. Counselor Technique and Place- 
ment Performance: Placement Assistance, Contact- 
ing Employers, Monitoring and Follow-Up, and 
Caseload Management, 

PB-282 584/2G! 78-20 5i PC A03/MF A01 


Studies in Placement Monograph No. 2. Job Place- 
ment of the Vocationally Handicapped: A Survey of 
Technique. Part Vil. Counselors for the Blind, 
PB-282 586/7GI 78-20 5! PC A03/MF A01 
Studies in Placement Monograph no. 3. A Survey of 
Job Search Patterns Among State Vocational Reha- 
bilitation Clients. 

PB-282 945/5GI 78-21 5i PC A02/MF A01 


ZAEBST, DENNIS 


Walk-Through Survey Report, DuPont May Plant, 
Camden, South Carolina, 
PB-278 967/5GI 78-14 6J PC A02/MF A01 


ZAEBST, DENNIS D. 


Walk-Through Survey Report. Stauffer Chemical 

Company, Axis, Alabama, 

PB-278 794/3GI 78-14 6J PC A02/MF A01 
ZAEHRINGER, ALFRED J. 


Solid Propellant Bibliography 
AD-146 063/3GI 78-22 19A PC A03/MF A01 


ZAELKE, D. 


Feasibility Study of Shared-Ride Auto Transit. 
PB-276 539/4GI 78-08 13B PC A12/MF A01 


ZAFANELLA, L. 


Reprint: Measurement of Electric and Magnetic 
Fields from Alternating Current Power Lines. 
PB-285 027/9GI 8-25 9A Not available NTIS 


ZAFFLE, JOHN 
Sewer System Evaluation, Rehabilitation and New 


Construction. A Manual of Practice. 
PB-279 248/9GI 78-15 13B PC A09/MF A01 


ZAFRAN, ROBERT 


Spectral irradiance Measurements in Monterey Bay. 
AD-A048 530/0G! 78-07 20F PC AO5/MF A01 


ZAFRAN, S. 


lon Beam Piume and Efflux Characterization Flight 
Experiment Study. 
N78-12140/7GI 78-07 21C PC A08/MF A01 


lon Engine Auxiliary Propulsion Applications and 
Integration Study. 
N78-15168/5GI 78-10 21C PC A13/MF A01 


ZAGAJESKI, STAN W. 
Computer-Aided Optimum Seismic Design of Duc- 


tile Reinforced Concrete Moment-Resisting Frames, 
PB-280 137/1GI 78-16 13M PC A07/MF A01 


Hysteretic Behavior of Reinforced Concrete 
Columns Subjected to High Axial and Cyclic Shear 
Forces, 

PB-283 858/9GI 78-23 13M PC A13/MF A01 


ZAGINAJKO, V. A. 


Macrogenerator with the Optimization of 
Macrodefinition Search During the Translation 
Process. 

JINR-11-9109 78-17 9B MF A01 


ZAGORNIG, DAWN 


Preparing Nurses for Family Health Care. 
HRP-0017812/9G! 78-06 51 Not Available NTIS 


ZAGORSKI, Z. P. 


Calorimetric Dosimetry in Pulse Radiolysis. 
INR-1486/17/C/A 78-08 18D MF A01 


Pulse Radiolysis Detected by Kinetics Spectroscopy 
from Self-Absorption of Cerenkov Light Emitted 
During the Pulse. 

INR-1455/17/C/A 78-02 7E MF A01 


ZAGREBNOV, V. A. 
Problem of Detection of the Bose-Condensate in He 


JINR-R17-9634 78-08 20M MF A01 


Statistical Mechanics of Systems with Highly Singu- 
lar Two-Body Potentials. Convergence Theorems. 
JINR-E4-9461 78-08 20H MF A01 


ZAHAVI, J. 


Reprint: Transient Pitting During Film Growth on 
Aluminum at 1000 mV versus SCE. 
AD-A057 570/4GI 78-23 7D PC A02/MF A01 


ZAHER, MOHAMED A. 


Reprint: An Experimental Study of ‘Borrelia An- 
serina’ in Four Species of ‘Argas’ Ticks. 2. Transs- 
tadial Survival and Transovarial Transmission. 

AD-A050 896/0G! 78-11 6M PC A02/MF A01 


ZAHLER, ROLAND E. 


Aromatic Electrophilic Substitution by Hydrogen. Ill. 
The Acid-Catalyzed Decarboxylation of 2, 4, 6-Trial- 
kylbenzaldehydes 

AD-010 252/5GI 78-18 7D PC A02/MF A01 


ZAHN, C. T. JR. 


Data Structures for Pattern Recognition Algorithms: 
A Case Study. 
SLAC-PUB-1566 78-08 9B PC A02/MF A01 


ZAHN, H. 


Determining the Number of lons, Electrons, and 
Atoms in Laser Microplasmas from Solids. 
1S-Trans-98 78-13 201 PC A02/MF A01 


lon Source for Mass Spectrographic Laser 
Microanalysis on Solids Using the LMA 1 Laser 
Microspectral Analyzer. 

1S-Trans-101 78-13 148 PC A02/MF A01 


Mass Spectroscopic Determination of Plasma 
Parameters in Laser Microplasmas of Solids and 
Their Mathematical Relationships. 

IS-Trans-99 78-14 201 PC A02/MF AO1 


Shapes of lon impulses from a Laser lon Source. 
1S-Trans-100 78-13 7D PC A02/MF A01 


ZAHN, H. S. 


Developing Maintainability for Tokamak Fusion 
Power Systems. Phase | Report. Volume |. Study 
Results. 

COO-4184-4(V.1) 78-15 18A PC A0Q9/MF AO1 


Developing Maintainability for Tokamak Fusion 
Power Systems. Phase | Report. Volume Il. Appen- 
dices. 





COO-4184-4(V.2) 78-15 18A PC A24/MF A01 

Developing Maintainability in Controlled Ther- 

monuclear Reactors. Progress Report, April 1, 1977- 

-May 31, 1977. 

COO-4184-2 78-06 18A PC A03/MF A01 

Developing Maintainability in Controlled Ther- 

monuclear Reactors. Progress Report, February 1, 

1977--March 31, 1977. 

COO-4184-1 78-01 
ZAHN, J. -P. 

Reprint: Tidal Friction in Close Binary Stars. 

PB-275 144/4GI 78-06 3B Not available NTIS 
ZAHN, PAUL M. 

Electrical Materials Analysis - Arcing. 

PB-284 946/1GI 78-25 8! PC A06/MF A01 
ZAHOUREK, ROTHLYN 


Help with Problem Patients: Mental Health Nurses 
as Consultants to Staff Nurses. 
HRP-0019049/6GI 78-12 6E Not Available NTIS 


ZAIDER, M. 


Investigation of the Microdosimetric Characteristics 
of Broad, Therapeutic BEAMS of Negative Pions at 
LAMPF. 


LA-UR-78-1205 78-25 6E PC A02/MF A01 
Pulsed System for Obtaining Microdosimetric Data 
with High Intensity BEAMS. 
LA-UR-77-2400 78-14 6R PC A02/MF A01 
RBEOER: A FORTRAN Program for the Computa- 
tion of RBEs, OERs, Survival Ratios, and the Effects 
of Fractionation Using the Theory of Dual Radiation 
Action. 
LA-7196-MS 
ZAIDMAN, STEVEN 


An Analysis of Continued Operation of Selected Air- 
port Traffic Control Towers (ATCT), 
AD-A049 793/3GI 78-09 1E PC A04/MF A01 


ZAIKIN, N. S. 


Software of a Remote Display Station. 
JINR-10-9326 78-10 9B MF A01 


ZAIKINA, A. G. 


System of Sectional Programs for the Processing of 
Data from the Lyudmila Chamber. 
JINR- 10-9033 78-10 


ZAIKOV, R. P. 


Infinite-Component Conformal Fields. 
Representation of the Two-Point Function. 
JINR-E-2-9273 78-03 20H MF A01 


Superfields with Any Spin. Spectral Representation 
of the Dilational Invariant Two-Point Function. 
JINR-E-2-9272 78-09 20H MF A01 


ZAITSEV, A. 


Phases Formed in the Interdiffusion Zone of the Ni- 
Sb System (Issledovanie Reaktsionnoi Diffuzii V 
Smesi Poroshkov Nikelya | Syur'mi)--Translation. 

PB-285 235-T/GI 78-25 11F PC A02/MF AG1 


ZAITSEV, L. N. 


Estimation of Radiation Heating of Superconduct- 
ing Magnets for High-Energy Accelerators. 
JINR-R-16-10480 78-10 20G MF A01 


ZAITSEV, P. O. 


Heterogeneous Chain of Ising in a Transverse Field. 
\AE-2500 78-09 20L MF AO1 


ZAITSEV, YU. M. 


Estimate of “Young” Pion Interaction. 
ITEP-28 78-22 20H MF AO1 


ZAJEC, E. 


Tests and Development of Duoplasmatron and 
Mutli-Aperture Heavy lon Sources for an RF Linac. 
LBL-7143 78-18 20G PC A02/MF A01 


ZAJICEK, O. T. 


Effects of an Urban Road System on Lead Content 
of an Urban Water Supply Source. 
PB-278 193/8GI 78-12 13B PC A02/MF A01 


ZAK, J. 


Properties of Electron Gas in Constant Magnetic 
and Electric Fields. 
AD-A051 823/3GI 


ZAK, JOHN M. 


Massachusetts Roadside Development Research - 
1977. 
PB-280 217/1GI 


ZAK, JOSEPH A. 


Forecasting Thunderstorms Over a 2- to 5-h Period 
by Statistical Methods. 
AD-A050 005/8GI 


ZAK, RUTH S. 
Massachusetts Roadside Development Research - 
1977 


PB-280 217/1GI 


18A PC A02/MF A01 


78-25 6R PC A02/MF A01 


18D MF A0O1 


Spectral 


78-13 20L PC A03/MF A01 


78-16 


13B PC A04/MF A01 


78-10 48 PC A07/MF A01 


78-16 13B PC A04/MF A01 


ZAKAI, MOSHE 


An Extension of Stochastic Integrals in the Piane. 
AD-A057 824/5GI 78-24 12A PC A02/MF A01 


Reprint: Likelihood Ratios and Transformation of 
Probability Associated with Two-Parameter Wiener 
Processes. 

AD-A056 138/1GI 78-21 12A PC A03/MF A01 


Reprint: The Sample Function Continuity of 
Stochastic Integrals in the Plane. 
AD-A056 153/0GI 78-21 12A PC A02/MF A01 


ZAKANYCZ, PETER 
Digital 
Techniques. 
AD-A053 558/3GI 78-16 17B PC A03/MF A01 


ZAKARIA, V. , 


Study to Determine the Technical and Economic 

Feasibility of Reclaiming Chemicals Used in Micel- 

lar Polymer and Low Tension Surfactant Flooding. 

Progress Report, April 24--May 20, 1977. 

FE-2600-1 78-06 8! PC A02/MF A01 
ZAKHARCHENKO, I. E. 

Hyperradial Functions in the Two-, Three- and 


Four-Body Problems. 
\AE-2462 


ZAKHARENKOV, YU. A. 


Observation of Fast lons in a Laser Plasma. 
ORNL-tr-4536 78-13 18A PC A02/MF AO1 


Optical Diagnosis of a Dense Unsteady Plasma. 
ORNL-tr-4535 78-13 201 PC A02/MF A01 


ZAKHARI, SAMIR 


A Literature Review - Problem Definition Studies on 
Selected Toxic Chemicals. Volume 3. Occupational 
Health and Safety Aspects of 2,4,6-Trinitrotoluene 
(TNT). 

AD-A055 683/7GI 


ZAKHAROV, V. I. 


Bounds on the Charmed Particles Masses from the 
Ksub(L) Implies 2 mu Decay Width and Ksub(L)- 
Ksub(S) Mass Difference in an Asymptotically Free 
Theory of Strong Interactions. 

ITEP-44 78-08 20H MF A01 


K Exp + implies piexp + E exp + E exp - Decay. 
ITEP-98 78-18 20H MF A01 


Light Quarks and the Origin of the delta 1= 1/2 
Rule in the Nonleptonic Decays of Strange Parti- 
cles. 

ITEP-59 78-09 20H MF A0O1 


Neutrino Production of Charmed Particles and the 
Parton Model. 
ITEP-91 78-08 20H MF A0O1 


Nonieptonic Decays of K-Mesons and Hyperons 
(Calculation of the Matrix Elements). 
ITEP-64 78-08 20H MF A01 


Strong Interactions Effects on the Ksub(L) implies 2 
mu Decay and Ksub(L)-Ksub(S) Mass Difference. A 
Reply. 

ITEP-35 


ZAKHAROV, Y. A. 


Use of Accelerated Helium-3 lons for Determining 
Oxygen and Carbon impurities in Some Pure 
Materials. 

N78-19235/8GI 


ZAKHAROVA, M. I. 


Temperature Dependence of Radiation Pores Con- 
centration in Heat Resistant BCC Metals. 
FEI-514 78-08 11F MF AO1 


ZAKKAY, V. 


Fluid Dynamics of a Fluidize Bed Packed with Heat 
Exchangers. Interim Report, February--May 1977. 
FE-2256-5 78-13 13A PC A03/MF A01 


Fluid Dynamics of a Fluidized Bed Packed with 
Heat Exchangers. Annual Report, February 1, 1976-- 
January 31, 1977. Parts a and B. 

FE/2256-4 78-16 218 PC A06/MF A01 


Fluid Dynamics of a Fluidized Bed Packed with 
Heat Exchangers. Interim Report, May--July 1977. 
FE-2256-6 78-13 13A PC A02/MF A01 


Heat Transfer Characteristics in a Fluidized Bed 

Packed with Heat Exchangers. 

NYU/DAS-77-17 78-07 7D PC A03/MF A01 
ZAKUTAYEVA, V. P. 

Contractile Function of the Myocardium with Pro- 

longed Hypokinesia in Patients with Surgical Tu- 

berculosis. 

N78-26726/7GI 
ZALAY, A. D. 


Aircraft Wake Vortex Characteristics from Data 
Measured at John F. Kennedy International Airport. 
AD-A055 059/0G! 78-18 1C PC A12/MF A01 


Laser Doppler Velocimeter Aerial Spray Measure- 
ments. 
N78-22491/2GI 


Communications/Interoperability 


78-18 20J MF A01 


78-20 6T PC AQ6/MF A01 


78-08 20H MF A01 


78-14 7D PC AQ2/MF A01 


78-21 6S PC A02/MF A01 


78-17 14B PC A10/MF A09 


ZALUBAS, ROMUALD 


Laser Doppler Veiocimeter Measurements of B-747 
Wake Vortex Characteristics. 
AD-A048 275/2GI 78-07 1A PC A10/MF A01 


Mobile Laser Doppler System Checkout and 
Calibration. Volume |. Text. 


AD-A045 799/4GI 78-01 148 PC A07/MF A01 


ZALCSTEIN, Y. 


The Complexity of Word and 
Problems for Finite Groups. 
AD-A053 246/5GI 78-15 12A MF AO1 


Evaluation Criteria for Process Synchronization. 
AD-A053 245/7G! 78-15 9B PC A02/MF A01 


lsomorphism 


ZALECKA-MELAMED, ANNA SYLWIA 


Structural Inference and Identification of Discrete 
Time Systems. 


AD-A050 336/7G! 78-10 9D PC A09/MF A01 


ZALENSKII, O. V. 


Photosynthesis and Solar Energy Utilization--Trans- 
lation. 


PB-276 658-T/GI 78-10 6A PC A19/MF A01 


ZALESAK, S. T. 


lonospheric Modification: An Initial Report on Artifi- 
cially Created Equatorial Spread F. 
AD-A058 357/5G! 78-25 4A PC A03/MF AO1 


ZALEWSKI, E. F. 


Coupling to the Detector Measurement Base at 
NBS. 
PB-280 534/9GI 78-17 9A Not available NTIS 


Improving the Accuracy of Radiant Power Measure- 
ments Based on Photodetector Instrumentation. 
PB-280 523/2GI 78-17 20F Not available NTIS 


A Laser Based Characterization Facility for Silicon 
Photocell Studies. 
PB-280 461/5GI 78-17 10B Not available NTIS 


Linearity Studies on Silicon Photodiodes. 
PB-280 828/5Gi 78-17 9A Not available NTIS 


ZALEWSKI, W. 


Physico-Chemical Examination of Materials Used 
vw Manufacturing Radiation Sterilized Medical 
Equipment. 


INR-1451/17/C/A 78-03 6E MF A01 


ZALIKHANOV, B. ZH. 


Analysis of the Total Cross Sections of TH pi N Im- 
plies pi pi N Reactions Near the Threshold. 
JINR-R2-9703 78-08 20H MF A01 


Analysis of Total Cross Sections for the pi N implies 
pi pi N Reactions Near the Threshoid. 
JINR-R-2-9703 78-10 20H MF AO1 


Spectrometric Characteristics of Cherenkov Totai 
Absorption Spectrometers for Electron and gamma 
-Quanta Measurements. 
JINR-R-13-9491 


78-08 18D MF A01 


ZALKIND, JOSEPH 


EPA Program Status Report: Synthetic Fuels from 
Coai, Including Process Overview with Emphasis on 
Environmental Considerations, 

PB-284 336/5GI 78-24 7A PC A06/MF AO1 


ZALL, R. R. 


Reprint: Production of Edible Foods from Surf Clam 
Wastes, 


PB-284 769/7GI 78-22 6H PC A02 


ZALOGUEYV, S. N. 


Methods for Microbiological and immunological! 
Studies of Space Flight Crews. 
N78-29725/6GI 78-24 6M PC A09/MF A01 


ZALOSH, R. G. 


Comparative Analysis of Hydrogen Fire and Expic- 
sion Incidents. Quarterly Report No. 1, September 1, 
1977--November 30, 1977. 

CO00/4442-1 78-17) 13L 


Improved Fire Protection for 
derground Equipment. 
PB-280 136/3GI 


PC A03/MF AO1 
Stationary Un- 


78-16 8! PC A08/MF A01 


ZALOUDEK, F. R. 


Requirements for a Helium-Cooled Blanket Heat 
Removal System Development Facility for Fusion 
Reactor Research. 

BNWL-2301 78-08 18A PC A03/MF A01 


Study of the Comparative Costs of Five Wet/Dry 
Cooling Tower Concepts. 


BNWL-2122 78-03 13A PC A06/MF 401 


ZALOUMIS, A. 


The BARBEY Report. An Investigation into Control- 
lable Pitch Propeller Failures from the Standpoint 
of Full-Scale Underway Propeller Measurements. 

AD-A047 851/1GI 78-06 13J PC A13/MF A01 


ZALUBAS, ROMUALD 


Atomic Energy Levels - The Rare Earth Elements. 
(The Spectra of Lanthanum, Cerium, Praseodymi- 
um, Neodymium, Promethium, Samarium, Europi- 


PA-1583 





um, Gadolinium, Terbium, Dysprosium, Holmium, 

Erbium, Thulium, Ytterbium, and Lutetium), 

PB-282 067/8GI 78-18 7D PC A18/MF A01 
ZAMA, M. 

Conformational States of Chromatin. 

CONF-770648-1 78-04 6C PC A03/MF A01 
ZAMAN, K. B. M. O. 

Acoustics-Turbulence Interaction. 

N78-10412/2GI 78-05 20D PC A06/MF A0O1 
ZAMBELLO JUNIOR, E. 


Behavior of P in Tropical Soils. Il. 
Kinetics. 
CENA-BC-032 78-20 8M MF A01 


Behavior of P in Tropical Soils. Ill. Retention Reac- 
tions. 
CENA-BC-033 


ZAMBOGLOU, N. 


Biological in vivo Dosimetry with an External Mea- 
suring Technique under Application of a Labelled 
ONA-Precursor (lodine-125-Desoxyuridine). 

AED-Conf-76-530-003 78-03 6R MF AO1 


ZAMBRANO, WALDO 


Monitoring the Effects of the Dallas/Fort Worth Re- 
gional Airport. Volume |. Ground Transportation Im- 


Retention 


78-21 8M MF AO1 


pacts. 
PB-274 117/1GI 
ZAMECNIK, P. C. 


Protein Synthesis and Its Regulation: A Background 

Study Related to the Biological Effects of Radiation. 

Progress Report, July 1, 1976--August 31, 1977. 

COO-2403-10 78-07 6A PC A03/MF AO1 
ZAMIR, E. 


Reprint: Pressure Dependence of the Electron Den- 

sity in Electron-Beam-Excited Rare-Gas Plasmas. 

AD-A046 933/8GI 78-04 201 PC A02/MF A01 
ZAMMIT, STEPHEN J. 


Florida Statewide Assessment of Trainable Mentally 

Retarded; Technical Report 1975-1976. 

PB-274 137/9GI 78-04 51 PC A04/MF AO1 
ZAMMIT, T. 

Journeys Made by an Articulated Goods Vehicle 


and Delays to Other Traffic, 
PB-277 125/1GI 78-09 


ZAMOLODCHIKOV, A. B. 
Theory of the Direct Four-Fermion Interaction. 
ITEP-74 78-04 20H MF A0O1 
ZAMOLODCHIKOV, B. I. 
Designed Pion Beam Channels in a Phasotron with 


the Magnetic Field Variation. 
JINR-9-8782 


78-04 1& PC A10/MF A01 


13B PC AQ2/MF A01 


78-20 20G MF A01 


Focusing in the Phasotron Central Region at a 
Positive Potential in the Discharge Chamber of the 
lon Source. 

JINR-R-9-9284 


78-19 20G MF A01 
ZAMORI, Z. 


Filtration of Data from a Scanning Device by a Mini 
Computer. 
JINR-R-10-9459 


ZAMRIl, V. N. 


Connection of the TRA-1001 Computer to Output 
Systems of a Measuring Centre. 
JINR-10-8190 


ZAMYATIN, N. |. 


Delay Time Units in the CAMAC Standard. 
JINR-9-9041 78-20 20G MF A01 


ZAMYATIN, YU. S. 


CM-2 High-Flux Reactor as an Effective Source of 
Ultracold Neutrons. 
JINR-R-3-7946 


ZANANTONI, C. 


Effects of Fast Breeders’ Characteristics on Con- 
sumptions and Expenditures Related to Electric 
Power Generation. An Assessment for the European 
Community. 

EUR-5598 78-09 181 MF A01 


Role of the Demand-Duration Curve in the Evalua- 

tion of Power Station Installation Policies. Remarks 

on its Effects on Stations’ Utilization, Generating 

Capacity, Load Factor History and Consumptions. 

EUR-5599 78-08 18E MF A01 
ZAND, DALE E. 


identifying Optimal Groups for Making Judgmental 
Decisions. 
PB-285 866/0G! 


ZAND, ROBERT 


Decompostition of 
Dihydroascaridole 
AD-032 662/9G! 78-21 


78-17 18D MF A01 


78-17 ©B MF A01 


78-10 18M MF A01 


78-26 5J PC A04/MF A01 


Ascaridole and 


70 PC AOQ2/MF A01 


PA-1584 


ZANDBERG, E. YA. 


Utilization of a Combined Method of Thermoelec- 
tron Emission and Surface lonization for the Study 
of the Emission Properties of Metallic Monocrystals 
and Film Emitters at Their Origin. 

UCRL-Trans-11219 78-13 11F PC AO2/MF A01 


ZANDEE, A. P.L. M. 


Anisotropic Potential of Molecular Hydrogen Deter- 
mined from the Scattering of Oriented H sub 2 on 
inert Gases. 


INIS-mf-3613 78-01 7D MF A01 


ZANDER, AND2EW T. 


Atomic Emission Spectrometry of Trace Metals 
Using a New Kind of Microwave-induced Helium 
Plasma at Atmospheric Pressure, 

AD-A051 178/2Gi 78-12 7D PC A02/MF A01 


ZANDER, R. 


High Resolution Transmission Measurements of the 
Atmosphere in the Infrared. 
AD-A049 205/8Gi 78-08 4A PC A02/MF AO1 


High Resolution Transmission Measurements of the 
Atmosphere in the Infrared. 


AD-A056 519/2GI 78-21 4A PC A03/MF A01 


ZANDERS, D. L. 


Slag Waste Heat Recovery and Utilization in the 
Elemental Phosphorus Industry. Quarterly Progress 
Report, October 28, 1977--January 28, 1978. 

TID-28401 78-22 10A PC A02/MF A01 


ZANDERS, DONALD L. 


Particulate Control Mobile Test Units: Third Year's 
Operation. 
PB-283 657/5GI 


78-20 13B PC A03/MF AGt 


ZANDI, |. 


Transport of Solid Commodities via Freight 
Pipeline. Volume |. Cost and Level of Service Com- 
parison. 

PB-276 145/0GI 78-08 13B PC A04/MF A0O1 


Transport of Solid Commodities via Freight 
Pipeline. Volume Il. Freight Pipeline Technology. 
PB-276 146/8GI 78-08 13B PC A0S/MF A01 


Transport of Solid Commodities via Freight 
Pipeline. Volume V. Impact Assessment. 
PB-276 149/2GI 78-08 13B PC A02/MF A01 


ZANDI, IRAJ 


Transport of Solid Commodities via Freight 
Pipeline. Volume Ill. Cost Estimating Methodology. 
Part A and Part B. 
PB-276 147/6GI 


78-08 13B PC A06/MF A01 


ZANELLA, A. 


Experimental Investigation of Very High Frequency 
Slot Antenna on M-60A-1 Tank. 
AD-B018 152/9GI 78-13 9E PC A02/MF A01 


ZANEVELD, J. RONALD V. 


Reprint: Bottom Nepheloid Layers and Bottom 
Mixed Layers Observed on the Continental Shelf off 
Oregon. 

AD-A049 966/5GI 78-10 8J PC A02/MF A01 


Reprint: Light Scattering and Suspended Particu- 
late Matter in the Arctic Ocean North of Ellesmere 
Island. 


AD-A049 964/0GI 78-10 8J PC A02/MF A01 


ZANEVELD, L. 


Laser-Induced Thermal Damage of Skin. 
AD-A054 612/7GI 78-17 6R PC A08/MF A01 


ZANEVSKIl, YU. V. 


Tests of the Drift Chamber System on the JINR 
Synchrophasotron. 
JINR-R-13-9349 


78-17 180 MF AO1 


ZANGE, E. 


Annual Report 1975 of the Department Decon- 
tamination. 


Juel-1366 78-19 18G MF A01 


ZANGARI, ALFRED G. 


Alternative Conceptual Frameworks for Expanding 
the National Marine Sanctuaries Program. Phase Il 
of a Study for the Framework of the Marine Sanc- 
tuaries Program, 

PB-282 277/3GI 78-17 13B PC A16/MF A01 


An Assessment of the Need for a National Marine 
Sanctuaries Program. Phase | of a Study for the 
Framework of the Marine Sanctuaries Program, 

PB-282 247/6GI 78-17 13B PC A07/MF A01 


ZANIO, K. 


Indium Phosphide/Cadmium Sulfide Thin-Film Ter- 
restrial Solar Cells. Quarterly Report No. 4, July 1-- 
September 14, 1977. 
ALO/3717-1 


78-17 10B PC A02/MF A01 


ZANKEL, K. L. 


Acoustic Surveys of Fish Distributions in the Mor- 
gantown SES Intake Embayment. 


PB-280 278/3GI 78-16 6C PC A07/MF AO1 
Second Order Effects of Ultrasonic Waves. 


AD-422 902/7GI 
ZANKEL, KENNETH L. 


Size and Distribution of the 1974 Striped Bass 
Spawning Stock in the Potomac River. 
PB-277 081/6GI 78-10 13B PC A03/MF A01 


Size and Distribution of the 1975 Striped Bass 

Spawning Stock in the Potomac River. 

PB-277 083/2GI 78-11 13B PC A04/MF A01 
ZANNER, F. J. 

Metal Transfer During Vacuum Consumable Arc Re- 

melting. 

SAND-77-1410 
ZANNETOS, ZENON S. 

The Conglomerate Firm. 

AD-A056 001/1GI 78-21 
ZANNETTI, L. 

Preliminary Investigations of the Unsteady Flow in 

Turbojet Engines During Transients. 

N77-32164/4GI 78-02 21E PC A02/MF A01 
ZANOTELLI, W. A. 

Aerosol Characterization from a Simulated HDCA. 


Annual Report. Nrc Program A1171-2. 
MLM-MU-77-70-0004 78-15 18! PC A03/MF A01 


ZANTON, D. F. 


Design and Analysis of Winglets for Military Aircraft. 
Phase Il. 
AD-A046 152/5GI 
ZANZI, I. 

Effect of Sodium Fluoride on Skeletal Mass in Pri- 
mary Osteoporosis. 

BNL-23037 78-07 6E PC A02/MF A01 
Medical Application of in Vivo Neutron Activation 


Analysis. 
BNL-24092 


ZANZUCCHI, P. 


Reprint: Optical Properties and Selective Solar Ab- 
sorption of Composite Material Films. 
AD-A052 183/1GI 78-13 10A PC A02/MF A01 
ZAPALA, RAYMOND J. 
Flexible Recording Head Mounting Assembly. 
PATENT-4 071 864 
78-13 


78-01 20F PC A02/MF A01 


78-13 11F PC A04/MF A0O1 


5A PC A12/MF A01 


78-02 1C PC A07/MF A01 


78-23 6E PC A02/MF A01 


14C Not available NTIS 
ZAPAS, L. J. 
Reprint: Experimental Tests of Some _ Integral 


Rheological Relations. 
PB-281 049/7GI 78-18 20D Not available NTIS 


Non-Linear Behavior of Polyethylene in Torsion. 
PB-281 965/4GI 78-18 7D Not available NTIS 


ZAPAS, LOUIS J. 


Performance of Plastic Packaging for Hazardous 
Materials Transportation: Part Ill. Stress Cracking. 
PB-280 215/5GI 78-16 111 PC A04/MF A01 


ZAPATKA, MARCHI C. 


Technical and Philosophical Aspects of Ocean 
Disposal, 
PB-279 971/6GI 


ZAPELLINI, G. 


Heterogeneous Computation Tests of Both Sub- 
stitution and Reactivity Worth Experiments in the 
RB-3 Reactor. 

CNEN-RT/FI-77-2 


ZAPFFE, CARL A. 


(Research on the Microstructure Upon Fracture in 
the Bismuth-Antimony System) 
AD-029 298/7GI 78-21 11F PC AOQ2/MF A01 


ZAPLATIN, N. L. 


Calculation of tsochronous Cyclotron Magnetic 
System Components by the Net Method. 
JINR-9-9034 78-20 20G MF A01 


Optimization of the Meson-Producing Target Posi- 
tion in a Chamber of a Phasotron with a Spatial 
Variation of a Magnetic Field. 
JINR-9-9078 


ZAPLATYNSKY, I. 
Reactions of Yttria-Stabilized Zirconia with Oxides 


and Sulfates of Various Elements. 
N78-29216/6Gi 78-24 21E PC A02/MF AO1 


ZAPOL’SKIl, N. A. 


New Current Pulser in a Beam Extraction System of 

the Yerevan Synchrotron. 

EFI-181(27)-(76) 78-21 
ZAPPE, D. 

Bremsstrahlung Components Outside of Accelerator 

Buildings. Il. 

TU-Inf-05-22-76 78-19 20G MF A01 


Experimental and Theoretical Investigation of 
Radiation Fields from Radionuclide Mixtures. 1. Ex- 
perimental Investigation of gamma Radiation from 
Fission Product Mixtures. 
TU-Inf-05-7-75 


78-14 138 PC A08/MF A01 


78-10 18K MF A01 


78-20 20G MF A01 


20G MF A0i 


78-17 20H MF AO1 





Experimental and Theoretical Investigation of 
Radiation Fields from Radionuclide Mixtures. 2. 
Theoretical Determination of Detector Response 
Functions for gamma Radiation Fields. 

TU-Inf-05-11-75 78-17 18D MF A0O1 


Experimental and Theoretical Investigation of 
Radiation Fields from Radionuclide Mixtures. 3. 
Comparison of Experimental Results with Theoreti- 
cal Calculations for Investigation of gamma Radia- 
tion Fields. 

TU-Inf-05-31-76 


ZAPPI, MARCOS A. 


Environmental Baseline Descriptions for Use in the 
Management of Fort Carson Natural Resources. Re- 
port 5. General Geology and Seismicity. 

AD-A046 828/0GI 78-03 13B PC A04/MF A01 


Status Report for Selection of Sites for Background 
Noise Signature Data Base Development. 
AD-A051 316/8GI 78-12 17A PC A02/MF A01 


ZAPPOLO, AURORA 


Comparison of Nursing Home Residents and 
Discharges from the 1977 National Nursing Home 
Survey -- United States. 

HRP-0026224/6GI 78-25 6E Not Available NTIS 


ZAR, J. L. 
Design of 


Volume I. 
AD-809 124/1GI 


Design of 
Volume I. 
AD-809 141/5GI 78-19 9A PC AO5/MF A01 


ZARAGOSA, EUFROCINA M. 


Process for Preparing Mixed Bean Salads. 
PAT-APPL-873 570/GI 78-14 6H PC A02/MF A01 


ZARANKA, JUDITH D. 


Medical Model - Nursing Model: A Gerontological 
Dilemma. 
HRP-0017305/4GI_ 78-01 6E Not Available NTIS 


ZARANTONELLO, EDUARDO H. 


Projectors on Convex Sets in Reflexive Banach 
Spaces. 
AD-A046 501/3GI 


ZARDA, P. RICHARD 


NASTRAN Implementation for Free Surface Flow 
Problems. 
AD-A057 260/2Gi 


ZARE, R. N. 


Reprint: Chemi-lonization Reactions of Ca, Sr, Ba, 
and Yb Atoms with the Halogen and Interhalogen 
Molecules. 


AD-A048 913/8GI 78-08 7D PC A02/MF AQ01 


Reprint: Crossed-Beam Chemiluminescence: The 
Alkaline Earth Rearrangement Reaction M + S2ClI2 
yields S2 + MCI2. 

AD-A048 914/6GI 78-08 7D PC A02/MF A01 


Reprint: Determination of Absolute Photon Yields 
under Single-Collision Conditions. 
AD-A052 195/5GI 78-13 7D PC AQ2/MF A01 


ZARE, RICHARD N. 


Reprint: Chemiluminescent Spectra of YbF and 
YbCI. 


AD-A048 696/9GI 78-07 7D PC A02/MF A0O1 


Metal Combustion Processes as Studied by Chemi- 
luminescence and Chemi-ionization. 
AD-A053 864/5GI 78-16 21B PC A02/MF AQO1 


ZARET, BARRY L. 


Quantitative Dual Radionuclide Imaging of Acute 
Myocardial Infarction. 
PB-279 792/6GI 


ZARETSKY, E. V. 


Experimental and Analytical Load-Life Relation for 
AISI 9310 Steel Spur Gears. 
N77-32503/3GI 78-02 131 PC A03/MF A01 


Predicted and Experimental Performance of Jet- 
Lubricated 120-Millimeter-Bore Ball Bearings 
Operating to 2.5 Million Dn. 

N78-20513/5GI 78-15 131 PC A03/MF A01 


Rolling-Element Fatigue Life of AIS! M-50 and 18-4- 
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